| COCKS 
are sold on the * ‘satisfac- 
tion or money back”’ plan. ) 
Ohe Central Brass Manufacturing Company 
CLEVELAND. 


) ron Body Composition Mounted Valves 
With Parallel Bronze Seats 


For Ordinary and Heavy Pressures, Goaranteed ay 7 ; A trial will 
j convince 


Selt-Packing Stem not to teak! (ae wae ™ Sie lyous'ot thele 
With or Without By-Pass at highest) ¢ germ Ss Pet | Superiority 
pressure. paca ng 7 Ssamiover all 

WRITE FOR CATALOGUE AND PRICBS ‘ a \ Sa others, 


THE CS PIED S DALUE MFG. CO., 


61 Beekman St. e e e NEW YORE. 


YOu CET ; ee We carry in stock of 


our own make every de- 


MORE Ar} scription of 
COOD ¥ ALL MEAL HOSE 
REELS and RACKS for the use 
of FACTORIES, PARKS, WARE- 
by Buying Our HOUSES, RAILROADS,, FIRE 
cos: COMPANIES,DOCKS and BOATS 
PERFECT : Sold all over the world 


CASTING. P P 
Send for Price List and Catalog 
Get Our Prices, 
Tan Go AHEAD. Wirt & Knox Mfg. Co., 


22-24 North 4th St., 
PHILADELPHIA 


QUINCY, ILL. 


|Standard Gas Fixture Co., Booey We ragrory: 


N 
MANUFACTURERS OF Nod. 


Staple Brass Gas Fixture Fittings, Brackets, Pendants Etc, 


GRAVITY & PRESSURE FILTERS ano WATER SOFTENING PLANTS 


CONSTRUCTED UNDER THE WELL-KNOWN 
NEW VORK, CONTINENTAL, JEWELL, HYATT, WARREN, NATIONAL AND BLESSING PATENTS 


FOR BUILDINGS OF ALL KINDS REGUIRING CLEAR,,.BRIGHT AND PURE WATER. 


The New York Continental Jewell Filtration Co., General Contractors 


As BROAD ST., NEW YORK. 40 W. QUINCY ST., CHICAGO, ILL. 
e 


4 


PROVE OUR ASSERTIONS 
The force of an argument liesin its application. We argue all the 
time that 


“GURNEY” HEATERS 


“Bright Idea,”’ ‘‘Doric,’’ and ‘‘400”’ Series 


are the best selling heaters in existence. And the fact is having con- 
stant application at the haudsof our agents, Ask any one of them 
what sort of areception the Heater receives. kind «ut whetheriis 
extra long wear, its extreme ecunemy in fuel consumption and the ease 
and simplicity of its operation influence its sale. Then when you've 
satisfied yourself as t« he force of our argument, write for full partic- 
ulars concerning anagency For youcertainly couldn’t make a more 
profitable business connection, 
GURNEY HEATER MFG. CO., 


4 FRANKLIN STREET, Bosros; 111 Firra Avenug, New York 


“GENUINE” BARNES 
3-Wheel Pipe Cutters 


@ Bear this registered trade mark, 


Made in 8 sizes, cutting OOO 
ipe from 1-8 inch to 1 : 
nches in diameter. 


BARNES TOOL CO., S=¥dMYFI: s, a. 


EDN Se eee ES i st nee lag ee CS ee ee 
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Humphrey Crescent 
Instantaneous 
Water Heater, 


| Has the largest heating capacity of 
teed. ; any Instantaneous Water Heater 
on the market. 


PRICE 


NICKEL PLATED 


$25.00. 


N. P. SHELF 
and 


BRACKET 


tals 


WITH EVERY 
HEATER. 


a) 
ALL ORDERS FILLED PROMPTLY. 
MAY WE SEND CATALOGUE AND DISCOUNTS? 


HUMPHREY MFG. & PLATING COMPANY, 
: Sales Department, KALAMAZOO, MICH., U.S.A, 


Every 
Heater 
Guaran- 


Is Good, but the 


GABEL 
AUTOMATIC 
STORAGE 


HEATER 


Is better for the following 
reasons ; & 

1—The capacity is un- 
limited per minute. 

2—Takes no pressure to 
operate. 

3—Supplies hot water 
instantly. 

4—Cannot get out of 
order. 

3—Works under all con- 
ditions. 

6—Same pressure on hot 
as cold water lines. 


7—Will supply your resi- 


dence with all the hot 
water demanded at all 
times at a costof 40 per 
cent. in gas fuel of any 
other Automatic Water 
Heater on the market. 


Write For New 
Catalogue. 


GABEL MFG. COMPANY, 


Abraham Lincoln said that the coun- 
try can not endure half slave and half 
free. Neither can a fitter make a 
success with a poor heater. He is test — 
prepared who installs a “WINCHES- | 
TER,” as there are no after-visits to 
make, The combination of a good — 
fitter and good heateriscomplete. Made 
by Smith & Thayer Company, Boston, 
Mass. 


New York Office, Fuller (Flatiron) Building, Cor. 
Broadway and Fifth Ave. 


ARE YOU HAVING TROUBLE WITH 
VALVES YOU HAVE BEEN USING? | 


IF SO, TRY THE 


CORSET 


They are made of A-1 metal. 

They are assembled by hand. 

They are thoroughly tested. 

We make a complete line of Globe and 
Angle Valves, all sizes in both Standard‘ — 
and Competition; also Horizontal and Ver- 
tical Check Valves, both ee and 
stationary stem. ~ 


Write Us for Prices, They are Low. 
American Valve & Meter Co., 


Cincinnati, O. 
Thos. H. Hutchinson, Selling Agent. 101 Beekman St., New York: 


Thomas Maddock’s: 


Sons’ Company, 
TRENTON, N. J. 


‘ 


105 Market Street, ° > - Rittsbuce: Pa: 


a | | oe ee Se ae 
. » = e 
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GOODS EFFICIENT, 
WORDS SUFFICIENT. 


FARNAN Brass Works, 
CLEVELAND, O. 


ROBERT LOVE 


23 CENTER STREET, 


8. P, STAMBACH, 


STAMBACH & LOVE, 


Plumbers’ Supplies -= Sanitary Specialties 
50 and 52 North Seventh Street, PHILADELPHIA. 


Lawler’s Volcano Gas 


Burner No. 5 
FOR HEATING ROOMS 


This is the most powerful as well as the most perfect gas burner 
for heating rooms ever placed on the inarket. 

It works equally well with natural or Mluminating gas. It is the 
‘only gas heating burner that will not hght back. lt is the only 

pas heating burner that produces a perfect combustion, and is abso- 
utely free from odor. 

When placed on a gas fixture, it deflects the heat to the floor of the | 
room, where it does the most good. It produces more heat from the 
‘same amount of gas consumed than any other heating burner made. 
Get the agency for your town. It is a specialty that sells at sight. 


Sample sent postpaid for 75cts. ed . 
20 W. Houston St,, New York City- } 


and 
OTHERS PENDING 


LAWLER REGULATOR CO., 


Jregeh OIC.) 


Manhattan Closet 
' with 
NETHERY 

FLUSH VALVE 


Plate 2336—E 


PVEDLR 


Write for 
illustrated Booklet on 
Nethery Flush Valves 


TEDL. 


The highest Quality 
OF 
SANITARY 
PLUMBING 
APPLIANCES 
Are made by 


|THE PECK BRos. & COMPANY, 


New Haven, 


Conn. Boston 


New York 


Ee FA ee 


"ee DU 3S ee CO 


iii 
END REAMERS 
Some pipe ieamers spread or 


flatten burrs instead of cutting 
them off, 


Mueller Reamers have the 
blades well relieved so that the 
cutting edges never drag or 
scrape. They shave the burrs off 
cléan and leave the interior pipe 
surface entirely free from ob- 


structions. 

The frame and ratchet handle 
are made of malleable iron and 
drop forged steel, and the blades 
are made of fine tool steel. 

Reams pipes from % to 8 inch 
sizes inclusive, 


MADE ONLY BY 
MFC.CO.,DECATUR,ILL.,U.S.A. 


Jy. 


“Rlonenely’” 
MONARCH COCKS 
MONARCH BIBBS 


Good, Solid, Heavy, Durable, and containing everything 
that goes to make up and maintain the 


Highest Grade Cocks==Bibbs 


ASK YOUR 
JOBBER 
FOR THEM 


Manufactured by 


Che NONARCH BRASS 20. 


CLEVELAND, O, 


MADE RIGHT—GUARANTEED TIGHT. 


Subscribers 


THE OBERLE PIPE SU PPORT 
] Gives~“the Plumber 


Wilt Please Mention 
This Journal when 
Writing to Advertisers 


FITTING» 


FAT. MAY 21, 190) 
FOR’ SUPPORTING 


and Fitter a chance to 


DRAIN PIPES, use the waste wrought, 
Eee MAINS, = g-W and cast iron pipe. 


T | Can furnish fitting for 


1 3 ° 
Catalogs and discounts ‘any desired pitch. 


“malled. 


DRAIN PIPE WITH OBERLE SUPPORT. 
J. F. OBERLE, main Office, 780 Secor.d Avenue, NEW YORK.” 
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PLATE 80 


Roll Rim Sink with 12-inch back, cast in one piece 2 1-4-inch 
Roll Rim; concealed brackets and concealed air 
chambers. , No cracks. _ No joints. 


WHY NOT MAKE YOUR HEATING BUSINESS COME EASY, 
by handling a line that is widely and favorably known all over the country 


NEARLY 200 STYLES AND SIZES 


MADE IN SECTIONAL, PORTABLE, AND BRICK-SET TYPES. 
EVERY BOILER GUARANTEED 
MECHANICALLY PERFECT AND CORRECTLY RATED. 
Better let us send Catalogue and quote Trade Prices. Our Agency is Valuable. 


Enameled All Over 


Write for new sooklet, showing our complete line, together with sink shown above. 


Department P, Geneva, N. Y. 
BOSTON, 39 Oliver St. NEW YORH, 39 Cortlandt St. 


New York Representative, 
THOS. H. HUTCHINSON, 101 Beekman-St. 


One Column, STEAM WATER 


. Two Column, 
Three Column, 
Triton Four Column, 
Five Column, Window, 
Wall Radiator. 


Two Column, 
aU augua Two Column, Plain. 
: Three Column, Plain, Re CARO 
a] ON Three Column, Direct-Indirect. a AGENTS: 
hicago 


| 


NEW ENGLAND 


AGENT: 
Heater & 
J. W. Rowe 
e e : Supply Co., 
Perfect Pin Indirect. Bn eee 40 Su merSt., 
Chicago, III. Mass. 
In all heights. Can ye~s beat this line ? 
MANUFACTURED BY 
DUNHIRH, N. Y. 
BRANCHES: 
NEW YORE—1519 Futier Boitpina. W ASHINGTON—68 Corcoran Bur.DIna. 
MINNEAPOLIS—432 Guaranty BUILDING. 
ae a NEW YORK OFFICE, CENERAL OFFICE AND WORKS, 
1133 BROADWAY. IRVINGTON-ON-HUDSON, N. Y. 


JERSEY CITY, N.J. - MINNEAPOLIS, MINN. 


n 
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The Shop of a Nova Scotia Master Plumber, W.A. Loughrey of Amherst 4 
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; ECHANICAL 


DRAWING t 


FOR PLUMBERS ; 
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ARTICLE XIII—BY R. M. STARBUCK 


FTER having in the last few 
articles diverged somewhat 
from the line that we had 
been following, we will in 
this article take up again 
the consideration of com- 

plete elevations of plumbing work. In 
Fig. 70 we give the floor plan of a three- 
flat apartment house. As each of the 
three floors are identical in their layout, 


thing would be true of the kitchen fix- 
tures. At this latter point the kitchen 
sink, wash trays and refrigerator would 
each stand in line with the other, if 
viewed in the direction of the arrows, A 
and C, and the drawing resulting from 
such a view would be so confused, owing 
to the many lines, that it could hardly 
be understood, even from careful study. 
In fact, the refrigerator would hide the 


Lance. 


the one floor plan is all that is required 
in this line, as it answers for all. In ad- 
dition, Fig. 71 shows the cellar plan for 
the same work, the drainage pipes only 
being shown, however, as in this work 
we have no use for other details. 

A careful study of the floor plan will 
show that the arrangement of the plumb- 


other fixtures from view, and if shown 
at all, the sink and wash trays with their 
connections would have to be shown by 
dotted lines. Then again, the main lines 
of waste and back air serving the kitchen 
fixtures would also come in line with each 
other, and this as we already know, does 
not make the drawing any clearer. Conse- 


ELGG... 


ing is such that no one view of the whole 
plumbing system will show all parts of 
the work with as great clearness as is to 
be desired. 

For instance, if a side view of the entire 
system were to be made, that is, a view 
taken by looking in the direction in which 
the arrow A points, the bath-room work 
would show plainly, in fact to its best 
advantage, but the pantry sink coming in 
front of the range boiler would tend to 
complicate and confuse the drawing of 
each of the two fixtures, and the same 


quently, conditions being as they are, it 
is advisable to make separate elevations 
of the different parts of the work. 

An elevation of the kitchen work can 
be shown to best advantage by taking a 
front elevation of it, that is, by viewing 
the work from the direction in which the 
arrow B' points. 

The refrigerator line can also be includ- 
ed in this elevation, which we show, in 
Fig. 72. 

It will be seen that we have not shown 
the fixtures and connections of the kit- 


chen work on the second floor. Nothing 
is to be gained by showing this part of 
the elevation, as it is identical with the 
work on the third floor, and it is omitted 
for the sake of economizing space. For 
this same reason we have not shown the 
full line of waste to the point where it 
enters the horizontal line on the cellar 
bottom. The only additional point that 
the view of the remainder of the waste 
would show is the connection of the verti- 
cal and horizontal lines through Y branch 
and bend, with cleanout. The line of 


Work on 282 Floor not Shown. 
Fixtures ard Corrections 
AMe AS or 3*O- Floor 


2na. Froox 


pantry sinks is shown in elevation in Fig. 
73, and this view is taken from a direc- 
tion exactly opposite to the direction of 
the arrow B. A side view might have 
been taken of this part of the work, our 
reason for choosing the one shown, being 
to bring out a point concerning the main 
lines of vent and waste. In Fig. 73 they 
are one behind the other, the vent being 
in front. Being of the same diameter, 
one hides the other, so that wherever 
the vent line runs, only a part of the 


hubs on the waste can show. If it had 
not been for bringing out this point we 
should have chosen a side view of this 
work. Just as in Fig. 72, we have omit- 
ted the second floor work. 

Sometimes it is advisable to show in 
connection with an elevation, the hori- 
zontal line in the cellar. On these two 
elevations we have omitted it, however, 
and for two reasons. 

In the first place, this additional work 
would make our illustrations take up 
more space than we wish to devote to 


2"8 Floox. 


ana Floox Pantry 
Sink wot Srown. 


them, and then again, by reterence to the 
cellar plan, a perfectly clear idea can be 
gained of this part of the work, which 
,would make its appearance on the eleva- 
tion somewhat superfluous. 

In the following article we shall show 
an elevation of the bath room work. 

The four illustrations in) this article 
will make good practice work, but it will 
probably be advisable to draw them on a 
larger scale, perhaps double size. 

(To be Continued) 


All inquiries and sketches on practical and scientific subjects relating to plumb: f 


ing, heating, and lighting answered in this column. 
No answers given by mail, but published in due time. 


only. 
must accompany each communication. 


PRODUCING A TEMPERATURE ABOVE 
SEVENTY DEGREES IN A HBATING JOB. 


Editor Tun PLUMBERS’ TRADW JOURNAL: 

Will you kindly submit through the columns 
of your “Steam and Hot Water Heating’ dis- 
cussions enclosed sketch of bake room, drawn 
to 14-inch scale, dimensions of which are 60 
feet long by 40 feet wide. Height 9 feet. 
Cubie contents 21,600, glass exposure 100 de- 
grees, wall exposure 440 degrees, and state how 
much heating surface in 14-inch pipe coils 
will be required to produce a temperature of 


Write on one side of paper 
Name and address 


90 degrees when the temperature outside is 
at zero, using low pressure steam with 2 
pounds pressure on boiler? 

If you can give any rule which can be used 
to produce any temperature above 70 degrees 
and to 90 degrees would be glad to have you 
do so in THH PLUMBERS’ TRADE JOURNAL. By 
publishing this inquiry in your coming issue 
with request for opinions from your readers 
you will greatly oblige. F 

Boston. Cc. M. 


Our correspondent is undoubtedly fa 
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ALL ORDERS CONTINGENT UPON STRIKES,ACCIDENTS OR DELAYS BEYOND OUR CONTROL 


HAINES, JONES & CapDBuRyY Co. 


MANUFACTURERS AND DE'ALERS IN 


SANITARY PLUMBING FIXTURES, 


MANUFACTURERS OF THE 
WATER, STEAM & GAS SUPPLIES. = 


CELEBRATED 
HAJOCA SPECIALTIES. : 


PHILADELPHIA,PA.U.S.A. 4Z ¢4tt0..3f 3f- (TOS, 
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TH SURE-SEAL TRAP’ 


THE NAME THAT STANDS FOR THE ONLY ““SELF-SCOURING” TRAP MADE 
“That Cannot be Syphoned”’ 
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The expanded inlet produces a centrifugal 
action and lifting force which will remove 
nails, coarse gravel, etc., etc., and scours 
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systems that will break the water seal of 


the “SURE SEAL” Trap, and we are 
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Ghe SURE-SEAL TRAP CO., 1xc. | 
PROVIDENCE, R.L, U.S.A. 


SECTIONAL VIEW OF 
SURE-SEAL TRAP 
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Questions 224 Answers Continued tom Preceeding Page 


miliar with the amount of heating surface 
on the job in question necessary to give 
a temperature of 70 degrees, and while 
6 Wirdou 


BaKe Room 


top to bottom. The boiler is of 625 capacity, 
and carries 400 feet of radiation. Now, this 
boiler smokes something fierce, with either coal, 
(hard) or wood, and I have exhausted my abili- 


5 Sx3 = 90° Glass 


60% 40'*% 9 Higk= 
2\600 Cubic Ft. 
\o07 Glass Exposure 


440° Wall 


“ 


This Wall rot Seer oo) 


RE a ene a EST 


Bake Room in which is Required a Temperature of 90 Degrees When Temperature 
Outside is Zero. 


we know of no simple rule for tempera- 
ture above this degree, we have found by 
practice that to attain 80 degrees it is 
necessary to add 20 per cent. to the heat- 
ing surface necessary for 70 degrees, and 
to attain 90 per cent. it is necessary to 
add a further allowance of 20 per cent. 
for the extra 10 degrees. This rule holds 
good up to a temperature of 100 degrees, 
when it is proportionately harder to raise 
the temperature as the temperature in- 
creases. In other words if our corres- 
pondent wishes to attain a temperature 
of 100 degrees, instead of adding 20 per 
cent. to the amount necessary to attain 
90 degrees, he must add 24 or 25 per 
cent. To attain 110 degrees the same 
proportionate allowance would be neces- 
sary. In submitting this we are assum- 
ing that but two pounds pressure is car- 
ried. It is much easier to attain a high 
temperature, i. e., 100 degrees, 110 de 
grees or above by increasing the pressure 
of steam rather than carry the same low 
pressure, i. e., two pounds. We know 
of no fixed rule of determining the amount 
necessary, but we presume the rule as 
given above will prove sufficient for our 
correspondent, as he wishes to attain but 
90 degrees. 

Our correspondent wishes to know the 
amount of 1%4-inch pipe necessary for 
this work. We should judge that to fur- 
nish 70 degrees, 360 feet of radiation 
would be necessary, which equals 828 
lineal feet of 1%4-inch pipe, and follow- 
ing the rule already given, Mr. Morri- 
son will find to obtain 90 degrees on the 
work, he must have about 518 or 520 
feet of radiation which, of course, equals 
practically 1,200 feet of 114-inch pipe. 


ROW ABOUT PLACING A VENTILATOR 
ON TOP? 
Editor Tum PLUMBERS’ TRADH JOURNAL: 
I have a problem in the matter of the draft 
in a chimney, which you may be able to give 
me a pointer on. The conditions are as fol- 


lows. Chimney contains three distinct anda 
separate flues. One from fireplace in living 
room. Center flue, size 8x10, from basement, 


and connects with hot water heater, through 
3% feet of 10-inch pipe, with one elbow out 
of boiler. The other flue is for ventilating. 
The flue from basement also takes 6-inch pipe 
from laundry in basement, and 6-inch pipe 
from kitchen stove. The chimney is 35 feet 
high from point where boiler pipe enters tu 
top, and extends 5 feet above peak of roof, 
being perfectly straight from bottom to top. I 
have been on roof, and have looked through its 
entire length, by means of a light at the boiler 
opening. The chimney is unobstructed from 


ties in rectifying this condition, without suc- 
cess. The boiler is clean, there are no build- 
ings in the vicinity to interfere with the 
chimney. I have disconnected the laundry 
stove, and also the kitchen stove, plugging the 
openings, but it has absolutely no effect in 
remedying the difficulty. Creosote forms rap- 
idly in the smoke pipe. This may be the key 
to the trouble. I am up against it, and am 
looking for information from my friends on the 
subject, the quicker the sooner. 

Bemidji, Minn. JERRARD PLUMBING Co. 

If the boiler is properly installed we 
see no reason why our correspondent 
should not have a first-class draft, but 
we cannot but believe that there is some- 
thing wrong in the setting up of the 
boiler. 

We would suggest first that the smoke 
pipe be taken down, and with a piece 
of paper that has been lighted test the 
draft of the chimney, this will settle the 
queston as to whether the trouble be in 
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Foot to 38 Floo 


Zt. Floor 
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Hot to 2%2: Floor k 


chimney is found to be good, then see 
that the smoke pipe is not shoved too 
far into the chimney, which is a very 
common cause of trouble and may pos- 


Hot to 
wena. Floor 


scriber, on page 440 of THE PLUMBERS’ 
TRADE JOURNAL, we believe the sugges- 
tion of H. P. F. and J. T. is a proper one, 
viz., the placing of a check valve below 
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According to This Pian There is a Possibility of Water Setting Back 


sibly apply in this case. Next see that 
the pipe is not shoved too far into the 
elbow, and finally work back to the flues 
of the furnace. If the above is followed 
out we have no doubt that the-cause of 
the trouble will be found. 


PLACE A CHECK VALVE ON RETURN PIPE 
BELOW FLOOR. 


Editor Tun PLUMBHRS’ TRADE JOURNAL: 

It seems to me that you were a little hasty 
in your opinion given “Subscriber,” page 440 
of your November 15th issue relating to hot 
water circulation. Now, there is no doubt 
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Fromt Batk-” 
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A Check Valve on Retura Pipe Beow ihe Floor is the Proper Thi g 


the chimney or boiler. Should the draft 
at the chimney opening prove sluggish, 
which we do not believe will be the 
case, the chimney, if the flue is clear, 
must be built higher, or a ventilator plac- 
ed on top that will increase the draft and 
break up any reverse currents that may 
exist. If on the contrary, the draft in 


about the water circulating when no water is 
being drawn, but the moment the faucet is 
opened at the second story front bath cold 
water can only be had there, and the more 
you increase the size of the return to boiler, 
which you recommend, the more you add to the 
flow of cold water in place of the expected hot. 
Boston, Mass. Might Ns 


Regarding the plan submitted by Sub- 


floor on return pipe at “A,” as it would 
thereby cut off. any possibility of cold 
water setting back at “B” under any cir- 
cumstances. At the same time, while it 
is necessary many times to install work 
in this way as was the case with “Suhb- 
scriber,” where certain pipes were al- 
ready in and the tearing up of floors 
would be of great inconvenience, we must 
reiterate what we have said many times 
during the past few months, that the 
best results would be obtained by run- 
ning the return below the flow pipe and 
following the latter back to the boiler. 


DOES NOT DO AWAY WITH THE BACK 
VENT. 


Editor THp PLUMBERS’ TRADE JOURNAL: 

When a running trap, the size of the main 
soil pipe, with fresh-air inlet, is placed in 
the main soil pipe line where it leaves building, 
and all waste pipes empty into this main soil 
pipe behind this trap, is it necessary ~to run 
separate back-air: pipe from the crown of trap 
to each fixture, back into the main stack, when 
the fixtures are within three feet of the main® 
vent or stack? The main stack being 4 inches 
in diameter. What I would like to know is, 
does this intercepting trap in the main soil 
pipe line by its back pressure on the water 
falling through the waste connections coming 
in behind it relieve the suction or pressure on 
the seals of traps to fixtures situated within 
three feet of and connected to the main sol) 
and vent pipe? I have heard some controversy 
over this, and I would like to have your views 
as final judgment. : 

Greenwood, §S. C. A SUBSCRIBER. 

The main trap with its fresh air in- 
let does not do away with the necessity 
of using the counter or back vent. They 
have two different purposes. The object 
of the main trap and fresh air inlet in 
the rear of the main trap are as follows: 
[f a_ leak should ever occur on any part 
of the system, which is liable to occur 
from shrinkage, settling, or rotting of 
woodwork, or from any accident that 
might happen to fixture or pipes, the 
danger of the entrance of sewer gas wou!d 
be guarded against by the main trap. In 
order to make this trap operative and 
prevent air lock betweeen the main trap 
and fixture traps, it becomes necessary to 
provide the fresh air inlet, in order that 
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Showing Unobstructed Passage for Water 


Ghe IDEAL Seco Co. 


Main Offices, Detroit, Mich. - - Factories: Detroit, Mich., Walkerville, Canada. 
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No Roller- 
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packing lever 
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in Ground ge 
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MU EB e friction 
coupling, to 
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tight 


HAS ONLY ONE PACKING WHICH IS READILY REMOVED. 
No Hammering. Renewable Seat of best Steam Metal. No Singing or Whistling. 


: The Boston Brass Company, 
| She Best ened 40 Oliver Street, - +  - | BOSTON, MASS. 


Che Largest The SIEBEN GREASE TRAP 
Most Powerful 


Most Reliable 


LinE OF Hot Water 
Specialties 


ON THE MARKET. 


We are the pioneers in COMBINATION HEATING. Our system is absolutely successful. 
WRITE FOR CATALOGUE. 


CHARLES SMITH ComMPANY, 
122 Lake Street, 2 z CHICAGO. 


(‘66st *g “ee pezuezeg) 


HIS trap is made of heavy brass, polished or nickel- plated, and is furnished 
with coupling complete, and the handsomest trap in appearance ever 


made. To clean it is but the work of a moment. This grease trap is the 
most reasonable in price of any first-class trap ever placed on the market. 


NATIONAL BRASS MANUFACTURING Co. 
G17-19-21 Adams Street - - - HANSAS CITY, U,S. A. 
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the air forced down by the fall of the 
sewerage may escape. Otherwise the air 
would attempt to find its way back 
through the sewerage, thereby making 
the flow slower, and causing unpleasant 
noises in the pipes. The fresh air inlet 
also provides for a circulation of fresh 
air through the system. The object of 
the counter vent is quite different. 

With a certain class of traps, were it 
not for the back airing, it would be im- 
possible under many conditions, to pre- 
vent siphonage whenever the trap became 
filled, but with this vent letting in air 
near the crown of the trap, the power 
of siphonage is broken, and the trap 
therefore holds its seal. It will thus be 
seen that neither part of the system per- 
forms the work of the other. As to the 
danger of syphonage of traps located 
close to the stack, we might say that 
while many ordinances make no distinc- 
tion, but require every trap to be vented, 
as an actual fact, there are often cases 
where there is absolutely no danger from 
siphonage even without the back air. 
This, of course, depends entirely on ex- 
isting conditions, methods of connecting, 
etc. Many of the modern makes of traps, 
we may add, are proof even under severe 
conditions against siphonage, even with- 
out back air. 


SCHWEIKERT’S SKETCH A GOOD 
WAN. 


Editor THr PLUMBHRS’ TRADE JOURNAL: 

I am sorry to have to dissent from your 
approval of Mr. Schweickert’s method of con- 
necting two ranges to one boiler—cut of same 

shown on page 440 your 

November 15th current 
issue. Having had much 

experience in such mat- 
ters, particularly on two 
-waterbacks for one 

boiler, in no case have 

I found them to work 

without a continuous 
thumping, resulting 

often in the rupture of 
one of the pipes, no 
matter how much they 
may be enlarged on en- 
tering the boiler. This 
thumping is caused and 
is more in evidence 
when only one water- 
back is in use, caused 
by the condensation of 
particles of steam pass- 
ing the opposite open- 
ing of the end of the 
tee not in use. To 
overcome all this the 
simple and less expen- 


MR. 


Wm, N’s Pian 
sive way is to connect the boiler and water- 


backs up according to the following rough 
sketch, which will be noiseless and obviate an 
inevitable breakage. WILLIAM N. 

Loston. 

“Wm. N.’s” idea of connecting two 
ranges with boiler is a good one, and we 
know from personal experience that it 
gives first-class results, but at the same 
time there are other ways of doing the 
same work, which we also have found 
from experience will do good and satis- 
factory work. 

In answer to another inquiry con- 
cerning this same matter, we show in 
this issue four methods of performing 
this work. We would say that we feel 
there may be one quite serious objection 
to “Wm. N.’s” method, and that is that 
connections to each range must be O.K. 
or the entire system is out of commis- 
sion. For instance, if one of the water 


front plays out, the boiler cannot still 
be kept in service by the other range, as 
is the case in some other methods. 


CONNECTING BOILER AT TWO RANGES. 


Editor THb PLUMBERS’ TRADH JOURNAL: 

Please tell me the proper way to connect 
two ranges to one boiler, the boiler being on 
first floor with one range on first floor and 
one range down cellar. Please give me sketch. 
Please tell me what is the best grease trap 
made. Please give sketch. Please tell me 
what size flush pipe you would use if tank was 
1% feet above closet. 

JAMES McGnouGcH. 

Attleboro Falls, Mass. 

For the benefit of this correspondent, 
as well as others who have written us 
lately in relation to the connecting of a 


boiler with two water fronts, one being 


Boiler 


A B 
Not so Good as C Overcomes J. T’s Objection 


on the same floor as the boiler, and one in 
the floor below, we show four different 
ways of doing the work. , 

Sketch C has an advantage over A 
which J. T. in his criticism clearly states. 
We would therefore refer our corres- 
pondent to J. T.’s letter in this issue. 

Sketch B provides a method which 


arate the grease from the water before 
it has a chance to escape through the out- 
let. This is best accomplished by sur- 
rounding the trap with a _ cold-water 
jacket, which allows a constantly chang- 
ing current of cold water to pass around 
the trap, thus cooling off the waste, and 
causing the grease to at once separate 
from the liquid waste and rise. The 
Tucker grease trap is an excellent device, 
also the Sieben grease trap, which is 
advertised in the JOURNAL. 

With a tank within 18 inches of the 
closet a 2-inch flush pipe would give bet- 
ter results than anything smaller. 


MAKERS OF ENAMELED METAL TIL- 
ING FOR BATH ROOMS. 


Editor PLUMBERS’ TRADH JOURNAL: 
Will you be kind enough to give me 
names of any or all manufacturers of enameled 


Beats ArrangementA Another Arrangement of Job 


metal tiling for bath rooms, lavatories, 
kitchens, etc. I would like to know who and 
where located. 

Watervliet, N. Y. JAMES HAMIL. 


There are several manufacturers of 
“enameled metal tiling’ such as you speak 
of. We would specially refer you to the 
New York Metal Ceiling Co., of 527 W. 


Plug 


Sketch Submitted by W. C. S., Regardimg the Range Connecting 


also gets around J. T.’s objection. While ” 24th street, New York City, and the Ber- 


not advocating the use of valves on this 
class of work, we may state that by plac- 
ng valves on A, B and D either range 
may be used to heat the boiler, while the 
other is cut out for repairs. 

Regarding the best grease trap, we 
would say that there are a number on 
the market that are excellent. . The great 
point is to quickly and effectually sep- 


ter Metal Co., of 210 E. 23d street, consid- 
ered two reliable houses catering to the 
wants of the trade in this respect. 


AN AIR LOCK ON MR. SMITH’S JOB. 


Editor PLumMBERS’ TRADB JOURNAL: 

As I have been taking your paper for the 
past fifteen years it seems strange that I 
should not hear from you in regard to a rough 


sketch that I sent you. I thought I would 
find out where the trouble lay. There are 
several here anxious to have you decide what 
can be done with the job, with as little chang- 
ing as possible to make it work. Then I alse 
asked you about putting a range boiler in 
basement with laundry stove and connect same 
to kitchen stove up stairs. I will again send 
you a sketch of the country job. Hoping to 
hear from you soon, I remain, 
W. C. SMITH. 

Helena, Mont. 

The trouble with W. C. S.’s job is that 
there is an air lock above the boiler on 
the hot water pipe. The running of the 
hot water pipe, as shown on W. C. S.’s 
sketch, forms a perfect trap, giving the 
air a chance to col- 
lect. If he will dis- 
connect the pipe run- 
ning from the top of 
the boiler on the cold 
water and up over 
tank, and connect 
the pipe above boiler 
on the hot water, thus 
forming an expan- 
sion, the air lock 
will be relieved, and 
he will get hot 
water. Of course a 
better way is to run 
the hot water pipe 


Tp set Water 


vo Fixtures 


above the boiler, 
jac over to the sink and 
ur Sheth down to it, taking 


-an expansion from 
the high point. As the job now stands, 
the extension of the cold water supply 
pipe up to the tank is entirely useless, 
and performs no service whatever. 

* Regarding the range connection men- 
tioned by W. C. S., we refer him to the 
sketch of such a job, which we submit. 

While we do not advise such a connec- 
tion as this, if it is possible to change 
the boiler to its natural position on the 
same floor as range or above it, we be- 
lieve this method will give as good re- 
sults as can be obtained under the cir- 
culnstances. 


THE WASTE MAY BE STOPPED UP. 


Editor Ton PLUMBERS’ TRADE JOURNAL: 

Can you explain to me through the JouRNAL 
what causes the air to come out of the over. 
flow on a bath tub and make a noise like the’ 
trap siphoning when the water is run out of 
the tub, and still the tub does not siphon? 

JESSH C: Woop. 

Watsonville, Cal. 

We are inclined to believe that the 
trouble of J. C. U. arises from a partial 


stoppage somewhere on the line of waste, 


Cast Iron 


Sketch by J. C. Wood, Showing Line of Waste 
of Bath Tub 


that prevents the waste from running off 
freely, and thereby causes the air to 
work back as the water advances, produc- 
ing a gurgling sound. This often hap- 
pens where there is a long stretch of 
horizontal pipe. A slight sag in the hori- 
zontal pipe would cause the same sound, 
as the air on reaching the trap caused 
by the sag would find less resistance in 
working back than in forcing its way 
through the trap. 
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DIAMOND UNIVERSAL DIAMOND BOTTLE 
Cast Iron Trap Cast iron Trap 


(Threaded for 134 or 1}¢-in. iron pipe.) (Threaded for 144 or 11¢-in. iron pipe.) 


The Universal Cast Iron Trap is equal toa Brass Trap in every- 
thing but price. ; 

They can be used anywhere. Can be vented by tke use of a teo 
taking vent out of top of tee. Can be made into three-quarter 
S or full S trap by use of 45 degrees or 90 degrees elbows. Can 
be turned in any position. 

Outlet is threaded to fit iron pipe fittings, and trap is furnished 
with threaded top instead of flange if so ordered. 

These traps as well as everything else we manufacture are fully 
guaranteed. 


34C. 
Square Back, Oval Front, High Back Lavatory 


Every jobin which the Trenton Potteries Co’s Ideal Porcelainware is used,isa 
standing advertlsement of your business. People see the work, like it. and re- 
solve to have the same kind of work themselves. So your patronage Keeps 
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VENTILATION—ARTICLE VII—BY DON 


EFORE discussing other sys- 
tems:and appliances for 
heating we think it best to 
“give space for a brief article 
on the subject of ventila- 
tion, as we believe it to 

be of importance that the fitter 

should become familiar with the gen- 
eral principles of this subject and the 

importance of it in connectian with a 

system of steam or hot water heating. 

While as a rule the journeyman fitter 

knows but little of this subject, there is 

no part of the study of heating which 
should interest journeymen or master 
plumber and fitter more than the knowl- 
edge of the principles of ventilation and 
the proper application of the same. There 
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Sketch icy of a Chimney Elevation. 


is no town or city where new school 
buildings are not erected every few years, 
or a hospital, church, or other large 
building, which require a system of venti- 
lation in connection with the heating ap- 
paratus and if the local plumber or fitter 
has a general knowledge of the subject 
and can impart this knowledge to the per- 
son or committee in charge, the chances 
are most favorable for his getting the 
vontract, rather than some outside con- 
tractor who might be figuring on the 
work. Therefore, if by this brief article 
we may induce the local plumber to take 
up and become familiar with the subject 


REX 
we shall consider that we are well repaid 
for the time and space given. 
VENTILATION.—In connection with a 
steam or hot water heating system there 
is nothing more necessary to comfort and 
good health than proper ventilation. This 
is especialy true of a school, hall, church, 
or any room where many people congre- 
gate; and necessary as is the admission 
of fresh and pure air to the room or 
rooms, the more necessary is the provision 
for expelling the foul air. It is not 
our purpose in taking up this subject to 
explain the technical points or the gen- 
eral principles of ventilation; our aim 
is to have the fitter obtain a general idea 


Stack Brace 
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{ron.- Braces riv- 
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site Airectionrs 
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brick work 


Sketch 2—Plaa of the Braces Welded Together - 


to Riag Surrounding Stack. 


of what is required in various kinds of 
buildings to keep the air in the rooms in 
a proper state for breathing. Many 
standard works on ventilation are pub- 
lished and to any of our readers who 
wish to take up the subject thoroughly 
so as to enable them to master the de- 
tails, we would recommend the purchase 
of two or three of these books, which may 
be obtained from THr PLUMBERS’ TRADE 
JOURNAL. 

There are two methods of moving air 
for ventilating; by heating and expand- 
ing the air, and by the use of fans or 
other mechanical means. We purpose to 
speak more particularly of the former 
manner, which is sometimes called the 
“natural system” of ventilating. 

In the warming of a room with steam 
or hot water the air in the room is be- 
ing constantly circulated and turned, the 
foul air settling to the floor, while the 
lighter and purer air rises. Provision 
should, therefore, be made for expelling 
the foul air at the bottom of the room 
by a ventilating register located on the 
side wall immediately above the base- 
board, or by a register in the floor. A 
separate ventilating flue should be pro- 
vided for each room and the capacity of 
this flue should equal the size of the reg- 
ister opening, the size of which is govern- 
ed by the conditions of the job.. There 
is but one State in the Union that is 
strictly up-to-date in the mater of proper 
ventilation for its schools. This State 
(Massachusetts) requires that thirty 
cubic feet of fresh air per minute or 
1,800 cubic feet per hour be furnished for 


each pupil, and the State has a board of 
competent inspectors who see that the 
provisions of the law are carried out. 
In a church or theater a less amount 
of fresh air is sufficient, from 600 to 1,2Uu 


‘cubic feet of air per hour for each per- 


son will answer the purpose. The amount 
is determined by the size or the seating 
capacity of the building. 

Very few fitters understand that it is 
as necessary to get rid of the foul air 
as it is to admit the fresh air and will 
place one or more indirect or direct-indi- 
rect radiators “for ventilation,’ but will 
make absolutely no provision for exhaust- 
ing the foul air. On residence work, a 
number of open fireplaces. may serve to 
do this, but for a school or large build- 
ing, other methods must be_ provided. 
any of our schools, indeed the vast major- 
ity of them, as well as public buildings, 
depend upon the opening of windows for 
ventilation. While this method cools the 
air and lowers the temperature it. really 
does not ventilate the room at all; it fails 
to expel the foul air, simply mixing a 
little fresh air with the impure and rend- 
ering it for the moment a litle more 
wholesome. The simpler method of pro- 
viding a system of ventilation for a 
church, school, or similar building, is by 
erecting a suitable chimney containing 
a ventilating shaft and a smoke flue in 
the center. This smoke flue serves to 
heat the air in the ventilating shaft and 
sucks the foul air from the room by con- 
necting the ventilating duct from each 
room into this shaft. 


ing constructed. On the top of the Eran 
chimney a galvanized hood should be 
placed, resting on wrought iron supports 
about 18 inches high and having an open- 
ing in the center through which the iron 
stack should project. See sketch No. 3. 

The openings for register boxes or foul 
air conductors should be built into the 
brickwork as the building of the shafc 
progresses. 

Sketch No. 4 shows the first floor plan 
of an ordinary four-room school with the 
ventilation arranged in the manner de- 
scribed, and this will apply to a two- 
story eight-room school as well, and by 
modification or additions can be applied 
to a church, hall, or other similar build- 
ing. 

The registers for expelling the foul air 
are placed in the wall at a point near 
the floor, while the fresh air is warmed 
by an indirect radiator in the basement 
underneath each room and the fresh air 
duct connected with a register placed at a 
point about 18 inches below the ceiling. 
It is done in this manner as it has been 
demonstrated by careful tests and actual 
practice that the fresh air is better dis- 
tributed by admitting it to the room near 
the ceiling for it spreads more thoroughly 
owing to the air in the room being lighter 
at the ceiling and as it settles it gradual- 
ly dispels the foul air and the occupants © 
of the room are less sensible of the change 
of air. By this method no draughts are 
experienced or felt. Many fitters take 
the air for the indirect radiators from 
the cellar or basement through an open- 
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Sketch No. 1 shows an elevation view 
of a chimney of this character. The 
chimney should be of a size to conform 
to the size of the building. 
smoke stack rests on a cast-iron base sup- 
ported by a pier built in the center of 
the chimney, being stayed with iron 
braces, one for each eight or ten feet of 
height. Sketch No. 2 shows a plan of 
one of these braces. The ends are tied 
into the brickwork as the chimney is be- 


The iron . 


ing in the bottom of the casing or box- 
ing. This should never be done. Také 
the air from outside the building by 
using a portion of the most convenient 
window, and if no window is accessible 
for the purpose, make a suitable opening 
through the foundation wall. It is im- 
possible to get air too pure for ventilating 
purposes. 

Where it is not convenient to coun 
nect the foul air ducts for each room 
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OUR CLAIMS: 
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Available Direct Fire 

Surface 


FOR STEAM AND HOT WATER 


Capacities: 100 to 6,900 square feet 
Water Radiation; 180 to 4,200 square 
feet Steam Radiation. 


Most complete line made 
under one name in the 
United States. 


Are you among those who have 
found Macre HEATERS profitable 


company? 


Supplemented by Large Flues and 
Deep Fire Pots, providing for a 
large body of fuel under slow 
combustion. 

The value of perfect combustion 
cannot be over estimated. 


— SEND FOR—— 
Descriptive Pamphlets, Illustrated, giving Tables of Dimensions, Prices, Etc. 


MAGEE FURNACE CO., 


32-38 Union Street, 
BOSTON. 


Western Acency: J. D. LOTT & CC., 86 Lake Street, CHICAGO. 
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Torrid” Heater F2 5m, 

. It is practicalin design» 
safe, being tested to 200 
pounds, easy to manage 
and keep clean; durable, 
sectional and easily hana- 
led; has no packed joints; 
is self-feed or surface 


«« LJITCHINGS” BOILERS 


Established 1844. 


Hot Water Heating Apparatus 
for Greenhouses, Conservatories and 
Dwellings. 


burning; has the Torrid 
patent rocking and dump- = COL pe ates 
ng grate, and is low in POT Heatero 
pe ah mie remote 1 for Baths 
ure a boiler especially ‘ 
adapted for burning fine 3 
anthracite coal. Send for HITCHINGS & C0. 
catalogue. 233 Mercer St., 
: FACTORY: NEC YORK 
' == Hackettstown, N. J, Send 4 cents for 
WwW. H, DRAKE, Catalogue. 
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Free Sample 


We are sending any one in 
the trade who will write for 
it—a free sample of the 
Allen “Automatic Air 
Valve.” 

Seeing it work is the best 
Salesman we have. Orders 
always follow. 


Write To-Day. Mention The Plumbers’ Trade Journal. 
NORWALL MFG COQO., 


40 Dearborn Street, CHICAGO, 
346 Broadway, NEW YORK, 


911 Filbert Street, PHILADELPHIA, | | KEWANEE BOILER CO., aa Kewanee, ill. 


We are glad to extend to our friends, patrons and 
co-laborers in the heating business, our Holiday 
Greetings and best wishes. 


AMERICANRADIATOR COMPANY 


General Offices: 
40 Dearborn Street, Chicago. 
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96 Liberty Street, New York. 
Beston. Chicago. 


MINERAL WOOL 
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in the Market. Samples and Circulars Free, 
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I43 Liberty Street, New York. 
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directly into the ventilating shaft, they 
may be carried into the basement or up 
into the attic of the building and there 
be brought together into one or more 
ducts and connected into the ventilating 
shaft. There are so many simple meth- 
ods of doing this that we need not illus- 
trate further; but will add that with 
the chimney for ventilating shaft once 
provided a plan for connecting the foul 
air ducts may be easily studied out. 
Another method of plain ventilation is 
by providing foul air vent shafts built 
in the walls and placing in each a pipe 
coil (either steam or hot water) and thus 
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Brass Manufacturers of Ghe 


Un ted States Meet at 
Cleveland 

The Brass Manufacturers of the United 
States held their annual meeting at Cleve- 
land, Ohio, on Tuesday, December 8th, 
the headquarters of the convention being 
at the Hollanden Hotel. 

The general labor situation was taken 
up and discussed as to how it applied 
and affected the various firms engaged 
in the manufacture of brass goods in the 
United States. The question of freight 
charges was also considered at length. 
There is at present an arbitrary charge 
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Sketch 4—First Fioor Plan of Ordinary Four-Room Schoo! with Ventilation Arranged as Described 


heat and expand the air, causing a strong’* by the Western roads against nickel- 


current in the shaft and sucking the foul 
air from the rooms. 

As a guide in determining the size of 
ventilating flues or ducts the velocity 
of the air in the ventilating shaft or flues 
should not be less than five or six feet 
per second, and provided it is necessary 
to run horizontal ducts connecting with 
the shaft, the velocity of the air should 
not exceed two and one-half or three 
feet per second. The incoming air at the 
registers should have about the same ve- 
locity. As a general rule, the ventilating 
register should have about two-thirds the 
area or opening of the fresh air register, 
or register for the indirect stack, and we 
have already published a table of sizes 
applying to indirect heating. 

Any fitter may, by a little study and 
careful planning, figure out and install a 
ventilating system of this character 
which will give good results. 

The matter of ventilating by mechanical 
means, exhaust fan, etc., etc., we would 
not advise the plumber and fitter to at- 
tempt without first consulting some engi- 
neer competent to advise and plan the 
work. Aside from providing the power 
(engine or dynamo) necessary to run the 
fan, there are many intricate problems to 
figure out on each job and this should 
of necessity be done by a person having 
practical experience on work of this 
character. 

(To be Continued) 


plated work as compared with finished 
goods. The official catalogue of August 
1st was reaffirmed. A banquet was given 
n the evening at the Hollanden Hotel, Mr. 
N. O. Nelson, of St. Louis, acting as 
toastmaster for the occasion. A _ beauti- 
ful sterling silver souvenir spoon, with 
gold-plated bowl, was given to each of the 
forty-six delegates who attended the 
meeting. 

The following officers were elected: F. 
J. Torrance, president and chairman of 
the Board of Trustees. Trustees: Cuyler 
K. Sanborn, New York, N. Y.; E. C. 
Register, Baltimore, Md.; J. H. Glauber, 
Cleveland; E. F. Neidecken, Milwaukee, 
Wis.; and H. D. Morton, San Francisco. 
William M. Webster, of Chicago, was re- 
elected commissioner. The next meeting 
has been left with the Board of Trustees, 
and there is a probability that it will 


take place in San Francisco. 
8 


Abernethy & Luz, of South Park, Mich., 
have a contract for plumbing the new 
office building of the Malleable Iron Co. 

F. H. Beeman, of Billings, Mont., has se- 


cured the contract for plumbing and heat- ° 


ing the new courthouse for Yellowstone 
County. 

The R. P. Willis Co. will install the 
heating plant in the new Country Build- 
ing at Springfield, O. They are running 
gas pipes into the building for the purpose 
of setting up gas heaters. 


ar 
; Practical Hints on House Heating 
é By CHARLES B. THOMPSON. 


OxnapteR It. 


N a water heating apparatus, 
an expansion tank must be 
provided and placed above 
the highest radiator. 

The volume of water in- 

creases with the temperature 

and the tank is to take care of this in- 
crease in volume. 

It is usual to figure that the increase 
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Fic. 6. 
How the Tank Should be Arranged to Prevent 
Freezing 
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Pig. 7—A Very Common Method of Connecting First and Second Floor Radiators 


guess of the number of gallons contained 
in a given apparatus, select a tank ¢ 
little larger than the supposed require- 
ments; with the results that the tanks 
so selected are often too small. The 
sizes given in the following table are 
larger than are usually recommended but 
none too large to meet all conditions. 


Sq. ft. of Expansion Tank, 
Radiation. Capacity in Gallons. 
300 15 
500 20 
750 26 
1,000 32 
1,500 42 
2,000 66 
3,000 100 


If the tank is placed in a room where 
there is no danger of the water freezing, 
it is sufficient to connect the tank with 
l-inch or %-inch pipe to the nearest re- 
turn. If the tank or the pipe leading to 
it should freeze the expansion of the 
water would burst some part of the appar- 
atus, and to prevent this, run one pipe 
to the nearest flow and one from the 
nearest return and connect under the 
tank. 

The overflow should be run back to 
a drain or sink in basement and a small 
vent pipe carried from the top of tank 
into a ventilating stack or chimney; as 
the vent pipe is to prevent syphonage, it 
is not good practice to run it outside as is 
frequently done, as it might fill with 
snow and ice. 

The overflow pipe should not be run to 
bathroom tank as is sometimes done, be- 
cause of the liability of the water boil- 
ing and steam escaping into the room. 

Fig. 6 shows how the tank should be 
arranged to prevent freezing. 

Fig. 7 shows a very common metiaa 
of connecting, first and second floor radi- 
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SALESROOMS: 
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704 ARCH STREET, - PHILADELPHIA. 


RADIATOR 
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THE NATIONAL 
HOT WATER 
HEATER 


Suitable for large or small 
houses, stores, conserva- 
vatories, barber shops, 
hotels, etc. 


RADIATORS 


excel in artistic appearance; great- 
est heating surface in limited floor 
space; increased efficiency and de- 
creased weight. 


DURABILITY 
GUARANTEED 


Beautifully finished to conform to 
any interior decoration. 


WRITE FOR CATALOGUE No. 5. 


KINNEAR-HOOD STEEL COMPANY 
No. 141 Broadway NEW YORK, N. Y. 


Heats water quickly. Cir- 
culation is positive. No 
joints inside to leak. 


Also, all kinds of coils and 
bends of iron, brass and 
copper pipe. 
Menufactured by 
THE NATIONAL PIPE 
BENDING CO., 


85 Lloyd St., New Haven, Conn. 
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Bremen and New York. 


PRINCESS 
UNION, 


5 FOOT X-RAY. 
DIADEM. 


PiumsBERS’ TRADE JOURNAL, will be sent 
FREE to any subscriber sending us » e 
new eer ape oy LEY SEDGE ONES TRY AND GET ONE 


rt SURLY 


ne 


UR NEW BINDER. a serviceable and 
0. handy arrangement for holding THE ] 


SHIRLEY RADUTORG 
INDIANAPOLIS, IND. 


REVISEDANDENLARGED 


TOWERS 
PLUMBERS’ MANUAL AND 
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Elementary and condensed articles on metals’ 
solder, water and its distribution, pumpe, hydraulic 
rams, meters, boilers, filtration, electrolysis, friction. 

Drainage, house and subsoil. Traps and siphonage. 
Ventilation as applied to plumbing. Fixtures: Proper 
and desirable material for their construction and 
installation. 


Miscellaneous Matter, Rules, Etc. 


Plumbers’ dictionary, very convenient. Questions 
and answers suitable or Plumbers License Examina- 
tions. All in compact form. Size 4x6 inches. A 
helpful, reliable and convenient reference book for 
plumbers and apprentices. 


PRICE $1.00 POSTPAID, TO ANY ADDRESS. 
No C. O. D. Orders. 
Address, Plumbers’ Trade Journal 

Publishing Company, 
61 Beekman St, NEW YORK. 
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ators and the trouble that frequently oc- 
curs from such practice. 

In the example shown, the first floor 
radiator contains 100 square feet, the 


ing the radiator from attaining its normal 
temperature. If the small radiator were 
below and the large one above, then the 
return water from the small radiator 


Note: The return of Wo.5 
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tom of Reatter. This is to 
prevent tke return water 
Sxrom warming tre main 
return column, ,reducin 
tre difference in weigh 
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Yop of main. 
Side of main. 


Pig. 8—Showing all Returns Connected into Side of Return Main 


second floor 50 square feet. Now as the 
piping is arranged, the upper radiator 
heats first, and the water returning from 
it enters the return main at the top and 
naturally creeps along the top of the main 


Flows 
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would be likely to enter the return riser 
and stop the circulation in the upper 
radiator. 

The remedy is to keep the return water 
from the small radiator in check until 
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Pig. 9—A Method of Running Mains and Branches Which Frequently Causes Trouble 


toward the first floor radiator, because 
the main inclines upward in that direc- 
tion, and circulation toward the boiler 
has not yet been established. The large 
radiator has not had time to heat through- 


To Heater 


circulation shall have been established in 
the large one. 

This is best accomplished by taking the 
flow riser for the small radiator out of 
the side of main and connecting all re- 
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Fig. 10—Showing Where the Branch is Taken off and the Main is Continued to a Reducing Ell 


out its length before the return water 
from the second floor enters its return 
end and blocks the regular flow, prevent- 


turns into side of return main. See Fig. 
8. 
Another method of running mains and 
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branches which frequently causes trouble 
is shown in Fig. 9. 

Here the main reduces from 2-inch to 
11-inch and as the first radiator branch 
is taken off the top, the radiator on the 
end of the line will remain cold until 
the water is at a very high temperature. 

If an eccentric tee were used it would 
help some, but a better way is shown in 
Fig. 10, where the 1%-inch branch is 
taken off 45 degrees and the 2-inch main 
is continued to a reducing ell 2 x 1% 
inches. The reducing ell can look up 
and the 1%4-inch pipe be carried as far 
as desired with the assurance that it will 
receive its quota of heat at any and all 
temperatures. 

One of the requirements of a good 
water heating job is that all the radiators 
shall heat evenly when the initial tem- 
perature is 120 degrees, but if this test 
were generally applied, many jobs would 
fail to make good. 

———_+>_» #4 ~>—_____—_ 


Cincinnati Master Plumbers and 
Journeymen 


Rules presented the last week of No- 
vember to the journeymen plumbers of 
the city of Uincinnati are a result of the 
sad condition of affairs in the plumbing 
trade. The journeymen plumbers have 
been on strike ever since the first week 
in November. To use the words of a 
very prominent master plumber of Cin- 
cinnati, the plumbing trade has simply 
felt that it could not stand the pressure 
any longer, and the declaration of prin- 
ciples are a result. The master plumbers 
are bound to stand by these principles 
and thoroughly resolved to win out on 
the lines laid down as follows: 


1. Eight hours shall constitute a day’s work, 
the men going to work at 7:30 A. M. and 
quitting at 4:30 P. M. Car fare shall be paid 
to and from the jobs when the distance is 
over three-fourths of a mile from the shop. 
Jcurneymen to be at their jobs ready to go 
to work at 7:30 A. M., and they shall furnish 
a list of material required on said job to their 
employer or foreman one day in advance. 

2. The wages of journeymen plumbers will 
be scaled according to their individual ability 
and general knowledge of the business, the 
maximum wage being $4 per day. 

3. Journeymen who go to work at 7:30 A. M. 
and work until 11:30 A. M. will receive half 
a day’s pay, the same rule to apply to the 
afternoon. 

4. Journeymen shall be paid double time for 
work done after 12 o’clock midnight, the same 
rule to apply to Sundays, Christmas Day, New 
Year’s Day, Fourth of July and Thanksgiving 
Day. All other overtime will be paid at the 
rate of time and a half. 

5. Apprentices and helpers will be under 
the control of the individual members of the 
Master Plumbers’ Association. Apprentices 
will be registered and record of registration 
kept by the Master Plumbers’ Association, 
which will issue to said apprentices cards, 
giving date when starting to learn the trade 
and time when their apprenticeship expires. 

The Master Plumbers’ Association has 
unanimously declared it will not be a party 
to bar out the American boy from learning a 
trade. 

—_e oe eo 


Chicago Plumbers Hold Meeting 
Followed bya Smoker and 
Luncheon 


The Chicago Master Plumbers’ Associa- 
tion, at the conclusion of its business 
meeting, Friday evening, December 4th, 
gave a smoker and luncheon, which was 
attended by quite a number of the master 


_ tion to the Huntington Hotel at Easton, 


plumbers of the city. The affair was giv- 
en in the rooms of the association in the 
Schiller Building, and from a social stand- 
point was not less successful or enjoyable 
than former gatherings of its kind. With 
an abundance of refreshments, “both wet 
and dry,” to replenish the inner man, the 
plumbers settled down to enjoy and smoke 
the proverbial pipe of peace. Mingled 
with the smoke of the clear Havanas(?) 
which filled the atmosphere, the spirit of 
good fellowship and harmony prevailed. 
No attempts were made to embellish the 
occasion with any undue flights of ora- 
tory, everyone being evidently satisfied to 
listen good-naturedly to the stories, hum- 
orous(?) and otherwise, related by the 
different members for their entertain- 
ment. 

Chas. J. Boyd, President of the State 
Association, being called upon by the 
chair, addressed the members in relation 
to some of the objects which the associa- 
tion was endeavoring to accomplish for 
their business welfare, and concluded 
with a few anecdotes which appealed -to 
the humorous sense of the crowd. He 
was followed by “Judge” Tom Boyd, who 
indulged in a few light remarks, calcu- 
lated to arouse the risibilities of his hear- 
ers. M. J. Corboy, Jos. Scheuer and W. 
J. Lang, secretary of the association, also 
contributed toward the evening’s enjoy- 
ment. W. J. Hilliard came all the way 
from Elmhurst, Ill., to meet his brother 
craftsmen. 

During the evening the names of the 
delegates and alternates elected at the 
business meeting to attend the Illinois 
State Convention at Peoria, January 19th 
and 20th, were announced as follows: 
Delegates.—T. C. Boyd, D. J. Hickey, J. 
W. Brunt, J. B. Ryan, Wm. J. Lang, 
Chas. T. Byrne, C. J. Herbert, P. Sanders, 
A. C. Hickey, Thos, E. Duffy. Alternates. 
—M. J. Corboy, J. G. Weber, P. J. Foley, — 
J. R. Alcock, C. C. Breyer, L. R. Bain, A. 
E. Mortimer, A. H. Watson, R. F. Thoro- 
good and J. L. Corcoran. 

The nomination committee appointed to 
select officers for the ensuing year to be 
elected at the annual meeting of the asso- 
ciation the first week in January ‘were 
also named as follows: C. J. Herbert, 
C. J. Boyd, P. J. Foley, Thos. E. Duffy 
and W. J. Lang. > an 

The program of the evening was con- | 
cluded by the members arising in a body ; 
to drink the health of their president, J. 
B. Ryan, in the toast, “For he’s a jolly ; 
good fellow,” after which the plumbers — 
departed for their various homes. ; 

——__#_> 0 4~>—_______ 


Many Contracts on Hand 


Edwin Stipe, of Easton, Pa., has a good 
many contracts on hand, among which | 
are: Plumbing in the Ingersoll-Sargent 
Drill Company’s new plant in Phillips-— 
burg, N. J., contract price $6,000; addi- 


comprising the steam heating and plumb- 
ing contract, amount $1,600; installation 
of a steam-heating plant for Mrs. Jane 
Young of this city; and many other fine 
contracts. 
———————_> > +> —___ 
Hulbert & Loveless, Ithaca, N. Y., have 
the contract for plumbing the Cayuga 
Lake House, at Sheldrake, N. Y. ; 
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ABENDROTH BROS., 
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New York City 
Baltimore, Md., J. Regesters’ Sons Co. 
Philadelphia, Pa., Jno. Maneely” 
Chicago, IIl., Western Valve Co, 
St. LOUIS, MO.,, Miller & Brockman. 
Cleveland, O., The Kennedy Co. 
Boston, Mass., The Sumner & Goodwin Co. 


Providence, R. I., Allen Fire Dept. Supply Co. 


Minneapolis, Minn., Roberts Heating and Ven- 
tilating Co. 


Kansas City, Mo., The Prest Furnace Co. 


Pittsburg, Pa., The Kelly & Jones Co. 


Lelcester, 
Limited. 


Eng., British Steam Specialties, 


N the afternoon of December 
5th one of Brooklyn’s ener- 
getic master plumbers, Jas. 
S. Cavanagh, of 24th street 
and Bath avenue, met with 

a paiutul accident. While moving an Al- 
berene tub in his office the tray fell on 
his leg, causing a severe laceration and 
bad fracture. He will be fortunate in 
being able to be at his duties by the 
first week in the new year. 


One of the busy firms of Manhattan that 
has enjoyed a very prosperous season is 
the firm of David Mackay, Jr., Company, 
at 337 W. 19th street. Besides a splendid 
jobbing business, they have on hand a 
very fine piece of residence plumbing at 
Princeton, N. J. 


Griffin & Seldon, of 105 West 44th 
street, are among the busy plumbers in 
Manhattan. Some of the large jobs that 
keep them hustling are the twelve-story 
office building on West 34th street, op- 
posite the Waldorf-Astoria Hotel, and the 
“Downtown Flat Iron” building at Pearl 
and Beaver streets. 

John McGrath, of 505 Madison avenue, 
Manhattan, is plumbing the “gore” build 
ing at 34th street and Broadway, whic! 
is surrounded by the Macy building. 


H. B. DeVoe, 505 Columbus avenue, 
Manhattan, is plumbing the Old Ladies’ 
Home at Harrison, N. Y., which is being 
put up as the Osborne Memorial. Meyer 
Sniffen fixtures are used exclusively. 
This is one of the largest jobs now under 
way in Westchester County. 


The Board of Education is planning a 
great deal of building to be done in tne 
near future. Among the jobs already out 
are Brooklyn schools No. 119 and No. 
143 at Avenue K and Hast 38th street and 
Havemeyer and North 6th streets, respec- 
tively, being plumbed by Hawes & Bas- 
sett, of 1133 Broadway, Manhattan, and 
No. 145 at Central avenue and Noll street, 
plumbed by W. C. Ormond, of Brooklyn. 


There must be: money in bonding the 
plumbers, judging by the number of com- 
panies soliciting for the business. All 
plumbers must obtain and file their bonds 
with the Sewer Department during the 
month of December. 


_ Those representative New York plumbers, 
James McCullagh & Co., of 661 Sixth ave- 
nue, are enjoying the activity of several big 
contracts. Two of the most important of 
these are the Santos Building, Pine and 
Front streets, and the new Glackner 
structure at Wall and Water streets, 
which, by the way, is all ready for fix- 
tures In a week or so Mr. McCullagh 
will commence work upon the building 
for the Royal Reina Cigar Company at 


Fulton and Greenwich streets. 
Cullagh is just now in the ranks of the 
fortunate, as big contracts have not been 
as plentiful the past six months as Man- 
hattan plumbers would have wished them. 


Mr. Me- 


There are some well-known firms scat- 
tered along Manhattan’s Sixth avenue, of 
different interest to the trade. One of tae 
most prominent of these is the Jares & 
Kirkland Company, 725 Sixth avenue, 
near Forty-second street. The company 
makes a specialty of the Beebe ranges, 
furnaces and laundry stoves. As these 
are staple articles there is always a 
steady demand that is effected compara- 
tively little by strikes and other agita- 
tions. The company’s showroom is one 
of the largest and lightest in the city. 


The TravE JOURNAL has been a strong 
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whose New- York offices are in East 42a 
street, near Fifth avenue, have the enamel* 
-work for the St. Louis Exposition. Mr.° 
J. Furnee, the local agent for the com- 
pany, says this is the largest contract of 
the kind ever placed in this country. It 
was eifected through the N. O. Nelson 
Company, jobbers, of St. Louis. ‘Ihe 
plumbing for tue big fair is in the hands 
of the Henley, Casey Company, of Chi- 
cago, and is likely one of the most in- 
teresting jobs that well-known firm has 
ever undertaken. it will be a spiendid 
test of American workmanship, and to 
those interested wiil prove an exhibit in 
itseif. The extent of the enamel work 
may be gauged from the fact that the 
Penn peopie are monthly shipping several 
car loads of their goods to the exposition. 
ln connection with this it may be stated 
that the company’s factory at Blairville, 
near Pittsburg, is receiving an entire new 
equipment, new machinery, and new im- 
provements that will double capacity for 
next year’s work. 


Mr. George A. Kessler, the New York 
representative of the Moet & Chandon 
Champagne Company, is having a 
specially designed bath room fitted up in 
his new residence, 2 East 78th street. The 
work is being dune by James McCullagh & 
Co. oi 661 Sixth avenue, Manhattan, and 
when completed will be one of the finest 
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View of Showroom of J. F. Kelly, 91 Ralph Ave., Brooklyn, Looking From Rear of Store 


advocate of attractive showrooms. A 
firm’s display is a good deal like a man’s 
coat—it tells pretty much what is behind 
it. In these days of advancement the 
plumbing trade is finding itself pushed 
along to a place it never occupied before, 
and as a result it is becoming necessary 
for plumbers to look alive along decidedly 
new lines. The showroom is one of the 
most evident of these ideas. Since most 
plumbing goods and fixtures, especially 
of the bath, have reached an art level, 
decoration is an easy matter. Manhattan 
has some strikingly fine exhibits, and 
Brooklyn as. well. In the latter place 
George W. Smyth, of 684 Fulton street, 
has one-of the most attractive. 
Smvth has made his display a happy com- 
bination of green palms and porcelain 
tubs, nickel showers and polished wood- 
work, with a result at once business-like 
and artistic. 


The Penn Enamel Ware Company, 


Mr. 


things of the kind in the city. The floor 
and walls are covered with specially made 
tiles, and the ceiling, which rises into a 
dome, is tiled and has a top of leaded 
glass, There is an alcove shower, and 
the other fixtures of the room are none 
other than those of the J. L. Mott Com- 
pany’s bathroom exhibit at the Paris Ex- 
position. The fixtures are to have a 
special hand-painted design by a well- 
known artist, who will also fresco the 
ceiling. Light will be thrown upon all 
this beauty by cunningly placed incan- 
descents, also the work of the Mott Com- 
pany. Mr. Kessler is a connoisseur in 


bathrooms, and in his latest idea has pro- — 


duced a remarkably fine result. 


Schwab Brothers, plumbers’ woodwork, 
42 Cliff street, New York, have had a 
good season in spite of trade depression. 
They say that they are only now catching 
up with their orders of the past six 
months. In this line of work the firm 
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is one of the best known and firm estab- 
lished in the city. : a 


The photographs we present on tas 
and the ensuing page of the plumbing 


-shop of James F, Kelly, of 91 Ralph 
avenue, Brooklyn, will be interesting to 


local trade, showing, as they do, a very 


neat and systematic arrangement of a 
- plumbing establishment in the Greater 


New York. Mr. Kelly is one of the ener- 
getic men of the trade who is a power 
in many ways in his neighborhood. 
Politically, he stands high, his judgment 
being considered in Democratic councils. 
He is conducting a nice little business, 
living in the same building that he has 
his shop. Mr. Kelly’s one fad is to 
eventually become a cattle raiser. He is 
extremely fond of horses and cows, and 
we should not be surprised at some not 
far distant day to learn of his becoming 
a cattle king as a sort of side enterprise 
to his present profession. | ‘ 


After a visit to the plumbing supply 
houses of Brooklyn, the borough loses 
and gains much of the idea of City of 
Homes. In a business way it is no differ- 
ent from Manhattan. The big supply 
places have an air quite the same as those 
on the west side of the river. But as 
the supplies themselves generally find 
themselves for residential purposes the 
domestic idea is in the uppermost. TT. M. 
De Laney & Co., at 144-146 Flatbush ave- : 
nue, are in a lead in this line of work, — 
and contribute considerably to the gen- 
eral activity of the trade. - 


Jung Bros., 998 Broadway, Brooklyn, 
N. Y., have just completed the plumbing 
work in a bath room in Mr. J. Murer’s 
residences, 226 Lincoln Place, Brooklyn. 


Dowdeswell Brothers, of 92 Seventh 
avenue, Brooklyn, have been in the front 
line with work all through the depressed 
season. Big contracts have been as scarce 
in the north end of the City of Churches 
as well as elsewhere, but the Dowdes- 
wells have more than managed to keep 
up their reputation. An illustration and 
description of the Backus heater, of which 


this firm is agent, appears in another sec- 
tion of this issue. : 


Albert Schraeder, of Corona, L. L,, 4 
keeps quite busy, Has 8 men going all the — 
time and plenty of work. Just finished 
the plumbing in the $4,000 residence at 
Middle Village for J. R. Gutt, plans be- 
ing drawn by T. Englehardt. 7 


Jno. W. Petry, the L. I. City plumbing 
expert, is pounding away as usual.  Re- 
cently finished the plumbing in the $6,500 
residence of A. J. Buschman, also the 
$5,000 store and residénce of Geo. Jar- 
rach, plans by L. C. L. Smith. Mr, Petry 
also has the plumbing in the new Astoria 
Carnegie Libarary, where he intends to 
install a two-part Alberene stone urinal 
stall. Messrs. Tuthill & Higgins, of Ja- 
maica, L, I., drew the plans, which are 
certainly up to date and the building will 
be another high-class structure for As- 
toria when finished. 


Clark & Morrow, the Mount Verno 
expert plumbing and heating men, are 
very busy indeed. They have 8 or lI 
contracts on hand and are daily tackli 
new work. Recently finished the $20,00( 
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ee Kieley’s Hot Water Tank 


p 
COLD WATERG j SUPPLY 


sre : 15 (es sv Temperature Controller 


3 
3 Ee Guaranteed to Operate within One Degree of a Given Point 
2 oe ALSO MANUFACTURERS OF 
3 = 5 Waste Heat Utilizers, Damper Regulators, 
3 F > Water Pressure Regulators, Steam Separators, 

Sh 33 Pump Governors, Grease Extractors, 
Cog | $2 Steam Traps for all services, Relief Valves, 
ik a“ Back Pressure Valves, Water Feeders, 
8 : \ Tank Pump Controllers, Pump Regulators, 
a Reducing Valves for Steam and Air, Return Steam Traps. 

Combination Muffler Tanks and Grease Extractors. 


CHAMBER WATER 


pressure | K/FT EY & MUELLER, 34 West 13th St., NEW YORK CITY. 


J BLOW OFF > SEND FOR CATALOGUE. 


CLEANING 


whether given frequently by the care 
ful housemaid or strenuously by the 
zealous janitor, does not destroy the 
original brightness of 


BENEDICT-NICKEL 
Seamless Tubing. 


It is “‘white metal clear through,”’ 
and there is no plated surface that 
can be worn away by rubbing. 


Vacuum Steam Heating Sesten 
MORGAN @ CO., CHICAGO 


& } THE WILHELM! THE MODERN 


TWO BEST BOILERS 
The “Wilhelmi” is a high-grade copper range boiler 
tested to 250 pounds and: guaranteed to stand a working 
pressure of 150 pounds. ‘There can be no better boiler 


made. 


j The “Modern’’ is for use where ae pressure does: not 
exceed 100 pounds, as that is the‘guaranteed working pres- 
sure. It is tested to 200 pounds. 


BOTH BOILERS GUARANTEED-NOT 
TO LEAK AND AGAINST COLLAPSE 


All products, including Seams 
less Brass and Copper Tubing 
are described in our 

‘*Table Book,’’ 


BENEDICT & BURNHAM MEG. Co. 
WATERBURY, CONN. 


NEW YORK, 253 Broapway. 
BOSTON, 172 HicH St, 


“T) N” 


That’s what they all say when they have 
trouble with their hot water. First, it is 
“This water is scalding hot;” then it is “I 
can’t get any hot water at all; what is the 
matter?” 

The trouble is readily apparent to those who 
know. All that these unhappy people want 
(and they are remarkably numerous) is a 


D.& R. HOT WATER REGULATOR 


Write us about your troubles and tell your friends to doso 
too. We can make you all happy. 


‘Very Attractive Discounts Furnished 
FOR SALE ONLY BY JOBBERS OF PLUMBERS* SUPPLIES 


HAYES MF6. CO., : : Paterson, N. J. 


DIAPHRAGM 
STEAM VALVE 


Davis & Roesch Temperature Controlling Ce., 
276 New Jersey Railroad Ave. ° : NEWARK, N. J. 


Manufacturers of 


D. & R. HOUSE and CAR THERMOSTATS 
D. & R. HOT WATER REGULATORS 

D. & R. DAMPER REGULATORS 

D. & R. DRAFT CONTROLLERS 

D. & R. PRESSURE GOVERNORS 

D. & R. VACUUM AIR VALVES 
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residence of C. Carlson, also the two 
residence to cost $10,000 each for Wm. 
Adams, both sets of plans being drawn 
by Walter F. Stickles, of Mount Vernon. 
Mr. Morrow is quite practical, while Mr. 
Clarke iooks after tne inside work. ‘They 
are well known and have a host of 
friends. 


J. B. Merritt, of Whitestone, L. I., who 
has charge of most of the government 
work, is tairly busy these days. Recently 
landed the plumbing in the 4 cottages and 
Flushing, L. 1., to cost $2,200 each, owned 
by Thos. A. Halleran, of Flushing. Mr. 
Merritt does a lot of work in College Point 
and has a branch shop at Murray Hill, 
Depie 


Henry Garbe, the Woodhaven, L. I. 
plumber, says things are going along 
about the same as usual. He has 6 men 
on at present and is doing the plumbing 
in toe $4,0UuU residence at Union Course, 
L. I., for C. Serinest, plans drawn by J. 
Brock, No. 2111 Jamaica avenue, Union 
Course. Mr. Garbe is a heavy buyer and 
caters to high-ciass trade. He expects to 
be busy all winter. 


Stewart & Knorr, of Jamaica, L. l., 
are still doing business at the same old 
stand. They have so much work they 
hardly know which way to turn. Work 
of all kinds is daily coming in and they 
do not know which job to go at first. 
They just finished the plumbing in the 
two-family residence of Thos. Styles on 
Grove street, to cost $4,000 each, plans by 
Tuthill & Higgins. They also did the al- 
teration job in the residence of James 
P. Besemer on Union Hall street. 


The annual meeting of the Master 
Plumbers’ Association of Newark, N. J., 
was held on Thursday, the 10th. The 
following officers were elected for the 
ensuing year: President, Samuel F. Wil- 
son; vice-president, E. M. Stirling; re- 
cording secretary, H. F. Baillet; financial 
secretary, William Jacobi; treasurer, I. 
J. Sturn; sergeant at arms, Robert Zeit- 
ler; trustees, Charles Zimmerman, J. S. 
Walker, Ira Budd, C. Bond and Robert 
Berla. The meeting was well attended, 
and renewed interest is being taken by 
the members in their association. It is 
expected that the coming year will draw 
closer the friendly tie and do much to 
smooth away and by a free and open 
heart-to-heart discussion wipe out the 
many acrimonious corners of competitive 
contact in everyday business life. We 
are all tried sorely enough by the many 
little tribulations which are part and 
parcel of our vocation without adding 
thereto unnecessarily the personal ill 
will of our fellow craftsmen. “Talk 
happiness,” the world is full of woe! 


One of the master plumbers along the 
line of the beautiful Hudson is J. C. Arm- 
strong, Jr., located in the city of Hudson. 
Mr. Armstrong is one of the energetic 
men of our trade who has shown his en- 
terprise by issuing to his friends a very 
handsome little calendar for the ensuing 
year. It is good advertising. 

eg ge ee 


Master Plumbers in Politics 


At Elmira, N. Y., the members of the 
craft conducting business stand high in 
the estimation of their community. R. 
H. Walker, one of the most prominent 
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men in the city, and a master plumber 
located at 112 Lake street, has just been 
re-elected Alderman of the Ninth Ward. 
Another well-known member of the 
Walker fraternity, Mr. John Walker, is 
one of the Commissioners of the Board of 
Health. Fred. LeValley, another master 
plumber, proprietor of one of the hand- 
somest plumbing establishments in the 
State, is also a Commissioner of the 
Board of Health. 
prominently mentioned for an important 
political position when the new sheriff 
takes office January 1, 1904. Still an- 
other member of the celebrated 


“Walk- 


G. W. Krowl is also | 
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tical master plumber he soon managed to 
board with a Mrs. Caroline L. Hall. He 
has boarded in this house ever since, and, 
although some forty-five or six years of 
age, has remained a single man, notwith- 
standing being the possessor of good looks 
well from the time he located in Bridge 
port. It is not a history of Mr. Murphy 
we desire to give. : 

As soon as he arrived in Bridgeport, 
he looked around for a suitable boarding 
house and finally obtained rooms and 
and all the manly qualities that go to 
make men attractive. Possessed of a 
bright, kindly disposition he soon became 


Showroom of Jas. F. Kelly, 91 Ralph Ave., Brooklyn, Looking Back From Front of Store 


er’s,” there being quite a number, and 
curious to relate not related to each 
other, in the plumbing business of El- 
mira, John A. Walker, is a member of 
the Examining Board of Master Plumb- 
ers. Henry Weldner, also a master 
plumber conducting a lucrative establish- 
ment, is serving on the same board. 

We are informed by J. A. Campbell, 
who has served position of plumbing in- 
spector for a number of years with honor 
to himself and credit to the craft, that 
all the shops are busy and everything 
working harmoniously between master 
and journeyman. 


go ees Uae 
New England 
Plumbing News 
and Gossip 
‘hotertan yitiams teas 
The estate of L. E. Smith, of Gloucester, 
Mass., has the plumbing contract for the 


Greenough House, in Cambridge, and are 
now busy in installing the work. 


A kind word turneth away all wrath. 
It ofttimes results even better than that, 
as exemplified in the following pleasant 
little narrative: 

In the city of Bridgeport, Conn., a popu- 
lar master plumber with quite a neat lit- 
tle estau.usoment on Union street, is John 
F. Murphy. Mr. Murphy located in Bridge- 
port seven or eight years ago, after hay- 
ing been the proprietor of a plumbing 
shop in one or two western cities, and 
having also made an enviable reputation 
for himself as a traveling salesman fot 
certain well-known houses in our lines 
through the West. As a thoroughly prac- 


the “Star” boarder, and it is stated on 
good authority that he frequently read 


“Browning” and “ Shakespeare” to Mrs. 
Hall and her sister on rainy evenings. 
All this so endeared himself to Widow 


John F. Murphy, of Bridgeport, Conn, 


Hall and her sister, Miss Hoyt, that they 
scon considered their “Star” boarder a 
member of the family in good standing. 
Last month Mrs, Hall succumbed to an 
attack of pneumonia, and when her will 
was read it was discovered that, among 
other property, she had bequeathed to 
Mr. Murphy the sum of one thousand dol- 
lars in cash as a testimonial of her deep 
respect and regard to him. 
a ee tg ee 

Dulgosch & Rinehart, of Des Moines, 
Ia., are to put in new steam boilers, 
and remodel the plumbing in Park Hotel. 


STONE 
COMBINATION 
FOR 
APARTMENTS 


An Argument in Dollars 


Andan article worthy of your money. 


E want your business, but we don’t pretend to appeal to 
you from any other standpoint. 


Euclid Laundry Trays and Kitchen Sinks 
are not the spasmodic attempt of a manufacturer to create a side 
line, but a well developed buSiness in itself; the result of years 
of painstaking effort, employing the skill of the best mechznics 
to make the Euclid unsurpassed as an ideal sanitary laundry 
tray and kitchen sink, and at a price which will afford the 


plumber a handsome profit. 


Euclid Stone wears smooth and even—hence thousands of 
pit holes cannot form to collect grease and dirt from which 


issue those unpleasant odors. 


Nor does hot and cold water cause it to alternately expand 
and contract, thus loosening joints and making constant repairs 
necessary. But write for Catalogue, which tells the story 


completely. 


DO IT NOW. 


THE NORCROSS CoO., 


Cleveland, Ohio, 
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NONE BETTER. 


Randle's Enameled Iron One 
Piece Corner Apron Lavatory 


FULLY GUARANTEED. 


PLATE-R126 


With N. P. MODEL WASTE. 


~ength on side 20 inches, height of back 8 inches, 
oval bow! 11x14 inches. 


RUNDLE MFG. CO. - Milwaukee, Wis. 


THIS IS THE GENUIN ' 
Kewanee Air Pressvire Tank 


For supplying water to farms, country homes, and all points beyond the reach of 
} city water mains. 

The tank is placed in the basement, and delivers water by force of compressed 
) air. Itcosts less than an elevated tank and tower, cannot freeze or blow over, and 
lasts a life time. Furnishes water supply and fire protection equal to city water 
works. 2,000 inuse. Send for catalogue. To secure trade discounts mention 
this pcper. 


KEWANEE PNEUMATIC WATER SUPPLY GONPANY, 


KEWANEE, ILLINOIS. 


WHEN ORDERING 


ANTI-FREEZING 
CLOSETS 


> 


SPECIFY WITH 
Star Hopper Valves 


The success of a closet depends largely on the valve used. 


Star Hopper Valves have no equal for durability 
and simplicity. 


MERIT MAKES THEM POPULAR 


MANUFACTURED BY 


CRAMPTON-FARLEY BRASS CO. 


KANSAS CITY, MO. 


THIS IS A “GEGENSTROM” INSTANTANEOUS WATER HEATER 


operated by means of Steam. 


Can furnish 1n varying forms to supply any kind of fixture or tor furnistiing hot water for entire building 


Chicago Office, RUNDLE-SPENCE MFG. CO, 
52 Dearborn St. MILWAUKEE, WIS. 
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New York 224 Vicinity Continued tom Preceeding Page 


It was a terrible fire that burned down 
the building of the Herrman Furniture 


and Plumbers’ Cabinet Works, in Mott 
street, between Broome and Spring, on 
the evening of December 21. Over a half- 
million dollars’ worth of damage was 
done, the fire killing three of the promi- 
nent members of the fire department, and 
injuring many others. Fortunately a 
great stock of the woodwork which this 
concern makes for the trade was stored 
in another factory, and they are able to 
fill orders very rapidly, considering the 
tremendous damage which has been done 
them. 


The Kennedy Manufacturing Company, 
of 36 Hast 22d street, lost the major part 
of their goods stored in basement by fire 
which happened the middle of the month. 
It was all covered by insurance, however. 
They have a large stock to draw from and 
can fill orders the same as before. 


McElraevy & Hauck, that well-known 
plumbing supply house on Broadway, 
Brooklyn, are energetically pushing the 
construction of their splendid new build- 
ing. It is being erected alongside of their 
old plant about opposite where the Ron- 
alds & Johnson Company, formerly had 
their Broadway store. It, will be one of 
the best arranged and best stocked supply 
house in the City of Churches if all their 
plans turn out as they are arranging. 


That energetic New York supply house 
man, J. C. Wickes, of 66 Beekman street, 
is making arrangements to locate in a 
splendid roomy structure at 290 Pearl 
street. Fast increasing business and the 
fact that he desires to carry a much great- 
er stock of plumbers’ supplies have 
necessitated this move on Mr. Wickes’ 
part. He expects to remove on or before 
May 1. 


W. H. Davol, of John Davol & Sons, 100 
John street, New York, died on the 15th 
at his home in Brooklyn. Mr. Davol was 
one of the veteran members of the brass 
manufacturing lines in Greater New York. 


A slight fire in one of the basement 
storehouses of Thomas Gaynor was dis- 
covered in time the other day. Mr. Gay- 
nor,who, by the way, is located at 550 
Columbus avenue, Manhattan, is much 
improved in health and around attending 
to his plumbing business as usual, assist- 
ed by his son, Arthur Gaynor. 


The Kenney Manufacturing Company, 
86 East 22d street, New York City, have 
been landing immense orders for the 
“Kenney” Flushometer and other plumb- 
ing goods, this firm being now in the 
plumbing supply line. 


Mr. E. B. Dunn, who has been repre- 
senting them for a number of years past, 
has resigned to go into another line of 
business. We all regret to see the genial 
“Farmer” Dunn leave the plumbing sup- 
ply line. 


On December 7 the New York Trade 
School began its twenty-third successive 
season at First avenue and 67th street. 
Two hundred and fifty-seven pupils are 
slated for this season, of which 120 are 
to profit by plumbing instruction, On the 


SE TE: 
afternoon of the 9th President R. F. Cut- 
ting welcomed the young men, giving 
them excellent advice. Edw. Murphy, 
from the Manhattan Association of Mas- 
ter Plumbers, also delivered an address, 
and Supt. Harry V. Brill placed himself 
at the disposal of the students at any and 
all times in the matter of suggestions and 
advice. The plumbing department this 
year is under the supervision of the same 
excellent class of tutors, headed by J. J. 
Delehanty, that have made this class so 
popular in the past. They are Thomas 
Walmsley, James Lynch, James Egan, 
James Keefe and Frank Smithlein. 


The William J. Fowler Company, of 
2153 Seventh avenue, Manhattan, fortu- 


plumbers of the City of New York, Man- 
hattan Branch, held their annual elec- 
tion at the Lexington avenue Assembly 
Rooms. The meeting-was very success- 
ful, and was well attended. After a few 
preliminary remarks by the Chairman 
and others on the work accomplished 
during the past year, they proceeded with 
the election of officers for the ensuing 
year. Mr. T. A. Hill, whose portrait we 
reproduce on this page, was elected Presi- 
dent. Mr. Hill is a well-to-do master 
plumber, a partner in the firm of William 
Hill & Son, 618 Sixth avenue, New York, 
and he is a man who is highly honored 
and respected by the trade. There is not 
the least doubt but that this branch of the 
Association will have a successful season 
under his management. The installing 
of the officers will take place January 5, 
1904, and will be a pleasing affair. 


Mr. T. A. Hill, Recently Elected President of the Manhattan Branch of the M. P. A. 


nately discovered in time a fire in the 
basement of their plumbing shop the other 
day and quietly smothered it. 


William T. Doyle, who for a number of 
years has been the efficient Secretary of 
the Manufacturers’ Association of brass 
and iron, steam, gas, and waterworks, has 
resigned to accept a position with a Balti- 
more fidelity company. Mr. Doyle’s head- 
quarters have been in the past at Mil- 
waukee. 


ee 


Annual Election of Master 
Plumbers of the City of 
New York, Manhattan 
Branch 


On Tuesday, December 15th the master 


The following is a list of all officers 
elected: President, T. A. Hill; Vice-Presi- 
dent, J. D. McEntee; Treasurer, Philip 
Brady; Recording Secretary, T. S. 
Cochrane, Jr.; Financial Secretary, C. F. 
Sedden; Sergeant-at-Arms, Julius Ber- 
liner; 
tees, T. J. Tuomey, Alexander Bryant, H. 
H. Brown, T. J. Cummins, Frank 
Reynolds. Delegates to Greater New 
York Association: H. H. Brown, T. A. 
Hill, John Ranahan, I. J. Brown, B. F. 
Donahue, T. F. McCaul, T. F. Gaynor, 
Philip Brady, Frank Reynolds, J. Brady, 
Louis H. Stroh, T. J. Cummins, J. T. 
Coyle, Alexander Bryant, T. J. Tuomey, 
T. S. Cochran, Jr., J. A. Rossmans, Adam 
Huston and J, F. Griffin. 


Marshal, William Kirchoff; Trus- 
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Plumbing in Amherst, N. S. 


On the title page we present a view 
of the exterior of W. A. Loughrey’s 
plumbing establishment at Amherst, N.S. 
This was specially taken by Mr. Lough- 
rey this fall for Tum PrLumBers’ TRADE 


JOURNAL. It represents the most recent 
move of this Nova Scotian master 
plumber. His first entrance into the 


plumbing business was in 1896. One year 
later he removed to a place not any more 
pretentious, and last year he built the 
buildings which are seen in the photo- 
graph. Mr. Loughrey claims to cater to 
nothing but first-class plumbing, carrying 
a large stock of the best goods at all 
times on hand, sometimes aS many as 
thirty enameled bathtubs in his show- 
room, besides closets, lavatories, etc. Mr. 
Loughrey looks back to his start seven 
or eight years ago and reminiscently 
writes Tue PLUMBERS’ TRADE JOURNAL 
that there were times when he did not 
have enough to buy a three-cent stamp to 
mail an important letter with. That he 
has been successful has been shown by 
the new buildings which he now occupies 
and which he owns without any encum- 


brance whatever. 
—————7~+ I+ >————_ 


Plumbers Apply to Arbitration 


Board 
The master plumbers of Columbus, 
Ohio, applied yesterday to the. State 


Board of Arbitration for assistance in 
settling the dispute between the plumbers 

and the firm of Strickler & Son. The 
board, it is understood, will proceed with ~ 
due regard to both sides to arrange for 

a meeting of the interested parties, which — 
sessions will probably be held in the 

offices of the State Board. 


——————_+>_> 04 <+—___—_ 


Whata Washington State Plumb 
ing Firm Received 


Writing to Tue PLUMBERS’ TRADE JOUR- 
NAL under the name of “Grizzley,” a cor- 
respondent incloses. the original letter 
received by a firm of Master Plumbers 
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in Whatcom, Wash., Munro, Blake & Has- 
kell. Our correspondent says that he 
thought it might be of interest to the 
trade, giving them an idea that a far 
West plumber must be a sort of “Jack 
of all trades.” We have had an engray- 
ing made of the letter and present it 
with this article as it is good. 
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” ) ANY ; Greenfield, ‘ i 
‘cee tic, This Will Interest You! 
: READ 


WE HERE ILLUSTRATE FOR THE FIRST TIME OUR LATEST IMPROVEMENT IN 


PIPE STOCKS x» DIES 


It is an Adjustable Die with Bushing Guides. 
To introduce them we offer to send to any point 
East of Missouri River, Charges Paid, one No. O 
Plate cutting 1-8, 1-4, 3-8, |-2 Pipe. 


This Cut Shows Our No. }. 


COMPLETE IN CASE, AS SHOWN IN CUT, ON RECEIPT OF $2.80 /N CASH 


This Offer to remain good until March Ist, 1904. 


a Fitting on a Rooof 
= made of U.S. Eagle NM (new method), 
- or MF, ternes is most satisfactory be- 
_ cause of the very heavy coating of pure 
"tin and new lead that gives them unusual 
Le pliability and ease of working without 

j. danger of impairing the efficiency of the 
ZB plate. There is certainty of result—both 
in the immediate protection to the prop- 
- | erty and in unexampled endurance. 


U. S. Eagle NM, and MF, Ternes 


are the most reliable of all roofing ternes. MF is the parent process—U. S. Eagle NM 


(new method) a step further toward perfection. Samples free. Our products are sold 
by all first-class wholesale metal houses. | 
“A Fifty Year Roof’—a manual of terne manufacture and roof making, free, if you write to 


W.C. CRONEMEYER, Agzt., Carnegie Building, Pittsburg, Pa. 


AMERICAN TIN PLATE COMPANY, Battery Park Building, New York 
HERRMANN’S 
HIGH GRADE 


TANKS and SEATS 


IN ALL WOODS AND FINISHES 
368-370 Broome St. = = - NEW YORK. 
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Trade Journal, 
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ENRY J. BAILEY, founder of 


the well-known plumbing 
supply house and _ lead 
manufacturing firm ot 


Bailey, Farrell Manufactur- 

ing Company, Pittsburg, Pa., 
died at his home in that city on December 
9th of apoplexy. Mr. Bailey was in the 64th 
year of his age. His death was a Severe 
shock to his family, and his loss in the 
community will be deeply felt. He had 
been in comparatively good health dur- 
ing the past year, and had only recently 
returned from a trip abroad, whither he 
had gone for rest and in order to benefit 
his health. 

Mr. Bailey was until six months ago 
treasurer of the Bailey Farrell Manutac- 
turing Company, but of recent years had 
not participated in the active manage- 
ment of the concern, leaving the younger 
members of the firm, with the exception 
of Mr. John Farrell, his partner, to handle 
the details of the great business which 
he and Mr. Farrell had been instru- 
mental in building up. He had many 
outside interests in real estate and other 
lines to which he gave his attention dur- 
ing the last ten years after retiring from 
active management in the Bailey, Farrell 
Manufacturing Company. 

Henry J. Bailey was born in Pittsburg 
in 1839, and during his early years was 
associated in the plumbing business with 
his father, George Bailey, who was then 
located opposite the present postoffice on 
Fourth avenue. At the age of eighteen, Mr. 
Bailey succeeded his father in the plumb- 
ing business, and shortly afterward form- 
ed a partnership with John Farrell under 
the name of Bailey & Farrell, which was 
later incorporated under the name of the 
Bailey, Farrell Manufacturing Company, 
and is one of the largest lead manutac- 
turing concerns in the country. He was 
a member of the St. Peter’s Protestant 
Episcopal Church, and a Mason of high 
degree. He is survived by his widow, 
one son, George H. Bailey, president of 
the Bailey-Farrell Manufacturing Com- 
pany, and five daughters. 


W. R. Miller, of Uniontown, Pa., has 
the plumbing contract for the Adams 
Block at Uniontown, comprising three 
stores and a number of flats, which will 
be fitted up with the latest plumbing fix- 
tures. 


Kennedy & Graham, Uniontown, Pa., 
are just completing the plumbing in the 
West End Theater at Uniontown. They 
also have the plumbing in a new four- 
story business block at that place. 


F. T. Evans, the prominent plumbing 
contractor and engineer of Connellsville, 
has purchased the business of the How- 
ard Blectric Company of Connellsville, 
and has combined the same with his 
heating and plumbing business. Mr. 
James W. Howard and Mr. Harry Austin 
will continue with Mr. Evans and will 
give their attention to the electrical de- 
partment of the business. 


The condition of affairs in the strike 
of the plumbers shows little betterment, 
and both sides are still determined to 


fight out the matter, apparently. On De- 
cember 2d a meeting was had between a 
committee of the masters and a com- 
mittee of the journeymen, and a plan of 
agreement was submitted by the masters, 
which was rejected by the journeymen. 
Plumbing work is being held up all over 
the city. An attempt was made recently 
by the strikers to induce the apprentices 
to go out, but the master plumbers took 
the matter up vigorously, and prevented 
the boys from going out. Business is 
good out of town, but as a matter of 
course the strike has deadened condi- 


tions in the city in the plumbing supply 


line. The rejected plan of agreement 
prepared by the master plumbers is as 
follows: 


ARTICLE I. That eight hours on the job 
shall constitute a day’s work. Regular work- 
ing hours shall be from 8 o’clock A. M. until 


12 o’clock noon, and from 12:30 to 4:30 
o’clock P. M. 
ARTICLE II.—Sec. 1. When a _ workman 


works overtime he shall be allowed time and 
half time, excepting when employer desires 
work done double turn, and in such cases the 
employer reserves the right to employ two 
sets of men, one for day turn and one set 
for night turn, and if the day turn men de- 
sire to work on the night turn. they shall be 
permitted to do so without interference from 
the union. 


Sec. 2. Workmen shall be paid double time 
for Sundays and the following legal holidays: 
July 4, Labor Day and Christmas Day. 


ARTICLE III.—-Sec. 1. All employers shall 
employ apprentices as may be determined by 
Master Plumbers’ Association. 


Sec. 2. Each firm may have at least one 
apprentice, and for five journeymen, two ap- 
prentices, for eight journeymen, three. appren- 
tices. In no case shall there be more than 
three employed by one firm. 


Sec. 3. The term of the apprenticeship shall 
be five years. 

ARTICLE IV.—Where unions cannot provide 
the employers with first-class mechanics to 
execute their work, the employer reserves the 
right to ‘employ whom he pléases for the 
proper execution of his work. 

ARTICLE V.—Sec. 1. The rate of wages for 
journeymen shall be as follows: 


First-class journeymen plumbers, 50 cents 
per hour. 

Second-class journeymen, 438%, cents per 
hour. 


Sec. 2.: All employes shall be paid in full 
each week or not to exceed two weeks, but 
when a journeyman is discharged he shall be 
paid on the day of his discharge. 


Sec. 3. All journeymen shall furnish and 
keep in good repair a full first-class kit of 
pluffbing and gas fitting tools, except what 
is known as “shop tools.” 

Sec. 4. The term “shop tools’ consists of 
the following: 

Dies, vises, taps, reamers, pumps and gages, 
furnaces and pots, all wrenches over 18 inches 
in size, hack saw blades, oil and gasoline 
cans. 


ARTICLE VI.—Regarding a firm employing 
a foreman regularly, that the said foreman 
shall not be affiliated with the union. 

ARTICLE VII.—The workmen shall not or- 
der a strike on a shop or job on any dispute 
or misunderstanding, but any dispute or mis- 
understanding shall be referred to the execu- 
tive committee of the employers’ association 
and the union or workmen, and in case they 
fail to agree, the dispute shall be settled by 
arbitration, the employer to select one man, 
the union or workmen, one man, and these two 
a third man. The decision of the three shall 
be accepted as final. 

ArricLte VIII.—That should either party 
to this agreement desire any change in this 
scale at its expiration, three months’ notice 
prior to the termination of this scale is to 
be given the employers or workmen, stating 
specifically, in writing, what change is de- 
sired, otherwise this agreement is to remain 
in full force for another year. 


Review 


Inasmuch as the strikers have harassed and 
intimidated the apprentices, resulting in many 
of them leaving our employ this to notify all 
apprentices that this association will affora 
every support and protection to them during 
and after their term of service. 

MASTHR PLUMBERS’ ASSOCIATION. 


H. W. Keck, of the Fort Pitt Supply 
Company, severed his. connection with 
that firm. 


A. Drynan & Son, Sewickley, Pa., were 
awarded yesterday the contract for the 
plumbing in the new residence of W. H. 
Singer. There are five bathrooms in this 
house, and the fixtures will be of special 
design and very expensive. 


Titus Bros. have opened up a new 
plumbing shop at Pt. Marion, Pa. They 
have laid in a complete stock of plimb- 
ing goods, and will open a showroom for 
the display of sanitary specialties. 


The Bailey, Farrell Manufacturing 
Company are completing a new sanitary 
catalogue, which will be ready for dis- 
tribution about April 1, 1904. ; 


John Holt, the prominent Newcastle, 
Pa., plumber, was a recent visitor to the 
city. Mr. Holt now has the plumbing 
contract for the Hugh Graham residence 
at Newcastle. 


Charles Hartman, of William Hartman 
& Co., of this city, is now a benedict, 
having taken unto himself a wife, the 
ceremony being performed by Rev. Levy 
at the Highth Street Church. 


? 


James Mansbarger, of Mansbarger «& 
Lotz, Wheeling, W. Va., attended the 
convention of the Maccabees at Padden’s 
Valley, W. Va., recently. Mr. Mans- 
barger and Rosser Miller were delegates 
to the convention from Wheeling. 


George A. Stanfield, of Marietta, Ohio, 
reports on hand a number of large con- 
tracts. 

Regan & Hormell, of Charleroi, Pa., 
have the plumbing contract for a large 
hotel job at Monongahela City in which 
a fine line of fixtures are specified. 


W. B. Connelly, the well-known Brad- 
dock plumber, was installed as first ex- 
alted ruler of the new lodge of Elks con- 
stituted last week at Braddock. 


Mr. William G. Callow, president of 
the Kennedy Company, Cleveland, Ohio, 
was in Pittsburg this week looking up 
matters of special interest for the Cleve- 
land territory. 


The following branch managers of the 
Standard Sanitary Manufacturing Com- 
pany’s several offices were in Pittsburg 
during the early part of the month ar- 
ranging for business and talking over 
matters in getieral for the coming year: 
W.S. Verity, Jr., manager Chicago office; 
James F.(Conran, manager New York 
office; J. Charles Parry, manager Phila- 
delphia office; C. A. Carothers, manager 
Cleveland store; S. H. Moon, manager 
Louisville store. They report business 
in the enameled line being exceedingly 
good for this time of the year, and the 
prospects for 1904 are very encouraging. 


The Plumbers’ Trade Journal, Steam and Hot Water Fitters’ Review 


21 


RAINBOW PACKING 


MAKES A STEAM, FLANCE, AND HOT WATER JOINT INSTANTLY. , 


Theusands of Imitators 
No Equal 


Will Hold Highest Pressure. 


THE COLOR OF RAINBOW PACKING IS RED. 


Don’t Have to Use Wireand Cloth 
to Hold RAINBOW. 


Can’t Blow it Out 


Notice our trademark, the word ‘“‘RAINBOW”’ in a dlamond in black In three rows of diamonds, extending throughout ‘he entire length of each aud every roll of RAINBOW Packing. 


Steam heating companies can make thousands of joints in new plates without the use of steam, with the assurance and guarantee that when steam is applied every joint will be perfectly tight, saving 
the labor of baking and following up, etc., as is the case when usudurian or plumbago packings are used, thereby saving from 100 to 300 per cent. of labor and time. 


MANUFACTURED, PATENTED AND COPYRIGHTED EXCLUSIVELY BY 


THE PEERLESS RUBBER MFG. CO., 


1221-1223 Union Ave. 
KANSAS CITY, MO. 


16-24 Woodward Ave., 400-412 Common St., and 201-207 Tschoupitoulas St., 202-210S. Water St., 
DETROIT. MICH. NEW ORLEANS, LA. ‘CHICAGO, ILL. 


16 Warren St. 
NEW YORK 


SOMETHING 


NO-LEAK 
PIPE JOINT 
COMPOUND 


NAG CONKOFZ Or 
te Booklet, Prices, Etc., From 


GEO. OWEN & CO., LTD. 
(Late THE ANGLO-AMERICAN EXPORT AGENCY) 
95-97 Liberty Street, New York. 


SOLE AGENTS FOR EASTERN U. S. 
TERRITORY & EXPORT. 


PATENT APPLIED FOR 


GALVANIZED IRON COVERS 
FOR LAUNDRY TUBS. 


The only all iron cover made, ab- 
solutely no part wood. 

Strong, Durable and Attractive. 

This cover makes the laundry tub 
perfectly sanitary. 

Prompt shipments on regular sizes. 


RECULAR SIZES 
2134 in. x 4 ft. with 4 in. back strips 
24in. x 4 ft. with 4 in. back strips 


EXTRA SIZES 
made to order on short notice. Send 
for full information and prices. 


GREASON MANUFACTURING CO., 


108 W. 99THST. NEW YORK,N.Y. 


Ghe Charlier Patent Rolling Furnace 


Saves 50 per cent. of the cost of melting your brass 


y haves the most econom- 
ical method of melt- 
ing, and will pay for 
itself every three months. 


Buy no more crucibles. 


Send at once for catalog 
containing full informa- 
tion, as you cannot afford 
to be without a 


Charlier Furnace 


MEDBERY @ SON, 
45 Broadway - - 


General Sales Agents, 
NEW YORK. 


36S Meridan St. 
INDIANAPOLIS, IND. 


te 


17-23 Beale St. and 18-24 Main St., 
SAN FRANCISCO, CAL 


634 Smithfield St., 
PITTSBURG PA. 


a 


fi 


a 


“TRIUMPH” 
WATER LIFT 


yh . 


CISTERN SUCTION 


If you are having trouble with Water Lifts 
that you have been using, why not try one of the 
new Improved “Triumph” Water Lifts? 

Their price is lower than any other good water 
lift made, and other plumbers are using them, 
with profit to themselves and satisfaction to 
their customers. Read what they say: 


“Your motor arrived and put it in yesterday. 
Glad to say thatit started off at once and worked 
to perfection.” 

Glendale, O. PrtrrerR ScHATZMAN & Son. 

“We have installed fifteen (15) of your ‘Tri- 
umph’ Water Lifts in the last two years, and as 
yet have never had to send aman to see what the 
trouble was with one water lift. This wasa very 
common occurence with the other lifts that we 
formerly used. Weconsider them top-notchers.” 

Somonauk, Ill. Ca.Lirornia WIND MILL Co. 

The new Improved “Triumph” Water Lift may 
be purchased through your jobber, or direct from 


THE OHIO PUMP AND BRASS C0., 


Oak & 18th Sts. COLUAIBUS, O. 


Thomson’s 
S. P. 
Smoke 

Machine 


for testing plumbing 


Every honest 
plumber needs one 


Write for Circular 
and Price 
Agents Wanted 


THOMSON 
MFG. CO. 
Elmhurst, Pa. 


The 


Plumbers’ Furnace 
For Sale by all Up-to-Date Jobbers 


/s the Invention of a Plumber 

Will outwear six of the Ordinary kind 
Saves Solder 

Is free from the Danger of Explosion 
Saves Time and Trouble. 

’s Price is Right 

Is the BEST IN THE MARKET 


JOHN A. MURRAY, 


SOLE MANUFACTURER 


Plumbers’ Steam and Gas Supplies, 


625 and 627 SixthAve., New York. 
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The master plumbers of Pittsburg and 
vicinity have decided that the work on 
large buildings, which has been suspend- 
ed for the past twelve weeks on account 
of the strike of the journeymen plumb- 
ers, shall be taken up at once and be 
pushed to completion. The first large 
building at which work will be resumed 


Plumbers Going to 
Work 
will be the Bessemer Building at 6th 
street and Duquesne Way. On Friday 
morning, December 19th, a force of mas- 
ter plumbers went to work on that build- 
ing and the work will be rushed day and 
night until completion. George Soffel, 
the plumbing contractor says that the 
work can be finished in thirty days in 
this manner. 

A meeting of the Master Plumbers’ As- 
sociation was held on December 17th, 
which was largely attended. Reports 
from the strike committee showed that 
the 400 members of the Association are 
holding out and very confident. When 
the matter of finishing the big work was 
brought up, it was shown that the Mas- 
ter Plumbers has finished all the small 
work contracted for before the strike, 
and are now in a position to render valu- 
able aid to each other. The Bessemer 
Building matter was brought up, and 
when volunteers were called for, thirty- 
six master plumbers put their names 
down to do the work, although not more 
than twenty men can be used to advan- 
tage on this job, but the rest. will be used 
on other work which must be completed. 

Jos. A. Weldon, of Weldon & Kelly 
Company, one of the most prominent 
plumbing firms in the country, said in 
an interview: “The spirit of brotherly 
love which was manifested at our meet- 
ing was inspiring. When a call for help 
was made it seemed as if every man pres- 
ent wanted to lend his assistance. There 
was no hanging back. We are in this 
fight to win and are determined to do so. 
It looks now as if the victory will be 
with us. We are bringing in new men 
right along, and our agents in other 
cities are still sending us men. These 
men will be given every encouragement, 
to remain here, and will be given work. 
They will organize an independent union 
which will be incorporated in the courts 
and will be recognized by our Associa- 
tion, The strikers have secured some of 
our men and shipped them out of town, 
but that will not last long. Their money 
will soon give out. The architects and 
others have so far been with us and we 
have not a single protest against the 
delay caused by the strike, some of the 
people whose buildings are affected being 
willing to wait two years if necessary.” 


Pittsburg Master 


We are informed that the Homestead 
Valve Manufacturing Company, of Pitts- 
burg, Pa., started their new iron foundry 
in conjunction with their brass foundry 
December 7th. In their new installation 
the company claims to excel in the pro- 
duction of both brass and iron goods by 
use of converting furnaces in which a 
heavy blast is used, thereby producing 
a purer and better metal than is pro- 
duced by use of the crucible or cupola 
furnace. 


Cc. J. Heckman, who for several years 
was connected with the Pittsburg Supply 
Company, has accepted a position as as- 
sistant to Mr. P. F. Kimball, general 
sales agent, for the Standard Sanitary 
Manufacturing Company, with offices in 
the Arrott Building, Pittsburg, Pa. 


Mr. Bennett, secretary of the Crane 
Company, Chicago, was calling on the 


Not so Easy as it Used to be.. The Pitts- 
burg Master Plumber Wiping a Joint 
jobbing trade in Pittsburg during the 
past week and _ getting personally ac- 
quainted with the managers and buyers 

of the different houses. 


C. H. Rose, of New York, who always 
has a bunch of good things to sell at low 
prices was calling on the trade during 
the past week. 


Mr. A. H. Warner, treasurer of the 
HE. Stebbins Manufacturing Company, 
Greenfield, Mass., was in town the other 
day soliciting business for delivery next 
year. Mr. Warner reports success in 
booking quite a good business, and is of 
the opinion that trade will be flourishing 
during the coming year. 


McFadden & Craig have been awarded 
the contract for the plumbing in the 
Westinghouse Machine Company’s new 
plant. This work will require a large 
number of special automatic closets, also 
washstands and urinals. They will start 
to work next week, and hope to complete 
the job early next year. 


Arthur Hutton is now a partner in the 
plumbing firm of C. W. Culler & Co., 
of Monessen. The firm has a large 
amount of work on hand at Monessen 
and along the Monongahela river, and 
are remodeling the plumbing in the Hat- 
field Building at Monessen, recently burn- 
ed, and are plumbing the new residence 
of Mr. C. E. Eggers. 


John I’, Howe, of Freedom, Pa., has se- 
cured a nice contract at Freedom, being 


the steam fitting job for bank and store 
building at Freedom, comprising over 
twenty flats which will be equipped with 
steam heating apparatus. The plumbing 
in this job has been awarded to John 
W. Hartzell, of Rochester, Pa. 


Francis J. Torrance, first vice-president 
of the Standard Sanitary Manufacturing 
Co., has been re-elected president of the 
State Board of Charities. 


A nice job of plumbing will be on the 
turf when the new building of the Dia- 
mond National Bank, recently projected, 
is begun. The new structure will be 
twelve stories in height, and will cost 
$1,250,000. It will be shaped somewhat 
like the Flatiron Building in New York 
City. 


Wm. B. Scaife & Sons Co., of Pitts- 
burg, have appointed C. A, Malau, of the 
City of Mexico, their representative in 


‘that republic. 


The Public Baths Committee of Pitts- 
burg held a meeting recently to further 
consider the scheme of founding a series 
of baths throughout the city. The suc- 
cess of the Thaw free baths and the inter- 
est which is being taken in the new pub- 
lic warehouse and baths in Lawrenceville 
has spurred the women to greater efforts 
to increase the bathing facilities offered 
the poor throughout Pittsburg. 


The Superior Slate Co. has been formed 
at Uniontown, Pa., to develop the slate 


rM NOT AS 


SLIM AST USED 
To Bel 


Helper Wanted at Pittsburg. M.J.Couni- 
han Hard at Work 


industry of West Virginia and will be- 
gin operations near Martinsburg, West 
Va. The company is capitalized at $125,- 
000, and has 30 acres of slate near Mar- 
tinsburg. The directors of the new com- 
pany are: O. W. Kennedy, S. M. Gra- 
ham, and C. F. Kefover, Uniontown; Dr. 
J. W. Gordon, Bellevernon, and G. S. 
Geron, Martinsburg, W. Va. 


A special committee to investigate the 
condition of the old Central High School 
building has recommended the erection 
of an additional building for toilet room 
purposes to cost $13,000, and repairs to 
the heating plant to cost $9,700. A me- 
chanical system of ventilation is also 
recommended, to cost $28,000. 


Director E. J. McElvain, of the depart- 
ment of public safety, Allegheny City, is 
preparing an ordinance providing for the 
installation of water meters in Allegheny. 
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L. A. Lanigan, of the Fort Pitt Supply 
Co. while on a hunting trip recently at 
Brownsville, bagged six fine quail. 


A nice plumbing contract to be awarded 
will be that of the new Hotel Sauers on 
the Northside. This hotel will be three 
stories in height and will contain the 
latest plumbing and sanitary equipment. 


One of the finest apartment houses in 
the country is now under course of erec- 
tion in Pittsburg, and will be known as 
the ‘“Bellefield Apartments.” 'The plumb- 
ing is of the very finest type throughout. 
The building will not be an apartment 
house in the common sense of the term, 


but will rather consist of fifty-one iso- | 


lated houses connected by a main corri- 
dor. Although each apartment is prac- 
tically a house by itself, all the heat, 
electric light, hot water, natural gas, 
telephone and refrigerating accommoda- 
tions are supplied from a central source, 
the electricity used in the building being 
furnished by a private plant on the prem- 
ises. In every room there is an appli- 
ance to regulate the temperature of the 
room, On tue ground floor there will be 
a public reception room*which may be 
used for dances and other entertain- 
ments. The plumbing specifications are 
said to be the finest ever presented in 
Pittsburg. The bath rooms are all to be 
furnished in plate glass, and the bath 
tubs, lavatories, closets, and trimmings 
will be of the most elaborate type. The 
question of sanitation has been made one 


’ of the chief features of the plumbing and 


will include every known device which 
will assist in the complete furnishment 
of this structure. 


F. M. Mechling, owner of the U. S. Ra- 
diator Co., with factory at West Newton, 
Pa., whose output is controlled by the J. 
L. Mott Iron Works, of New York, reports 
having exceptionally good sales in the 
line of radiators and boilers during the 
past month. Mr. Mechling is very popu- 


lar with the steam fitting trade in the - 


Pittsburg district, which no doubt ac- 


What 


it Looks Like to the Pittsbug 
Journeyman 


counts for the volume of business which 
he has been getting. 


E. W. Webster, of Du Bois, Pa., was in 
the city this week placing orders with 
the jobbing trade for material required 
on several large contracts, which he 
hopes to complete this year. 


. 


oe 
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It Costs You Nothing 


Se EEE ENeEE reas 


if not satisfactory after 10 days trial. 


There is not a plumber inthe 
United States that can afford 
to be without the 


SUCCESS tare SADEM 
CARBORUNDUM 


GRINDING WHEELS 


Equipped with two Carborundum Wheels 
and complete polishing outfit, consisting of 
felt wheel coated for use, and cloth buffers 
with the necessary polishing compound for 
plumbers to polish up rough or finished brass. 


We ship the machine free for 10 days trial. If satisfactory, send 
us $9.00, or if not satisfactory ship the machine back to us at 
our expense. 


A FRIEND IN NEED 
I 


Luther’s Combination Brace 
and Force Feed Drill 


|, pw PETERS” 


di Wi oli 


Far superior to the breast drill. Bull strength not required because the 
chain does the pressing on, you don’t. Any pressure desired is had by sim- 
ply turning the feed wheel. Ball bearings between the chuck and feed 
wheel sleeve reduces friction toa minimum. Drills holes up to 4 inch in 
iron easily asin wood. Chain can be instantly detached and brace is 
then used as any other for general use. Weight about 4 lbs. 


LUTHER BROS. CO., = NORTH MILWAUKEE, wis. 


HOOKS 


AND 


STRAPS 


» both 
Malleable 

and 
Wrought. 


No imperfeot 


ieces in our goods. ; 
uality the best All working parts are 


that can be had. a Will Please Mention ie \ euigtn 
Send for catalog. S bsc b S This Journal when nt is furnished wit 
U Fl =] f Writing to Advertisers i_\ brass-cased 
Berger Bros. Co., Md eck ave 
ee No Mechanical device to get out of order, but simpJe constructio } i | \ 
Manufacturers. Philadelphia. We aim 


This compound has given such good satisfaction and become so well knewn 
that several! parties have taken the liberty of infringing on our rights. 


There is only one perfect Pipe Joint Compound—and we make il. 


NATIONAL BRASS MANUFACTURING Co. 
617-19-21 Adams Street - - - HANSAS CITY, U.S.A, 


UR NEW BINDER. A serviceable end 
handy arrangement for holding Tar 
PLUMBERS’ TRADE JOURNAL, Will be sent 


FREE to any subscriber sending us a 
Experience may qualify a plumber to guard against bad and insanitary new subscription, or sent post paid for @ 
conditions, and it is against the unseen and unknowable that the 35 cents. 
pencent plumber seems to make provision, an ounce of prevention 
eing worth a pound of cure. One route to safety liesin using on your 
sinks and lavatories, etc., CLEAN SWEEP TRAPS. 


An expert writes us recently: ‘“‘There are many good traps, but after 
all we think that CLEAN SWEEPS are the best all around trap in use 
at the present day,’’ a consistent opinion from an unbiased judge, and 
our FULLER WORK, the perfect kind, that’s silent when working, 
these are yours for the asking. The Traps are sold in England, Scot- 
land, Germany, Canada and the United States. 


Detroit Sanitary Supply Co., Sole Manufacturers, 
27 Jefferson Avenue, © DETROIT, MICH. 


GOULDS 


Brass Force Pump 
For Plumbers’ Use. 


on @ scientific principle. Its water seal cannot be broken by 8}- hose Coup- 


onage. It is Say i and will withstand long evaporation. il ling 
sa Oth We have examined, tested and used the 2 Hil ‘ : 


th ers Sa King 1 Trap and find it all you claim. Cir- 
Prices and Traps of Jobbers, or 


ee ores Manufacturing Co., || % : : i 


SPRINGFIELD, Mass., January 1, 1904. 
\ Catalogue. 
Broadway, cer Winth Street, WATERVLEIT, N. Y: 


Messrs. PiumBers & Co., EveERY WHERE. 

Gentlemen: Have you tried the ‘‘ALLBE”’ 
Wiping Cloth? We make them all by hand fold 
and press them carefully. The prices will be in 
the next issue of Toe PLUMBERS’ TRADE JouR- 
nal, or will be sent on application. 

Trusting that we may hear from you in the 
matter, we remain, 

Yours Respectfully, 


(HAS. A ALLBE. 


= SEALS WITH C2 PUT INTO THE WHITE HOUSE BY THE U. S. GOVERNME*T, 


bya F. E. CUDELL’S 


zy Pat. SEWER-GAS and BACK WATER TRAP AGC = SENECA PALS, N.Y. 


NEW YORK: 16 Murray ST. 
For Wash Bowls, Sinks, Baths and Wash Tubs. | lh oGskonsé nica oe 
WEST CLEVELAND, - - - - OHIO. 


{F YOU ARE NOT USING THEM, SEND SAMPLE 


ORDER AT ONCE, YOU WILL SAVE 
MONEY AND TROUBLE. 


GOOD MFC. CO. 


+] 
88-92 LINCOLN AVENUE, NEW YORK CITY. 
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Editorial and Personal Chat 


A HAPPY NEW YEAR 


N another portion of this edition of 
[ THE PLUMBERS’ TRADE JOURNAL is 
printed the address of Mr. F. L. 
Robbins, of Pittsburgh, before the re- 
cent meeting of the National Civic Fed- 
eration in Chicago. Our readers will 
observe that Mr. Robbins has compre- 
hended the entire philosophy of the labor 
movement in his talk. President Mit- 
chell said at the conclusion of Mr. Rob- 
bins? remarks, “If all employers treated 
with their employees as Mr. Robbins does 
there would be no occasion for such an 
organization as the National Civic Feder- 
ation.” Mr. Robbins is to-day the larg- 
est employer of labor in the United 
States. He meets his employees face to 
face around the conference table to set- 
tle the scale. He is at the head of con- 
cerns employing seventy-five thotsand 
men and having a capital investment of 
over $125,000,000. These interests in- 
clude mines, railroads, docks, steamships 
and car shops. In view of these facts, 
the address which we are fortunate 
enough to be able to present to our read- 
ers will no doubt meet with their most 
hearty consideration. 


HE Editor of THe PLumeBers’ TRADE 
JOURNAL receives direct or indirect 
criticism on nearly every special 

article that is published in its pages, but 
more particularly with reference to arti- 
cles containing new ideas or the original 
treatment of old ideas. In the former 


class should be considered the clever and 
cleverly written article on “Bathing facil- 
ities,’ published in our November 15th 
issue from the pen of Goodwin Brown, otf 
New York City. The trade, or at least 
that portion of it which is in the habit 
of giving verbal or written expression to 
its opinion, seems to agree fully with 
Mr. Brown’s contention as to the hygi- 
enic and economic qualities of the shower 
bath but are opposed to his strong de- 
nunciation of the ordinary bath tub in 
defining it as “the abomination of abomi- 
nations.” He claims that differently con- 
stituted people require different bathing 
facilities and enjoy them in a variety of 
ways and modifications is doubtless well 
founded and would seem to point to 
bathroom construction with those who 
can afford it along lines eminently pleas- 
ing to the plumber from both a sanitary 
and business standpoint; to bathrooms 
containing both the ordinary and the 
shower bath and with waterproof walls 
and floors! There are different ways of 
acquiring cleanliness just as there are of 
acquiring its kindred virtue, Godliness, 
and after all it is the act of acquiring 
it rather than the method that needs to 
be impressed upon the populace first. 
ry ly opposed to any and all “anti- 
syphon” traps with or without 
mechanical parts. We can understand 
the opposition to them where boards of 


ANY practical plumbers are bitter- 


health and other municipal authorities 
permit their use without back ventila- 
tion but on the other hand we consider 
such traps when used with back ventila- 
tion an additional safeguard against the 
ingress of sewer gas, both from the great 
depth of seal they usually possess and 
from their greater resistance to syph- 
onic conditions as compared to the ordi- 
nary drawn ‘“P” or “S” trap. We con- 
sider them as having a fixed and definite 
value as especially safe traps when prop- 
erly constructed and installed, but to 
our mind there can be no proper installa- 
tion of traps without adequate back venti- 
lation. An objection 
sonable as applying to all forms of “par- 
tition,” ‘flask,’ and “mechanical” traps 
lies in the fact that a flaw or sandhole in 
the inner construction renders them both 
useless and dangerous though to all out- 
ward appearances perfectly whole and 
safe. Many plumbers refuse to use any 
other than plain P or § traps with vents 
for this very reason and contend that the 
trap which will meet with universal ac- 
ceptance must contain this exposed out- 
line and a deeper seal than at present. 
Further than this resistance to siphonage 
is expected to be found in some form of 
enlargement of the outer leg that will 
tend both to prevent the formation of the 
vacuum necessary to syphonage and per- 
mit of a larger and less easily choked 


vent outlet. 
T appearing in our columns on 
“Water Closets Up to Date,” by 
William Smith, suggests an idea for man- 
ufacturers’ demonstrations or for exhibit 
purposes that might prove as profitable 
as it would certainly prove educational. 
Our idea is to construct display fixtures 
either wholly of transparent glass or to 
take sections of them as at present made 
and attach glass fronts to them and ex- 
hibit them in operation with attachments 
to filtered water pressure. The average 
citizen being shown through a line of 
water closets, for example, is just as apt 
as not to consider a common washout the 
equal of the present type of jet closet, 
all your arguments and cuts to the con- 
trary being little better than Greek to him. 
Exhibits with life in them, that demon- 
strate clearly and plainly the special 
principles involved in their construction 
and the value of the principle for its in- 
tended use would cause many a $50 job 
to double or treble in value after the 
prospective user had given it a moment's 
study. What Mr. Smith’s articles are for 
the average plumber the “live exhibit” 
should be for the average citizen who 
views a line of fixtures in the plumber’s 
shop or in the show room of a manufact- 
urer or jobber. 


HE well received series of articles 


Daily Gazette and Free Press” an 

interesting article appeared entitled 

“Men Who Fix the Bad Pipes.” This 

article is one deserving of more 
than passing comment, being so entirely 
free from the slighting phraseology so 
often used by newspaper writers. It 
recognizes the master plumbers of the 
city of Elmira as being members of a 
worthy fraternity and men they are 
proud to have with them. We attach the 
following, reprinted from the article, as 
an interesting bit of appreciation, which 
will be undoubtedly welcome to every 
member of our fraternity: 


[ a recent edition of the “Elmira 


that appears rea-_ 
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“Tt is a popular notion that the merry 
plumber’s harvest time is in the winter 
when zero weather causes a break in 
the most. inaccessible part of a water 
pipe and house or store has to be prac- 
tically rebuilt after he has made the re- 
pairs. But the average plumber is too 
busy in the summer time to luxuriate 
on the porch of an Atlantic City hotel 
and that his life is a ceaseless round of 
activity with wrench and pipe and solder. 

“The repair of plumbing work forms a 
large portion of the plumber’s business, 
but in most cases this work is done in 
the summer months, for it is then that 
buildings are usually overhauled. ‘The 
large amount of plumbing in new build- 
ings is also done in summer time. It 
is not generally known that a certificate 
of inspection by the health bureau will 
be attached on request to any bill for 
plumbing in cases where the entire work 
has been done under the supervision ot 
that bureau; that is to say in the cases 
of all new buildings. But no such re- 
quests are made, property owners gen- 
erally feeling satisfied if the health bue | 
reau passes upon the work and _ the 
bureau has not even had blank certifi- 
cates printed for such purpose.” 


W. H. Barth, manager of the plumbing 
supply department of the Fairbanks Com- 
pany, of New Orleans, was a visitor in 
New York City last week. Mr. Barth is well © 
known to the New York trade, having 
been connected with Henry McShane 
Company in the managing department for 
a number of years in the New York store. 


Among the visitors to THr PLUMBERS’ 
TRADE JOURNAL this last week was George 
S. Aldous, of Passaic, president of the 
State Association of New Jersey. Mr. 
Aldous states that he has appointed on 
the “Good of the Order’ committee for 
the State Association A. Seldon Walker, 
of Orange, E. M. Sterling, of Newark, and 
John W. Mooney, of East Orange. Their 
principal work will be to arrange for the 
discussion of topics beneficial to the trade. 
Mr, Aldous intends to visit the locals in 
the State, to look over the ground, en- 
courage the members and loosen up any 
kinks that may need attention. He says 
the proposed State bill is very popular 
and seems to have the universal support 
of the trade. 


Ed. Koons, that popular traveling repre- 
sentative of the Kennedy Valve Manufac- 
turing Company, of New York City, is. 
summering at the Cadillac Hotel, New 
York City. It is the season of his annual 
rest-up, and he enjoys himself, consuming 
70-cent Riena de Grasshoppers, while in bed 
he enjoys quail and pate de foi gras 
for breakfast each day of his rest. A 
private wire has been arranged to his 
room direct from New Orleans and the 
latest race tips and diplomatic news are 
received by him and given consideration. 
Mr. Koons’ last order which he brought 
into his house the day before the begin- 
ning of his annual rest was, as he terms 
it, a mere bagatelle, being for ten car-load 
orders of Kennedy valves to go to Mex-_ 
ico. 


We received a pleasant call from A. D. 
Dennison, representing the Monarch 
Brass Company, of Cleveland. Mr. .Den- 
nison has just returned from a business 
trip to the coast, where he placed numer- 
ous orders for his new firm’s excellent 
line of plumbers’ high grade brass goods. 
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Philadelphia Plumbing News and Gossip 


By J. B. COLLADAY. 


OHN C. F. TRACHSEL, 230 

Arch street, has taken out 

permits amounting to $3,600 

for installing hot-water 

heating apparatus in four 

residences. After passing 

through a very disastrous summer, the 
golden calf is beginning to present itself 
once more at his shop, and as a conse- 
quence the “boss” is wreathed in smiles. 


Charles J. Smyth, 51st and Haverford 
avenue, has the much-coveted plumbing 
contract for the new church being erected 
at 52d and Vine streets, West Phila- 
delphia. 


William M. Anderson, whose shop is 
located 108 South 20th street, has secured 
the contract for both plumbing and heat- 
ing in the new Budd operation in West 
Philadelphia, work of excavating for 
which has just commenced. He has also 
been awarded the plumbing in the Car- 
negie Library, State College, Pa., amount- 
ing to $5,000. 


J. J. Harnett, 2340 North 29th street, 
seems to land on to the most of the 
operation work in West Philadelphia, as, 
in addition to that previously mentioned, 
he has secured the plumbing work in 
over 150 houses in the square bounded 
by 47th and Haverford avenue. 


F. J. McGarry & Bro., 4326 Lancaster 
avenue, not to be outdone by their city 
competitors, who have been doing most 
of the work for operative builders in 
West Philadelphia, will install the plumb- 
ing work in twenty-four houses, 49th and 
Parrish streets. 


William Earley, 12th street and Ridge 
avenue, will install a hot-water heating 
system in the building 128 North 13th 
street, for C. I. Gallagher, at a cost of 
$350. 


Daniel D. Test has taken out permits 
for steam-heating plant in Nurses’ 
Home, 728 Spruce street, and also for an 
apartment house at 8th and Spruce 
streets, both contracts amounting to 
$2,200. 


W. F. Rentschler & Bro., 27th street and 
Girard avenue, have contract for heating 
with steam the residence of G. A. Muller, 
1357 Frankford avenue. 


Geo. W. Nicholson & Bro., northeast 
corner 16th and Dickinson streets, keep 
their hands going very steadily these 
days. They have a monopoly of the job- 
bing trade in their section, besides they 
have just recently completed the heating 
in the residence of Mrs. Hogan, 1520 
South Broad street, and Mr. D. Shetzline, 
1306 Morris street. 


Howard Smith & Co., 5516 German- 
town avenue, have just completed the 
fitting up of residence 602 East Girard 
avenue with plumbing, heating and range 
work complete. He also has a large con- 
tract for installing a heating system in a 
colonial residence in Oak Lane. 


Thompson Bros., 112 Bread street, have 
secured the contract for installing a low- 
pressure steam-heating apparatus at 11/14 
Croskey street for John Serrill, the con- 
tract amounting to $600. 


H., M, Kelso was awarded the contract 
amounting to $500 for heating with hot 
water the residence of W. Boyden Mower, 
1107 South 47th street, West Philadel- 
phia. 


That the Wass Bros., five in number, 
of Tacony, are energetic hustlers there 
is not a particle of doubt. In the last 
month they have closed and are working 
on the following jobs: Seven three-story 
houses belonging to H. G. Haring, 7th 
and Dauphin streets, to be heated with 
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Did They Get Their Slice of ‘Christmas Cheer? Well We 
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the Trane vacuum system; two houses 
for Abel & Graff, Orthodox and Melrose 
streets, Frankford, to be heated with hot 
water; residence of Herman Gercke, 
Tacony, hot-water plant; residence of W. 
E. Dudley, Frankford avenue, vacuum 
steam operation (Allen system); steam- 
heating plant at mill, 5th and Locust 
streets; and coil work at Franklin Chem- 
ical Works, 2d and Bristol streets. The 
above work aggregates the nice round 
sum of $5,000. There is no reason why 
turkey should be scarce up Tacony way 
this Christmas. 


David R. Burns, familiarly known as 
“Dave” among his friends, is, as he ex- 
presses it, up to his ears with work. 
There is no doubt but what this season 
has been the busiest that he has experi- 
enced for many a day. At Riverside, N. J. 
he is piping up two large engines for the 
Riverside Metal Company. At the new 
“Turner” Hall he is installing the plumb- 
ing and heating apparatus, and is doing 
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the same work in the new boarding house 
recently erected in the town. As a con- 
sequence of mingling so much with the 


A Memory of the Camden Convention—A Mem- 
ber From Morristown. “Peace be With Thee” 


natives of Riverside, which is composed 
most entirely of Germans, “Dave” has 
become quite a linguist, speaking several 
of the common phrases, such as “swei 
beer” and “we gates.” 


The first step toward equipping the 
building 1712 and 1714 Chestnut street 
as a headquarters for the musicians of 
the city was taken yesterday, when Law- 
rence Vischer Boyd, architect, invited 
bids on an elaborate mechanical plant, 
including elevators, electrical apparatus, 
etc. Those bidding are S. Faith & Co., 
Geo. F. Uler & Co., P. Gormley, Robert 
Scott & Co., John Gormly, and W. M. 
Anderson. 


G. M. Genshart, of East Mauch Chunk, 
Pa., came down to Bala, Pa., a suburb of 
Philadelphia, recently and secured the 
contract for installing a hot-water heat- 
ing plant in one of the residences located 
there. 


William H. Heine, Wilmington, Del., 
has just completed his contract at the 
Marion Apartments for General Postals, 
which contract embraces the plumbing, 
gas fitting and vapor heating system. He 
also has the complete work, plumbing 
and heating, in the new Delaware House 
being erected on Market street in his 
town. 


A. F. Duprey, 1415 Race street, bobs 
up with a nice supply of permits for the 
Christmas holidays as follows: Steam- 
heating plants, 1325 Snyder avenue, for 
J. F. Ash; southwest corner 2d and Mor- 
ris streets, for B. Scally; 207 Chancellor 
street, for J. P. Wilson; and hot-water 
heating apparatus, 814 North 44th street, 
for William Orr, amounting altogether to 
$1,200. He has recently fitted up the new 
clubhouse of the Leeds Association, 
Broad and Race streets, in a most elab- 
orate fashion. The above club is the 
headquarters of the leaders of the famous 
Tenth Ward, and as nothing is too good 
for them, the work has been laid out in 
a lavish manner. 


B. C. Struse, of Green Lake, Mana- 
yunk, always manages to keep his force 
of men busy. His shop is located right 
in the center of the town, and he conse- 
quently commands most of the jobbing 
work. Outside of this regular trade, he 
has had a very prosperous year, having 
been successful in landing several large 
plumbing and heating contracts, 


24b 


Edward Flanagan & Co., whose shop is 
located at Lehigh and Kensington ave- 
nues, have a large force of men working 
steadily. They report a big year’s busi- 
ness. This firm does considerable fac- 
tory work, and are situated right in the 
heart of the mill district, thereby en- 
abling them to be in on the ground floor 
when repair work is needed. They are 
at present figuring on the heating of a 
large church, the name of which is for 
the present withheld. 


H. C. Lowden & Son, 40th and Market 
streets, have just completed a large con- 
tract, consisting of the plumbing and 
steam heating in the new store and office 
building located on Arch street, above 
10th street. 


The readers of THE PLUMBERS’ TRADE 
JOURNAL may remember seeing an ac- 
count of the accident which befell How- 
ard Smith, one of Germantown, Philadel- 
phia’s best recorded master plumbers last 
summer. The accident was not as bad as 
the newspapers claimed at the time, and 
we are able for the first time to give a 
correct account, with what are said to 
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be snapshots of the accident as it hap- 
pened. 

It appears that while Mr. Smith, who 
was secretary of the State association, 
was experimenting with his new patent 
automatic bath tub at his home, with 
gasoline as the motive power, the acci- 
dent happened. Mr. Smith’s idea was to 
surprise the trade and his many cus- 
tomers by riding about town in an en- 
ameled bath tub with rubber tire wheels. 
He intended to call his new invention 
“the Smith automatic sanitary automo- 
bile.” He had it rigged up on the second 
floor of his house, and, with a smile of 
satisfaction upon his countenance, was 
about to have it taken downstairs when a 
tire in one of the rubber wheels exploded, 


setting fire to the gasoline, propelling the 
bath tub at a terrific burst of speed right 
through the front of the house. Down 
the street it started, scaring passersby 


and others out of their wits, with How- 
ard frantically trying to turn off the 
motor power, until it fetched up at a hotel 
on the corner, the proprietor of which is 
said to have owed Mr. Smith some seven 
thousand dollars for a certain small job 
of plumbing. The bath-tub automobile 
stopped full tilt in front of the bar, back 


twine as to wings and legs, silent, dazed, 
bewildered, seemingly immovable—a per- 
fect paragon of passengers. ‘The con- 


ductor rang the bell and the car stopped 
at the bridge over the Hackensack River, 
far, far out on the meadows, cold and 
lonesome. 
“Hey, you!” 


the conductor cried tes- 


Taken at the Oyster Roast of the Baltimore Master Plumbers’ Association at Weber's Park, Dec. 3 


of which the proprietor stood. Before 
Mr. Smith could recover and apologize, 
the delighted proprietor handed him a 
check for his seven thousand and offered 
him another fifty thousand for a third 
interest in the patent automatic sanitary 
automobile. Mr. Smith, however, would 
not dispose of it at any price. He is still 
further experimenting, and the trade may 
lok for him in his new rig at some very 
near day in the future. 
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Left Cold and Lonesome on the Hackensack 
Meadows 


at night in the wilds of Jersey without 
getting into trouble. Ask George Law, 
plumber of No. 954 Columbus avenue, 
He knows. He has had an awful ex- 
perience. 

George got on a trolley car Sunday 
evening, says the New York World, in 
Harrison, N. J. Under his right arm 
was tucked a suit of elothes. Under his 
left was a live chicken, tied with stout 


tily. ‘Off for yours! 
—see?”’ 

“But’—— George Law began. 

“But nahthin,” growled the conductor, 


You and your hen 
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The Honest Plumber Hypnotizes the Sergeant 
and Gets Away With the Goods 


who liked not debate. ‘‘Hens is animals, 
an’ animals can’t ride. Off you go!” 

And George went off and out into the 
night. Soon the light on the buzzing car 
had vanished in the dim eastward. It’s 
hard to walk an endless plank road with 
a suit of clothes under your right arm 
and a live chicken under you left. * * * * 

And when George wearily plodded into 
Jersey City what did they do to him?’ 
Upon what hypothesis did the first police- 
man who met him act? Why, upon the 
hypothesis that one who walks abroad 
late at night with a suit of clothes under 
his right arm and a manacled hen under 
his left must be a thief. To the First 
Precinct poor George was haled forthwith, 
in spite of his protestations of innocence, 
in spite even of the squawks of the hen, 
who said: “Pta-a-awk! Pta-a-awk! It’s 
all right! Let us go!” 

When the honest plumber persuaded 
Capt. Cody of his innocency, and the 
police of Harrison had declared through 
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the telephone that a Mrs. Sherlock, for 
whom the plumber had repaired a stove, 
gave him the clothes and the hen, a ser- 
geant in full uniform escorted George Law 
to tne Fourteenth street ferry to protect 
him from further rearrest. 
—_——_e_ 


Forcing Pipe Horizontally Under 
Ground 


We show on this page a photograph of 
two plumbers forcing a service pipe hori- 
zontally under ground by a clever de- 
vice known as the Barrett Pipe Forcing 
Jack. 

The jack is manufactured by the Duff 
Mfg. Co., of Pittsburg, Pa. This jack has 
proved itself to be a great labor saver in 
the laying of pipe and service lines under 
ground. It is easily operated and will 
force pipe at the rate of about one foot 
per minute through any reasonable earth. 
It will push through or aside any ordi- 
nary underground encumbrance, such as 


roots, sticks, stones, bottles, crockery- 
ware, etc. 
The jack consists of a cage, which 


travels on a rack being moved by a socket 
lever and pawls. 

At the front of the cage is a groove 
and clamp for holding pipe from % to 4 
inches in diameter. The rack has ma- 
chine-cut teeth and is provided with bolts, 
also carries a guide for holding pipe in 
line. 

The method of operation is to dig a 
ditch the proper depth and big enough to 
insert the jack as in the illustration and 
then to start the pipe in the right direc- 
tion. When the cage reaches the limit of 
its travel, it is brought back again and 
a new section of pipe started. This op- 
eration is duplicated until the desired 
distance is attained. On the front or 
driving pipe it is best to provide a sec- 
tion of pipe one or two feet long and a 
size larger than the pipe to be laid. Also 
to screw on the end a coupling turned to 
a cutting edge. The jack has been well 
tested and will pay for itself in a short 
time in the saving of labor. It is sub- 
stantially built and sold at a low cost. 

Its economy is at once suggested in 
the accompanying photograph where 
without its use it would be necessary to 
dig a ditch, the entire distance. 

Further particulars would be gladly 
sent by addressing the Duff Mfg, Co., 
Pittsburg, Pa.,and mentioning this Journal. 
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This is the Only 


Kansas City Master Plumbers ing, they being officers of the plumbers, | 


Have A Smoker 


The Master Plumbers’ Association of 
Kansas City, Mo., gave a smoker on De 
cember 16 in the rooms of the Employers’ 
Association, having as its guests the 
executive committee of that body and the 


Association of General Contractors. The | 


smoker was the first of several which will 
doubtless be given during the winter, in 
order that the men who do the different 
parts of the work of erecting buildings 
may know each other better and meet so. 
cially on a friendly footing. The smoker 
was enlivened by good music and an am 
ple buffet luncheon was served. 

W. L. Hudson, president, and R. J. 
Catheart, vice-president, alternated as 
._chairman of the formal part of the meet: 


and E. G. Hornbrook acted as secre. 
tary. Some half dozen talks were made 
by members of the three organizations 
represented. Mr. Cathcart welcomed the 


‘contractors, and Wallace Love responded 


for them. Franklin Hudson, chairman of 


| the Employers’ executive committee, 
spoke of the unions and the recent court | 


decision. 
—_____@_ > 4 —______ 
John Burgoyne Dead 

John Burgoyne, a journeyman plumb- 
er, formerly of New York, died at San 
Juan, P. R., on December 14, 1903. Mr. 
Burgoyne met with an accident some 
time ago which necessitated the amputa- 
tion of one of his legs. He had been a 
resident of San Juan for five years and 


was well known and liked by the trade. | 
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ACURATE 
NOISLESS 
EFFICIENT 


Hundreds 
in use. 


SEND FOR CATALOG 
AND PRICES 


The TURNER MACHINE CO. 7°*2,8.ssove. grees, 


Brass Founders 


Appreciate the Economy of 


Moulding Machines 


The vital advantage of the 
McCanna hand operated 
machine is the small outlay 
for pattern plates. 


No Draw or Stripping 
Plates Necessary. 


SIMPLE, CAPACIONUS, DURABLE. 


White Wocd Exposure, stained Oak 


Automatic Collaps- 
ing Tap with Keam- 
er combined. ho 
rechucking work; 
finished complete 
at one operation. 
No changing from 
reamer to tap; no 
reversing of ma- 
chine. no watching; 
it stops at the proper 
depth and automat- 
ically collapses. 


PATENTED 


Positively 
saves from 50 
per cent. to 75 
per cent.in cost 
of tapping. 

Descriptive 
circular sent 
on application 
to 


The MURCHEY MACHINE & TOOL 60., 


64 Second Street, 


DE ROIT, MICH, 


60 DUST 


Bronze 


Have you 


PLUMBERS’ DUST-PROOF 
WASHER CABINET No. 1761! 


This Case, having a Steel Back, contents will not rust 
ortamish. Each drawer is fitted with a strong Pull and 


Size of Case: 


GEO. W. HEILAND, 


99 and 1u1 Beekman St. - 


24¢ 


Profitable Patent and Trade-Mark for Sale. 
Ghe Rex Basin?“ Bath Waste 


Patented 1896 CopyRIGHTED 1897. 
Patent ALLowepD OcrToeerR, 1903. 


| 


Fits any Basin, and 
has never been 
equaled in simplic- 
ity and selling 
features. 


A simple turning 
handle on the slab 
moves the slide G 
against and under 
the cone F of basket 
E to open the stop- 
per D. 


The basket pre- 
vents loss of rings 
or jewels, is instant- 
ly cleaned, and re- 
moval of stopper D 

andbasket E withthe 
slide G moved back, affords aclear pas- 
sage and clean sweepdown io thetrap. 

Thousands jin successful cperation, 

and endorsed by many leading Flumbers. 

The Patent, Trade-mark and every 
thing pertaining to it will be sold with- 
out reserve. 
FOR PARTICUI ARS ADDRESS 
Ss. W. LEWIS, 
51 ELDERT ST., BROOKLYN,N. Y. 


CONTAINS 
and RUST-PROOF STEEL DRAWERS 


each fitted with adjustable partition, making 120 com- 
partments in all. 


SHIPPED C.O.D. $18.00. 


Card Clip. 
28in. wide, tiin. deep, and 41 in. high 


NEW YORK CITY 


Plumbers’ Sundries 


Received our 


1904 Catalogue B? 


If not, write for it. 


99 @®101 Beekman $t, 


Geo. W. Heiland, - NEW YORH CITY. 


NOW is the TIME for 
Frost Proof 
Water Closets 


to show their merits. 


Put in a HAAS’ CLOSET 


Compare it with others you have 
installed. Requiresnopit, Has 
a good strong flush, Operation 
is perfect. It is the closet that 
the customer wants. 


Write for Prices and Catalog. 
PHILIP HAAS, 
MANUFACTURER and PATENTEE 
28 South Jefferson St., - Dayton, O. 
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EDITED BY E. A. RCBERTS, CLEVELAND, O. 
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HE Master plumbers are taking 
renewed interest in the work of 
the association and turning out 
in full force to the meetings. A 
very enthusiastic session was 

held Tuesday evening, December 1, at 
wwe Deaaquarters in wwe Chamber of Com- 
merce Buliding. ‘ne members are 1ook- 
ing torward to the work of next year 
With much anticipation. ‘The annual 
meeting, which will be held early in Jan- 
uary, is always an occasion for a large 
gatnering, and is considered the star 
event of the year. ‘The election of ofti- 
cers will be heid and a supper served in 
the room. 


The University Club House on Pros- 
pect street is to be remodeied and equip- 
ped with new plumbing fixtures, ‘lhis 
will be a good joo tor some piumber. 


The contract for plumbing at the six- 
story mercantile buliding on Huclid ave- 
nue, just east of Hrie street, being erected 
by J. H. Brown, has been awarded to the 
firm of Warden & Leese, 4838-435 Hrie 
street, 


The handsome new residence being 
erected on bolton avenue by William T. 
Paul will be equipped with high-grade 
plumbing and bath room fixtures. ‘his 
work is being done by Ellen & Norris, 
plumbers at y50 Central avenue. M. G. 
Holbrook will install the hot water sys- 
tem. 


The handsome new store building being 
erected at the corner of Untario and Pros- 
pect streets for the Bailey Company is 
being equipped with the Paul system of 
heating. ‘The contract for installing this 
work has been let to Chafer & Becker, 
steamfitters and plumbers at 158 Cham- 
plain street, 


The Mouat-Squires Company, steamiit- 
ters, 41-45 Academy street, are engaged on 
several large contracts. ‘hey recently 
closed the contract for installing the grav- 
ity system in the new German theater 
being erected on Erie street, corner of 
Bolivar street, They are also doing the 
power work for the Perry Payne Com- 
pany for the new power block on Califor- 
nia street. 


The master plumbers have taken an 
active stand during the past year in re- 
gard to the setting of water meters, this 
work having been done by the employees 
of the Water Works Department. At a 
recent meeting of the city council the re 
quest of Superintendent Bemis for an 
appropriation of $10,000 to continue the 
work of setting meters, was refused, and 
the department will be unable to proceed 
with this work to the extent heretofore 
observed. The Master Plumbers antici- 
pate that this situation will work out to 
tueir benefit. 


The contracts were recently let for a 
new eight suite apartment building to 
be erected on Fourth avenue for D. S. 
Wertheimer. R. F. McMahon & Co. were 
awarded the contract for the plumbing, 


and M. G. Holbrook, heating contractor in 
the Arcade, was awarded the contract for 
steam heat. 


William G. stewart, plumber at 2/10 
Superior street, has just secured the con- 
tract tor piumbing in the handsome new 
residence being erected on Detroit street 
tor Charies Loew. 


R. F. McMahon & Co., plumbers at 371 
Wade Park avenue, are engaged on a 
nice contract on the West siae tor the 
American Ball Bearing Company. ‘hey 
are installing sixteen closets, two wash- 
stands and four sinks. ‘l'his is an entire- 
ly new plant and is being utted up in a 
first-class manner. 


John Lesse, of the firm of Warden & 
Leese, plumbers at 433-435 Hrie street, 
was again honored by the Builders’ Ex- 
change by being elected for a second time 
as a director in that organization. Mr. 
Leese stands high in the esteem of his 
fellow tradesmen and is popular with the 
buiiding trades in general, having tre- 
quently been elected to office in the Mas- 
ter Plumbers’ Associations, state and lo- 
cal. 


The contract for hot water heating in 
the residence on Detroit street for Chas. 
Loew has been let to the Hckerman Heat- 
ing, Plumbing and Supply Company. 


A happy man is J. J. O’Neil, Cleveland’s 
Inspector of plumbing and sewers. The 
office of the inspector has been remodeled 
and redecorated. Some new furniture 
and a new desk have been installed, giv- 
ing it a very business like appearance. 
Mr. O’Neil is proud of his office 4nd the 
plumbers have to take off their hats to 
him and wipe their shoes before admitted 
to the inner court. 


The old annex to the Weddell House 
on Bank street is being remodeled for ho- 
tel purposes. The old plumbing is being 
torn out and new fixtures installed. The 
contract for this work has been let to l. 
Koblitz & Son, plumbers at 347 Prospect 
street. This firm has also secured the 
contract for the plumbing at the new 
mercantile building being erected at the 
corner of Euclid avenue and Dodge 
street. This building will contain five 
store rooms on the first floor. 


Theo. Poplowsky is engaged on a large 
plumbing and sewer job for the Cleve- 
land Sandusky Brewing Company, at the 
Cleveland brewery on Hough, near An- 
sel avenues. He also has had a large 
amount of work for the Greek settlement 
on the Soutu side. He is doing all the 
plumbing and sewer work for the settle- 
ment and is building a sewer in St. Ogles 
street. Mr. Poplowsky is doing the 
plumbing at the new apartment building 
for M. Katz at the corner of Scovill ave- 
nue and Arlington street. This building 
contains five suites with open plumbing 
and bath room fixtures. 

This fall has been a busy one for the 
plumbers and heaters. The large amount 
of building started this spring and sum- 
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mer has kept the plumbers well emplov- 
ed. Although there has not been as much 
new work coming out, the plumbers have 
been engaged getting their contracts fin- 
ished before severe winter weather. An- 
other cause for activity has been the in- 
stallation of natural gas in Cleveland. 
The East Ohio Gas Company is now op- 
erating in the city and its pipe lines now 
stretch along a large number of city 
streets. Many plumbers make a specialty 
of natural gas connections and installing 
heaters, keeping their men occupied with 
this class of work. 


Mustee Bros., plumbers at 204 Cedar 
avenue, have been especially busy with 
this ciass of work. Joe Mustee has pat- 
ented a hot water heater which uses nat- 
ural gas, and manufactures the heaters at 
his shop. He has put them on the market 
and is installing a gooa many in Cleve- 
land. One of the heaters is in operation 
in his shop and has been shown to a 
large number of people who have called 
for that purpose. 


The Ecnerman Heating, Plumbing and 
Supply Company, 1726 Lorain street, have 
been very busy this fall and at present 
have a number of large contracts on hand. 
They are engagea at the Hastman apart- 
ment building on Detroit street, where 
they have the contract for the plumbing. 
This is a large building containing about 
30 suites. ‘T’ney also have the contracts 
for the plumbing and heating at the 
United Banking and saving Company’s 
new block at the corner of Pearl and Lo- 
rain streets and the plumbing for the new 
block for the Forest City Savings Bank 
on Pearl street, corner of Detroit street. 
Another large apartment for which they 
have the contract is the Tippling being 
erected in the Hast End. 


The Cleveland Steam Fitting and Sup- 
ply Company, 1084 Hamilton street, has 
been incorporated with capital stock of 
$15,000. The company has been organ- 
ized with the following officers: Charles 
C. Bailey, formerly proprietor of the com- 
pany, is president and treasurer; R. W. 
Bailey, vice-president and secretary; Wm. 
Cook, assistant superintendent; Joseph 
Dietsche, superintendent, and George W. 
Nichols, member of the board of direc- 
tors. During the past five weeks Mr. 
Bailey has had trouble with the Steam 
Fitters’ Union, owing to the fact that his 
foreman, William Cook, refused to join 
the union. Mr. Bailey made many at- 
tempts to adjust this difference, but 
would not consent to discharge Mr. Cook. 
Finally his men were called out and re- 
mained out for four weeks. Mr. Bailey 
filled their places with non-union men 
and resumed work on his yarious jobs, 
including the Kirtland Street Pumping 
Station. It was on this job that the union 
decided to make a fight, which resulted 
in many conferences between the Super- 
intendent of the Water Works, the walk- 
ing delegate and Mr. Bailey. ‘They at 
last reached a settlement whereby the 
union men will return to work and Fore- 
man Cook will continue in charge of the 
work as before. 


The plumbing at the new church at 
the corner of Euclid and Genesee ave- 
nues for the Church of the Unity is being 
installed by Warden & Leese, plumbers 
at 433-435 Erie street. 


REVIEW. 


W. M. Pattison, president of the W. M. 
Pattison Supply Company, dealers in 
steam fitters’ supplies, etc., was also elect- 
ed to a position on the board of directors 
of the Builders’ Exchange, at the annual 
meeting in November. 


’ 


Harry A. Bliss is now doing business 
under the name of the Bliss Supply Com- 
pany, being still located at the old stand, 
465 The Arcade. This company deals in 
heating specialties and engineers’ sup- 
plies and reports a splendid business the 
past year. Among the jobs for which 
they are furnishing the material may be 
mentioned the following: They are fur- 
nishing the valves for the Haddam apart- 
ment and St. Agnes school, Jenkin’s 
valves being’ used; and the large valves 
for the Perry Payne power block. 


A. Lehman, of the A. Lehman Plumb- 
ing Company, Woodland avenue, was 
married on the evening of November 23rd 
to Miss Henrietta Campen. The bride 
and groom took a short wedding trip to 
Canton where they stopped with rela- 
tives. On their return to Cleveland Mr. 
Lehman took his bride to his new home 
recently purchased at 800 Giddings ave- 


. 


~ 


Mr, A. Lehman, Cleveland, O, 


nue. Mr. Lehman is very busy with his 
plumbing work, having several contracts 
under way. He is doing the plumbing 
for the store and apartment building for 
C. F, Stearn on Woodland avenue, near 
Forest street, and the plumbing, gas 
fitting and sewer work for an eight stite 
terrace building at the corner of Quincy 
and Baden streets for H. A. Watterson. 


The Van Sickle & Warren Company, 
steam fitters at 85 Water street, have 
been awarded the contract for installing 
the Webster system of heating at the an- 
nex to Central High School. The con- 
tract is for $8,418. ‘his company was 
recently elected to membership in the 
Builders’ Exchange. 


John J. Keiper, plumber at 1649 St. 
Clair, seems to still find the plumbing 
business a good thing, for he continues 
to build new houses. He recently let the 
contract for a fine new residence to be 
erected on St. Clair street, in Glenville. 
Mr. Keiper expects to install a good line 
of plumbing goods in his new house. 


, 
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’Twas long ago; a man discerned 

A faucet that: had not been turned, 

And yet it leaked—’twas then he learned 

A lesson that he’d fain have spurned— 
At 60 cents an hour. 


He told a a plumber man to come 

Down to his house and tinker some; 

The plumber said, in accents grum: 

“By gum! Of course I’ll come and plumb 
At 60 cents an hour.” 


The plumber came and looked about 

And viewed the faucet with some doubt, 

Then hammered on the water spout, 

Sat down, and let his whiskers sprout 
At 60 cents an hour. 


The water dripped in little pools 
And spattered into wee globules. 
The plumber said: “It is the rules 
That I must go and get my tools 
At 60 cents an hour.” 


Next day he came and looked again 

And made some figures with his pen, 

And called a couple of his men 

To see how it was dripping then— 
At 60 cents an hour, 


The days wore on; the weeks went by; 
The months and years began to fly; 
But still the plumber, looking wry, 
Came daily and cocked his eye— . 

At 60 cents an hour. 


At last the man, unsatisfied, 
Gave up the ghost—in short, he died 
Of old age—then the plumber sighed 
And came around and took a ride 

At 60 cents an hour. 


—The Plumber. 
8 ee 


Ghe Plumber from Syracuse 
By G. H. G. 
AVING served his time with the 
Hi substantial firm of P. B. & P. 
Co., Robert Jenkins was enter- 
ing upon his third year as a 
journeyman plumber, to whom only the 
highest class of work was given. The 
confidence placed in Jenkins was so great, 
that, year by year, his services became 
more valuable, Jenkins had planned a 
future for himself, and early in his chosen 
trade he determined to keep posted on all 
the new devices constructed for use in the 
line of business he had entered. 

The fourth year found him foreman 
over sixty skilled workers. This position 
afforded him the long-sought for oppor- 
tunity, he had fully prepared himself by 
constant study to make his own drawings 
and thoroughly understood the duties of 
his new position. 

He had corresponded with all leading 
manufacturing concerns, and had secured 
their catalogs, with prices for both home 
and foreign trade. He entered upon his 
new duties fully prepared to give his em- 
ployers the best that ability and study 
could produce. 

Under his management the plumbing 
branch of this great concern increased to 
such great proportions that the contracts 
extended to all parts of the State. 

The reputation gained for excellent 
work was so generally known that a great 
amount of the firm’s work was done with- 
out any form of contract, regarding price, 

Apprentices were never known to leave 
their employer, and at the end of each 


.year, each. man in their employ received 


a substantial cash reward. 

Jenkins had a system by which every 
man worked, and was held in the highest 
esteem by the men under him, This sys- 
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and the heads. of-the union to which-he 
belonged, were made aware of the fact, 
that P. B. & P. Co. had purchased a very 
pretty house with grounds, that had been 
cared. for under the supervision of Old 
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Jenkins Discussion of the Important Event With the Senior Partner of the Firm 


tem prevented the retention of a drone in 
the firm’s employ. 

On the 21st day of November, Jenkins 
requested an audience with the senior 
member of the firm. 

The subject discussed was of great im- 


Daniels, the English landscape gardener. 
This was to be their gift to Robert Jen- 
kins for faithful services rendered. 
Syracuse is noted for its beautiful su- 
burban homes, and it was decided by Jen- 
kins’s friends that the furnishing of Jen- 


A Pretty House and Lot Presented by the Firm in Recognition of Services Rendered 


portance to Jenkins, and was at once ap- 
proved of by the senior partner, who was 
considered by Jenkins his best friend, he 
had concluded to marry and begin the new 
year a benedict. 

The matter soon became an open secret 


kins’s new home should be done entirely 
by his friends. Jenkins was informed of 
the generous gifts, the home was some- 
what distant from the supply of the city 
gas mains. 

It was piped throughout and Jenkins, 


who was a great student on the subject of 
light, decided that he would surprise his 
friends. 

His home was to 
house in the county. 

Jenkins had long made up his mind 
that acetylene gas was the only practical 
way to light a house with artificial light, 

He had installed the machine which he, 
and his friend Gregory, a gas expert of 
recognized ability, had concluded would 
produce the best results from the amount 
of carbide consumed, : 

A house warming on a very large scale 
had been planned, and mechanics had 
been busy for several days extending 
pipes, carrying the gas to various parts 
of the grounds. 

Jenkins for this occasion had supply 
pipes run and drops to the center of each 
window, and on each drop had arranged a 
colored globe with a special burner of 
high candle power. The whole efféct was 
beautiful. 

Experimental tests had attracted the at- 
tention of the local newspapers, who had 
noticed it at great length in the daily 
papers. 

The night for the house warming was 
clear and beautiful. At.an early hour the 
lights were on. Thousands visited the 
scene. Jenkins and his bride received 
the congratulations of their friends. The 
light produced from the acetylene gas at- 
tracted widespread attention and Jen- 
kins’s time was largely taken up explain- 
ing the merits of the process. 

The excellent results produced at Jen- 
kins’s home, and the general advertising 
done throughout the surrounding county 
by the corporation who controlled the ma- 
chine selected to light the new home, re- 
sulted in the firm of P. B. & P. Co., who 
secured the agency for the same, selling 
over 300 acetylene gas machines, for resi- 
dences, churches and stores, with several 
orders to fit up pleasure yachts and small 
steamers. 

Robert Jenkins continues in the em- 
ploy of the firm and is given full credit 
for securing for the firm this profitable 
addition to their already profitable busi- 
ness. 


be the best lighted 
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New Officers of the Passaic, Nod, 
Association 

The Master Plumbers’ Association of 
Passaic, N. J., at their meeting, held De- 
cember 11th, elected the following officers 
for the ensuing year; President, Wm. 
Brooks; vice-president, John Collins; sec- 
retary, Ernest Remig; financial secretary, 
Richard Wall; treasurer, Levi Aldous; 
sergeant-at-arms, A. Patak; trustees, R. J. 
Cullin, Jay D. Halstead, John G. Schleich, 

The newly elected officers will be in- 
stalled on January 8th, and will give a 
banquet to the association members. The 
State officers have been invited to be 
present. 

———_#_+#+4~>—____ 


Patchogue, N.Y., Master Plumbers 
Will Meet 


There will be a grand rally of the Suf- 
folk County Master Plumbers’ Protective 
Association at Roes’ Hotel, Patchogue, 
N. Y., January 7, 1904. State President 
B. T. Donohue, State Secretary T. A. Hill, 
State Treasurer A. H. Barnes, and T, T. 
Gaynor will be present and address the 
meeting. This, with other features of the 
meeting, should make it the most suc- 
cessful and interesting meeting of the 
year for this enterprising association. 
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Master Piumbers Incorporated 


December 19, 1903. 
Editor THr PLuMBERS’ TRADE JOURNAL: 


T is a pleasure to inform you 

9 and the readers of the THE 
8 PLUMBERS’ TRADE JOURNAL 
that the National Associa- 
tion of Master Plumbers 
has been incorporated under 
the laws of Delaware. Our certificate of in- 
corporation was filed and recorded on No- 
vember 30. The names and addresses of 
the members of the board of directors 
are our officers and executive commit- 
tee. For your further information I en- 
close you copies of our certificate of in- 
corporation and by-laws. 


E. D, Hognsroox, President. 
Kansas City, Mo. 


Co eepeance tin a eet te ten GN 


CERTIFICATE OF INCORPORATION OF 
THE NATIONAL ASSOCIATION OF MAS- 
TER PLUMBERS OF THE UNITED STATES 


Cpr enn 7) 


First.—The name of this corporation is 
the National Association of Master 
Plumbers of the United States. 


Second.—Its principal office and place of 
business in the State of Delaware is to be 
located in the city of Wilmington, county 
of New Castle. The agent in charge there- 
of is the Delaware Charter Guarantee & 
Trust Company. 


Third.—The objects and purposes for 
which, and for any of which, this corpor- 
ation is formed, are as follows, viz.: 

For the advancement of sanitation and 
the encouragement of sanitary laws and 
the better enforcement thereof; for the 
improvement of plumbing appliances and 
plumbing work; for the education of the 
members of the craft in sanitation and 
in all that pertains to the betterment of 
plumbing, and the best methods of con- 
ducting such business; for the establish- 
ment of harmonious and equitable rela- 
tions between master plumbers, journey- 
men plumbers and other employes, and 
manufacturers and jobbers in supplies 
used in plumbing, heating, gas-fitting and 
drainage business; for the education of 
the apprentice in plumbing and the estab- 
lishment of an apprenticeship system, and 
for the collection of just debts. 

In furtherance of, and not in limitation 
of, the general powers conferred by the 
laws of the State of Delaware, and the 
objects and purposes herein set forth, it is 
expressly provided that this corporation 
shall also have the following powers, viz.: 

Acting through its Board of Directors, 
{ts President, its Secretary, or special 
agents herein designated, subject to the 
powers and restrictions of this certificate 
of incorporation, and its by-laws, this 
corporation is empowered to do all and 
only such acts as are necessary or con- 
venient to the attainment of the objects 
and purposes herein set forth, and to the 


same extent and as fully as any natural 
person might or could do. 

To purchase, lease, hold, sell, mortgage 
or otherwise acquire or dispose of, rea] 
or personal property; to enter into, make, 
perform or carry out contracts of every 
kind with any firm, person, corporation or 
association; to do any acts necessary or 
expedient for carrying on any or all of 
the objects and purposes of this corpora- 
tion not forbidden by this certificate of 
incorporation, or its by-laws, or by the 
laws of the State of Delaware, but only 
through such officers or special agents as 
herein designated. 

To have offices and promote and carry 
on its objects and purposes within or 
without the State of Delaware, in other 
States, the District of Columbia, the ter- 
ritories or colonies of the United States. 
In general, to have all powers conferred 
upon a corporation by the laws of the 
State of Delaware, except as herein pro- 
hibited, or forbidden by the by-laws of 
this corporation. 

Fourth.—This corporation shall not 
have any capital stock, and the conditions 
of membership shall be as follows, viz.: 

Individuals, firms or corporations doing 
a recognized plumbing business in States 
and cities where there are State or local 
associations of master plumbers may be- 
come members of this corporation through 
such State or local associations. They 
must be subordinate to the by-laws of this 
corporation; and if for any cause a mem- 
ber resigns or loses his membership in 
the State or local association, he forfeits 
absolutely his membership in this corpor- 
ation. The initiation fees and national 
per capita tax for membership in this cor- 
poration shall be regulated by the by- 
laws of this corporation, or by the Board 
of Directors. Certificates of membership 
shall not be issued direct to each mem- 
ber, but only one certificate of member- 
ship in the name of the State or local 
association shall be issued, and which will 
represent the number of members in the 
State or local association. 

Fifth—The names and place of resi- 
dence of each of the incorporators are as 
follows, viz.: 

E. D. Hornbrook, 1109 McGee street, 
Kansas City, Mo. 

J. H. Richardson, 621 Independence ave- 
nue, Kansas City, Mo. 

W. L. Hudson, 1428 Walnut street, Kan- 
sas City, Mo. 

Sixth.—_The existence of this corpora- 
tion is perpetual. 

Seventh.—The private property of the 
members of this corporation shall not be 
subject to the payment of any corporate 
debts to any extent whatever. 

Highth.—The officers of this corporation 
shall be a Board of Directors, a President, 
a Vice-President, a Secretary, a Treas- 
urer, and such other officers and commit- 
tees as may be provided for in its by-laws. 

The only agents, or officers of this cor- 
poration empowered to act in its behalf 


shall be its President, its Secretary, and 
such other special agents receiving their 
special appointments in writing under 
the seal of the corporation from its 
Board of Directors, or from its Presi- 
dent and Secretary. No other na- 
tional officer, member or officer of State 
or local association shall have any au- 
thority, unless such is delegated to him 
as provided for in this paragraph, to 
make on behalf or in the name of this 
corporation, any contracts, agreements, 
demands or requests of any person, firm, 
corporation or association. 

The Board of Directors shall have a 
general supervision of the affairs of this 
corporation. The Board of Directors, the 
President or the Secretary of this cor- 
poration may perform all acts, and only 
such acts, as are in consonance with, and 
such as are necessary or useful to carry 
out the objects and purposes of this cor- 
poration as set forth in this certificate of 
incorporation. The Board of Directors 
shall not make the corporation liable for 
an amount exceeding the amount in the 
hands of the Treasurer; and the Presi- 
dent and Secretary shall be restricted in 
the expenditure of money as provided in 
the by-laws. 

The Board of Directors shall have full 
power to repeal or alter any resolution 
passed at a meeting of the members that 
is not in harmony with the laws of the 
State of Delaware or with the objects 
and purposes clearly set forth in this 
certificate of incorporation. The mem- 
bers, or the Board of Directors, shall have 
full power to hold their meetings, and to 
keep the books and records of this cor- 
poration outside of the State of Delaware, 
and in such places and at such times, as 
may be designated by its by-laws, or by 
a resolution of its members or the Board 
of Directors; except as otherwise required 
by the laws of the State of Delaware. 

Any resolution in writing, agreed to in 
writing, by a majority of the members, or 
by a majority of the Board of Directors, 
shall have the same force and effect as if 
the same had been duly passed by a ma- 
jority of the members, or by the Board 
of Directors, at duly called meetings. 
STATE OF MISSOURI, 

CouNTY OF JACKSON, 
ss. 

Be it remembered that on this...... 
November ...... A. D., 1903, personally 
appeared before me, E. D. Hornbrook, 
J. H. Richardson and W. L. Hudson, all of 
the State and county aforesaid, parties to 
the foregoing certificate of incorporation, 
known to me personally to be such, and 
I having first made known to them and 
to each of them the contents of said cer- 
tificate, they did severally acknowledge 
that they signed, sealed and delivered the 
same as their several voluntary act and 
deed, and each deposed that the facts as 
therein stated were truly set forth. 

Given under my hand and seal of office 
the day and year aforesaid. 


BY-LAWS 
OF THE 
NATIONAL ASSOCIATION OF MASTER 
PLUMBERS 
OF THE 
UNITED STATES. 
ARTICLE 1.—This corporation shall be 
known as the National Association of Master 
Plumbers of the United States. 


ARTICLE I1.—The principal office of this 
corporation in Delaware shall be in Wilming- 
ton, and it shall there be represented by the 
Delaware Charter Guarantee and Trust Co. 


ARTICLE I1I.—The corporate seal of this 
corporation shall have inscribed thereon the 
following: They Builded Better Than They 
Knew. N. A. M. P. U. S. A. Instituted 
1883, incorporated, 1903. 5 

ARTICLE 1V.—This corporation is organ- 
ized for the advancement of sanitation and the 
encouragement of sanitary laws and the better 
enforcement thereof; for the improvement of 
plumbing appliances and plumbing work; for 
the education of the members of the craft in 
sanitation, and in all that pertains to the bet- 
terment of plumbing and the best methods of 
conducting such business; for the establish- 
ment of harmonious and equitable relations be- 
tween master plumbers, journeymen plumbers 
and other employees, and manufacturers and 
jobbers in supplies used in the plumbing, heat- 
ing, gas fitting, and drainage business; fer the 
education of the apprentice in plumbing and 
the establishment of an apprenticeship system ; 
and for the collection of just debts. 

ARTICLE V.—The annual meetings of this 
corporation, called national conventions, shall 
be held annually in June and at such places 
and on such days in June as may be designated 
by the national convention, or by the Board 
of Directors. 

The national conventions shall consist of 
delegates elected from the certificate holders, 
called members, by State or local organizations 
in the following ratio: 

One delegate for every ten members, or frac- 
tional part thereof, in good standing the last 
half of the association term in the local or- 
ganizations, and who shall be elected by the 
locals each year at or before the first meeting 
of the month preceding the month during 
which the national convention is to be held. 
The president of each local organization to 
be a delegate ex-officio. 

State organizations not represented at the 
national conventions by individual members or 
delegates from local organizations, shall have 
the same proportion of representation at na- 
tional conventions as local organizations. 

In States where there are State organiza- 
tions and the State organizations are not 
represented directly, but the local associations 
in such States send delegates direct to the na- 
tional conventions, the State association may 
be represented at national conventions by its 
president and two delegates at large, elected 
at the annual meeting of the State organiza- 
tion held preceding the national convention. 

Representation at national conventions shall 
only be had from State or local organizations 
when the members of such organizations have 
through their respective associations paid in 
full their national dues. 

All ex-presidents of the National Association 
of Master Plumbers shall be entitled to all the 
privileges of delegates while they continue in 
good standing in their State or local organiza- 
tions. 

All officers of the National Association of 
Master Plumbers, including members of the 
Board of Directors, apprenticeship, essay, legis- 
lative, and sanitary committees, shall be en- 
titled to all the privileges of delegates at the 
national conventions held during the term of 
their appointment, providing they are in good 
standing in their State and local associations, 
and in the national association. 

No delegate or delegate ex-officio shall be 
represented at national conventions by proxy; 
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with the exception that a vice-president may 
take the place of the president of his associa- 
tion. 

The system of cumulative voting shall not 
prevail. 

Religious and political questions shall be 
excluded from the debates and other exercises 
of this corporation. 

A quorum shall consist of fifty delegates. 

The national conventions shall be governed 
by the parliamentary law laid down in Cush- 
ings Manual, when ne’ in confiict with the 
charter or by-laws of this corporation. 

The president shall preside at all national 
conventions, and shall have power to call 
the national convention into executive session 
whenever he may deem it advisable. 


ARTICLE VI.— 

1—Appointment of sergeant-at-arms. 

2—Report of Committee on Credentials and 
action thereon. 

38—Roll call. 

4—Selection of Auditing Committee. 

5—Reading of communications, resolutions 
and amendments. 

6—Reports of retiring officers. 

7—Reports of committees. 

8—Unfinished business. 

9—New business. 

10—Election of officers. 

11—FElection and appointment of committees. 

12— Adjournment. 


ARTICLE VII.—At the national conventions 
the following officers shall be elected by ballot 
for the ensuing year, and each candidate must 
receive a majority of the votes cast to be 
elected, and when elected shall take office im- 
mediately. 

There shall be a President, a Vice--President, 
a Secretary, and a Treasurer, who shall be 
members of the Board of Directors, 

There shall be a Board of lirectors, con- 
sisting of fifteen members, including the four 
officers mentioned in the preceding paragraph, 
and the retiring President. 

The President, Vice-President, Secretary, and 
the Treasurer shall be the first members of the 
Board of Directors elected. The President 
may nominate the Secretary and the ten mem- 
bers of the Board of Directors, and the nomi- 
nations shall be submitted to the convention 
for election. 

There shall be a National State Vice-Presi- 
dent for the District of Columbia and for each 
State and Territory represented in the associa- 
tion, who shall be nominated by the delegates 
or members from each State or Territory, and 
elected by the convention. 

There shsll be a Sergeant-at-Arms, appointed 
by the President, at each national convention, 
to act at such convention , whose duties shall 
be those usually exercised by such offices, sub- 
ject to the instructions of the Chairman. 


ARTICLE VIII.—The Board of Directors 
shall, subject to the instructions of the con- 
vention, have the general supervision and con- 
trol of the association affairs, and full au- 
thority to act for and represent the National 
Association between the periods of the conven- 
tions, and due publication of any action they 
may take shall cause the same to be binding 
upon all affiliated bodies. The Board of Di- 
rectors shall make contracts and purchases 
for the association, employ an executive clerk, 
for the President, and determine the amount 
of the said executive clerk’s salary; appoint 
such committees as may be required, but shall 
not have authority to make the association 
liable for any amount which shall exceed the 
amount of cash in the hands of the Treasurer 
and not otherwise appropriated without express 
authority of the national convention. 

The President shall be chairman of the Board 
of Directors. 

ARTICLE IX.—The President shall be the 
chief officer and conduct the official correspond- 
ence of the national executive office; the chief 
executive office of this corporation to be located 
in the city where the President is located. 


The President shall, with the sanction of the 
Board of Directors, appoint the apprenticeship, 
essay, legislative, and sanitary committees. 

The President may, with the sanction of the 
Board of Directors, remove from office any na- 
tional State Vice-President, or member of the 
apprenticeship, essay, legislative or sanitary 
committee for neglect of duty or for any cause 
deemed sufficient, and fill all vacancies in like 
manner 

In the event of the resignation or any dis- 


$2,000.00 for the faithful discharge of his 
duties. The premium for such bond shall be 
paid out of the funds of the national treasury. 

ARTICLE XI.—The Treasurer shall receive 
from the Secretary all money due the associa- 
tion, and may disburse same only on an order 
from the national convention or from _ the 
Board of Directors, or from the Auditing Com- 
mittee. 

He shall only pay bills when _ properly 
audited by the Auditing Committee, consisting 
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ability of the President, the Vice-lresident 
shall act as President, and in the event of the 
inability of the President and Vice-President 
the Board of Directors shall designate one of 
their number to act as President for the bal- 
ance of the association term or until his suc- 
cessor has been elected and qualified. 


ARTICLE X.—The Secretary shall collect 
all money due from the members, and shall 
immediately turn same over to the Treasurer. 

His accounts and books shall at all times 
be open to the inspection of any member of 
the Board of Directors, and he shall make 
quarterly reports in writing of the amount of 
money collected, and the amount turned over 
to the Treasurer. 

He shall keep the minutes of the meetings 
of the members, and the Board of Directors, 
and a list of the members. 

He shall make a full report in writing of all 
his official acts, at the end of the term, and 
present same to the convention. 

He shall furnish to the Board of Directors 
a surety bond in a surety company acceptable 
to the Board of Directors, in the sum of 


of the President, Vice-l’resident, and retiring 
President. 

His books and accounts shall be open at all 
times to the inspection of any member of the 
Board of Directors, and he shall make quar- 
terly reports in writing to the Board of Di- 
tectors of all money received and paid out. 

He shall at the annual convention make a 
full report in writing of all money received 
and paid out. 

He shall furnish to the Board of Directors 
a surety bond in a surety company acceptable 
to the Board of Directors, in the sum of 
$5,000.00 for the faithful discharge of his 
duties. The premium for said bond to be paid 
out of the money of the national treasury. 


ARTICLE XII.—There shall be an auditing 
committee, consisting of the President, Vice- 
President and retiring President, who shall act 
throughout the association term, and whose 
duty it shall be to approve or disapprove all 
bills or warrants presented for payment, and 
said bills or warrants shall not be paid unless 
audited by the Auditing Committee, without 


such bills have been incurred by the direct 


order of the convention, or by the Board of 
Directors. 

At the national convention that body shall 
appoint three delegates to examine all the ac- 
counts, bills, and vouchers of the Secretary, 
and the Treasurer, and who shall make a re- 
port in writing at the same convention of its 
findings. 

ARTICLE XIII.—The duties of the national 
State Vice-Presidents shall be to form local 
and State organizations in their respective 
States and Territories, and with the consent 
of the Board of Directors call a meeting of 
the members, or of those who are eligible to 
membership, in a State; and at the request of 
the national President, do other proper asso- 
ciation work in their States. 


They shall be the chief representatives of 


the national association in their States: but 
should co-operate with State association 
officers. 


They shall make annual reports in writing 
at the national conventions, which shall be the 
property of the association. 

ARTICLE XIV.—There shall be a Committee 
on Credentials, consisting of five members, 
who shall be members, and delegates to the 
national convention, who shall be appointed 
by the President prior to the national conven- 
tion, and who shall meet on the evening prior 
to the opening of the convention to examine 
the credentials of the delegates and prepare 
a report to be presented to the convention at 
the first session, and their report shall be the 
property of the association. 


ARTICLE XV.—There shall be a Sanitary 
Committee consisting of five members, selected 
from the members at the beginning of the term, 
who shall have charge of all sanitary ques- 
tions of a national character pertaining to 
the plumbing business. and they shall make re- 
ports in writing at the national conventions, 
and their reports shall be the property of the 
association. 

ARTICLE XVI.—There shall be a_Legisla- 
tive Committee consisting of five members, se- 
lected at the beginning of the term from mem- 
bers located near each other, who shall give 
advice on legislutive and legal questions affect- 
ing the welfare of the national association, 
or any affiliated body, and they shall make 
annual reports in writing at the national con- 
ventions, and their reports shall be the prop- 
erty of the association. 


ARTICLE XVII.—There shall be an Appren- 
ticeship Committee consisting of nine members, 
selected at the heginning of the term. who shall 
look after and have charge of apprenticeship 
matters, subject to the instructions of the na- 
tional convention, and who shall make written 
reports at the national conventions, and their 
reports shall be the property of the associa- 
tion. 

ARTICLE XVIII.—There shall be an Essay 
Committee consisting of five members, who 
shall be selected at the beginning of the term, 
and who shall select subjects for essays bear- 
ing on the plumbing business, and invite mem- 
bers to prepare essays on such subjects, and 
all essays shall be submitted to the Essay Com- 
mittee before being referred to the convention, 
The essay committees shall make reports at 
the national convention, and their reports shall 
be the property of the association. 


ARTICLE XIX.—Any member of the Board 
of Directors may be removed from office by a 
vote of two-thirds of all members of the Board 
of Directors, and for any cause they may 
deem sufficient. 

At an annual convention any officer may be 
removed from office by a two-thirds vote of the 
delegates present, and his place may be filled 
at the same convention. 


ARTICLE XX.—It requires three master 
plumbers to form a local master plumbers’ as- 
sociation, and in cities or towns where there 
are three master plumbers, the three may 
forr> a local association, provided there is no 
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State association, but if there is_a State _as- 
sociation, they must make application to the 
State association for membership. 

If a master plumber applies to a local as- 
sociation for membership and his application 
is rejected, and the applicant considers the con- 
ditions required by the local unjust and pro- 
hibitive, he shall have the right to appeal to 
the State Executive Committee, and its de- 
cision as to mode and requirements of applica- 
tion and reception shall be complied with by 
the applicant; but if the local protests against 
the decision of the State Executive Committee 
it shall have the right to appeal to the na- 
tional President, whose decision shall be final 
and accepted-by all interested parties. 

ARTICLE XXI.—Local organizations or in- 
dividuals in States where there are State as- 
sociations can only hold membership in the 
national association through their State as- 
sociations. 

Only one local association will be recognized 
in any city or town; and only one State or- 
ganization will be recognized in any State or 
Territory. 

State and local associations and conven- 
tions must be subordinate to the national as- 
sociation and obey its by-laws. 

In States where there are no State organiza- 
tions, and in cities in such States where there 
are no local organizations, master plumbers 
may become individual members of the national 
association direct. Such individual members 
shall be required to pay an initiation fee of $9. 

ARTICLE XXII.—In cities, towns and 
States where there are associations of master 
plumbers affiliated with the national associa- 
tion, master plumbers can only become mem- 
bers of the national through such associations, 
and if for any cause they resign or lose their 
membership in the local or State association, 
or go out of the plumbing business, they shall 
forfeit absolutely their membership in the na- 
tional association, and all benefits to be de- 
rived therefrom. 

ARTICLE XXIII.—Master plumbers actively 
engaged in the manufacturing and jobbing 
business will not be eligible to membership in 
this association, but if they merely own stock 
in a manufacturing or jobbing corporation it 
does not disqualify them for membership in the 
national association. 


ARTICLE XXIV.—First Half of Term.— 
The President or Secretary of each State as- 
sociation must forward to the Secretary of the 
national association the names and addresses 
of the members of his State association, so 
they will be received at the national office not 
later than the 25th day of June in order that 
the names may be published in the July direc- 
tory, and the said State association must 
pay $1 as the first half of the national per 
capita tax for each member so reported, which 
shall be due and payable on the first day of 
July. 

Each subsequent month of the first half of 
the term the Secretary or President of the 
State association must forward to the national 
office, so they will reach there on or before the 
25th of the month, the names of all new mem- 
bers, and the names of members dropped, and 
must state in full the reasons for dropping 
such members, otherwise they will not be 
erased. 

For all names of new members furnished 
and published in the national directory dur- 
ing the months of August, September, October, 
November, and December the State organiza- 
tion must pay $1 as the national per capita 
tax for the first half of the term. 

Last Half of Term.—The President or Sec- 
retary of each State association must forward 
to the national office the names and addresses 
of his members so they will reach the national 
office not later than the 25th day of Decem- 
ber in order that the names may be published 
in the January directory, and the said State 
association must pay $1 as the national per 
eapita tax for each member so reported, which 
shall be due and payable on the first day of 
January. 

Hach subsequent month of the last half of 
the term the Secretary or President of the 
State associations must forward to the na- 
tional office, so they will reach there on or be- 
fore the 25th of the month, the names of new 
members, and the names of members dropped, 
and must state in full the reasons for dropping 
such names, otherwise they will not be dropped. 

For all pames of new members furnished 
and published in the national directory during 
the months of February, March, April, May, 
and June the State organization must pay $1 
as the national per capita tax for the last half 
of the term. 


Local organizations. in States. where there 
are no State associations shall furnish the 


names of their members and pay dues in like 


manner, 
In case no names are furnished, on June 95 


or December 25 the membership as published in © 
in June or December, 
shall .be. considered the correct list of members, 


the national directory 


for the half term, 
Membership in good standing the last halt 


of the association term shall be the basis on 


which delegates to the national, 


convention 
shall be elected. 3 


Members in States where there are no State 


or local associations, called individual mem- 
bers, shall. pay an-annual- per eapita tax of 
$2, which shall be due and payable on July 1st. 

Associations in arrears with their annual 
dues shall be treated by the national conven- 
tion annually as in its wisdom it may think 
best. 

The payment of the full annual per capita 
tax for the fiscal term 1908-4 shall be a con- 
dition precedent to membership in this cor- 
poration. 


ARTICLE XXV.—Certificates of membership 
shall not be furnished to each member af- 
fillated with State or local associations. Only 
one certificate of membership, representing the 
number of members of said State or local as- 
sociation, shall be issued in the name of the 
State or local association. 

Renewal certificates may be issued on the 
first day of each month, but only on the re- 
turn of the previous certificate of membership 
accompanied with the names of the members. 


ARTICLE XXVI.—AI] bills shall be fully 
itemized before being audited or paid. 

It shall be entirely discretionary with the 
President of the national association as to 
what money will be expended for organization 
work in the different States, with the consent 
and approval of the Board of Directors. 


ARTICLE XxXVII.—Apprentices. shall _ be 
governed by a uniform system under the con- 
trol of State and local associations, who shall 
conform as strictly as circumstances will per- 
mit with the following rules: 

Certificates of apprenticeship to be issued by 
the State to the local associations—the local 
to have an apprenticeship committee consisting 
of three or more members for the purpose of 
examining all applicants before apprenticeship. 

Applicants for membership must have the 
following qualifications: 

First. Must be a boy of at least 16 years 
of age. 

Second. Must be sound physically. 


Third. Must have a good common school 
education. 

Fourth. Must be fairly bright and intelli- 
gent. 

Fifth. Must serve at least four years in 
apprenticeship. 


Apprentices shall be allotted as follows: 
Hach and every plumbing shop having two men 
shall be allowed one apprentice; and for every 
three additional men up to twelve, he shall 
be allowed one apprentice; but no shop shall 
have more than five apprentices. 

These rules to go into effect and to be in 
force for a term of four years. 

Each state and local association shall fur- 
nish to the chairman of the national Appren- 
ticeship Committee, not later than May ist of 
each year, full data in tabulated form of all 
facts relating to the apprenticeship question 
in their respective jurisdictions. 


ARTICLE XXVIII.—Master plumbers should 
show their appreciation of protection by patron- 
izing manufacturers and jobbers who assist in 
improving the condition of the plumbing busi- 
ness. 


ARTICLE XXIX.—Members in doing work 
in other cities than their own, are bound to 
respect the rules governing work in such cities, 
and as near as possible to the approval of 
such association. 

Master plumbers found guilty of violating 
health laws or ordinances regulating plumbing 
or plumbers shall not be recognized as master 
plumbers. 


ARTICLE XXX.—Members should, as far as 
practicable, use goods manufactured in the 
United States in preference to those made in 
foreign countries; and should not use prison- 
made goods. 


ARTICLH XXXI.—Members should refuse to 
use earthenware not bearing the name of the 
manufacturer as a guarantee, and should in- 
sist that manufacturers replace all articles 
found defective after the water is turned on, 
and pay all expenses in removing such defec- 
tive materials. 
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ARTICLE XXXII.—In every city where there 
is a strike of the journeymen plumbers, and 
the local Secretary notifies the national Secre- 
tary, the latter shall notify every local as- 
sociation.’ 

ARTICLE XXXIII.—Local conferences with 


~-journeymen are recommended. ; 
_ ARTICLE XXXIV.—Association and members : 


should use their influence to have master plumb- 
ers appointed on their respective boards of 


~ health; also to try and secure the enactment 


of, State laws governing plumbing, and local 
rules regulating the material, construction and 
inspection of plumbing in their respective 
localities. : 

Associations and members should use their 
influence with members of Congress, State 
legislators, and members of city councils, to 
the end that those in authority discontinue 
buying materials by competition and employ- 
ing workmen by the day to do the labor. 


ARTICLE XXXY.—Associations should in- 
augurate a campaign against the practice of 
taking sub-contracts from the general con- 
tractor. 


ARTICLE XXXVI.—A member should, as 
far as lies in his power, cease to act simply 
as an. agent, and should endeavor to-buy. ma- 
terials in quantity, and be a merchant plumber ; 
and no member shall waive his rights by giv- 
ing or offering to give a waiver to a manufac- 
turer or jobber to sell plumbing materials to 
others than recognized master plumbers. No 
member shall sell plumbing goods he does not 


install, or install plumbing goods he does not 
furnish in localities where there are members 
of the National Association of Master 
Plumbers. 


Associations are not to act as wholesale 
dealers by establishing supply houses, 


ARTICLE XXXVII.—In order to aid in 
honest dealing and the payment of just debts, 
manufacturers and jobbers and members should 
not finish work, or furnish plumbing goods for 
any building, or addition to any building, 
where a manufacturer or jobber in accord, or 
a member of the National Association of 
Master Plumbers has not been paid in full 
what is justly due him for goods furnished 
for such building or for work performed upon 
such building. 

Any master plumbers finishing work or fur- 
nishing goods for such buildings contrary to 
this by-law shal] not be recognized as master 
plumbers, and manufacturers or jobbers fur- 
nishing such material shall not be considered 
in accord. 

To assist in carrying out the intent of this 
by-law manufacturers, jobbers or master 
plumbers shall furnish the President of the 
National Association of Master Plumbers, also 
those in their immediate localities who may be 
interested, complete information, evidence and 
sworn statements, showing that the building is 
in default to any manufacturer, jobber or 
master plumber. f 

Failure to promptly furnish said notice shall 
forfeit the right to claim and receive’ protec- 
tion under this by-law. 

When a building is thus in default and a 
notice has been duly issued it is to be pre- 
sumed that an early settlement will be reached, 
and in order that a wrong shall not be done 
any one, it shall be the duty of the one filing 
the notice to notify the President of the Na- 
tional Association of Master Plumbers every 
week after the filing of the notice that a 
settlement has, or has not, been reached. 

Failure to send this notice shall forfeit pro- 
tection under this by-law. 

It shall be the duty of the President of the 
National Association of Master Plumbers to 
furnish manufacturers and jobbers, and tle 
secretaries of master plumbers’ associations, 
with a memorandum of all buildings in their 
locality in default as prescribed in this by-law, 
immediately upon the receipt of proper evi- 
dence of the accuracy of the facts reported, 
and upon receipt of a notice of adjustment 
of any claim, notice shall be sent to the same 
parties at once. 


ARTICLE XXXVIII.—Plumbing goods in- 
clude ail fixtures used in connection with 
plumbing work and connected with the water 
or sewer systems, including iron and brass 
pipe and fittings used in connection with plumb- 
ing work. Compression, Fuller and self-closing 
work and other miscellaneous brass work when 
used in connection with plumbing work, 
whether for iron, brass or lead pipe, is con- 
sidered plumbing goods. 

Exemptions.—Ground key work is exempt 
when used by water-works companies and as 
wind-mill supplies; also compression bibs when 


_..used as wind-mill supplies. 


REVIEW 


_ Pipe, fittings, and 
boilers, when used for purposes outside of 
plumbing, are not classed as plumbing goods, 

Water meters and filters are not generally 
considered plumbing goods. 

ARTICLE XXXIX.—It is a recognized rule 
in all lines of business that manufacturers and 
jobbers confine themselves to- ‘manufacturing 
and wholesaling:;\and manufacturers or jobbers 
who conduct a plumbing business directly oi 
indirectly or establish and maintain others in 
the plumbing business, shall not be considere@ 
ligitimate competitors. 

ARTICLE XXXX.—It shall be the duty of 
the Secretary of each State or local associa+ 
tion affiliated with the national association, to 
furnish a list of recognized master plumbers 
in his locality to the President of the Na- 
tional Association of Master Plumbers within 
thirty days after incorporation; and thereafter 
advise the said President so that such informa- 
tion will reach him on the 25th day of each 
subsequent month of any changes in the said 
list. 

All local lists must be submitted to the 
officers of the various State associations and 
approved by them before being sent to the na- 
tional President. 

Failure to furnish such list of recogni 
master plumbers and to make _ corrections 
promptly will subject the association guilty of 
such negligence to the loss of benefits of mem- 
bership in the national association during the 
time of such dereliction of duty. 

When affiliated associations forward lists of 
recognized master plumbers to be published 
in the national directory, or when affiliated 
associations shall remove any names from 
either list, or request their removal, all the 
facts must be submitted to the President of 
the national association, who may use his 
discretion as to whether the circumstances or 
facts warrant the publication of such ists or 
the removal of any names, 

Copies of the lists of recognized masts 
plumbers shall be furnished gratuitously to 
manufacturers and jobbers; and each month, 
or more frequently if necessary, supplements 
to the general list shall be issued and likewise 
distributed. 

ARTICLE XXXXI.—No member, or State or 
local organization, or officers thereof, shall 
have authority to publish any lists of members 
or lists of manufacturers or jobbers, and dis- 
tribute same for the purpose of advancing or 
carrying out the objects or purpose of this 
corporation. 

ARTICLE XXXXII.—No member, or State 
or local association, or officer thereof, shall 
have any right without special written au- 
thority from the national President and Sec- 
retary to send out notices regarding any sup- 
ply house or to make on behalf of the national 
association any demands or requests of any 
person or association, with the intention of 
advancing or carrying out the objects and pur- 


_ poses of this corporation. 


ARTICLE XXXXIII.—Any changes in the 
by-laws proposed by an individual member, or 
by local or State associations, must be sub- 
mitted in writing, and presented to the Sec- 
retary of the national association thirty days 
before the national convention, in order to 


have them acted upon at that convention. 
_ eH 


Change in Name of Plumbing 
Supply Firm 

C. S. Locke & Smith, 105 West 37th 
street, New York City, is now Locke & 
Smith Company. The officers of the com- 
pany are Harry M. Smith, president and 
treasurer; William H. Lawton, vice-presi- 
dent and secretary; Albert J. Pearson, 
general manager. 
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Fleck Bros. Company Will Erect 

an Addition to Their Plant 

The well-known firm of Fleck Bros. 
Company, of 44-50 North Fifth street, 
Philadelphia, has acquired the properties 
adjoining their warehouse and lead works 
at American and Columbus avenues, 
They will erect a building on this ground . 
which will facilitate the handling of iron 
pipe in large quantities. It will give 
them a total frontage of 150 feet on 
American street, and another siding on 
the P. & R. railroad. They will also in- 
stall in the new building a number of 
modern machines for pipe cutting. 
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Building contractors representing be- 
tween sixty and seventy cities of the 
United States met in Chicago on Decem- 
ber 10th, 11th, and 12th, pursuant to a 
call which urged the formation of a na- 
tional organization. 

The object of the conference, as set 
forth in the call, is to settle the vexatious 
questions continually arising between the 
contractors and their workmen, and to 
provide means for adjusting jurisdic- 
tional disputes between different branches 
of the building trades, which has been a 
constant menace to building operations 
throughout the country, and to promote 
the welfare of building contractors in 
general, and, if possible, to insure pros- 
perity in the building industry. 

The following is a list of master plumb- 
ers’ and steam fitters’ associations repre- 
sented at the meeting: Peoria, IIl., 
Master Plumbing Association, W. W. 
Hitcheock, W. D. Dickson; Milwaukee, 
Wis., Master Steam and Hot Water Heat- 
ing Engineers, Edmund Grassler, A. J. 
Lindermann; Orange, N. J., Master 
Plumbers’ Association, John W. Mooney; 
Milwaukee, Wis., Master Plumbers’ As- 
sociation, C. W. McNally, P. S. Kenney; 
Pittsburg, Pa., Master Plumbers’ Associa- 
tion, S. White, J. H. Riddle; Chicago 
Master Plumbers’ Association, T. E. Boyd, 
-OGek! Byrne dg) B. Ryan, W. J. Clark; 
Chicago Master Steam Fitters’ Associa- 
tion, BE. M. Craig, C. W. Gindele, W. F. 


Kroeschell, George Mehring. 
CONSTITUTION. 
-This Association shall be known as the Na- 
tional Building Trades Employers’ Associa- 
tion, " 
The objects of this Association shall be to 
promote and protect the interest of its mem- 
bers; to maintain just and equitable treatment 
in their relations with each other and with 
their employes, to promote and protect the 
business interest of the members of this Asso- 
tion to the end that the confidence of the 
building public may be sustained, and that con- 
tinued and uninterrupted prosperity in the 
building industry may be assured; to en- 
courage the formation of the Association of 
Contractors in every community in the coun- 
try, all in strict conformity with the Consti- 
tution and the laws of the United States; but 
there is no intention, nor shall there be any 
action on the part of this Association to con- 


trol or in any way deal with prices or restrict 
competition. 


Article 3. This body shall be composed of 
associations of contractors engaged in the 
building industry, State organizations, central 
organizations in cities. Individual trade or- 
ganizations where there is no central organ- 
ization shall be represented by the State or- 
ganization. 

Victor Faulkenau, Chicago, reported to 
the convention the following resolutions, 
which were adopted: 

Resolved, That the following eight cardinal 
principles will form the basis of all dealings 
with our employes. 

1. That there shall be no limitation as to 
the amount of work a man shall perform dur- 
ing his working day. 

2. That there shall be no restriction of the 
use of machinery or tools, 

3. That-there shall be no restriction of the 
use of any manufactured material, except 
prison made, 

4. That no person shall have the right to 
interfere with the workmen during working 
hours, 

5. That the use of apprentices shall not be 
prohibited. ; : 

6. That the foreman shall be the agent of 
the employer. 

7. That all workmen are at liberty to work 
for whomsoever they see fit. 


8. That all employers are at liberty to em- 
ploy and discharge whomsoever they see fit. 

The second resolution was as follows: 

Whereas, The unreasonable demands of or- 
ganized labor made during recent years, threat- 
ening the constitutional rights guaranteed to 
citizens of the United States, have increased 
to such an extent that they have become a 
National evil. Therefore be it 

Resolved, That the National Building Trades 


sent the photographs to convince our 
readers. The firm is composed of J. H. 
Thomas, president and treasurer, and 
Andrew Fletcher, vice-president and gen- 
eral manager. This firm has been in busi- 
ness about three and one-half years, and 
takes care of about $75,000 worth of 
trade, a very neat little business for a 


The Thomas Plumbing Co., Des Moines, Ia., and Staff Taken for The Plumbers’ Trade Journal 


limployers’ Association in convention assem- 
bled, recognize in the attitude of the Chief 
Kxecutive of the United States a growth of 
public sentiment on this question—which 
should lead to a just solution thereof. There- 
fore, be it further 

Resolved, That we heartily endorse his de- 
cision in maintaining in the government sery- 
ice the principle of the open shop.” 

The following officers were unani- 


mously elected: President, W. D. O’Brien, 


Chicago; first vice-president, H. C. Gil- 
lick, St. Louis; second vice-president, 
Thomas H. Doane, Providence; third 


vice-president, C. J. George, Detroit; sec- 
retary, E. M. Craig, Chicago; treasurer, 
S. Keighley, Pittsburg. 
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A Prominent Des Moines Concern 


We have the good fortune to present in 
this edition photographs ot one of the 
prominent plumbing shops of Des Moines, 
Iowa. The firm name is the Thomas 


young firm. They are the selling agents 
for the World’s Fair low down water 
closets and bath tubs manufactured by 
the N. O. Nelson Manufacturing Company, 
of St. Louis. Mr. Thomas is well thought 
of in his town, being president of the 
Des Moines School Board and Alderman 
of the Fifth Ward. The firm’s building is 
30 by 150 feet, 80 feet of which is used 
as showroom, the big basement being 
given up entirely to workshop. In addi- 
tion, they occupy a warehouse in another 
part of town, carrying about $20,v.u 
worth of stock. Both buildings were 
erected by Mr. Thomas especially to ac- 
commodate a handsome roomy plumbing 
establishment. 


Their Capacity More Than 
Doubled 


Landers, Frary & Clark, of New 
Britain, Conn., have recently completed 


TR erica 


A Photograph of the Interior of The Thomas Piumbiog Co.’s Shop at Des Moines, Ia, 


Plumbing Company, and they are the 
possessors of very handsome display 
rooms. In fact, so much so that we pre- 


the new additional buildings to their 
plant. This new venture more than 
doubles their capacity. 
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: Bowling in 3 
New York City g 


B 
Begs toga aee tele EE 
HE Plumbing and Steam Sup- 
ply Bowling League held a 
meeting at the Arena Hotel on 
the 9th, with the following 
representatives present: F.E. 
Sweet, of Metropolitan Sup- 
ply; G. W. Fawcett, of F. N. DuBois & 
Co.; H. W. Walton, of John Simmons Com- 
pany; T. H. Morgan, of Colwell Lead 
Company; C. Wellor, of Arthur L. Per- 
kins; C. A. Blanchard, of C. S. Locke & 
Smith; G. N. McCarthy, of Ashcroft 
Manufacturing Company; W. G. McCor- 
mack, of Ronalds & Johnson Company; 
William R. Watters, of THE PLUMBERS’ 
TRADE JOURNAL PUBLISHING COMPANY. 
By request of all present Mr. Walton 
consented to act as chairman of the meet- 
ing. After an informal discussion of the 
subject of handicapping, which was the 
sole aspect of settling, it was unani- 
mously agreed by all present that six 
games rolled so far this season should 
form the basis of the handicapping per- 
centage, and half of the actual difference 
to be allowed to the weaker team, the 
Metal Workers, Ashcroft Manutacturing 
‘ompany, and THE PLUMBERS’ TRADE 
JOURNAL to be considered as_ scratch 
teams. This arrangement seemed to be 
perfectly satisfactory to all present. 
After the motion to adjourn was carried 
Mr. H. W. Walton received the thanks of 
all the attending members for the in- 
terest he has shown in the tournament, 
and the trouble he has taken to make 
a success of same. 


It was also decided by vote to extend 
the schedule by repeating the present 
arrangement. Date, etc., will be made 
public as soon as possible, and all prizes 
will appear only on the completed 
schedule. 


The games played since the new system 
of handicapping went into effect have been 
even more interesting than before, owing 
to the great uncertainty in results. 


On the 15th the Colwell Lead Company 
lost to the Metropolitan Supply Company 
by the score of 546 to 757. In this game 
E. F. Smith contributed for the Metropoli- 
tan Supply Company’s score the sum of 
207. The second game the Colwell Lead 
Company made a spurt and wiped up the 
Hoor with the John Simmons Company 
to the tune of 752 to 737. The John Sim- 
mons Company evened up matters in the 
next game by beating the Metropolitan 
Supply Company by 766 to 620. Both 
Messrs. Walton and Maurer contributed 
splendid scores. 


On Thursday, the 17th, an interesting 
series of games was bowled, Du Bois & 
Company’s team being afflicted with cold 
feet in the first game, losing to THe 
PLUMBERS’ TRADE JOURNAL by their small- 
est score of the season, 698 to the P. T. J.’s 
814. The second game they bowled mag: 
nificently, scoring 819 to 828 for the Metal 
Worker. The last game of the evening 
was won by the Metal Worker with the 
score of 823 to John A. Murray’s 724. 

The bowling season for the year 1903 
was discontinued on the evening of De- 
cember 22, a vacation being declared un- 
til after the holidays. On this evening 
the A. L. Perkins team beat the Kenney 
Mfg. Co. by the score of 778 to 600, Geo. 
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Robinson keeping up his high average 
with a score of 161. The second game 
was a game won by Perkins with the low 
score of 684 to Jno. A. Murray’s score of 
663. The last game was a victory for 
Jno. A. Murray by their score of 732 to 
Metropolitan Supply Co. score of 639. In 
this last game Tilton ought to have had 
one of the highest scores of the season. 
The pins dropped very poorly for him 
and one or two splits hurt, but nothwith- 
standing he acquired 187. 
PLUMBING & STEAM SUPPLY LEAGUE 
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Bowling and a Few Late Notes 
From Boston 


On the 15th the Hoey Manufacturing 
and Supply Company took two from the 
F. W. Webb Manufacturing Company by 
making three scores all over 400: Hoey, 
403, 408, 407, 1,218; Webb Company, 414, 
368, 398, 1,180. Smith and Anthony took 
two from J. H. Young Company, losing 
their first game. S. & A., 384, 418, 426, 


1,228; J. H. Young Company, 406, 378, 
353, 1,187. Hubbard got two from Locke 
Stevens. W. B. Hubbard, 384, 417, 387, 


1,188; L. S. & Co., 347, 404, 408, 1,159. 
On the 17th the surprise came with a 
straight loss by Barrett to Dalton-Inger 
soll Company, Serby Collins making high 
single score on the first string at 117. 
D.-I. Co., 434, 404, 390, 1,228; Barrett, 425, 
487, 382, 1,194. Gallison got one from 
Peck Bros., whose score was 387, 417, 417, 
1,221. Gallison, 390, 396, 395, 1,181. The 
game scheduled between salesmen and 
Cambridge Plumbing Supply Company 
was rolled, but as both teams were a 
man short and the double dummy was 
not used according to rules, the games 
were later protested and thrown out, and 
were rolled again on Tuesday, the 22d. 

The settlement of the patent suit on 
water closets has been the talk of the Bos- 
ton trade, and Dececo Company are re- 
ceiving the congratulations of their 
friends. Everything promises to move 
along smoothly and the suit and settle 
ment has caused practically no inconven- 
ience to the trade. 


New Year’s changes have been talked of 
this year, but many actual cases have not 
come to light so far. 


Thomas Dolan, at 17 Decatur street, 
Cambridge, is selling the two large hori- 
zontal boilers in the new office building 
on Broad street. Mr. Dolan has been do- 
ing work in the heating trade for the 
past two or three years and has branched 
out for himself. He will cater especially 
to the trade in the boiler selling line. 


A new plumbing supply house has been 
started in Cambridgeport, Mass., Mr. 
BH. A. Jackson & Co., at 365-367 Main 
street. Mr. Jackson, for a number of 
years previous to July last, with the F, W. 
Webb Manufacturing Company, and Mr. 


C. M. Machol, formerly of the Cambridge 
Plumbing Supply Company, are the mem- 
bers of the new company. They will do 
a strictly legitimate plumbing supply busi- 
ness and have ample room and facilities 
to carry on a large trade. Their large ac. 
quaintance and experience in the line 
argues well for the success of the enter- 
prise. It is the intention to carry a full 
and complete line of everything a plumber 
can use, and to cater to the best class of 
trade. As new members of the trade they 
will be thankful for any catalogues and 
information sent them. 
SS ee 


Sanitary Precautions by 
Pennsylvania State Board 


the 


An incinerating plant has been shipped 
from Philadelphia to Butler, Pa., to be 
established in connection with the tem- 
porary hospital for the treatment of 
typhoid fever stricken patients. This 
precautionary measure is taken by Dr. 
Benjamin Lee, secretary of the State 
Board of Health, in order that all infec- 
tious material may be burned at once. 


Sending a Match Box to the Trade 


The Pittsburg Brass Mfg. Co., of Penn- 
sylvania avenue and 32d street, Pittsburg, 
are sending out to their customers a very 
handsome little match-box, which we give 
herewith the reproduction of. They claim 
the supply is somewhat limited but that 
they will have some for the general 
trade. Therefore, the first come will be 
the first served, and if any of the master 
plumbers, who are readers of THE 


Pittsburgh Brass 
Manufacturing Co. 


af; Pens & 320d Sis, Pitisburgh, Pa. 


PLUMBERS’ TRADE JOURNAL desire one of 
these match-safes, if they will write for it, 
mentioning the JOURNAL, at an early date, 
they may be in time to get one with the 
compliments of the Pittsburg Brass Mfg. 
o> 


Co. 
4 Market Quotations 
For The Trade ‘ 


Edited by C. C. RIGGS. 
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Pic Iron.—At the close of the month a 
slightly easier tone has developed. In- 
fluenced by the holiday season, demand 
fell off somewhat, and as the competition 
for business between Southern and North- 
ern furnace continued keen there devel- 
oped some irregularity to prices. It is the 
general opinion, however, that the present 
reaction is only temporary, and that the 
general tendency of the market is toward 
improvement. Prices for spot supplies at 
New York were $14.75 to $15.25 for No. 2 
Northern and $13.25 to $13.50 for No. 2 
Southern. 

Copprer.—A dull market has developed 
for ingot copper. The home trade has 
withdrawn from the market until after 
the holiday season, and the export busi- 
ness also has at least temporarily sub- 
sided. No pressure to sell, however, has 
developed, and prices have held nominal 


steady with Lake quality at 12%c for 
carload lots, electrolytic at 12%c and 
casting at 12%c. Smaller quantities are 
quoted from 14 to %c per pound higher, 
according to the quantity, terms of pur- 
chase, etc. 

Pig Tin —Advancing prices have been 
experienced. The statistical positions con- 
tinue to favor the bull interests, who are 
in control of the market. A short inter- 
est existed for December delivery, and 
was forced to cover at top market prices. 
Prices for carload lots at this writing 
were 28.50c to 29c. Smaller lots were 
quoted at 29.50c to 29.75c. 

Lead has been firm, but quiet, with 
prices for carload lots quoted at 4.2714 to 
4.30. Smaller quantities sold at 4.50 to 
4.75. 

Spelter has been in moderate demand, 
and at the close on reports of a temporary 
decrease in the production the close was 
firmer at 5 to 54%c for carload lots and 
5% to 5%c for smaller quantities. 

Nickel has been quiet, but steady, at un- 
changed prices at 40 to 47c for round lots 
and 50 to 60c for smaller quantities. 

Pipr.—General quietness has existed in 
the market for pipe. No orders of import- 
ance have been placed in the New York 
market and advices from the leading 
Western markets have reported a light 
business in both cast iron and merchant 
pipe. Prices for cast iron pipe in the local 
market have not changed from. $27.50 to 
$28 for 6 to 10-in and $26.50 to $27 for 
12-inch upward. Lead pipe and sheet lead 
have been dull and, as expected, prices 
have been lowered and are now quoted as 
follows: Lead pipe, 434 to 5c per pound; 
sheet lead, 54% to 6c per pound; tin-lined 
lead pipe, 10c per pound, and block tin 
pipe, 33 to 34c. 


————_—_-» @ ¢ —»—--______ 
A Pretty Christmas Celebration 


It was a happy gathering that filled the 
hall on Park avenue near Walworth 
street, Brooklyn, on December 24th, the 
occasion of a Christmas celebration given 
by the National Foundry Company to 
their employees, their wives and children 
in appreciation of their services for the 
past year. A very pretty and entertain- 
ing programme had been arranged by the 
committee in charge including Mrs. H. P. 
Read, Mrs. E. H. Driggs, Mrs. A. P. Thill, 
and Mrs. C. Driggs. 

The opening address was made by Mr. 
H. P. Read, president of the Central Foun- 
dry Company, in which he welcomed his 
employees and their families. 

D. J. Harrington, the ventriloquist, told 
some very clever stories and was followed 
by Master Henry Scheer with a piano solo. 

David Imhof, the ‘celebrated contor- 
tionist,’ amused the children with his 
stories, and also gave a very creditable 
contortion act. Mr. Imhof is a master 
plumber of New York City, his place of 
business being located at 1000 First ave- 
nue. 

Recitations were given by the Misses 
Amelia and Alma Yunker, daughters of 
an employee of the firm. Prof. Dalvini, 
the magician, mystified every one present 
with his numerous tricks, and Dr. Willey, 
of Brooklyn, made a very appropriate ad- 
dress in which he explained how Christ- 
mas was celebrated in different parts of 
the world. 

Master of Ceremonies C, V. Driggs then 
announced Santa Claus, Ex-Congressman 
E. H. Driggs, and presents were distrib- 
uted to all the children, the girls re- 
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ceiving dolls and toys and. the. boys 
watches. ; 

Every employee of the company re 
ceived a turkey as his present, and every- 
body went home happy. 


New Calendars For 1904 


A. H. Bowman & Co., Limited, manufae- 
turers of plumbing supplies and sanitary 
specialties, of 545 Liberty avenue, Pitts- 
burg, Pa., are sending out a very hand- 
some calendar for 1904. It is on very 
heavy cardboard 10 x 19 inches, and on 
the upper portion is shown a picture of 
“The Sailor Girl,’ printed in several 
colors. Mention Tue PrLumpers’ TRADE 


JOURNAL when writing for a copy. 

————— 0 
Chicago’s Chief Sanitary Inspec- 
tor. PMieeting of Master Plumb- 
ers’ AssuCiation 


The Civil Service examination for the 
position of Chief Sanitary Inspector, 
originally called for December 15th, has 
been postponed until January 4th, 1904. 
This action was taken by the Civil Ser- 
vice Commission upon the recommenda- 
tion of Mrs. Emmons Blaine and Mr. Wal- 
ter Fischer, of the Citizens’ Home As- 
sociation, and was for the purpose of 
throwing the examination open to the 
entire United States. One of the rules 
of the Civil Service Commission states 
that no person shall be admitted to ex- 
amination for any position in the classi- 
fied service who is not a citizen of the 
United States and who has not been an 
actual resident of the city of Chicago for 
at least one year next preceding the date 
of the examination. The commission, 
however, reserves the right to waive the 
local residence clause in special examina- 
tions, where the place requires technical, 
professional or scientific knowledge, or 
manual skill of a high order. The action 
of the commission in throwing the ex- 
amination open to citizens outside Chi- 
cago is being severely criticised by the 
local plumbing trade. It is known that 
there are about thirty applicants from 
Chicago for the position of Chief Sanitary 
Inspector, who were prepared to take the 
Civil Service examination. These in- 
cluded master plumbers, journeymen 
plumbers, doctors, and engineers, and are 
men of a general high standard of ability, 
out of which it would not have been 
difficult to find a man with all the quali- 
fications necessary to fill the position of 
Chief Plumbing Inspector. Moreover, it 
is considered a reflection on the ability on 
Chicago for the commission to make a 
call for outsiders, especially when it is 
known there is sufficient supply of com- 
petent practical plumbers in this city who 
are well qualified for the position. 


The annual meeting of the Chicago 
Master Plumbers’ Association will be held 
in their rooms on Friday evening, Janu- 
ary 8th, at 7.30 p. m., in the Schiller 
building, 103 East Randolph street, at 
which time the election of officers for the 
ensuing year will take place. The meet- 
ings of the association are usually held 
on the first Friday evening of each month, 
but the regular meeting would fall on 
New Year’s day, it was considered advis- 
able to postpone the annual meeting until 


one week later. 
———____ -@ 9 e ¢ << _____ 
Forest Hatmaker, member of the 


plumbing firm of Emig & Hatmaker, at 
Geneva, N. Y., has been appointed mem- 
ber of the Examining Board of Master 
Plumbers for his city. ? 


" 
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Henry McShane Manufacturing 
, Company Visited by Fire 


On the morning of the 21st the iron 
and enameling plant of the Henry Mc- 
Shane Manufacturing Company, at Bal- 
timore, was visited by a very disastrous 
fire, completely gutting their large ware- 
house and store rooms for enameled ware. | 
C. W. Dickerson, Receiver of the Henry 
McShane Manufacturing Company, in-. 
forms THr PLuMBERS’ TRADE JOURNAL | 
that the loss is well covered by insur- 
ance in reliable companies and that the 
other departments of the business, the 
brass, boiler and galvanizing, bell, wood- 
working and sheet metal plants will con- 
tinue to operate as usual and will be 
prepared to handle any and all business 
entrusted to them. 


————__ = 0-#-« —=+ —_____ 


Reading, Pa., Master Plumbers 
Elect Officers 

Editor of Tar PLumMBERS’ TRADE JOURNAL: / 
The following officers were elected to 
serve for the year 1904 for the Master 
Plumbers’ Association of Reading: Presi-| 
dent, William O. Scull; first vice-presi- | 
dent, William B. Helder; second vice-| 
president, Amos T. Lorah; recording and 
corresponding secretary, Benj. B. Yeich; | 
financial secretary, G. William Benz; 
treasurer, Charles K. Drexel; sergeant-at- 
arms, Geo. A. Wineland; trustees, Geo. 

BE. Haines, W. B. Helder, C. K. Drexel. 

Yours truly, 
Beny. B. YEICH, Sec. 


| nine hours work. 


Reading, Pa. 
_ oe ++ oo 
Striking Cincinnati Journeymen 
Resort to Violence 


As will be seen elsewhere in this issue, 
the master plumbers of Cincinnati have 
resolved to withstand in every respect the 
demands made by the striking journey- 
men of their city. As a result of the 
strike the Master Plumbers’ Association 
have concluded to enjoin the Central 
Trades Council and every individual 
union from calling out their men engaged 
in work on any buildings in the city. 
This is to prevent, if possible, anything 
in the way of a sympathetic strike. As an 
evidence of the bitter feeling, E. N. Black 
a member of the association, was as- 
saulted and severely injured by several 
men, presumably strikers, on the evening 
of the 18th. 
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Affecting Sanitary Pottery Ware 


The Pottery Selling Company, of Tren- 
ton, N. J., has been incorporated with a 
capital stock of $50,000; J. A. Campbell, 
A. M. Maddock, and §S. D. Oliphant, Jr., 
incorporators. Their object is to handle 
the output of sanitary potteries, regulat- 
ing same in future. | 

About the same time the Sanitary Pot- 
teries Association of Trenton, N. J., in-| 


form jobbers and dealers that owing to| 
an injunction issued by the United States | 
Court of Appeals, affecting all syphon jets 
and hoppers, all prices on all sanitary) 
earthenware are withdrawn. | 
—————— > »-¢ «> —______. 


Secured The Franchise 


The Central Heating Company, of De-| 
troit, Mich., which secured the franchise | 
to lay pipes and establish a central heat- 
ing plant in Detroit, seems to be making 
good. The franchise was granted nearly 
four months ago, and the company has 
already done construction work which 
called for the expenditure of $10,000. 


SPECIAL NOTICES. 


RATES FOR SPECIAL NOTICES. 
Special notices, such as “wants,” “for 
sale,” etc., are inserted at the rate of 50 
cents per issue for regular subscribers. To 
non-subscribers the rate is $1.00 per inser- 
tion, to not exceed five lines. Cash must 
accompany order. 


ANTED—A POSITION AS SALESMAN, PLU MB- 

ing and Steam Goods. with established trade 

along Hudson River. Address ‘tH. G. W.,” care of 
The Plumbers’ Trade Journal. 


“NO-LEAK” PIPE JOINT COMPOUND 


RELIABLE AGENTS WANTED to han- 
die this on a good commission basis. The 
Compound is superior to anything on the 
market and costs less. For booklets 
and other information write or call on 


| Geo. Owen & Co., Ltd. (late The Anglo- 


American Export Agency),95-97 Liberty 
St., New York City, exclusive agents for 
Canada, Eastern U.S. Territory, and 


Export. 

W ANTED—A MAN WHO UNDERSTANDS 
plumbing. gas fitting, and steam and hot water 

fitting, who wants a permanent position, and can 

furnish good references. Wages $3.00 per day for 

In a town of about 12,000 inhab- 

Address Post Office Kox No. 141, Falis Creek, 


itants. 
Pa. 


ALESMAN WANTED —BY PLUMBING AND 
steam fitters’ supply house, one who has a good 
trade in New Jersey and New York preferred. Ssat- 
isfactory salary to the right party. Address ‘‘W.B.,” 
ca:e of The Plumbers’ Trade Journal, 61 Beekman 


| St., New York. 


ATALOGUES—ON SANITARY GOODS AND 
pes supplies are solicited by San tiago 
Webb, Echaurren 45. Santiago, Chile, 8. A. 


OR SALE-600 ENAMELED STEEL SHADES 

for outdoor gas arc lamps. Will sell at one 

third actual cost of manufacture. The Hamilton 
Lighting Co., Pittsburg, Pa. 


Wy SSE EXE ERIENOED SALESMAN FOR 
Southern territory, who understands Plumbers’ 
Steam and Gas Fitters’ Supplies. Only those thor- 
oughly posted and who can furnish first class refer- 
ences, need apply. Address P. O. Box 482, New 
Orleans, La. 


LUMBERS’ WOODWOKK— 
Wanted by one of the best- 


known selling agents in the East, the 
agency for a good line of plumbers’ 
woodwork—to sell to jobbers only 
on a commission basis. Address 
“J.D.R.,”? care of The Plumbers’ 
Trade Journal. 


ANTED—29 NON-UNION PLUMBERS, $5.00 PER 
day of eight hours. Apply Ethan Allen, Secre- 
tary Master Plumbers’ Association, Spokane, Wash. 


| CAN SELL YOUR PLUMBING BUSINESS, NO 

matter where it is or what it is worth. Send de- 
scription, state price, and learn how. W. M. Os- 
trander, 347 North American Building, Philadelphia. 


FOR SALE CHEAP—A full 


set of DURHAM HOUSE 


DRAINAGE FITTINGS—Ells, 
'Tees, F.Y’s, etc. If interested, 


will send full information and 
price. Address ‘‘J. S.,’’ care 


of The Plumbers’ Trade Jour- 
nal. 61 Beekman St. 


ANTED—FIRST-CLASS PLUMBERS. WILL 


give steady work and good wages for good 

first class plumbers. No labor trouble. Address 

anor A. Esswein, 24 West Broad St., Columbus, 
io. 


oe SALE—GOOD PAYING PLUMBING AND 
Heating business on outskirts of Chicago, in 
flourishing neighborhood with elegant lucraiive 
jobbing trade; must sell on account of sickness in 
amily; fine opportunity to right party; will make 
terms to suit. Address**P. M. M.,” 718 Schiller Build- 


‘ing, Chicago, 01. 


OR A LIMITED NUMBER OF THE SEPTEMBER 
1st edition of Taz PLumrers’ TRADE JOURNAL we 
will pay 25cts. apiece. We want one dozen copies of 
the Central Kdition of Tae PLUMBEKS ‘TRADE JoUR- 
naL for September Ist; one dozen copies of the 
Eastern Edition of THE PLumBERs TRave JOURNAL 
for September Ist, and one dozen copies of the 
Western Kdition of THz PLurmBers TRAvE JOURNAL 
for September Ist. Each copy sent us must be in 
perfect condition, and have the writer’s name and 
address attached to the w es which must securely 
protect it from harm in mailing. 25 cts. is the price 
we will pay. should we receive more than the num- 
ber we require. will return the copies without ex- 
pense to those who may send them. Address M. A. 
Rocks, P. O. Box 715, New York City. 


OSITION WANTED JANUARY 1st—AS SUPER™ 
intendent or salesman, by man who thoroughly 
understands the Gas and Electric Fixture business, 
Address J. L. Oefinger, 1834 Mt. Vernon street. 
Philadelphia, Pa. 


WANTED—A POSITION WITH A PLUMBING 

goods house, by a young man who is acquainted 
with the jobbing trade of Greater New York and 
New Jersey. Address ‘‘Z.,’’ care of The Plumbers’ 
Trade Journal. 


OR SALE—TIN, SHEET, IRON AND PLUMBING 
Shop, in the best town in Arizona. doing a good 
business Population of town about 12,000. with a 
good country surrounding it, and the best climate in 
the United states. Business established four and 
one-half years: good clean stock of salable goods. 
invoice about five thousand dollars, but could be 
reduced considerably. To anyone wishing a place of 
this kind we solicit the closest investigation. Ad- 
dress ‘*X.I.N.,”’ care of The blumbers’ ‘Trade Journal. 


YOUNG MAN DESIRES POSITION AS PLUMB- 

* er’s helper, in or around Greater New York 

preferred, with firm doing first-class work. For 

further information address ‘“A,B.,’’ care of The 
blumbers’ Trade Journal. 


ANTED—SALESMEN TO SELL IN GREATER 
New York as well as in New York, New Jersey 
Delaware and Washington, the Economy Granite 
Wash Tray, whose compensation will be a share of 
the profit obtained above the fixed cost. Address 
Economy GRANITE TRay Co.. 


New Haven, Conn. 


WANTED—A POSITION AS SALESMAN WITH 

plumbing supply or stove repair house. in New 
York City and local trade. Have three years’ exper- 
ience as foreman in foundry, and five years as out- 
side salesman. Address “Bb. N.,” care of The blumb- 
ers’ ‘I rade Journal. 


Journal 
Copies 
Wanted 


We Will Purchase 


Copies of THE PLUMBERS’ 
TRADE JOURNAL in good 
condition to a limited num- 
ber, paying 


One Dollar Apiece 
FOR 


November 15th, 1889. 


We have received all the 
copies needed of Feb- 
ruary 15th, 1896. 


These copies must be sent carefu./y done 
up with the sender's name and address 
marked thereon to 


THE PLUMBERS’ TRADE JOURNAL, 


61 Beekman St., NEW YORK. 
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NOTICE TO CONTRACTORS. 


Sealed Proposals suitably endorsed on envelope 
for Public Improvement: Wards 2, 3.7. 8. 11, 12, 16, 
17, 18. 19, 20, 21, 22, 23, 24, 25, 26, 27 and Engine Room, 
at Ltica State Hospital, Utica, N. Y.. may be sent 
by mail or delivered in person up to 3 o'clock P.M., 
on Wednesday the 30th day of | ecember, 1903, to the 
State Commission in Lunacy, at the‘ apitol, Albany, 


N. Y., when the bids will be opened and read publicly. 

Drawings and specifications may be cousulted, and 
blank forms of proposal obtained at the Hospital, 
Utica, N. Y., or by application to G. L Heins, state 


Architect, in the Capitolat Albany, N. Y. Contracts 
will be awarded to the lowest responsible and reliable 
bidders, unless the bids exceed the amount of funds 
available therefor, in which case the right to reject 
all bids is reverved 
Dated albany, December 14, 1903. 
T. E. McGarr, 
Secretary, State Commission in Lunacy. 


LEAD BURNING 
IN 


ALL ITS BRANCHES 


Will teach by mail practical 


LEAD BURNING 


as it is done, can be done, or ever has 
been done, 


Will take charge of any LEAD BURN- 
ING work, overseeing the proper me- 
chanical construction, at reasonable 
rates. Am considered the authority in 
the United States and Canada on the 
subject. Have worked at it for twenty 
years. Will give instructions at moder- 
ate rates, and invite correspondence 
from any part of the country. 


RICHARD A. LEGARDE, 


1509 N.10th St., PHILADELPHIA, PA. 


WATER MOTORS FOR ALL KINDS OF FOWER, 


SISSON” 


INSERTABLE JOINT. 
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BEST METHOD - OUR WAY: 


“MANUFACTURED BY- 


R.ESTABROOKS SONS 


FIRST & O STREETS — S?‘BOSTON.MASS. 
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f St. Louis and Vicinity @ ymin’ ac6. 


OVEMBER building operations 
in St. Louis. were 100 per cent. 

below those of the correspond- 

ing month last year. ‘l‘empor- 

ary improvements are plenti- 
ful, however, as the value of “frame per- 
mits” will show. Most of this class of 
improvements are built of staff expanded 
metal and timber, artistic effects being 
more sought for than substantial con- 
struction inasmuch as the life of such 
structures practically terminates with 
the close of the Fair, the law demanding 
their removal or destruction immediately 
chereafter. 


Wm. EH. Althaus, formerly secretary of 
the Western Brass Mfg. Co. of St. Louis, 
died in November from a sudden attack 
of apoplexy. Since the failure of the 
Western Brass Mfg. Co. Mr. Althaus had 
speculated extensively in real estate and 
leaves quite a large fortune to his aged 
mother, who survives him. Mr. Jacob 
Glaeser, for thirty years in business as a 
plumber on Gravois avenue, died in the 
same month from senile debility. He 
leaves a grown family amply provided 
for, all of whom are actively engaged in 
other lines of business than plumbing and 
have, therefore, concluded to dispose of 
the stock and business. The third No- 
vember death was that of. Daniel Connell, 
formerly in business in St. Louis and 
St. Joseph, but recently with Wm. Burke 
in a clerical capacity. Mr. Connell met 
a tragic death in Cape Girardeau, Mo., 
November 28, leaving a widow and 12- 
year-old daughter to mourn for him. 


The National Lead Works, now a colos- 
sal corporation controlling practically all 
the manufactured lead products of the 
country, have plans out for an immense 
new plant in Granite City across the river 
from St. Louis. The various buildings 
contemplated will, according to Architect 
W. Albert Swasey, cost about two mil- 
lion dollars. The plumbing and c-ainage 
should prove a nice job for some of 
us, but competition for it has not yet 
been sought. 


Modification of the very strict building 
laws of St. Louis, in order to permit 
the erection wf other than strictly fire- 
proof hotels, theaters, restaurants, etc., 
in a definitely prescribed area contingent 
to the World’s Fair Grounds has resulted 
in a boom for this temporary class of 
structure, all of which will have to be 
completely wrecked or removed within 90 
days after the close of the exposition, ac- 
cording to the terms of the permits that 
have been specially granted by the City 
Building Commission. Some of those 
buildings require considerable plumbing, 
but inasmuch as “stock” or the ‘repur- 
chase” of fixtures is imposed on con- 
tractors in most cases, there is no great 
scramble for the jobs. Some of them 
no doubt will pay handsomely and are 
safe propositions, but others are apt to 
tie somebody up with little more than 
some nicely engraved certificates of stock. 
Plumbers here are growing wisely con- 
servative, realizing that the jobs paying 
“cash” are hard enough to get a profit 


_ ground. 


EDITED BY JOHN J. FOY,ST. LOUIS. 


out of without taking a gambler’s chance 
on those that only promise it. Still 
gamblers sometimes make a “killing,” and 
some of the boys may do likewise. 


Plans and specifications are out for the 
on Kings- 


“Napoleon Bonaparte Hotel” 


Building, have about completed sufficient 
sales of stock to ensure the speedy letting 
of contracts for the permanent hotel build- 
ing they propose to erect at 17th and 
Washington avenue, the site of the old 
St. Louis Club. 'The location being near 
Union Station should ensure this per- 


Exterior View of the Plumbing Shop of Ephriam Doherty of Kansas City, Mo. 


bury Boulevard on 1,000 x 200 feet of 
It will contain 2,000 rooms and 
about 1,000 plumbing fixtures. The “Am- 
erican Hotel’ on De Baliviere avenue will 
contain 600 rooms and about 300 plumb- 
ing fixtures. The “Forsythe Hotel,” at 
Forsyth Junction, will have 500 rooms and 


manent building’s success as an invest- 


ment. 


The plumbing in the permanent hotel 
building at 8th and Pine streets, which 
is being built for C. W. Wall from plans 
and specifications of Architect Chas. H. 


Sectional View of the Workshop of Ephriam Doherty of Kansas City, Mo. 


50 fixtures. All are located in the World’s 
Fair District and are temporary struc- 
tures. 


Baker & Crabtree, of the Fullerton 


Wray, has been awarded to Joyce & Foy. 


This firm is also installing plumbing in 
the new North End Passenger Station 
for the St, Louis Terminal Railroad As- 


sociation, and are making extensive ad- 
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ditions to the plumbing on the Union 
Station property of the same company. 


Lohefuer & Kiernan are plumbing the 
Stevenson residence on Flora Boulevard, 
one of the nicest residence jobs recently 
let. They report work in general as 
quieting down, and evince no desire to 
“tie up” on any of the many speculative 
schemes now looking for plumbers who 
can do work without money other than 
that contained in “big dividends” during 
the Fair period. 


On this page the photographs are 
shown of the outside of the plumbing es- 
tablishment of Ephriam Doherty, of 1223 
Magee street, Kansas City, Mo. Mr. Do- 
herty believes that he has one of the most 
modern and best-equipped shops in Kan- 
sas City. The interior view of his work- 
shop gives simply an impression, as he 
has three pipe cutting machines and five 
horse power gas engine by which his ma- 
chinery is worked. Mr. Doherty is an up 
to date man in every respect and is cer- 
tainly an ornament to his profession. 


The St. Louis Association of Master 
Plumbers endeavors to protect its mem 
bers in all their just rights, hence the 
rule that one plumber will not work on 
another’s job until the portion of the 
job already completed has been fully paid 
for. The rule is justly observed and the 
owner’s or contractor’s rights as closely 


guarded as the plumbers—in other words, - 


the Association will not sanction false 
claims or “hold-ups,”’ but simply insists 
on a settlement along ‘‘value received” 
lines. There are men, however, in prac- 
tically all organizations who will violate 
every written and unwritten rule for the 
sake of a few dollars, and their methods 
toward concealing their duplicity are on 
a par with the motives that prompt them. 
as the following instance will prove: 

A prominent plumber here completed 
the plumbing of a family hotel and ex- 
perienced great trouble getting his justly 
earned payments. Extra work came up 
and he refused to do it until paid for 
the contract already completed. Two days 
later he found a fellow master plumber 
and two men working on the job. Ex- 
planations followed, work was stopped. 
and our friend again breathed easy about 
his money, but nevertheless determined 
to watch the job. The very next day 
he found the two journeymen back at 
work, claiming they were working for 
the proprietor direct and not for the 
master plumber of the previous day. A 
little heart to heart talk. however, caused 
one of them to confess that the story was 
false and concocted for them by their 
real employer, whose tools they were 
using and whose material they were In: 
stalling. They proved themselves better 
than their employer by quitting the job 
in all earnest. This action, together with 
the close watch kept on the job, finally 
resulted in the original contract being 
paid for and serves to show the value 
of organization if properly used, and at 
the same time shows that care should be 
taken to learn if the men admitted to 
our organizations are capable of full 
realizing the purport of our trade claim, 
“An injury to one is the concern of all!” 
and then to carry on their business on 
the lines such a principle involves. 
the lines such a principle involves will 
protect the members of the association. 
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‘Standard’ 


Porcelain Enameled Closets 


AND HIGH GRADE 


Sanitary Wood Work 


possess qualities which make them superior to all other closet combinations. 


KEV Ay 


El (Be Gxes’ 


« 


NI 


fé 


Standard” PORCELAIN ENAMELED CLOSET BOWLS are snowy 
white, of neat, compact designs and will not stain or discolor with use. 
Their surface is harder and more vitreous than that of earthenware bowls, 
and is absolutely non-porous. They will not craze under frost or crack 
when frozen. These features are essential to perfect sanitation and 
durability. 


Standard” SANITARY WOOD WORK is made in our own wood 
working plant, which is the most modern in the country, being under new 


management and equipped with the latest machinery. The wood used in 
‘Standard’ tanks and seats is properly cured to prevent warping and open- 


ing of joints. 


a) 


i) 


FREY 


Ghe ‘“‘Delecto’’ Plate 3113 G. 
//lustrated and described in “Standard” Closet Catalogue 
and ‘‘MODERN BATHROOYVS "' 
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-. The “DELECTO” and “EDUX”’ 
shown here are popular “Standard” Closet Combinations and should be 
displayed in the show-rooms of all Progressive Plumbers. Like all 
other Standard” Ware, each bears our “Green and Gold” label, the 
guarantee of quality and durability, which relieves you of all risk. 
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If you have not received copies of our Closet Catalogue and our book 
“MODERN BATHROOMS” write us, and if you will send us the names 
of prospective customers we will mail them “MODERN BATHROOMS” 
with your compliments, 
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Ghe “Edux’’? Plate 3127 G. 
Ilustrated and described in “Standard” Closet Catalogue 
and ‘‘MODERN BATHROOMS ’’ 


; Standard Sanitary Mfg, Co. 


Pittsburg, U.S.A. 
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Capitol and Labor in Conference 


a 


An address by Mr. F. L. Ropsins, of Pittsburg, before the National Civic 
Federation of Chicago. 


future, is how to best harmonize 

Capital and Labor through the 

the relations existing between 
the employer and the employed. 

That they can and should be harmon- 
ized is self-evident, for their interests are 
reciprocal and the necessity is apparent. 
I believe in organization for both Capital 
and Labor. 

Combinations, where values are equal 
to capitalization, their acts open to gov- 
ernment inspection, their results made 
public by published yearly statements, 
managed by fair minded, conservative 
men, are of benefit to their employees and 
to the public at large. 

Labor unions founded upon right prin- 
ciples, under the leadership of honest, 
conservative officers, are necessary, for 
the protection of the employees, and often 
an aid to the employer who is willing to 
pay just wages and establish fair condi- 
tions, but is hampered by competition with 
the employer who is unwilling to do so. 

You will notice I regard as a requisite 
to success fair minded, conservative men 
as leaders for each side. The feeling of 
distrust in many minds can only be wiped 
out by respect and confidence established 
through fair treatment. 

Human nature is the same, whether in 
the employer or the employee. Each is 
too prone to confine himself to his own 
view point. To reach amicable settle- 
ments, leaders must look at questions 
from each other’s standpoints, as well as 
their own. 

Responsibility tends toward conserva- 
tism, and I have never known a success- 
ful labor leader who did not become more 
conservative as his experience and re- 
sponsibilities increased. 

As to the methods of making trade 
agreements, probably the most conspicu- 
ous example, affecting the greatest num- 
ber of people, is the Interstate Meeting 
of Bituminous Operators and Miners held 
annually in Indianapolis to establish rates 
of wages and conditions of labor. It is 
not perfect by any means, but it has ac- 
complished much good and has served as 
an object lesson for the whole country. 
It has brought into contact the mine own- 
ers and the miners’ representative leaders. 
That in itself has been of great benefit. 

Too often employers trust the estab- 
lishing of wages entirely to subordinates 
whose recommendations are accepted with- 
out personal investigation. I hold it the 
duty of employers to become personally 
familiar with trade conditions, and not 
delegate to others their responsibilities 
in the matter of establishing wages and 
conditions under which the labor is per- 
formed. 

This Interstate meeting then has fur- 
nished a medium where through debate, 
personal contact and discussion, the em- 
ployer and employees exchange views and 
each becomes familiar with the other’s 
point of view. Those of us who have 
been associated with that movement for 
years can bear 4estimony to the improve- 
ment in the pc,sonnel of the miners’ rep- 
resentatives. Hach succeeding year we 
meet a more intelligent body, and the ma- 


HE great ‘problem of to-day, and 
: upon its solution depends the 


jority are anxious to make a peaceable 
and equitable agreement. 

It has been the means of developing 
many able labor leaders, a conspicuous ex- 
ample being Mr. Mitchell, and there is 
nothing more important than the building 
up of men of which he is a type, honest, 
fearless, loyal to the interests of labor, 
but experience and reason teach them 
that labor’s best interests lie in harmon- 
ious relations with capital, and that they 
must control, direct and guide their less 
intelligent fellowmen into such relation- 
ship wnerever it is possible. 

Experience has shown us that a wage 
agreement is regarded by the miners as 
binding and must be observed during the 
term of contract. It would be well for 
all labor organizations to emulate this 
good example. I believe compulsory arbi- 
tration to be impracticable, and that it 


then give them our hearty support. Let 
us criticise less and praise more. 

A patriot cannot be an_- oppressor, 
whether he be a capitalist or a laborer. 
In the winding up of our Interstate meet- 
ings, we have been accustomed to sing 
“America,” Let us all try to live up to 
it, and we will have helped to solve the 
problem. 
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Had a Fine Dis lay at Elmira 
Carnival 


The photograph on this page is that 
of a booth fitted up at the recent Ma- 
sonic Fair and Carnival held in Elmira, 
N. Y., last July. The booth is one which 
was presided over by Robert H. Walker, 
one of the prominent Master Plumbers 
of his city, and a man who represented 
his trade at the national convention of 
Master Plumbers at San Francisco this 

Concerning tne booth in the upper left 
hand corner will be noticed the silk ban- 
ner which he placed on Pike’s Peak, Col., 
last May in the midst of a driving snow- 
storm with the thermometer a trifle above 
zero. This was when the Eastern delega- 
tion visited that celebrated and magnifi- 


The Fine Display of Master Plumber R. H, Walker at Elmira Carnival 


would be unsatisfactory in its results. 

I am, however, in favor of compulsory 
education, and I would make patriotism 
the keystone. I would teach honor, re- 
spect, pride and reverence for the flag, 
and that it floats over the greatest Na- 
tion on the earth and represents the 
grandest form of government, that the 
right of American citizenship which 
makes the capitalist and laborer equal, 
places upon each the same obligation to 
respect, maintain and support the law 
of the land. 

He who has acquired property is not a 
socialist, teach them that the right of 
citizenship is as great a treasure and 
that he who has it is a partner in a gov-- 
ernment which respects and protects tha 
rights and liberty of each citizen, and 
that the humblest born may fill the high- 
est position in the land. This is the duty 
we owe to coming generations, but the 
duties of the present are upon us also. 

Let us do our duty as citizens by filling 
the executive offices of the government, 
our legislative bodies and the courts with 
our ablest and most patriotic men, and 


cent mountain. The bath shown is made 
by the Colwell Lead Co., of New York 
City, and is one of their five-foot ‘Pearl’ 
tubs. The enameled iron lavatory is made 
by the L. Wolff Mfg. Co. The Sterling 
siphon jet closet manufactured by the R. 
C. McClure Co., of Rochester. The enam- 
eled sink is the product of the Standard 
Sanitary Mfg. Co. The range boiler is 
one of L. O. Koven & Bros., New York, 
products, while the Herendeen Mfg. Co.’s 
well-known “Furman” steam boiler is on 
exhibit, with radiators made by both 
the American Radiator Co. and the U. S. 
Radiator Co. Mr. Walker is one of the 
progressive spirits of our trade. 
—_—o +o 


The Mayor of Chicago, the Health 
Board, and Plumbing Super- 
vision 

As a result of a conference held with 
a joint committee of master and journey- 
men plumbers several weeks ago in Chi- 
cago Carter H. Harrison, Mayor of Chi- 
cago, in a communication addressed to 
the City Council November 16, advocates 
the establishment of a separate depart- 
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ment for the Bureau of Sanitary Inspec- 
tion. No doubt with the recent revela- 
tions of corruption in the inspection bu- 
reau prominently in mind, the Mayor 
recommends the advisability of removing 
the Bureau of Sanitary Inspection from 
the jurisdiction of the Department of 
Health and placing it in the Department 
of Buildings, or erecting it into an inde- 
pendent bureau with some added features, 
embracing kindred lines of work now be- 
ing done by other departments. 

According to the Mayor, the Health 
Department should be limited in its work. 
to purely health matters, and that the 
supervision of plumbing and inspection of 
same has to do with the construction of 
buildings, and therefore properly comes 
under the supervision of the Building De- 
partment. The Mayor also states that 
his attention has been called to the house 
drain inspection. This at present is done 
by a force of twenty-seven men of the 
Building Department, which has charge 
of the work of inspection of all tile drains 
on premises. Under the present system 
the Health Department or the sanitary 
division of same has charge of all iron 
drain inspection, and continues the work 
of plumbing inspection from basement to 
roof of any new building. These two 
branches of the work he . recommends 
should be united in the same bureau or 
department. There is no more reason, 
the Mayor continues, why the Health De- 
partment should have charge of work of 
this character, than it should have super- 
vision of the construction and mainten- 
ance of the sewer system, the latter be- 
ing of vastly more importance to the 
maintenance of health conditions than 
any other branch of the public service. 

The committee of plumbers which call- 
ed upon the Mayor in addition to advo- 
cating that a separate department be es- 
tablished for the inspection of plumbing 
and drainage, also advised the revision of 
the present plumbing ordinances, many 
parts of which they claimed were obsolete 
and not in accordance with the present 
requirements of the city. The Mayor au- 
thorized the committee to bring in the 
draft of a new ordinance incorporating 
their ideas for the improvement of the 
system, and promised to give the matter 
his earnest consideration. He also prom- 
ised the assistance of the Corporation 
Counsel in~ formulating the ordinance. 
The joint committee of master plumbers 
and journeymen have been working on 
the revision of the ordinances since their 
conference with the Mayor, and have now 
completed their work, which will be sub- 
mitted to the Corporation Counsel, and 
after it has been placed in proper legal 
form will then be referred to the City 
Council, who will most likely take some 
action upon same during the month of 
December. 

———_*_>++.3—________ 
Catalogues of the New Universal 
Distributed 
The Pittsburg jobbers in plumbing sup- 
plies have been distributing among the 
plumbing trade copies of the New Uni- 
versal Catalog, 1904 edition. This is prob- 
ably the most complete and best catalog 
gotten out for universal use, covering the 
staple items used in the plumbing and 
steam fitting trade. If any of the plumb- 
ers in the territory covered by Pittsburg 
jobbers have not received a copy of this 
book, by addressing any of them they will 

be able to secure one. 
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A Few Reasons Why You Should Use the 


“SCULLY” TRAP 


E guarantee them absolutely non-syphoning, 
@ for the fact t.at it has a deeper water seal 
than any other Trap on the market, together witha 
very large deflecting or air chamber, or space 
above water in trap; features which you must have 
: , to guarantee these results, or else a partition 
They are beautiful in (which collects filth). One is sanitary and the 
design, highly finished, other a menace to up-to-date sanitation. We Ask your Jobber for 
and the cheapest high guarantee them self-cleansing, because the water the “Scully” Trap. If 
grade trap on the | enters the trap body with such force that coffee he does not handle it 
market. grounds, hair, lint, grease, etc., are carried out of write us for prices. 
trap, thereby preventing its 
stopping up and becoming foul 
or contaminated in event of 
evaporation. Withour trap you 
have the advantage of using it 
as eithor an S or P Trap, as you 
can take out ell and run the out- 
let direct to wall, thereby saving ~ 
the carrying of more than one 
style in stock. 


WRITE FOR A SASIPLE 
AT SAMPLE PRICES. 


Scully Stops and Stop and Waste Cocks 


are made of the best red metal, are carefully 
ground, and have an even bearing on ihe 
entire surface of the core, and are absolutely 
guaranteed not to stick or leak, on either hot 
or cold water, 


Strong and durable. - Sure to give satisfaction. 
Can always be depended on. © —— Tested at 200 lbs. pressure. 
Used once, always used. 4 Open and close easily. 
Leaders in quality and Price. ™ & Pays to use them. 

Less trouble to reverse than any. Saves you time and money. 
You should never be without them 


Our Compression Work is the best on the market. 
We excel in workmanship, quality and finish. 
Our sill cocks are strong and beautiful in design 
and finish. With our large and up-to-date plant, 
we areinaposition to make prompt shipments. 
Write us for Catalogue and Prices on our com- 
plete line. 


ULulen W. J. SCULLY VENTILATOR & MANUFACTURING CO., 


DEFER OB yao i... 
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INCE the resignation of And- 
rew Young as chief plumbing 
inspector speculation is rife 
among the master plumbers 
of Chicago as to who will be 

the new head of the Sanitary Inspection 
Bureau. The place, it is understood, will 
be filled by a civil service appointee from 
a competitive examination held December 
15th. Quite a number of applicants ap- 
peared for examination, including master 
plumbers, journeymen plumbers and hy- 
draulic engineers. The papers will be 
marked during the last two weeks in De- 
cember and it is most likely the success- 
ful candidate will be announced shortly 
after January ist. 


The result of the examination for as- 
sistant chief inspector will probably not 
be known until after the chief is named, 
as the law provides that the chief inspec- 
tor has the privilege of selecting his as- 
sistant from among the three inspectors 
who hold the highest average in the civil 
service examination for that position. 
Heretofore the office of chief inspector has 
always been held by a master plumber 
and a majority sentiment favors the selec- 
tion of a member of the craft in that 
position, while others profess to believe 
that the interests of the department and 
the plumbing trade in general would be 
best -subserved by the appointment of an 
outsider who is neither a master nor 
journeymen plumber. The office pays a 
salary of $2,400 per year. 


yo 


oa 


One of the finest plumbing shops on the 
north side of Chicago is that of Wm. J. 
Lang, 538 E. Division street. We repro- 


duce in this issue of the JouRNAL several 
excellent views of his show room, together 
with a recent photograph of Wm. Lang. 
Starting in business for himself but three 
years ago, Mr. Lang has built up a large 
trade in the fashionable north side dis- 
trict, where his shop is situated, and is 
recognized as one of the enterprising and 
progressive young master plumbers of the 
city. His work shop, in the basement of 
his store, is equipped with the latest labor- 
saving devices. He is a practical plumb- 
er, having served his time at the trade 
with Peter Williams. Since entering busi- 
ness Mr. Lang has been active in associa- 
tion work and during the past year has 
served as secretary of the Chicago local, a 
position which he has filled creditably. 


The question of venting water closets 
and other fixtures under sidewalks in 
the down-town district has recently be- 
come a problem which master plumbers 
and journeymen are seeking a successful 
solution. The rules of the Health De- 
partment do not require those fixtures to 
be vented, as they claim they have no 
jurisdiction outside the building, and 
while conditions where many of those fix- 
tures are placed are unsanitary, master 
plumbers have not generally figured to 
install vents, and do not believe they 
should be required to put them in. Ina 
number of instances lately the journey- 


View From laterior of Shop, Looking Front, of Wm. J. Lang, 538 Division Street, Chicago 


News and Gossip from Plumbing, 
Heating and Lighting Trades 


J.-H. PARHKER—General Western Representative 
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men have stopped work on buildings 
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of Public Works, so that if the provisions 
of the ordinance were really enforced to 
the letter, plumbers would be compelled. 
to take out a permit for every small re- 
pair job which they are called upon to do. 
To avoid the great inconvenience and ~ 
hardship which this would necessarily en- 
tail upon those engaged in the plumbing 
business, the monthly report system has 
been devised. In many instances fixtures 
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where conditions of this kind exist in an 
effort to compel the venting of the fixtures 
under the sidewalk, although the Bureau 
of Sanitary Inspection passes the work. 
If a rule of that kind is to be recognized 
master plumbers claim they are not averse 
to observing it, providing they receive 
notice from the proper authorities that it 
will be enforced. If the plumbing rules 
and regulations are to be revised and 
there are many in favor of their revision, 
it is believed that some provision should 
be made to give the Sanitary Inspection 
Bureau jurisdiction under the sidewalk as 
well as inside the building. 


Jos. Keidel, of 816 35th street, has late- 
ly been awarded the contract for the 
plumbing of a three-story flat building to 
be erected on 62d street for Chas. H. 
Frobel at a cost of $6,000. Mr. Keidel has 
also several other good contracts in vari- 
ous parts of the city. 


In order to keep a more complete record 
of all fixtures installed by plumbers in 
old and new buildings, the permit divi- 
sion of the Water Department have had 
a printed form prepared upon which 
plumbers will be required to make month- 
ly reports concerning the number and 
nature of plumbing fixtures installed by 
them each month. The water ordinance 
provides that no plumbing work of any 
description shall be done or connections 
made with the city pipes without first ob- 
taining a permit from the Commissioner 


have been installed in buildings entirely 
without the knowledge of the Water De- 
partment and upon which no water taxes 


Master Plumber Wm. J. Lang, of Chicago 


have been paid, and it is also to prevent 
this that the new system has been adopt- 
ed. 


Andrew Field, a journeyman plumber 
in the employ of Hass & Hilton, 213 B. 
Randolph street, was killed in the Wash- 
ington street tunnel on Saturday, Novem- 
ber 28th. Mr. Field’s loss is felt keenly. 
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Herman Wolff, for the past nine years 
with Jacob C. Webster, the nortn side 
plumber, has recently accepted a position 
as city salesman for Weil Bros., dealers 
in plumbing supplies at 15-17 N. Clinton 
street. Mr. Wolff covers the north side 
territory, where he is well and favorably 
known among the plumbers. 


K. L. Roller has the plumbing contract 
for a two-flat building to be erected at 
6950 Vincennes avenue for C. E. Fizette. 
The building will cost $5,500. The con- 
tract for heating the building, in which a 
hot water system will be installed, has 
been awarded to F. S. Morgan, 5618 
Drexel avenue. 

The Pittsburg Valve and Fitting Co., of 
Pittsburg, Pa., which manufactures a com- 
plete line of cast-iron. fittings, including 
standard cast-iron flange fittings, has re- 
cently issued a preliminary catalog which 
they will supplement with a more pre- 
tentious issue January 1, 1904. The Dug- 
ger-Clark Supply Co., 607 Boyce Building, 
Chicago, has made arrangements with 
this firm to handle and market their pro- 
duct in the middle western States. 


A. F. Weck, 1795 N. Clark street, has 
been awarded the contract for the plumb- 
ing of- a residence to be built at Morse 
and North avenues for A. C. Timm. The 
building, which will cost $7,000, will be 
equipped with modern improvements, 
have nickel-plated plumbing and tile in 
bath room and vestibule. 


As a result of the agitation regarding 
the cramped and illy ventilated quarters 
which they formerly occupied, the office of 
the Bureau of Sanitary Inspection has 
been removed to Room 113, City Hall, 
which, with three times the floor space, 
gives them much better facilities for 
transacting the business of the depart- 
ment. The sanitary inspectors have rea- 
son to feel congratulated upon the change, 
as they can now move around the office 
with some degree of freedom without 
stepping on each other’s toes. 


_ Frank Keiser, 2076 Ashland avenue, is 
now engaged in finishing up the con- 
tracts he has on hand. Mr. Keiser has 
conducted a plumbing shop on the north 
side for quite a number of years and can 
be said to have been prosperous in busi- 
ness. He has recently built two flat 
buildings for himself on Grace street, be- 
tween Marshfield avenue and Paulina 
street. It is a source of some satisfac- 
tion to. know that even in these ruinous 
times there are some Chicago plumbers 
who know how to conduct business at a 
profit and become “landed proprietors.” 


The firm of Siewert & Mayer, in the 
plumbing business for the past three 
years at 1207 Armitage avenue, has re- 
cently dissolved partnership. Mr. Siewert 
will continue the business of the firm at 
the old location, while W. A. Meyer, the 
other partner in the concern, will engage 
in business for himself at 1054 W. North 
avenue. 


J. P. Dunne, 817 Lircoln avenue, one 
of Chicago’s old-time p!umbers, states he 
has had a very successful year. He has 
done considerable overhauling and repair 


work and has also had several new jobs | 
Mr. Dunne Of work on certain local jobs belonged to 


during the summer months, 


has been in the plumbing business in 
Chicago over twenty-five years, and al- 
though nearly twice as old as that is well 
preserved, and is seldom accounted more 
than forty. 


The indictment of some of the principal 
plumbing supply concerns by the Grand 
Jury December 2d is one of the chief de- 
velopments of the past month which has 


caused much comment among the plumb-| 


ing trade in Chicago. The indictment is 
the sequel to charges of perjury filed by 
Wm. S. Moore, an Evanston master 
plumber, against the officers of the Fed- 
eral Co., a well-known and reliable house 
of Chicago. The Grand Jury disregarded 


the perjury charges but found from the. 


testimony introduced by Moore that there 
was sufficient evidence to warrant them 
in indicting the supply house on charges 
of conspiracy in restraint of trade. It is 
alleged that the combination between the 
local jobbers has existed for some time, 
and controls the price of plumbing ma- 
terial in Chicago and vicinity. It is not 
thought that the case will come up for 
trial very speedily and it is expected in 
the meantime that the attorneys for the 
defendants, the J. Wolff Mfg. Co., Weir 
& Sraig Mfg. Co., Weill Bros., Western 
Plumbing Supply Co., 
Mfg. Co., Federal-Co., and the John Davis 
Company, will make an effort to have the 
indictment quashed. We hear of spas- 
modic attempts of a similar nature at 
various times in different parts of the 
country, but have yet to !earn of any one 
charge vroving stccessful. 


A decision of much importance to con- 
tractors and to other employers of labor 
was recently rendered in Chicago by 
Judge Holdom in which the court found 
Franklin Union No. 4 of Press Feeders 
guilty of illegal acts as a corporate body 
and subject to a fine. This is the first 
time that a labor union has been held 
responsible for the acts of its pickets and 
agents and if sustained in the higher 
courts will establish a precedent that will 
eause labor unions in future to use the 
utmost care with regard to picketing dur- 
ing strikes. One of the great difficulties 
experienced in the past has been to attach 
responsibility upon a union for the acts 
of its members and the decision, if upheld, 
will undoubtedly have a salutary effect in 
influencing the labor unions to proceed 
with conservatism and caution. 


Jos. Hanson, formerly at 1524 Ogden 
avenue, has moved back to the neighbor- 
hood where he first started in business 
some years ago.’ His new shop at 1436 
Wabash avenue is within a block of his 
old store. Joe has recently recovered 
from a rather severe attack of typhoid 
fever, which confined him to his home 
for a number of weeks. Until recently 
Mr. Hanson was president of the West 
Side Master Plumbers’ Association, a po- 
sition which he resigned, however, on 
moving to the south side of the city, 

—_——e 5tt+ so —_—_ 


St. Louis Plumbers Severed From 
the Building Trades’ Council 


The journeymen plumbers of St. Louis 
are no longer affiliated with the Building 
Trades Council, owing to a refusal to ac- 
cept the council’s ruling relative to a 
matter under debate as to what portions 


the steam fitters and what portion to the 
plumbers. Jurisdictional troubles of this 
character will eventually create ugly 
trade troubles unless a permanent defini- 
tion is established and accepted as to 
what constitutes the scope and character 
of the respective trades. Plumbing, steam 
and gasfitting are becoming more alike 
in the nature of the materials handled, 
and the method of installing them. The 


technical knowledge required varies very 
considerably, but the mechanical] skill re- 
quired does not; at any rate the common 
requisites as regards skill and brains are 
becoming mutually apparent to an extent 
justifying earnest thought towards reor- 
ganization into the original single craft— 
a move that in the opinion of many inde- 
pendent minds would benefit the whole 
trade. 


KRAUSHAAR BRASS MFG. CO., St. Louis 


GAS AND ELECTRIC FIXTURES. 


CATALOG ON APPLICATION. 


The 


| Right Heat 


For Any Temperature 
THE TRANE VACUUM HEATING SYSTEM 


gives the right heat for any tem- 
perature—you have vapor at 130 


Sanitary Specialty | 


degrees up to steam at 5 pounds 
pressure automatically. 


Get our booklet. 


JAS. A. TRANE VACUUM HEATING CO., 


LA CROSSE, 


We are fleadquarters 


FOR 


Heating Material 


OF 
Every Description, 


SEND FOR CATALOGUE AND PRICES. 


Also full line of Plumbing Fixtures 
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THE ONLY SANITARY TRAY. 


Made of best granite and Portland Cement—no cracks—all 
round corners inside and out—the right price. 
These tubs are guaranteed, write us about them. 

= ANCHOR STONE LAUNDRY TRAY COMPANY, 
\ ea = <=  510-101e2 Avenue North, = « 


Minneapolis, Minn. 
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Is it worth while to save ten 
cents on a valve when you know 
you willbe lucky if you don’t have 
a dollar’s worth of trouble with it? 
w w 


Send us a sample order for steam 
brass goods—if you want 


to dodre trouble. 
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Messrs. Creve and Foster, the enter- 
prising plumbers of Fremont, Wash., have 
under contract a large number of street 
fountains, which are to be established 
in various places around Seattle as also 
in other cities throughout. Oregon and 
Washington. The fountains are being 
made for the Washington Sanitary Co., 
which has a franchise from the different 
cities for installing the fountains. The 


fountains are constructed of wrought iron. 


standards with sheet iron sides, which 
are to be covered with advertisements. 
The fountains are installed free of charge 
to the cities, the promoters of the scheme 
securing their reinbursement from the 
advertising. 


Plumbing contracts in San Francisco 
are as follows: Byron Underwood, of 
Berkeley, for plumbing, gas fitting sew- 
ering and tiling in building at Shattuck 
avenue and Kittredge street, and owned 
by G. A. Wagner, amount of contract, 
$3,440; plumbing, gas fitting and sewer- 
ing for the three-story flat being built 
for Clarence Musto at Larkin and Wash- 
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Window of Shop of F. M. Parker, Los Angeles” 


ington streets, H. J. Perazzi, contractor, 
amount $1,850; Schanz & Grundy, plumb- 
ing for six flats on north side of Post 
street near Webster, owned by John Ste- 
venson, amount of contract, $2500; and 
a three-story building on Green street 
with $3,200 worth of plumbing to be 
done; Wm. F. Wilson Company, for the 
plumbing, sewering and gas fitting in the 
stables and laundry buildings at the 
“Home for the Aged of the Little Sisters 
of the Poor,’ E. J. Le Breton, owner, 
amount of contract, $3,241. Master 
Plumber James E, Britt has been award- 
ed the plumbing, gas fitting and sewering 
in the Merchants’ Ice and Cold Storage 
Co.’s building at Sansome and Lombart 
streets, amount $1,568; plumbing, gas fit- 
ting and sewering of residence for Mrs. 
Lewis Gerstle, Pacific avenue and Fill- 
more street, Wm. F. Wilson Co., contrac- 
tors, amount $2,989. 


A reception was given recently by the 
Ladies’ Auxiliary to the San Francisco 


MAYHEW. 


PASADENA, CAL, 


Master Plumbers’ Association in Alcazar 
Hall. There was a large attendance and 
the affair was declared a decided success 
by all present. The following committee 
was in charge: Mrs. James E. Britt, 
Mrs... J..L.-E.. Firman, Mrs. S. Peterson, 
Mrs:° Frank’ P. Klimm, Mrs. Andrew 
Hohn, Mrs, Charles Meyer, Mrs. A. New- 
mark, Mrs. Nellie T. Carr, was in charge 
of the floor with Mrs. Fred Koch assist- 
ing. fm 

The -plumbing, gas fitting, fire hose 
reels, plumbing fixtures, marble work, 
and. mosaic floors for a church. building 
at California and Webster streets has 
been awarded to Duffey Bros. for $5495. 


'C.-H. Caulfield, of San Francisco, an 
expert sanitary engineer who was em- 
ployed by the state lunacy commission to 
investigate into the condition of the 
plumbing at the Napa State Hospital, 
says that the plumbing throughout the 
hospital is in a bad shape. It was done 
thirty years ago and is completely worn 
out the fittings being obsolete. It is im- 
perative that an entirely new system be 
put in. A new system will cost about 
$25,000. 


Section 1 of section 6 of the plumbing 
ordinance of San Francisco has_ been 
amended to read as follows: “Section 
6. Traps must be protected from siphon- 
age by special air pipes of lead, wrought 
or cast iron of a size not less than the 
trap they serve and if two supply air to 
a water closet not less than two inches in 
diameter, provided, however, that any 
other method approved by the Board of 
Health may be used to prevent siphonage. 
At the end of all horizontal runs of vent 
pipe a screw plug shall be placed and at 
the bottom of all vertical vent lines 
where sediment is liable to collect a suit- 
able drip plug not less than one foot long 
shall be placed. If the plug is at the foot 
of a vertical concealed vent then it shall 
be so placed as to admit of repairs. In 
no case shall these plugs and drips be of 
a size less than the vents they serve.” 


Section 1 of the plumbing ordinance, 
“Providing for the protection of the pub- 
lic health, and requiring plumbers to reg- 
ister their names and addresses at the 
health office and comply with the regula- 
tions of the Board of Health in reference 
to the plumbing and drainage of build- 
ings” has been repealed. 


The report for the month of August of 
the plumbing inspector of Honolulu is 
as follows: Number of plans filed, 50; 
permits issued, 50; inspections of plumb- 
ing and house sewers, 177; final certifi- 
cates issued, 59; sewer connections made, 
14. 


The J. C. Kolff Co., of Los Angeles, are 
installing the plumbing in the three- 
story apartment house of Joseph Goesten- 
kohr’s and Ludwig Wundhammer, on 
3unker Hill avenue, amount $1,449. 


The largest plumbing contract landed 
for many moons has been secured by the 
Blumve & Jay Co., of Los Angeles, that 
of the Pacific Blectric depot at the cor- 


ner of Sixth and Main streets. Seven 
hundred plumbing fixtures will be in- 
stalled, the Durham system of plumbing 
will be used except for the rain-water 
leaders, which will be extra heavy soil 
pipe. Another good contract secured by 
this firm is that of the plumbing and 
steam heating in the Edison Electric Co. 
block, amount $6,300. 


Two jobs recently secured by Newell 
Bros. at Los Angeles are the three-story 
flats of L. Newman on Figueroa street, 
amount $1,56.00, and the three-story flats 
being constructed for Mrs. Sadie Klein 
on Figueroa street, plumbing and gas fit- 
ting, amount $1,456.00 They have a 
$3,500 job in the Much building on Grand 
avenue. 


Tur PLUMBERS’ TRADE JOURNAL scribe 
at Pasadena was favored recently with 
a pleasant visit from L. H. Buddemer, 
Coast representative for the United Brass 
Mfg. Co., of Cleveland, who is making 
his semi-annual visit to Southern UCali- 
fornia. Mr. Buddemer reports good busi- 
ness along the line. 


Master plumber Kelly, of Seattle, 
Wash., had his life saved by a pipe, in 
an experience recently. Howard Sebree, 
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for plumbing helpers, while those employ- 


ing three men are assessed $120 a year. 


This palpable attempt to secure legisla- 
tion that would throw the business to 
the larger concerns, Mr. Hellman attrib- 
uted to certain of the master plumbers 
of the city. At his solicitation, the mat- 
ter was referred to the Finance Commit. 
tee of the council, which will draft an 
amendment that will relieve the orut- 
nance from this gross unfairness, though 
Mr. Hellman explained that he usually 
has ten men or more in his employ, and 
would not be affected very seriously by 
the ordinance. 


The partnership existing between H. H. 
Moliis and H. L. Moliis, under the name 
of Moliis Bros.’ plumbing and gas fitting 
at 91 Jackson street, San Francisco, has 
been purchased by H. HE. Moliis, who will 
continue the business. : 


F. G. Weaver, the plumber at San Pe- 
dro, Cal., has moved his stock and shop 
to the Crittenden Block, corner Palos 
Verdes and Sixth streets. M 


The following, which appeared in the 
Hollywood, Cal., Sentinel, explains itself: 
“To the citizens of Hollywood and the 
public in general. I wish to announce 


F. M. Parker’s Plumbing Establishment at Los Angeles, Cal. 


an expressman, fired at Mr. Kelly with a 
rifie as the latter was going to his job 
with a length of sewer pipe on his shoul- 
der. The bullet flattened itself on the 
pipe and thereby saved Mr. Kelly’s life. 


The new firm of Risk-& Mould, of Los 
Angeles, have a-$2,312, plumbing contract 
on the Wolfskill Orchard tract. 


The plumbing ordinances of Pasadena 


have been amended to permit the use of . 


bituminized fiber pipe for sewer -and 
drainage purposes. This pipe is manu- 
factured by the American Conduit Co. at 
Los Angeles, and _the.claims for it are 
that it is “tough_and strong, not fragile 
or brittle, roots will not-enter the walls 


of the joints, being in seven foot lengths 


it is more easily and cheaply laid. - 


Master Plumber James Hellman, of Los 
Angeles, recently called the attention of 
the city council to the unfairness of the 
existing license ordinance requiring the 
amount $1,456.00, and the three-story flats 
payment of a license fee of $7.50 a man 


that I have opened a shop on Sunset 
Boulevard, near Cahuenga avenue, for 
plumbing, steam and hot water heating, 
ventilating apparatus, and also a first- 
class jobbing shop for bicycle and auto- 
mobile repairing, keyfitting and tinware 
repairing, painting, paper hanging, tint- 
ing and kalsomining. - All work to be 
first class and at reasonable prices. I 
am recently from Chicago, where I had 


‘thirty years’ experience in the plumbing 


and steam heating business, so I am pre- 
pared to do all work in up-to-date meth- 
ods. Hoping to receive your patronage, 


~T am, yours respectfully, C. J. Hudson.” 


P. SI also do gas fitting, electric wir- 
ing, and repair gasoline stoves. 


Forrester and Worsick is the name of 
a new plumbing firm at Guadalupe, Cal. 
The first work done by this firm was 
the plumbing in the residence of O. B. 
Fuller at Betteravia. 


Jerome Poorman has taken charge of 
the plumbing department of the Lyon & 
Garrett Hardware Co. at Red Bluff, Cai, 
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McCadden & Pickett is the name of 
a new plumbing firm at Hollywood, Cal. 


F. H. Osler, a plumber at Pomona, Cal., 
is erecting a brick block 387x120 for his 
increasing business. 


M. N. Donohoe and Carl Ganter have 
opened a plumbing business on Perkins 
street, at Ukiah, Cal. 


Cummings & Ingram, of Los Angeles, 
have gone into the plumbing business at 
Tombstone, Arizona. 


The Mangrum & Otter Co., Inc., has 
changed its principal place of business 
from San Jose to San. Francisco. 


The well-known plumber, John De 
Bonce, has opened a plumbing establish- 
ment at 703 Bath street, Santa Barbara, 
Cal, : 


The plumbers of Grand Junction, Col- 
orado, have. had a very successful sea- 
son in both plumbing and heating busi- 
ness. 


Allen H. Nye & Co. have engaged in 
the plumbing business at Monrovia, Cal., 
with headquarters in the Granite Bank 
Building. 


The plumbers of Boulder, Colorado, re- 
port a very successful season. Some fine 
work has been done in that enterprising 
city this year. 


Master Plumber S. A. Worthing, of 
Redlands, Cal., has purchased-~a large 
block in that place for the accommodation 
of his business. 


Mr. D. S. Wallace, of Denver, has just 
completed his plumbing contract on the 
Cheesman-Dodge hotel. This ranks as 
one of the largest plumbing contracts for 
the current year. 


Master Plumber P. Dolessi, of Petal- 
uma, Cal., has moved his establishment 
from the Gossage block on Main street, 
to larger quarters on Western avenue. 


The J. A. Brown Hardware Co., of 
Fort Collins, Colo., are installing some 
fine plumbing fixtures in the new beet 
sugar factory now being erected in their 
city: 


Julius Wesnitizer has sold his interest 
in the San Francisco plumbing house, of 
Manerum & Otter, and engaged in the 
same business at San Jose, Cal., along 
with N. Sterlina. 

Clyde E. Witter and Sam S. Nor- 
ton have bought out the plumbing busi- 
ness of Mr, Poorman at Redding. Mr. 
Poorman received $400 for his interests 
and agrees not to engage in the business 
for five years. 

Mr. Ed. Heaney, who was with Wm. 
Jamieson in the plumbing business, has 
started in the same business for him- 
self with a shop in the same building 
with the N. B. Graves Hardware Co. at 
Redwood City, Cal. 

Carthey & Dumbeck, of Salt Lake City, 
Utah, secured the contract for plumbing 
the new 
erected by the Utah Independent Tele- 


three-story building now being~ 


-phone Co., of that city. Some very fine 


fixtures will be used. 


Mr. E. P. Thomas has opened a plumb- 


-ing’ business at Hanford, Cal., with head- . 
quarters in the Biddle Block on West | 


6th street. 


Master Plumber P. H. Blake, of Oak- 


land; Cal., is erecting a building on Hast , 


Fourteenth street for the accommodation 
of his business. 


The up-to-date firm of R. M. and H. | 


Askin,“ plumbers of Visalia, Cal., have 
moved their “store ‘to the corner of Main 
and Locust streets. 


The J. A. McCarl Co., of Oakland, Cal., 
has been incorporated for $25,000. .They 


propose to carry on a plumbing, tinning | 


and sheet iron business. 


Mr. Perry Adkins has purchased the 
plumbing business of Adkins & Drane 
Co. at Red Bluff, and will reopen the 
business in the Vestal Block. 


The hustling firm of Ingram & Doug- 

las, of Monterey, Cal., have recently 

~ moved their plumbing establishment to 
the Rodrick Block on Alvarado street. 


ing done in and around Las Vegas, N. 
M. Messrs. Vogt and Lewis have recent- 
ly received a large shipment of heaters 
which will be used on the contracts which 
they have on hand. 


Avout thirty-five plumbers, employed in 
four of the leading shops of Butte, Mon., 
have gone on strike as a result of the 
refusal of the master plumbers to grant 
their request for a raise in wages from 
$6.00, the present scale, to $7.00. 


After the regular weekly meeting of 
the Master Plumbers’ Association at Hu- 
reka, Cal., recently, the veteran plumber, 
F. E. Cook, took the boys to his home, 
where they were treated to a celebration 
which they will bear in mind for many 
a day, the occasion being the fortieth 
birthday of Mr. Cook. 


D. H. Stephens, a steam and gas fitter, 
aged 44 years, died October 4 at San 
Diego of inflammation of the heart after 
an illness of six days. Mr. Stephens, who 


was a brother-in-law to Master Plumber 
J. S. Johnstone, by whom he was employ- 
ed, was born in New York City in 1859. 
Mr. Stephens was respected by all who 
knew him. He is survived by a brother, 
Chas, F. Stephens, who is a plumber and 


Another View of the well-stocked Plumbing Establishment of F. M. Parker at Los Angeles 


Master Plumber A. H. Shaefer, of San 
Antonio, has been awarded the contract 
for installing the plumbing, hot water 
fitting, and steam fitting in the post hos- 
pital at Fort Bliss for $4,500. 


Beginning November ist, the plumbers 
of Oakland receive $4.50 for a day of 
eight hours. After April lst of next year 
they will receive $5:00 a day.-- Provision 
was made in the agreemént with the mas- 
ter plumbers for 4sthe discharge’ of all 
helpers who had not served three and 
one-half years at the trade by April Ist. 
The long controversy betweén the master 
and journeymen plumbers of San Fran- 
cisco over the wage question has come 
to an end. By the terms of the agree- 
ment the journeymen receive $5.00 per 
day beginning Noy. ist, 1903. 


C. A. Brunold, formerly of Astoria, 
Wash., has purchased the plumbing busi- 
ness of Roy Williamson, of Ilwaco, Wash., 
aud has reopened the business in the 
Seaborg Building at the corner of First 
and Main streets. 


Considerable hot water heating is be- 


secretary of the Journeymen Plumbers’ 
Association of San Diego. 


The plumber, as a rule, is credited with 
having a big heart, but we are at a loss 
to account for the following: In the 
first Labor Day celebration ever held in 
the city of Pasadena, the plumbers, of 
course, carried off first prize for best 
appearance, the prize being two cases 
of wine of rare vintage. Having no par- 
ticular use for the goods (?), the plumb- 
ers decided to donate the wine to some 
charitable institution. The wine has al- 
ready been given to the county hospital 
at East Los Angeles. 


TERE peea ees oR Rg 


Plumbing News From 
Colorado and 
Adjacent Territory 
Higham Burton & Taylor Plumbing Co., 
of Salt Lake City, Utah, was the lowest 


bidder on the plumbing and heating for 
the Coalville, Utah, court house, This 
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is a good-sized contract, and the firm 
mentioned deserves credit for securing 
same, 


Wm. Ecker, of Greeley, Col., bears wit- 
ness to the fact that a plumber’s life is 
not given up altogether to prose, as wit- 
ness the following, which was written by 
one of his customers, a lady of 70 years: 


TO MY PLUMBER. 


Patience on a monument, 
Is waiting for a plumber, 

If he don’t “get a move on him,” 
He’ll not get through this summer. 


A muddy pile of dirt is left 
Before the entrance door, 

Of course it’s tracked in every day, 
All over every floor. 


It’s worth a dollar every day 
To bear such sad neglect, 
_ So hurry up kind (2) plumber, do, 
I’m yours, sir, 
rae With respect. 


Goemans Bros., of De Pere, Wis., have 
the contract for the heating and plumbing 
of the new National Bank building. 

The Board of Health of Chicago has 
recently passed an ordinance licensing 
all persons who work at the plumbing 
business.. The licenses are to be col- 
lected from the men who do plumbing 
work, but not from the men who employ 
them. 


The people of Colorado Springs are 
able to verify the old adage which has it, 
“Troubles never come singly.” The mi- 
ners’ strike at Cripple Creek has been a 
great detriment to the prosperity of the 
city, and the recent coal miners’ strike 
has caused considerable additional dis- 
couragement. 

However, the troubles mentioned were 
external, and the good people of the city 
could congratulate themselves that all 
was harmonious within their boundaries, 
or was, at least, until an over-industri- 
ous painter concluded to put in a Satur- 
day half-holiday in finishing a job of work 
instead of resting from his labors as re- 
quired by the “rules and regulations” ob- 
served by the good union men of said 
city. 

As a result, the local painter’s union 
promptly assessed a fine of $5 against the 
member who had so grossly betrayed their 
principles, which he as promptly ‘turned 
down.” As a result, the job on which the 
offending painter undertook to work the 
following week was declared unfair, and 
all the plumbers, painters, carpenters, etc., 
on the job laid down their tools. Now 
came the opportunity of the Master 
Plumbers, and several of them joined 
hands with the contractors for the plumb- 
ing work and proceeded to finish the job. 
Whereupon the journeymen plumbers of 
all the shops in the city went out, and 


war was declared, but all parties rested 


on their arms, and no one indulged in 
actual hostilities. 
The Master Plumbers of Colorado 
Springs feel that they have been long 
suffering, and they have determined to 
have something to say about their own 


business or know the reason why. As — 


a consequence, they are now doing their 
own work, which consists of unfinished 
contracts and job work. It is under- 
stood no new work will be undertaken 


while the strike lasts. 


The citizens of. Colorado. Springs, as 


the stand taken by the Master Plumbers. 


well as the Citizens’ Alliance, approve of 
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¢ Acetylene Items of Interest H 
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Au acetylene plant has been installed 
in the Grand View Sanitarium in South 
Windham, Conn. 

The Excelsior Carbide and Gas Machine 
Company, Spokane, Wash., are out with a 
treatise on carbide, acetylene, and the 
merits of their Excelsior carbide gas ma- 
chine. 

Karst & Breher, St. Paul, Minn., are 
mailing on request or suggestion a nug- 
get of information on their new “St. 
Paul’ generator, and defy the great 
Northwest to produce a neater little 
catalogue or better acetylene producer 
than comes from their hands. 

Tue 121 town plants in operation and 
near completion in the United States are 
accounted for in the December issue of 
the Acetylene Journal, as a result of five 
years active work in the introduction of 
acetylene for municipal lighting. 

About 88 have been installed the past 
three years and about 45 during the pres- 
ent year, beating all previous records for 
the introduction of new lighting systems, 
especially in towns and villages where 
other municipal lighting would prove im- 
practical from an economic standpoint. 


PDR ELL IED IO Sy 
ACETYLENE 


VS. 
EYEWATER 


Sean hie tmetomotgetvage® 
ARK TWAIN, in his serio-comic 
eyewater and spectacle proposi- 
tion, brought before the world 
in a most forcible manner the 
fact that Germany was the 
most affiicted of all nations with a weak- 
eyed populace, 4nd while the “Father- 
land” may continue to present the 
greatest market for optical remedies, the 
world at large is commenting on the fact 
that all nationalities are degenerating in 
keenness of sight and healthy vision. 
All optical authorities admit the ex- 
tended use of artificial light is to a great 
degree responsible for mankind’s weak- 
ness of vision, yet few persons know, or, 
knowing, stop to consider the effects of 
different artificial lights have on the 
eyesight. 
Eye waters and “specks” are not often 


considered with other remeuies Lor uu- 
man afflictions until we realize that our 
keenness of sight is fast failing—true to 
the spirit of the old Arkansawan: “We 
don’t need ’em’—until the print in the 
evening prayers begins to grow “fine,” 
and the footing of our plumber’s bill can- 
not be distinguished without glasses, and 
then only periodically. 

Every person loves a good light, but 
how many have learned the simple truth 
in regard to the great efficiency of acety- 
lene as a healthful, sight-preserving and 
peculiarly agreeable artificial light? 

How many know that acetylene light 
is the best artificial light man ever pro- 
duced? 

How many know it is nearer the spec- 
trum of the sun than any other artificial 
light? 

That shades of color can be readily 
distinguished by acetylene light? 

That by its light a fine “detail” photo- 
graph is produced, such as‘no other ar- 
tificial light will produce? 

That it will penetrate a foggy or smoky 
atmosphere better than any other light 
except sunlight; that it is a healthy light 
for plants and foliage, and produces a 
wonderful fascinating effect in illuminat- 
ing foliage or flowers; that acetylene is 
produced from nature’s elements: lime, 
coal, and water, and will not poison to 
the extent of asphyxiating, like coal or 
water gases; that it gives off no odor 
when burning, but has a very strong odor 
when escaping, allowing its easy detec- 
tion when escaping from a leaky fixture, 
pipe or generator? 

That it produces a brilliant, steady 
flame, entirely free from odor, smoke or 
soot; that the acetylene light flame pro- 
duces about the same degree of heat as 
incandescent electric light per candle 
power of light (less rather than more) ; 
that its perfect combustion and “cool 
flame’ does not vitiate the air as coal 
gas, water gas, or (the most unhealthy 
of all) gasoline vapor gas, when burning, 
thus proving the most sanitary light pro- 
duced; that acetylene light is the most 
effusive of all artificial lights; that its 
“soft” rays, used by the night worker, 
student, reader or mechanic, will keep 
the eye young longer than any known 
light except sunlight? 
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Editor PLuMBpRS’ TRADH JOURNAL: 

In reading your article in TH PLUMBDRS’ 
TRADH JOURNAL I be came somewhat inter- 
ested in the subject of acetylene installation. 


I intend to take a trip somewhat out of the 
beaten track. * * * J desire any informa- 
tion you may have at your disposal, in way of 
installation of the system you advocate, to- 


gether with approximate cost, size of mains, 
whether cast or wrought pipe; whether pre- 
cautions must be made to place drips on mains 
or services, or to grade to certain points; tme 
usual gas rate charges. If effected by frost 
(a point I notice you dispute). Whether pip- 
ing run according to N. Y. Gas Rules would 
effect the proper working. By this I mean 
pipe of ample size, say one-half drops to all 
save hall and kitchen, where threeeighth 
drops are usually run to supply one light pend- 
ant. I am aware of tasking you with a num- 
yer of questions, but believe there is a possi- 
wWity of doing good to both. The population 
of town is between 7,000 to 10,000. Thank- 
ng you for any information to me as I contess 
?osolute ignorance of the subject. 

San Francisco, Cal. J. McC. 

Instructions for installing acetylene 
generators vary in detail as the ditterent 
makes of apparatus vary in detail of 
construction, but there are general rules 
and regulations that apply to most all 
automatic apparatus. 

The consulting engineers of the Na- 
tional Board of Fire Underwriters make 
the following rules for installation of 
acetylene apparatus: 

CLASS A. 
STATIONARY AUTOMATIC APPARATUS. 

1. FounpDarions—a. Shall, where practic- 
able, be of brick, stone, concrete or iron. If 
necessarily of wood they shall be extra heavy, 
located in a dry place-and open to the circula- 
tion of air. 

The ordinary board platform is not satis- 
factory. Wooden foundations shall be of 
heavy planking, joists or timbers, arranged so 
that the air will circulate around them and 
so as to form a firm base. 

b. Shall be so arranged that the machine 
will be level and unequal strain will not be 
placed on the generator or connections. 

2. LocArion.—a@. Generators should be plac- 
ed in houses constructed and located as speci- 
fied in Rule 9. 

b. Generators shall be so placed that the 
operating mechanism will have room for free 
and full play and can be adjusted without 
artificial light. They shall not be subject to 
interference by children or careless persons, 
and if for this purpose further enclosure is 
necessary it shall be furnished by means of 
slatted partitions permitting the free circula- 
tion of air. ; 

c. Generators which from their construction 
are rendered inoperative during the process 
of recharging shall be so located that they can 
be recharged without the aid of artificial 
light. 

d. Generators shall be placed where water 
will not freeze. 

3. EScAPES oR RpLigr Pipps.—Hach gene- 
rator shall be provided with an escape or re- 
lief pipe of ample size; no such pipe to be less 
than three-quarters inch internal diameter. 
This pipe shall be substantially installed, 
without traps, and so that any condensation 
will drain back to the generator. It shall be 
earried to a suitable point outside the build- 
ing, and terminate in an approved hood lo- 
cated at least twelve feet above ground and 
remote from windows. : 

The hood shall be constructed in such a 
manner that it cannot be obstructed by rain, 
snow, ice, insects or birds. 

4. Capacitry.—d. Shall be sufficient to fur- 
nish gas continuously for the maximum light- 
ing period to all lights installed. A lighting 
period of at least 5 hours shall be provided 
for in every case. 

b. Generators for conditions of service re- 
quiring lighting periods of more than 5 hours 
shall be of sufficient capacity to avoid recharg- 
ing at night. The following ratings will us- 
ually be found advisable: - 

(1) For dwellings, and where machines are 
always used intermittently, the generator 


should have a rated capacity equal to the total 


number of burners installed. 

(2) For stores, opera houses, theatres. day 
run factories, and similar service the gener- 
ator shonld have a rated capacity of from 
thirty to fifty per cent. in excess of the total 
number of burners installed. 

(3) For saloons and all night or continued 
service, the generator should have a rated ca- 
pacity of from one hundred to two hundred 


per cent. in excess of the total number of 
burners installed. 
c. A small generator should never be in- 
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stalled to supply a large number of lights, 
even though it seems probable that only a few 
lights will be used at a time. An overworked 
generator adds to the cost of producing acety- 
lene gas. 5 

5. CARBIDH CHARGES.—Shall be suflicient to 
furnish gas continuously for the maximum 
lighting period to all burners installed. In de- 
termining charges lump carbide shall be esti- 
mated as capable of producing 44% cubic feet 
of gas to the pound, commercial 44-inch car- 
bide 4 cubic feet of gas to the pound, and 
burners shall be considered as requiring at 
least twenty-five per cent. more than their 
rated consumption of gas. 

6. BuRNERS.—burners consuming one-half of 
a cubic foot of gas per hour are considered 
standard in rating generators. ‘Those having 
a greater or less capacity will decrease or in- 
crease the number of burners allowable in pro- 
portion. 

Burners usually consume from twenty-five 
to one hundred per cent. more than their 
rated consumption of gas, depending largely 
on the working pressure. The so-called 14-foot 
burner when operated at pressures of from 
20 to 25 tenths inches water column (2 to 
2% inches) is usually used with best economy. 


7. PrpIng.—a. Connections from generators 
to service pipes shall be made with right and 
left thread nipples or long thread nipples with 
lock nuts. All forms of unions are prohibited. 

b. Piping shall, as far as possible, be ar- 
ranged so that any moisture will drain back 
to the operator. If low points occur of ne- 
cessity in any piping, they shall be drained 
through tees into drip cups permanently clos- 
ed with screw caps or plugs.. No pet-cocks 
shall be used. ; 

c. A valve and by-pass connection shall be 
provided from the service-pipe to the blow-off 
for removing the gas from the holder in case 
it should be necessary to do so. 

d. The schedule of pipe sizes for: piping 
from generators to burners should conform to 
that commonly used for ordinary gas, but in 
no case shall the feeders be smaller than three- 
eighths inch. 


The following schedule is advocated. 

8% inch pipe, 26 feet, three burners. 

¥% inch pipe, 30 feet, six -burners..— ~ 

% inch pipe, 50 feet, twenty burners. 

1 inchpipe, 70 feet, thirty-five burners. 
1¥% inch pipe, 100 feet, sixty burners. 

1% inch pipe, 150 feet, one hundred burn- 


ers. 

2 inch pipe, 200 feet, two hundred burn- 
ers 

2% inch pipe, 300 feet, three hundred burn- 
ers. 


83 inch pipe,450 feet, four hundred and 
fifty burners. 

3% inch pipe, 500 feet, six hundred burners. 

4 inch pipe,600 feet, seven hundred and 

fifty burners. 

e. Machines of the carbide-feed type shall 
not be fitted with continuous drain connections 
leading to sewers, but. shall discharge into 
suitable open receptacles which may have such 
connections. _ 

f. Piping shall be thoroughly tested both be- 
fore and after the burners have been installed. 
It shall not show loss in excess of two inches 
within twelve hours when subjected to a pres- 
sure equal to that of fifteen inches of mercury. 

g. Piping and connections shall be installed 
by persons experienced in the installation of 
acetylene apparatus. 

Never test the generator or piping for leaks 
with a flame, and never apply flame to an out- 
let from which the burner has been removed. 

Never use a lighted match, lamp, candle, 
lantern or any open light near the machine. 

Failure to observe the above cautions is as 
liable to endanger life as property. 


A town of 7,000 to 10,000 population in 
the territory described would require a 
plant with capacity for 5,000 to 7,000 
lights, or not less than 3,500 light 
capacity, and the cost of a generating 
plant would approximate $3,000 to $5,00u. 

Presuming 50,000 feet of “main” pipe 
is used, 2,000 feet of 4-inch, 3,000 feet of 
38-inch, 20,000 feet of 2-inch, and 25,000 
feet of 114-inch, l-inch and %-inch would 
be approximately proportionate. 

Wrought iron pipe should be used ex- 
clusively, and drip traps provided at all 
low points in piping under ground. 

The piping can be laid on or under the 
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A Few 
of Its 
Advantages 


Patented Metallic 
Loop which cannot 
break or burn out. 


Nickel Wire Sup- 
ports which will-not 
bend. 

No visible shrink- 
age. 


Highest possible 
candle power. 
Will outlast 10 


other mantles. 


Superior Facilities en- 
able us to give Bet- 
ter Quality for Less 
Money than any 
other Manufacturer 


Write for our 
new Illustrated 
Catalogue 


RARITAN MANTLE CoO., 
7&8 Chatam Sq., NEW YORKCITY. 
Largest Mantie Manufactory in New York City. 
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SEND FOR OUR 


CATALOGUE |) 


GAS FITTER’S 
HANDY RERERENCE BOOK 


ILLUSTRATING, 


GAS FIXTURES 


INCAN me vente NTeee BURNERS, 
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GAS ELECTRIC COMBINATIONS 
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orrree & racroay > *° SALESROQMS 


454-452 MILWAUKEE AVE. 52-54 LAKESTREET 
CHICAGO .U.S.A. 


R 


Milbradt’s Rolling 
Shelf Ladders 


are made to fit all kinds of high 
HHH shelvings. and are guaranteed to be 
Hit satisfactory in every respect. Send 
4 for catalogue and prices. 


JOHN CALANDER, 
146-148 E. 8th St., St. Paul, Minn. 


Bestin the world. Sznp ror CaraLocus 
Write for delivered prices. 
H. F. LEWIS & CO., Lrtp 
316 Baronne St., NEW ORLEANS, LA 
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ENG S eS y 


IVE the highest ef- 

ficiency and are 

the most satisfac- 
tory 


The fine gas apper- 
tures in the Bray 
Acetylene Burners 
will not stop up so 
readily as is the case 
with other Acetylene 
Burners in the mar- 
ket. 


Bray Acetylene 
Burners are protect- 
ed by numerous PAT- 
ENTS THROUGHOUT 
THE WORLD, andare 
all stamped with 
Bray's Name and 
Trade Mark. 


We are Headquarters for all kinds of Gas Burners 
(for Acetylene, Coal Oil, Water or Machine Gas) as 
well as for Lamps and Posts of all descriptions. 


We are also manufacturers of an extensive line of 
Gas and Electric Light Supplies, including a large 
variety of Globes and Shades. 


In fact we make a specialty of anything 
pertaining to Light and Heat. 


ESTABLISHED INCORPORATED 
1851. 1871. 


Write for Catalog “S No. 3” just issued. 
i P. GLEASON MFG. CO., | 
181-185 Mercer St., NEW YORK. | 


It Sells 
Itself 


Wherever introduced. 


Our agents make 
friends and money in 


the sale of it. If 


your county is not 


taken there is money 


in it for you. 


Ghe PROFITS 
are LARGE 


WRITE US. 


She RUSH 
ACETYLENE GENERATOR 
co. 

20 Bristol St. 


CANANDAIGUA, N.Y. 


Bray Acetylene Burners, in their several 
kinds, are the cheapest in the market. 
WRITE FOR PRICES 
WILLIAM M. 


Sole Agents for the United States 
1131 Broadway, New York 


URNERS 
FOR ACETYLENE 


CRANE Co. 


You can control 
with the Reliable 
Water Pressure Reg- 
ulator, and when 
you do this, all your 
troubles of water 
hammer,  bursted 
pipes, leaky faucets 
and valves are at an 
end. 


Descriptive  Cir- 
cular for the asking. 


C. Aneshaensel & Co., 


Indianapolis, Ind. 


Will P 


e Mention 
Fie 


ase 
s Journal when 
isyoHrna to Advertisers 


Subscribers 


Ga H Boe 


CALEN DAR: 


TRADE MARK 


Lighting Problem Solved by 
Carter’s Cellular 
Acetylene Gas System 


CHEAPER THAN COAL OIL, BETTER THAN GAS 
or ELECTRICITY, ECONOMICAL, SAFE, 
S/MPLE and RELIABLE. 


We want Reliable Plumbing Firms 


as Agents to sell the best Acetylene For 1904. 


A 
pparatus on the market. House and grounds. 


Write for terms and territory 


Four sheets 9x12 inches. 
and interior views, in colors, of the New White 
Also pictures from life and 
autographs of the President, Mrs. Roosevelt, Miss 
Alice Roosevelt and the children. 


Exterior 


A Christmas 


present or holiday card useful for a year. 


FIFTY CENTS 


Remit direct, in st 


Niagara Falls Acetylene 
Gas Generator Co. 


NO ADVERTISING 


amps or cash, to 


The White House Calendar Company, 


[Incorporated | 


Niagara Falls, s . 


1040 Fine Arts Building, Chicago, Ill. 


Liberal discounts to agents and canvassers. 
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ground, 18 inches to 2 
ferred, 

Acetylene is not susceptible to frost, 
but the piping will collect moisture from 
atmospheric conditions if exposed, the 


feet under pre- 


moisture being subject to frost, and as. 


quick changes of temperature are a severe 
strain on long runs of exposed pipe, the 
buried pipe is preferable, though not posi- 
tively essential, in most cases. 

Piping according to N. Y. Gas Rules 
will be sufficiently. large in all cases. 

An average pressure of 25 to 30 tenths 
(2% to 3 inches) water column pressure 
should be maintained at the burner tips, 
and though coal gas requires higher pres- 
sure than acetylene, the same care should 
be taken to make every joint gas tight 
under double the required pressure, as 
one foot of acetylene escaping is equal to 
the loss of 10 feet of coal gas. 

The location of the generating plant 
simplifies the regulation of pressure; a 
low point or medium elevation being pre- 
ferable to a high point. However, the 
operator has control of the pressure, and 
the specific gravity of the acetylene being 
within 10 per cent. of that of air, tie 
pressure can be controlled under most 
any condition. 

Prices charged for gas to consumers 
can be based on the location; $1.50 to $2 
per 100 cubic feet (equal to 1,000 cubic 
feet of coal gas) in territory east of the 
Missouri River States, and $1.75 to $2.5v 
per 100 cubic feet for points on railroads 
in Western territory. For isolated towns, 
where the freights are excessive in com- 
parison, $2.50 to $3 per 100 cubic feet 
would not be excessive; $20 to $30 per 
light (34 feet burners) per year for street 


lighting, and, while a good profit can be. 


made on the investment, the consumer 
will have better and cheaper light than 
can be furnished with electric or coal gas 
plants in isolated territory or towns of 
less than 15,000 or 20,000 population. 


__ oO Oo 
Paterson, N. J. Master Plumbers’ 
Banquet 


N absence of formality and a gen- 
A eral good time were the features 
of the annual banquet of the 
Paterson, N. J., master plumb- 
ers, held in Paterson on the evening of 
the 16th. The affair, which was given at 
“Bretts,’ was attended by about one hun- 
dred members of the association, with 
perhaps some thirty guests, including a 
representative of THe PLumBers’ TRADE 
JOURNAL, and was a success in every way. 
The tables were arranged in horseshoe 
form and made a pretty picture, with 
their decorations and colored lights. 
While the caterer left nothing unthought 
of in the gastronomic line, a great credit 
for the success of the banquet goes to the 
committee in charge. 

At the conclusion of the banquet J. H. 
White, who sat at the head of the table, 
made a short address of welcome. Mr. 
White was specially happy in his re- 
marks, and made a precedent for brevity 
and directness unusual at after-dinner 
times. Mr. White was followed by George 
S. Aldous, of Passaic, president of the 
State association. Mr. Aldous compli- 
mented the Paterson plumbers upon their 
splendid organization, and touched ina 
general way upon the advantages of the 
association. A point of Mr. Aldous’ re- 
marks was of the peculiar benefit result- 
ing from a union of general interests and 
the promotion of friendly feeling. Mr. 


Aldous made a special plea for the pass- 
ing through the Legislature of the bill 


‘providing for the licensing of journey- 


men and master plumbers. 

Other speakers were called upon for re- 
marks, among them the representative 
of ‘THE PLUMBERS’ TRADE JOURNAL. A 
number of municipal officers of Paterson 
were in the company, among them mem- 
bers of the Street Department and Board 
of Health. The evening was made gayer 
with songs and music, and the whole 
affair lasted long after the midnight hour. 
The members of the committee in charge 
were J. H. White, James T. McNab, R. 
Quinn, William McKeown, George O’Neil, 
and William Delhagen. 


_————e 4+ ao 
The Anderson Lead Pipe Coup- 
ling and Lead Pipe Expanding 
Pliers 


In presenting to the trade their patent 
coupling The Anderson Coupling Co., of 
Portland, Conn., do so with full confi- 
dence that they will fulfill every require- 
ment of a lead pipe coupling, and with 
perfect satisfaction. In connecting two 


lead pipes, these couplings make a com- 
bination of union and joint. They are 
easily and quickly adjusted, and can be 
coupled or uncoupled again when neces- 
sary. The advantages of these couplings 
from lead to iron pipe, is the combina- 
tion of union, joint and nipple. These 
improvements make them very desirable 


the ends of lead pipe, by use of these 
pliers, there is no danger of stocking or 
bending the pipe. All workmen attaching 
this coupling should be provided with 
these pliers for expedience, and to in- 
sure first-class work. Information re- 
garding coupling and pliers will be 
cheerfully sent on application. 


—_——_—_—_—_—_= #e64 
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AMONG THE PLUMBERS 


Bs AND STEAMFITTERS SS 


R. T. Shaw, of Monitor, Ill, has been 
awarded the contract for plumbing the 
Kangley residence, which is to be occu- 
pied by Daniel Heenan. 

The contract for the plumbing and hot- 
water heating in the new parochial resi- 
dence on Kimberly avenue, New Haven, 
Conn., for St. Peter’s Roman Catholic 
Society, has been awarded to D. F. Kelley 
of that city. 

The heating plant in Public School No. 
81, New York City, will be installed by 
Evans, Almirall & Co., whose bid was 
$30,477. 

The plumbing firm of Dunlap & Rein- 
hardt, in the Harwood Block, Champaign, 
Ill., has recently been dissolved by mutual 
consent. Mr. Dunlap has purchased the 
interest of Mr. Reinhardt in the business, 
and will continue at the present location. 

Otto N. Gay, of Quincy, Ill., is putting 
a new steam-heat plant in his residence. 

The contract for the steam-heating 
plant to be put into the country buildings 
of Elkhorn, Wis., was recently let to Ronk 
& Searles, of Delavan, they being the 
lowest of the bidders. The amount bid 
was $2,647.47. 

The contract for plumbing, gas fitting 
and steam heating the new toilet room 
building and bathroom addition to St. 
Francis’ Orphan Asylum in New Haven, 
Conn., has been awarded to Thomas J. 


x _——— 


articles. In addition to this the coup- 
lings are supplied in the rough, brass 
finished, or nickel-plated and are neat, 
simple and durable. The use of this 
coupling necessitates no special tools, or 
detailed instructions; the whole thing is 
easily understood and can be put on 
with ordinary turnpin and wrench. Even 
their pliers, which are herewith illustrat- 
ed, are not positively needed, but recom- 
mended for sake of convenience and best 
work. 

These lead pipe expanding pliers of 
course are very useful, for in expanding 


Rice of that city. His bid was $2,798. 
Calendars Received 

Among the handsome calendars re- 
ceived by THE PLUMBERS’ TRADE JOURNAL 
is one from the Dowd & King Supply 
Company, of Charlotte, N. C. It is in- 
deed a work of art, being of great credit 
to this enterprising Southern supply 
house. The handsome illustration is 
taken from one of the beautiful plates of 
the Standard Sanitary Manufacturing 
Company, showing a modern arranged, 
thoroughly fitted up bath room. The 


’ 
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days and months of the calendar are 
plain and distinct, and taken as a whole 
it is one of the best we have seen. The 


Dowd & King Supply Co. will no doubt 
send copies of the calendar to any of their 


Southern trade. 
————-_o 904 a —__—_ 
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NEW PLUMBING SHOPS 
TRADE INFORMATION 


Articles of incorporation have been 
granted to the Constructive Sheet Metal 
Works, of New York City, with a capital 
of $20,000. The directors are Thomas 
Reese, Jr., J. R. Reese and H. Rosenburg. 

At Knoxville, Tenn., the M. F. Rouks 
Company has been incorporated with a 
capital of $12,000 to carry on a general 
plumbing business. The incorporators 
are W. A. Kirk, William L. Stout and 
James C. McLaughlin. 

The Hamilton Heating and Power Com- 
pany, of Hamilton, Ohio, has recently 
been incorporated for $10,000. The in- 
corporators were: Peter Gilsdorf, Wil- 
mer §. Brown, John Karfes, Fred. 
Schwenn, Ed. C. Sohngen. 

E. W. Boston, lately from North Da- 
kota, has bought the interest of the junior 
partner in the plumbing house of Barton 
& Loomis, Olympia, Wash., and engaged 
in the business with his nephew, W. E. 
Barton, the well-known plumber. 

The Winona Heating and Ventilating 
Company, of Winona, Minn., has been 
formed, and will have a shop at 112 La- 
fayette street. They will do all kinds of 
furnace and tin work, and will handle 
the Richardson-Boynton furnaces. 

Bromagin & Schultz, of Lexington, IIl., 
late employees of the C. & A. Railway, 
have opened a plumbing establishment 
in that town. They are men of experi- 
en¢e in the plumbing art, and will doubt- 
less make a valuable addition to the busi- 
ness of the city. 

The William Hilenbrand Company has 
been incorporated at Cincinnati, Ohio, 
with a capital of $20,000. The incorpo- 
rators are William Hillenbrand, Harry W. 
Hillenbrand, E. M. Black and Harry H. 
Schwarz. The new company will do 
plumbing and gas fitting. 

Knowledge is Power. 

In the mechanical end of our business is 
represented the ablest heads in our line. 
We give the fitter a superior article, and 
one which never fails to please his custom- 
ers. We refer to America’s Greatest 
Heater, the ‘‘Winchester.” Made by Smith 
& Thayer Company, Boston, Mass.—Adv. 

————__*> $+ + —______ 


Have Established a New York 
Office 

The Wright Manufacturing Company, 
of Detroit, Mich., manufacturers of 
steam traps, separators, and safety water 
columns, has recently established a New 
York office at 12 Pearl street, with Mr. 
James H. Pearson in charge. 

_ OHO ro 
Change of Business Address 


A. L. Bacher, formerly of 566 Superior 
street, Cleveland, Ohio, being compelled 
by increased volume of business to secure 
larger and more commodious quarters, 
has secured the premises at 333 Prospect 
street, east of Erie, where one will find 
a fine line of plumbing, bath tubs, closets, 
wash basins, etc. ; 
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IF YOU ARE 


water or electrolysis, you 


our acid, alkali, and electric 


2 years. It costs no more 
than lead and will not give one-half the trouble, and weighs 
less. It iS no experiment. 

Send for descriptive circular of this and our new style bent tanks. 


Findeisen @ Kropf Mfg. Co., 


Main Office and Factory, 
2lst Place and Rockwell Street, CHICAGO. 


GENERAL 
MANUFACTUR- 


HAVING TROUBLE 


With tank linings giving out 
an account of the action of 


can overcome it by using 


proof lining, guaranteed for 


Delightf 
Comfort 


Nowhere can a piper 
secure more real com- 
fort and ease in thread- 
Ing pipe than in the 
great Geared Die Stocks 
manufactured at War- 
ren, Ohio. And this is 
due to our excellent de- 
sign—tundamentally the 
best, mechanical equip- 
ment and nicety of ad- 
Justment, features 
wherein we excel all 
others, and which makes 
every days use one of 


pleasure and profit. 
When you have occa- 

sion to get another 

pipe machine, by using 


the ‘Borden” you will secure absolutely the best in pipe threaders 
that money can buy. 


WARREN, 
OHIO. 


BORDEN CoMPANY, 


PLUMBING 
SUPPLIES 


Eastern Agents: 
0. CHAN. WELLS, 
and 
WM. A. LOCKE, 
7100 William Street, 
Now York, N, Y. 


1. REGESTERS’ SONS CO., Baltimore, Md 


These 
Essentials 
are fully 
met in our 
up-to-date 


Our New Enameled Ware Catalogue Is Ready 
For the Trade. Send for it To-day 


——————————————————— 


plant. 


GOODS 


THE WHEELING 


FULLY PRICES 
is POTTERIES 60, 
PUAN LEH RIVERSIDE DEPARTMENT 
TEED Wheeling, W. Va., 


U.S.A. 


illustrates our one piece fixture fitted with low down compression 
cocks adjustable brass legs, supply pipes with air 
chamber and flask trap. 
PEDESTAL URINAL SELF-ACTING 


IRON AND BRASS PUMPS, PLUMBERS’ SUPPLIES, ETC. 24 toa iach high! _ 46 incl: back 


HUMPHRYES MFG. CO., ___ MANSFIELD, OHIO. 


off press to our New York office. 


Acetylene is the title of catalog No. 4 
issued by the Epworth Gas Light & Heat- 
ing Co., of Waterloo, Iowa. The intro- 
juction of this handy little book is an 


ed 


| CATALOGUE NO. 4. 


/ Acetylene 
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AR AR RAG Rana AE REGEN 


article cOimpiieu from puviished research 
by Prof. John J. Griffin, of the Catholic 
University of Pennsylvania, and from 
the works of Prof. Vivian B. Lewis, of 
the Royal Naval College, of Greenwich, 
England. The title of the article is “The 
Latest, Best and Safest Illuminant,”’ and 
it is without doubt a masterly treatise of 
the subject. An illustration of the Ideal 
Epworth Generator and a full description 
of its construction and operation is found 
in this catalog. Following this are many 
testimonial letters from users of-the won- 
derful acetylene light. The catalog 
should be in the hands of all the trade 
interested in this light. Write for it and 
mention THE PLUMBERS’ TRADE JOURNAL. 


Steam specialties is the title of a re- 
cent catalog issued by the Standard 
Steam Specialty Company, 542-544 West 
Broadway, New York City. It is devoted 
wholly to steam specialties, which are il- 
lustrated with the catalog. Among some 
of the specialties is the “Utility” pump 
governor illustrated on page 8. This 
pump governor is used to automatically 
govern steam pumps in returning waters 


| Are You wnpey yur enhs 
| Bre you uring your extn: 
Mast you bre witha’ 


TEAM © 
SPECIALTIE 


RO LGING 


NA 


WILDING AMLFIFAH AVEWUE NEW Y 
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of condensation from a steam heating ap- 
paratus in all classes of public and priv- 
ate buildings. It allows the return water 
of condensation to be automatically 
pumped back to the boilers as fast as 


fidvertisers in The Plumbers’ Trade Journal can have their catalogs and trade 
literature reviewed with our compliments in these columns by sending first copy 


large 
Be- 
sides this there are many other special- 
ties illustrated and fully described. This 
catalog can be obtained by writing to the 
Standard Steam Specialty Co. and men- 
tioning THe PLuMmBERS’ TRADE JOURNAL. 


condensed, thereby saving a 
amount of the heat in the water. 


A very artistic and handsome catalog 
of 602 pages has just been issued by 
Rundle Spence Mfg. Co., 61-67 Second 
street, Milwaukee, Wis. This catalog con- 
tains besides its many attractive illus- 
trations of lavatories, baths, etc., twelve 
designs of up-to-date bath rooms, with 
all the accompanying fixtures clearly 
shown. Such a publication, in addition 
to being an ornament on a man’s desk, 
is a very useful article, and one that will 
surely be appreciated by the trade. The 
goods shown within are so distinctly set 
forth, and the accompanying descriptions 
are so complete and easily understood, 
that the catalog is a veritable bureau of 
information to the plumbing trade. The 
Rundle Spence Mfg. Co. is to be highly 


complimented on this catalog, which is 
a true representative of the goods they 
manufacture. It is now ready for the 
trade. In applying for it mention Tur 
PLUMBERS’ TRADE JOURNAL, 


A handsome booklet, replete with 
beautiful illustrations from _ half-tones, 
has recently been received by us from 
Pierce, Butler & Pierce Mfg. Co., of Syra- 
cuse, N. Y. The title of this booklet 
is “Common Sense Heating.” It is a 
short story of modern heating for the 
home with a brief history of how such 
appliances are made, and it is well worth 
while reading: It treats especially on 
the low-pressure steam heating method 
usually called the steam system, and the 
gravity hot water heating method usual- 
ly spoken of as the hot water system. 
In this article it is their purpose to tell 
just how these two systems fulfill, in the 
greatest measure, all the requirements of 
modern and successful house heating. 


They accomplish this task very satisfact- 
orily, and in a very delightful way. This 


booklet should be in the hands of all 


the heating trade. 


In presenting this catalog to the trade 
it is the aim of Morgan & Co., Chicago, 
Ill., by drawings and explanations to so 


Vacuum Heating 


Fae! Eeshony 


thoroughly illustrate the subject that the 
user will understand the principles under- 
lying vacuum heating and that the engi- 
neer will have no difficulty in erecting 
the necessary appliances. There is noth- 
ing complicated about the apparatus. The 
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vacuum system will benefit any low-pres- 
sure steam heating apparatus and where 
care is exercised to make the plant tight, 
the saving effected in fuel consumption is 
almost beyond belief. The trade will be 
benefited by having this little catalog 
for references on that system.’ Write 
Morgan & Co., mentioning THr PLuMmB- 
ERS’ TRADE JOURNAL. : 


C. K. Sober & Porter, of Lewisburg, 
Pa., are sending to the trade a booklet 
for the purpose of presenting it to their 
patrons and those interested in the 
importance of acetylene as an illuminant. 
Illustrated within is this firm’s automatic 


AGENILENE CAS. THE MODERN LICHT PRODUCED BY, 
c. K. SOBER & PORTER'S 
Automatic Gas Generator 


C.K.SOBER & PORTER, 
PATONTEEE, 
LEWISBURG, PA. 


acetylene gas generator. The universal- 
attention that acetylene gas is now caus- 
ing, and the recent interesting conces- 
sions of insurance and gas companies 
bear ample witness to its present im- 
portance and illuminating force. The 
C. K. Sober & Porter Automatic acetylene 
gas generator is entering upon the fourth 
year of its success. It is widely recog- 
nized aS an up-to-date acetylene appar- 
atus. It will benefit the trade to write to 
this firm for their little booklet and when 
doing so to mention THE PLUMBERS’ TRADE 
JOURNAL. 


STRALEY, HASBROUCK & SCHLOEDER, 


John A. Straley 

L. B. Hasbrouck 
Nicholas Schloeder 

C. Augustus Dieterich 


Counselors-At-Law 
Solicitors of American and Foreign Patents, 


257 BROADWAY,NEW YORK,N.Y. 


PATENTS 


and lies 


Patents, Designs, Trademarks,Labels and Copyrights. Patent Causes 


36,594. Lavatory. William C. Peet, New 
York, N. Y., assignor to the J. L. Mott 
Iron Works, New York, N. Y., a corpora- 
tion of New York Filed Aug. 15, 1903. 
Serial number 169,597. 


Ce) 


_———— eS 
36,595. Lavatory. William C. Peet, New 


York, N. Y., assignor to the’ J. L. Mott 
Iron Works, New York, N. Y., a corpora- 
tion of New York. Filed Aug. 15, 1903. 


Serial number 169,598. 


741,208. Flushing-Tank. Wm. A. Will- 
iams, San Francisco, Cal. Filed Feb.14, 
1903. Serial number 148,407. 


O 


742,389. Pipe-Wrench. Frauk D. Bullard 
Los Angeles, Cal. Filed Mar. 26, 1903, © 
Serial number 149,689, 
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Every Master Plumber 
SHOULD HANDLE THE 


PADDOCK WATER FILTER 


Free for 30 days 


THE PAYNE 
FROST PROOF CLOSETS 


Adapted for Cellar and Yard Installation 


To convince you beyond a doubt that The 
Wonderful Doran Lignt will light your 
store better and at less cost than with any 
other kind of light, we will send our outfit 


ey jaa) 
x Ge 
os) <t . . 
eS) S Made in six free on 30 days trial. Let it prove our 
a f claims. If it fails, send it back at our ex- 
ne different pense. lf it succeeds, send us the price. 
ss Z, Send for catalog and price list. 
wa A ACORN BRASS MFG. CO., 
z Oo lengths with 61 Green St., Chicago, Ill, 
= es either pit or = 
Ss rd pitless valves. THE AUTOMATIC 
Ly a 
> tL] 
E No weights, CLIMAX GELLAR DRAINER VALVE 
iL. ‘ . 
chains nor nate 
f Cdl =, 


levers. Does 

It is designed to be placed in the basement 
to filter the entire supply for any size 
building, steam boilers, etc. 


THE PADDOCK WATER FILTER CO. 


330 Vermont St., Buffalo, N,Y. 


not rattle nor 
hammer. 


Our circular 
will interest 


DISCHARGE) 


every plumber. 


ST ll 


i 


Cheap and 
durable 


This is the latest and most improved 
valve of The Automatic Climax Cellar 
Drainer, and will be furnished in all cases 
ms Ee water pressure is Benes This 
ps A ‘5 valve has been designed to reme the 
Pittsburg Brass Mfg. Co., hammering which nag caused sors poe 

—MANUFACTURERS - plaint in the old style. 


Penn Ave. & 32d St., ee PITTSBURG, PA. Combination No. 1 MANUFACTURED SOLELY BY 
C. M. KEMP MFG CoO., Baltimore 


MODERATE force will sep- 

arate a joint which has 

been made with Dixon's Pipe 

Joint Compound, but a broken 

wrench is the result of using red 
lead. Ask for booklet 99-D. 


Combination No. 3 


WRITE FOR PRICES AND DISCOUNTS. 


JoszpH Drxon CRUCIBLE CoMPaNy, 
JERSEY CITY, N. J. 


HNUNAUULYUUUALNLQULELUOQAUOUGEUL GRAAL 
bene nace meme onerd 


25 Years of Experience 


In the SANITARY CLOSET LINE enables us to now offer to 
THE MASTER PLUMBERS DIRECT 
CLOSET COMBINATIONS COMPLETE of every description, 
ENTIRELY OUR OWN PRODUCTIONS. 


Closets, Basins, Urinals, Hoppers, Etc. 


We Manufacture Our Own Closet Tanks, Seats, Tank Boards, Ete. 
Tank Valves, Ball Cocks, Nickel Plated Pipes, Ete. 
allour SANITARY EARTHENWARE to be VITRIOUS. 
We Guarantee our Tanks and Seats to be UP TO DATE IN DESIGN AND PERFECT IN OPERATION. 
our Tank Valves TO WORK OUR CLOSETS TO PERFECTION. 
- We call your attention to our SILENT SYPHON J ET, patent applied for, without Jet Pipe or Rams 
Horn on outside of closet, the acme of perfection in sanitary ware. 


We call your attention to cur CLOSET TANK of wood as well as of earthenware, built on scientific 
principles and guaranteed not to sweat or pull apart. 


ALL OUR GOODS bear our 
REGISTERED TRADE MARK 


No Order too large for our capacity. None too small for our prompt and careful attention. 


Columbia Pottery & Mfg. Co., Kokomo, Ind. 
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A Splendid Chance for a Most 
Desirable Set of Books 


In this edition of Tur PLUMBERS’ TRADE 
JOURNAL there is offered to all those in 
our trade who are book lovers, an op- 
portunity to secure, at the most reason- 
prices, 


able of ‘‘Ridpath’s History 


of the kEThese books are of- 
fered in sets by Merrill & Baker, of 9 E. 
16th street, New York City, at a payment 
of $1 down and the rest in monthly pay- 
ments of $2, the complete set being sent 
upon first payment. We suggest that 
our readers investigate at their earliest 
opportunity, as Merrill & Baker have but 
a limited supply to be disposed of at this 
special quotation. Sample page and illus- 
tration book will be sent free to any of our 


readers writing them. 
—————s_ oe oo" 


The American Gasoline Gas 
Lamp 


The American Lighting Company, 112 
Michigan street, Chicago, Ill., has adopted 
a style of gas lamp that they call the Am- 
erican Gasoline Gas Lamp. This lamp 
has without doubt many points of obvi- 
ous excellence. The chief claim of the 
manufacturer is that this lamp is so safe, 


simple and durabie, besides being suit- 
able for interior and out of door light- 
ing. They manufacture seventy-five dif- 
ferent styles of this device, and also a 
full line of gas lamp supplies. All of 
their goods are fully guaranteed, and 
they offer special inducements to respect- 
able dealers to introduce and handle 
them. A word will bring any informa- 
tion desired regarding conditions, price, 
ete. 


——_____* > «4 <—______ 


Kewanee Air Pressure Tank 


The Kewanee Pneumatic Water Supply 
Company, of Kewanee, Ill., are having 
unprecedented success in the exploiting 
of their “Kewanee” air pressure tank. 
Tne chief purpose of this tank is to sup- 
ply water to farms, country homes and 
ull points beyond the reach of city water 
mains. The tank is placed in the base- 


ment and delivers water by force of com- 
pressed air. 


It costs less, they claim, 


than an elevated tank and tower, more- 
over it cannot freeze or blow over and 


lasts a life-time. A very important feat- 
ure is that it furnishes water supply and 


The Kewanee Air Pressure Tank, Manufactured by 
the Kewanee Pneumatic Water Supply Company of 
Kewanee, Ill. 


successful season in that line. The illus- 
tration on this page is one of the many 


° 


SEITE ne BEE AS EPI EL SWAT TR ITER, 
handsome styles of lavatories manufact- 
ured by this firm. Besides being very 
ornamental this lavatory is useful, and is 
constructed of the best material obtain- 


A Production of the Warren, Balderston & Co. 


fire protection equal to city water works. 
Send for the firm’s catalog, mentioning 
Tuer PLUMBERS’ TRADE JOURNAL when do- 
ing so. 

ts 


Warren, Balderston @ Co’s 
Lavatory 


Warren, Balderston & Co., of Trenton, 
N. J., who are dealers in plumbers and 
steam fitters’ supplies, make a specialty 
of sanitary goods, and have had a very 


able, the highest class of workmanship 
being employed in its construction. Such 
an article is surely a good trade winner 
and the trade should write for further 
particulars, mentioning Tur PLUMBERS’ 


TRADE JOURNAL. 
—_—__—_—__€@> @-¢ ~—_____—_ 


Success Carborundum Grinding 
Wheeland Bracerand Force 
Feed Drill 


Luther Bros. Co., North Milwaukee, 


The Plumbers’ Trade Journal, Steam ard Hot Water Fitters’ Review 


Wis., are manufacturers of the ‘‘Success” 
carborundum grinding wheel, of which 
we give an illustration. Every plumber 
should have this wheel in his outfit. 
principal features are that it is equipped 


.with two carborundum wheels and com- 


plete polishing outfit, consisting of felt 
wheel coated for use and cloth buffers 
with the necessary polishing compound 
for plumbers to polish up rough or fin- 
ished brass. 

. We also give an illustration of Luth- 
er’s combination brace and force feed 
drill. The special feature of this drill 


; 


is that in order to operate it full strength 
is not required because the chain does 
the pressing on, and moreover, any pres- 
sure desired is had by simply turning 
the feed wheel. Another-good point is 
that there are ball bearings between the 
chuck and feed wheel sleeve, consequent- 
ly reducing friction to a minimum. 
Luther Bros. will gladly give any infor- 
mation regarding these two devices, if 
THE PLUMBERS’ TRADE JOURNAL iS men- 
tioned. 


ee 
Eastern Agents for Ohio Firm 
Mitchell & Van Meter Company, of 247 
Centre street, New York City, have been 


appointed eastern agents for the Humph- 


reys Mfg. Co., of Mansfield, O. 
—_———s?-9- +o 


Moved Into Larger Buildings 
The American Steam Gauge & Valve 


Company have recently moved into their © 


new and larger buildings at Hyde Square, 
Mass. This will give them increased 
facilities for successfully handling their 
large business. 


To Make Improvement in Green 
Houses 

_ The plumbing firm of Keene Bros., of 
Toledo, Ohio, has been called upon by 
the Board of Public Service to submit 
an estimate for making the Walbridge 
Park green houses practical growing 
houses by making such changes in the 
heating system as to increase the tem- 
perature. The Shaw-Kendall Company 
has already submitted an estimate, and 
the board proposes that the work shall 
be done in the very near future. 


Its 


> iets fal 
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goss ee The Design 
Speakman’s Double Slate ||| le Ta ia 


Dentilated Urinals = S.. F : WE GUARANTEE THE QUALITY. 
FOR SCHOOLS AND PUBLIC INSTITUTIONS. St sem a Known everywhere as being 


BUILT RIGHT, 


LOOK RIGHT, 


WORK RIGHT. 


The Sanitary Mfg. Co, 


Hamilton, Ohio. 


Sole manufacturers of the 


“HAMILTON GEM” CLOSETS 


“ROSETTE” Hope You are Busy. Mr, Plumber, We Are! 


Excelsior Straightway Back Pressure Yalve 


is simple in construction and well made. Being fitted with the 
Jenkins Disc, it is no.seless and never sticks. Gives long ser- 
vice, and can be relied upon atall times. Can be quickly thrown 
in and out of use without taking valve apart. Ib offers no re- 
sistance to the steam when wide open. 


JENKINS BROS.. New York. Boston. Philadelphia. Chicago. London. 


HIGH GRADE HOT BLAST TOOLS. 


© You have not done justice to yourself until you have tried 
© our Bonanza Furnace for all around work. It is equipped with 
g our latest improved non- carbonizing burner and produces a braz- 
ing heat and is very economical in consumption of fuel. The 
top is removable and can then be used for burning off paint, 
thawing water pipes, etc. Tank is made of heavy brass, NOT 
22 TIN, highly polished, an everlasting tool. Every one fully guar- 
anteed, sold by jobbers at factory price, or send us $4.50 and 

Sg we will ship direct 


° 
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¢ 
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BONANZA. 


heads to catch filth. The slate overflow flush box at top provides 
a perfect sheet of water flowing over the back at alltimes. The 
ventilating duct leading from the space between the two backs, is an 


important feature. ICE LEW IS & SON, LIMIIED. 
We make this Urinal in any number of stalls, also to set directly od 


against the wall. The solid slate waste trough carries a body of water IMPORTERS AND DEALERS IN 
two inches d t all times, and th ists in keeping the fixt lean. 

ee ees ces. ||| PLUMBERS SUPPLIES, HARDWARE, TILES, MANTLES, EI, 
ces erie ad bao wil be pled tceand you furtherpartiouians et -__TORONTA. CANADA 


SPEAKMAN SUPPLY & PIPE CO. “6 Plumbing Material 
) : WILMINGTON, DELAWARE. ; AND Sanitary Specialties 


New York Agent, CHAS. G HEWISON, Room 520 Townsend Bldg., Broadway & 25th St. 
a The JAMES ROBERTSON MFG CO., + Baltimore, Md. 


‘6 7? SOIL PIPE CEMENT—Sure Cure 
SECURO for Leaky Joints, Sand Holes, Cracks, etc, 
Trial Order of Half Doz. Sticks $1.00, Postpaid. 


Write for Catalog of our Publications, Tools, Ete. 
R, M. STARBUCH, - ~ . Hartford, Conn. 


HE easiest to keep clean of any Slate Urinal made. No kneesor bolt 
WHITE MFG.CO., Chicago, Ills.,U.S.A. 


20 OF ST. LOUIS MODERN SCHOOLS’ 
BESIDES MANY PUBLIC INSTITUTIONS THROUGHOUT THE COUNTRY 
. .« ARE EQUIPPED WITH . 


(N yelson Ventilated Individual 
"4 _Bow! Latrines and Urinals 


Perpetual Hot Water as Furnished by the 


Kuud Instantaneous Auto- 
matic Gas Water Heater 


Sa luxury that, aftera few weeks’ use, 
becomes anecessity, The combination 
thermostatic and pressure valve con- 
trol as employed only in the RUUD 

represents the highest achievement in 
Automatic Gas Water Heaters. 
WRITE FOR NEW CATALOG. 


NEW SYSTEM + PERFECT SANITATION | 


ARCHITECTS ARE INVITED TO WRITE FOR 
**Nelson’s Blue Book on Sanitary Appliances”’ 
JUST PUBLISHED 


N. 0. NELSON MFG.CO., — St. Louis. 


RUUD MANUFACTURING COMPANY. | 


307 Wood Street - PITTSBURG, PA. 


EH. OSWALD, New York Agent, 20 Warren St. ; 


42 


Richmond Heaters 


We herewith give illustrations of a 
boiler and tank heater manufactured by 
the Richmnod Co., Norwich, Conn. This 
company has for thirty-five years enjoyed 
a unique reputation among manufactur- 
ers of heating apparatus founded upon 
the quality of its goods. Without resting 
on any pedestal of past achievements, 
they are planning to put even more ex- 


pense and effort into their manufacturer. 


From the standpoint of the user, the vital 
points of a steam or hot water boiler are 
efficiency, economy and durability, and 
it has been their constant study to em- 
body these three qualities to the greatest 
possible extent in the Richmond. At 
present they offer to the trade a complete 
assortment of steam and hot water boil- 
ers, embodying the latest improved de- 
vices for convenience, cleanliness and 


self-regulation. They claim that the 
quality of the iron they now use in the 
manufacture of their heaters is of the 
highest quality, and that not a pound of 
scrap iron or cheap pig has ever been 
used by them. The security thus offered 
for the durability of Richmond boilers is 
worthy of consideration, and the trade 
should write the company, mentioning 
THE PLUMBERS’ TRADE JOURNAL. 
© 6484 q—~——___. 


Marsh’s Improved Automatic 
Double Expanding Steam Trap 
or Thermostatic Valve 


The cut represented herewith is a dou- 
ble expanding steam trap, manufactured 
by Jas. P. Marsh & Co., 224-226 Washing- 
ton street, Chicago, Ill. The important 
features of this trap are found in the fact 
that there are two expanding members, 
the seat being formed on the lower one 
which has a large opening and is located 
opposite the supply or inlet connection. 
The upper member is constructed to re- 


tain its expansion until all water has 
been’ removed. A special feature in con- 
nection with this trap is the by-pass 
or blow-off valve. Moreover, the trap 
can be thoroughly cleaned without break- 
ing, and joints or disturbing the adjust- 
ment by opening the blow-off valve when 


Marsh’s Improved Automatic Double Expanding Steam Trap or Thermostatic Valve 


pressure is on. They claim that from 
their experience in the manufacture of 
thermostatic valves, that this is a very 
important feature, as it overcomes the for- 
mer great objection found in them when 
attached to a radiator in connection with 


factured by The Goulds Mfg. Co., Seneca 
Falls, N. Y. That it has been a success 
with this firm is an undeniable fact, if 
one is to judge from their sales. The 
most important feature of this water lift- 
er is the fact that it is perfectly auto- 
matic; it stops and starts as the water 


Bs: “1 | | 
l I 


is used, no storage tank therefore being 
needed. Such a device ought to bea good 
trade winner, and it will be to the advan- 
tage of the trade to learn more about it. 
Any information will be gladly given by 
The Goulds Mfg. Co., if when requesting 


Pi taeha ih pivetutnn uate Re Sl eo eas Cpe Ceti 


“New Duplex” Water Lifter, Manufactured by the Gould’s Mfg. Co , Seneca Falls, N. Y. 


Sates soteca US Ro ee ghee FG Res TaN ea ae gt ping 


a vacuum system of steam heating. An- 
other excellent quality in the Marsh steam 
trap is that the outlet being lower than 
the. inlet, there is no possibility of freez- 
ing, nor can grease or oil from the en- 
gine or apparatus to which it is attached, 
in any way affect its successful operation. 
For further particulars write to Jas. P. 
Marsh & Co., mentioning Tur PLUMBERS’ 
TRADE JOURNAL. 


————__ 0-4 —__—_ 


Gould’s Water Lifter 


We herewith give an illustration of 
Goulds’ “New Duplex” water filter, manu- 


it Ture PLUMBERS’ TRADE JOURNAL iS men- 


tioned. 
——_ 9-0-4 >___—_—_—__ 


The Niagara Falls Acetylene 
G >nerator 

The Niagara Falls Acetylene Gas Ma- 
chine Co., of Niagara Falls, N. Y., has 
been connected with Acetylene gas inter- 
ests since its inception, and it has been 
their constant aim to so simplify a ma- 
chine that it cannot cause trouble under 
any circumstances, even when placed In 
the hands of the most inexperienced per- 
sons. And they have placed it on the mar- 
ket low enough to be within reach of any 
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person desirous of securing this light of 
the nineteenth century. Always with this 
end in view they have spared no pains or 
expense to improve from time to time, 
their apparatus, so that it is now so per- 
fect that practically all objectionable fea- 
tures than can be cited against the acety- 
lene gas machine have been eliminated. 


It is constructed of heavy gaivanized sheet 
steel, all riveted work, which insures 
durability and long life. The operation 
of the machine is simplicity itself, and its 
care requires less time and intelligence 
than does a single kerosene lamp. Fur-— 
ther information will be sent upon re-. 
quest. 


8 a 
Gem Heaters 


We herewith give an illustration of one 
from the many styles of heaters manu- 
factured by Abendorth Bros., 109-111 
Beekman street, New York City. In pro- 


ducing the “Gem” heaters it is the aim 
of the manufacturers to furnish to the 
trade a heater that only first-class ma- 
skilled workmanship and scien- 


terial, 


s 
tific construction can produce. Thé 
favor with which the “Gem” heater has 
been received has vindicated their pria- 
ciple of construction and the general ex: 
cellence of the material used. The pri 
cipal features of these heaters are th 
they are safe, durable, efficient, and ecd- 
nomical. Such excellence combined m 
without doubt attract the attention 
the trade. Write for Abendorth Br 
Catalog No. 36, and it will be sent 
THE PLUMBERS’ TRADE JOURNAL is me 
tioned when writing for it. 
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* PLUMBING and STEAM SUPPLIES 


LTT do EDIE TIED Ld ARR RARER EIS 


T is an acknowledged fact 
| that the weakest point in a 
Ball Cock is the seat, which 
becomes corroded by _ the 
water, wears out and generally 
in a short period of time, ren- 


ONS ee nailer emesis i ball cock absolutel 
with High Pressure Attachment. dering the y 


worthless. 
The N. C. is perfectly noiseless and can never wear out. 
Also a Complete line of all plumbing material 


Joseph H. Young, 224 Franklin St., Boston, Mass. 


1812 SOLDER SECRETS 1902 


It’s an open secret that nine times out of ten, solder branded half and half will not stand 
the assayer's test. The buyer can be sure he is getting his money's worth only by analysis— 
which is expensive; or by depending upon the maker’s word. 

Our solder branded “4 & 14 ’is half new tin and half new lead; nomore, no less. Our other 
brands are exactly what we say they are. 


Your Guarantee—Our reputation for straightforward dealing covering 90 years. 


Our Brands are: WARRANTED BRUCE & COOK 16 & 4; No. 1 BRUCE 
& COOK, a little cheaper in price, but excellent quality for general use; EXTRA 
WIPING, which we think a perfect plumber’s solder, though some say it needs 
more lead; REFINED METAL, a cheaper solder, but one that will do good work, 


BRUCE & COOK, 190 Water Street, New York. 
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WAYNE 


WATER HEATERS 
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Work 
Equally 
Well 
With 
Artificial 
Gas, 
Gasoline 
or 
Natural 


ww 


Econ- 
omy, 
Efficien- 
cy, 
Durabil- 
ity. 
Easily 
Con- 
nected, 


Easy 
to 
Cperate 
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ALBERT ROLF, 


1026-28 Broadway, - FT. WAYNE, IND. 


Beoks om Plumbing, Heating, 
Lighting and AES 


To anyone sending one new subscriber to THD 
PLUMBERS’ TRADH JOURNAL, we will mail 
with our compliments, any one of the 50c. books 
named below. 

For two new subscribers, we will give either of 
the following books: ‘‘Kitchen Boiler Connections; 
Hot Water Supply,’’ by Dye; or ‘‘Plumbers’ Text 
300k,’’ by Tower. 

For three new subscribers, we will give either of 
the following books: ‘‘Lawler’s Hot Water Heat- 
ing, Steam and Gas Fitting,’’ or ‘Plumbing 
Problems.’’ 

For four new subscribers, we will give either of 
the following books: ‘‘Steam Heating for Build- 
ings,’’ ‘‘Steam Heating Problems,’’ or ‘‘American 
Plumbing Practice.’’ 

All new subscriptions must be sent by a paid up 
subscriber to entitle sender to any of above 
premiums. 

Acetylene Gas—Its Nature, Properties and 


Teen; yy Go. Bian LHOMPBONS sive ac a cise etlauia mere $1.50 
American Steam and Hot Water Heating 

Practice; 585 illustrations......0.2...05...000 3.00 
American Plumbing Practice..........-+++.s0- 2.50 
C. S. Mersick’s Estimating Book............-- 1.25 
Contract and Est.mate Record Book, by B. H. 

REST hb neat oon odo DOSE DO ROLO Ina amen oreo 1.50 
Dean’s System of Greenhouse Heating, by M. 

1 OY. hs in RETO cero e TOTO C Tt iio c CEP ACE rE COO 2.00 


Drainage and Plumbing, by N. R. Maguire.... 4.80 
Estimate Books for Plumbers and Heating 


Examination Charts. Fer Boards of Health 
and Plumbing Examiners, Price per set, in- 
cluding key to each chart............++++-- 5.00 

txternal Plumbing Work, by John W. Hart... 3.00 

Greatest Instructor in Plumbing, Our bound 
volumes for 1899-1900 (now ready). Two 
yolumes each year; 800 illustrations. Speciai 


rate, LOM CHCH KVOLWME one leisicisicisisivicls.ss'e16 sieve 2.50 
Heating and Ventilating Buildings, by Car- 

DPOHLOLS crap crete vero etaisieve oe lab ercieiste eo erel Aisne revalest seca: 4.00 
Heating and Ventilation. Tables and Formu- 

1H a BS.) Me SCOUING NN erarerscc cate ole alt etetereie:steie (ors 1.50 
Hood on Warming Buildings, by F. Dye...... 6.00 


Hot Water Circulation, by R. M. Starbuck... 3.Uu 
Hot Water Heating and Fitting, by W. J. 


Balad wed rt iirgistatersisisteresyoiaie’s nein aiersrelaieleivie’eate swe 6 2.50 
Hot Water Supply, by F. Dye.........eessses 1.00 
Kitchen Boiler and Water Pipes, by H. Grim- 

HAW) Wieicis cigs Sicleisit olcinie. clnsiciecte sec oie tsiereyis sels -40 
Kitchen Boiler Connections...........e.+.+0+- 1.00 
Lawler’s American Sanitary Plumbing (revised 

second edition) for plumbers............... 2.00 
Lawler’s Hot Water Heating, Steam and Gas 

Hyman B Oc CoC COO TUCOO OU OND ODOC o7 DOE 2.00 
Lead Burning by the Autogenious Process.... 1.00 
Lectures to Plumbers, by J. W. Clarke........ 3.00 


Lighting by Acetylene Gas, Electric Furnace, 
Generators and’ Burners, by W. E. Gibbs, 


rey Else ctetarcretarntetarawsieieciretnisit se arate aieTeipio wiaisla+s scsteca 1.50 
Mechanics’ Companion, by J. M. Scribner..... 1.50 
Modern Sanitary Appliances, by Colyer....... 2.00 
Modern Sanitary Plumbing, by James J. Law- 

TRE a Shes ORO OD AD NS Cr OR CIE RATIO CECI 5.00 
Mcdern Methods of Sewage Disposal, by Geo. 

TO Ea Te Bil trees acs ARR CIAO OIG CUD ORia Go 2.00 
Modern Plumbing, by R. M. Starbuck; illus- 

WVATCC ays tatetyse eicle = (nieivivvsis tele) djelete minielcls nlelv/s\e wisvisiala 3.00 
Plumbers’ Text Book, 300 questions and an- 

swers, by Frank Tower......-secesesescevece 1.00 
Plumbing and House Drainage Problems...... 1.50 
Plumbing, House Drainage, by W. P. Buchan, 1.75 
Plumbing (Dy 1S.) oe ACL Yl ects: c.cle cule wise aie 1.50 
Practical Gas) Fittings sce) cage cies $a's dle.c icles 1.00 
Practical Hygiene, by Currier...............- 1.50 
Practical Hints on Joint Wiping, for begin- 

NEPS +1n APLOMIPIN Give c c.e leye's'eistels «le slaipieieieste west .25 
Sanitary Engineering of Buildings, by Ger- 

Hara’, @ WOkw ls eClO Ch aaa sik ct eteretnatelpiaiae entre nie 5.00 
Sanitary House Drainage; Its Principles and 

Practice; byl. 2. (Coleman... - secre omen 2.40 
S. E, Hendrick’s Directory for Buyers and 

Bellare (s.. 350 oso kana coed otawks Kibale dale ae sa ees 6.00 
Steam and Gas Fitters’ Price Book, by Brown 

GeGreen eOo rs seicictetna sists crisiaee aslo Hols siecle cs 5.00 
Steam Fitters’ Computation and Price Book, 

DY _ Dea ite caicreuie ae casio UM as eple oie elon ve 3.00 
Steam Heating for Buildings, by W. J. Bald- 

AVAIL erste narehenvele eiseleinecsiciels aca cidrnie o's eimvecnialeleisrels 2.50 
Steam Heating Problema sec.c cess vic <cit oe atiasle a's 1.50 
Steam and Hot Water Fitters’ Text Book, by 

Thomas Hae McNeil sc os ccroatetes traces ca neta 1.00 
The Steam and Gas Fitters’ Price Book, by 

Brown & Greene COs cesiecnedescvecscaesees 5.00 
The Turkish Bath, by R. O. Allsop........... 2.50 
The Plumber, by S. S, Hellyer..............+ 5.00 


The Plumbers’ Trade Journal bound volumes 
for the years ’92, ’93, ’94, ’95, '96, contain- 
ing hundreds of sketches of plumbing and 
plumbing devices, practical letters, ete., 
BAGUIP clove cuss aicieie sie sieltie vinie sisiala ais aistact esta, e a Sta sive 4.00 
Questions and Answers on the Practice and 
Theory of Sanitary Plumbing, by R. M. 
StAS DOCK aaielticinis nw eiaisrearnote se o)ete'm.0 8 eiis.e 51s alsiere) 75 


ANY OF THE FOLLOWING BOOKS FOR 50c. 


Boilers, Incrustation and Corrosion, by F. J. Rowan. 

Domestic Electric Work, by W. R. Wittbecker. 

Gas Fitting and Lighting, by William Paul Ger. 
hard. 

Youse Drainage and Sanitary Plumbing, by W. P. 
Gerhard. 

Hot Water and Steam Cooking Apparatus, by F. 
Dye. 

Hydraulic Tables, by P. J. Flynn. 

Mechanics of Ventilation, by Geo. W. Rafter, C. B. 

Recent Practice in the Sanitary Drainage of Build- 
ings, by William Paul Gerhard. 

Sanitary Condition of Dwelling Houses, by Geo. PE. 
Waring. 

Sewer Gases, Nature and Origin, by De Varona. 

Sewerage and Sewage Purification, by M. N. Par- 
ker, Ph.B. 

The Treatment of Sewage, by Dr. C. M. Tidy. 

The Disposal of Household Waste, by W. Paul 
Gerhard, 

Ventilation of Buildings, by W. F. Butler. 

Water and Water Supply, by W. H. Corfield. 
These books are for sale by THE PLUMBERS’ 

‘RADE JOURNAL, P. O. Box 715, New York City, 

and will be sent to any address on receipt of our 

list price. No books sent C. O. D. While these 

books are thoroughly good and instructive reading, 

still we want it understood that we do not recom- 

mend any special one. 
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The Sieben Back Water Flow and 
Stable Drainer 

The sanitary floor and cellar drainer 

we herewith illustrate is manufactured by 

the National Brass Mfg. Co., 617 Adams St., 

Kansas City. The important feature of 


this device is the fact that this drainer 
is made in one piece of cast iron, thus 
obviating the necessity of cement joints 
below the floor, which often give away 
and fill the house with sewerage gas. lt 
is fitted with a perfect ground seat brass 
water valve, and 


back is both air and 


water tight. Moreover, the cleanout is 
level with the floor surface, making access 
very easy. In addition to this, it is pro- 
vided with a perforated interior basket, 
which prevents straw or rubbish from 
getting into the sewer. In order to clean 
the sewer it is merely necessary to lift 
out the basket, and dump its contents. 
Such a drainer ought to be a good seller 
and should interest the trade. Write for 
prices, etc., mentioning Tur PLUMBERS’ 
TRADE JOURNAL. 
Se ES ae ee 


An Inside Lamp 


A light for any indoor room or place 
of business requiring a substantial and 
satisfactory light of great brilliancy and 
far reaching penetration, is surely a de- 
vice worth having. The American Self 
Lighting Lamp Co., of Peoria, Ill., up- 
hold that their inside lamp No. 40, of 
which we give an illustration, fulfils these 


Bee 


makes a fine 


This lamp 
light with from 20 to 50 pounds of pres- 


requirements. 


sure. It is a very pretty design and is 
simplicity incarnate. The manufacturers 
say that it has solved the problem of com- 


The Piumbers’ 


plete generation and combustion, and 
gives a perfect light in all conditions of 
weather. It ought to be a good lamp 
for agents and dealers, and it will be to 
their advantage to write for the firm’s 
booklet giving a full description of same. 
a 


Euclid Laundry Tub 


If one can sell laundry tubs that will 
not leak, his customers will be pleased. 
Besides, if he can guarantee a laundry 
tub not to wear unevenly, with thou- 
sands of holes to collect dirt, thereby 
causing disagreeable odors, his customers 
will want the guaranteed tub. Now, The 
Norcross Co., of Cleveland, Ohio, claims 
that their “Euclid” laundry tub is that 
tub. Without doubt it is very strongly 
built, so that it will practically with- 
stand much hard usage. Moreover, the 
uniform texture and even grain of the 
stone in the “Euclid” warrant absolute- 
ly smooth surfaces. Hundreds of plumb- 
ers are handling these tubs and they have 


er, of which we give an illustration, is 
used in municipal and U. S. Government 
departments, and is endorsed by leading 
sanitary experts. Such a device ought 
to be a ready seller among the trade. 
Therefore write for his descriptive cir- 
cular, which describes it perfectly, and 
mention THE PLUMBERS’ TRADE JOURNAL. 


gg 


Clayton @ Lambert’s No. 37 


gees Torch 


Accompanying this brief article is a 
cut of the No. 37 torch manufactured by 


i 
i | if 


’ i oF 


i; 7. 
Sit 


" if 


lk 


the Clayton & nies Mfg. Co., De- 


The “Euclid” Laundry Tub, Manufactured by The Norcross Co, Cleveland, Ohio. 


SSeS 


been a success wherever they have been 
tried. A word to the Norcross Co. will 
bring any information desired regarding 


prices, etc. 
3 a 


The Braender Automatic Cellar 
Drain 


In order that sanitary conditions may 
exist in a building, it is absolutely neces- 
sary that malodors do not arise from the 
cellar, as is often the case when a cellar 
is poorly drained. Now in order that this 
result be easily attained it is necessary 
to have some cellay drainer that will work 
automatically and at all times. 
Braender, of 47 W. 12th street, New York 


City, realizing this necessity, is putting 
on the market a cellar drainer that he 
claims is practically perfect. This drain- 


Eebilipie 


troit, Mich. This torch is a pint size 
torch. The tank, which is fitted with 
their best pump, holds one pint. In ad- 
dition to this the burner is a strong 
generator, which produces a blue needle 
point flame, which is intensely hot and 
is not affected by wind or zero weather. 
The needle point is double shouldered, 
bringing the seat back in the solid metal, 
which makes it more durable, they claim, 
than burners fitted with tapered shoulder. 
Another important feature is the fact 
that this type of burner does not expose 
the gasoline or vapor to wind or cold, 
as the orifice through which gas flows is 
shielded by the burner tube. The No. 
37 torch will save the user its cost in a 
short time in the saving of gasoline 
alone. Write for further particulars, 
mentioning THr PLUMBERS’ TRADE JOUR- 
NAL, 
—_——_++ 9 + ->—______ 
The ‘‘Corset’”? Valwe 

That it is annoying and disagreeable 

to be continually troubled with imperfect 


_and defective valves is a question beyond 
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doubt. And it is a recognized fact among 
plumbers, steam fitters, etc., that one 
of the most difficult problems in their line 
is to get a valve that is practically per- 
fect; that is, one that is not always a 
source of trouble to the person using it. 
Now the American Valve Meter Co., of 
Cincinnati, O., bearing this in mind, have 
devoted their time and energies in pro- 


ducing a valve that would give perfect — 
satisfaction to the trade. They claim — 
that in their “Corset” valve all the neces- 
sary qualities for this result are found. © 
This valve is made of first class metal, — 
and is assembled by hand, besides being © 
thoroughly tested before leaving the fac- 
tory. This firm also manufactures a com- 
plete line of glove and angle valves, all 
sizes in both, standard and competition; : 
also horizontal and vertical check valves . 
and gate valves, both sliding and station- — 
ary steam. It will benefit the trade tom 
write to the American Valve & Meter Co., 
or to Thos. H. Hutchinson, their selling 
agent, at 101 Beekman street, New York 
City. 

_ OOO ro 
The Reliance Patent Basin Clamp 


John A. Murray, 625-627 Sixth avenue, — 
New York City, is putting on the market 
a patent basin clamp that is a trad 
winner. This clamp is made of heav 
brass and includes all the requirements a 
plumber desires. In fact, it is the inven- 
tion of a master plumber, and he kne ; 
what these requirements are. Among | 
some of the claims attributed to it is the 


fact that it saves money for the plumber, 
for the reasons that no lead is required, 
no caulking and no danger of breaking 
marble slabs is incurred. Moreover, it is 
easily adjusted, thus doing away with all 
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D. SAUNDERS’ SONS, SS pela a JARECKI MFG, CO., 


ERIE, PA. 
BRASS WORK ror STE ae GAS, 
(ee WAT#R and OIL 


fn MALLEABLE anp GRAY IRON PIPE 
“ge FITTINGS, DRAINAGE FITTINGS. 


Pipe Threading and Cutting Tools. Write 
for catalogues showing the inust complete 
line of 1g inch to 16 inches for Hand, Belt, 
Engine, and with Electric Motor Attach- 
ment. We can furnish Bolt Threading 

= g maori ment for these 


machines. 


iF Pe ERIE 
' MaLLEABLE 
UNIONS. 
— Copper Packing 
=F ERI£ Pies 
HANGERS, 
Best Made. 

When one man can do as much as 


four, there’s a saving somewhere— ee : 
wiTHe FORBES PATENT 42% WILLIAMS 


DIE STOCK ——— (7s So praegt Ools CO; 


one man can cut and thread any size ‘ais = 7 
pipe up to 12 inches—and do it quick. Agi My Ss eee | E% MANUFACTURERS OF 
WRITE FOR CATALOG. c | 


THE GURTIS & CURTIS CO. ez ee em “ipe Threading and 
Garden Street, BRIDGEPORT, CONN. i ri yy ee s a a | Rolt Cutting Ma- 


chinery, Special 
Tools, Etc. 


yobs 


STOGKS and DIES 


Threading Pipe 14 to 6 in. The larger sizes have CUTTING OFF attachment. These tools are Lighl, 
Strong, and of Superior Design and Finish. Also 


PIPE THREADING MACHINES 


4 to 18 in.. a or Power. Send for Catalogue to 
32 ATHERTON STREET., - ~ > - YONKERS, N. Y. 


Our Wrench isin use wherever nickel work is done. 
J Our NEW STRAP VISE (better than blocks) is just out. 
ASK YOUR DEALER! 
WARNOCH MANUFACTURING CO., Worcester, Mass. 


BREE and Nickel Pipe Wrench 


way ( WRENCH, 92 cents 
| | HANDLE, Scents | 98 cts. 


Strap of the 
Best Linen. 


Total Eclipse 


A Receptacle for Handle? Pye Piece 1-2 inch Pipe 


Hydrants Resin for the A Sure Grip—NO SCRATCHES 
FIRST—THEN 
and Street Strap. B-L WREN CHC 0..77 Traverse St., Boston. 
Washers... antd 3 
Superior to any other. 
HOT AIR PUMPING ENGINES. 
We make all styles of eee iow Al Puming Weines 
“McNAMARA” pattern which have stood the test of time; they are the 


RIDCR AND THE ERICSSON ENGINES. 


There is only one concern which has stood the ¥ 
test of time, and thatis: 


THE RIDER-ERICSSON ENGINE CO. 


Hydrants, 

All our goods 

w 6strictly first-class, 
Wige high grade and best 
il made. As perfect 
as long experience, 
best machinery and 
workmanship can 
make them. 


Every improvement suggested by our wide ex- 
perience has been adopted. 
Send for catalogue ‘"Bs’’ ‘to nearest office. 


RIDER:ERICSSON ENGINE CO., 


35 Warren St.,N. Y. 40 Dearborn St., Chicago, ~ 
239 Franklin Sts Boston. 40N. 7th St., Phila. 
692 Craig St. ,Mont treal,P.Q.22 Pitt St. ‘Sidney, N.S.W,. 


EVERY KIND FOR EVERY PURPOSE. 
CATALOGUE FREE. 


THE 


Write your deal OSTER MFG & Tehiente-Rey 11, Havana, Cuba, 
er . e 
for prices. IXME.PROSPECT S|, 
Carried in stock by CLEVELAND, ‘ 
all Jobbers, OHIO U.S.A. 


DENNEY IM ROVED 


RIDER & ERICSSON 
HOT AIK PUMPING ENGINES 


Self-Closing. 


“JOHN C. KUPFERLE, 


ESTABLISHED 1857 
ST. LOUIs, - = = MO. 


For Domestic Water Supply 


and always ready for service. Important improve- 

ments patented and NOT FOUND IN ANY OTHER 
ENGINE. J 
Compare the Denney Improved Ericsson Engin> having 
double bearings and connections, heavy cast iron furnace 
with the Old Style Machine with single bearings, spider 
like legs and cheap sheet ir-n furnace. Buy THE BEST. 


5: be operated by anyone. Perfectly safe, noiseless, 


Genuine Armstrong Stocks and Dies, 
Pipe Wrenches, Pipe Cutters, Clamp 
Dogs, Vises, Etc. Pipe Threading and 
Cutting Off Machines for Hand or 
Power. 


Catalogue on Request. 


THE ARMSTRONG MFG. Co. RUMSEY PUMP & MACHINE CO., 


BUILT FOR YEARS BY 


American Machine Co. 


NEW YORK AGENTS, WILMINGTON, DEL. 


Rar or SC iiss 189 Centre St. Bridgeport, Conn. 353 Dey Street, New York. 
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annoying circumstance connected with 
such a task. It ought to interest the 
trade, and the trade should send for a 
sample package containing twelve single 
clamps, the price per box being 60 cents 
net. When sending, mention THr PLUMB- 
ERS’ TRADE JOURNAL. 
—_——_o_+44+—>____ 


Improved Paddock Water Filter 


That there has long been felt the need 
of a water filter that can be kept in good 
condition any length of time, without ex- 
pense or repairs, is known to every plumb- 
er. After four years’ trial, the double 
filter here described has proved a success, 
and is having good sales where it has 
Yeen introduced. The fact that the water 
is twice filtered when the filter is oper- 
ating and that each filter bed is washed 
with water that is filtered through the 


for washing ¢& 


JAltered water 
filter beds 


other filter, makes it easy to keep the 
beds perfectly clean, and as good as when 
first installed. 

The interior of these filters is lined with 
Portland Cement, and the grates are of 
tin plated copper, making rust or corro- 
sion impossible. Every plumber should 
write to the manufacturers of this filter, 
The Paddock Water Filter Co., 330 Ver- 
mont street, Buffalo, N. Y., for further 
particulars regarding this useful device. 

Ss eee 


The Mueller Pipe End Reamer 


The Mueller pipe end reamer, which is 
made by the H. Mueller Mfg. Co., Decatur, 
Ill., is a reamer that is used especially 
in removing burrs. The firm claims that 


their reamer has features original with 
and peculiar to it. 


Among other good 


work, even though partially disabled. The 
cutting is down by three fine steel blades 
set taperingly in a malleable frame with 


a drop forged tool guide. If with care- 


less usage one blade should be ground off 
more than the other, the two remain- 
ing blades will take up the work and per- 
form it with perfect accuracy. This fea- 
ture means a great deal to the fitter in 
his busy season, as the blades will do 
a great deal of work without sharpening. 
Inquiries regarding the tool or its work 
will be cheerfully answered by the manu- 
facturers if in writing them Tur PLUMB- 
ERS’ TRADE JOURNAL is mentioned. 

————_#_»-0-4<>________ 

The Model Strainer 


Foreign substances, such as grit, sedi- 
ment, leaves, sand, etc., very often find 
lodgment on pump _ valves, washers, 
faucets, etc, C. Aneshaensel & Co., of 29- 


33 East Ohio street, Indianapolis, Ind., 
realizing the importance of this difficulty, 
are putting on the market a strainer 
to prevent this scattering of mischief into 
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circular with an illustration of this de- 
vice and particulars regarding it will be 
sent on mentioning THE PLUMBERS’ TRADE 
JOURNAL. 
—_—___>_ 6 4 ~+______ 
Self Lighting Trade Winners 


The accompanying illustration is that 
of a gas lamp made by the Gas Tip & 
Self Lighter Co., 25 West Broadway, N. 
Y. This is used in many cases instead 
of the chandelier. It is constructed of 
brass, in nickel, oxidized and japan fin- 
ish. In this lamp the gas and atmos- 
phere is brought to the mantle in a mixed 
and superheated condition. A special fea- 
ture is that the mantles are clustered to- 
gether and consequently one or more can 
be lighted as required. 

On this page we also give an illustra- 
tion of an aluminum gas tip manufac- 
tured by the same firm. They claim that 


UE 


eR 


é Ges Lamp Made by The Gas Tip & Self Lighter Company of New York City 


3 
Gareuenpranenenar 


every plumbing fixture. It positively 
stops the annoyance and expense of hav- 
ing to take a faucet or valve apart every 


few days for the removal of grit and 
sediment and renewal of washers and 
packings. Plumbers will readily under- 
stand what that means. A descriptive 


More- 
This 


it improves the light 20 per cent, 
over, it cannot rust or corrode. 


firm wants exclusive agents in every city 
for both devices and will willingly send 


samples, etc., if Tur PLUMBERS’ 
JOURNAL is mentioned. 


TRADE 


A Good Tank Lining 


eT ee a 


Perhaps one of the most serious — 
troubles connected with closets and tanks 7 
is the wearing out of the tank lining. 
This difficulty generally arises on account 
of the action of water or electrolysis. 
Now Findeisen & Kropf Mfg. Co., 21st 
place and Rockwell street, Chicago, say 
that this can be overcome by using ‘their 
acid, alkali, and electric-proof lining, 


which is guaranteed for two years. This s 
lining, they claim, costs no more than 
lead, will not give as much trouble, and — 
weighs considerably less. a5 

This firm also makes very handsome — 
styles of bent tanks, one style of which — 
we herewith illustrate. They will gladly “ 
send descriptive circular of both tank lin- } 
ing and tanks if THe PLumeBers’ TRADE 5 


JOURNAL is mentioned by the applicant. 
8 


The Wayne Water Heater 


We herewith give an illustration of the - 
Wayne Water Heater, manufactured by - 
Albert Rolf, 1026-1028 Broadway, Fort — 
Wayne, Ind. This cut shows the heater os 
connected to the side of the boiler with — 
cast-iron jacket and top connection for — 
two sizes for natural, artificial gas or — 
gasoline. Where range boilers are placed - 
in low cellars or in damp places, the — 
Wayne Water Heater can be connected — 


to the side of the boiler, as shown in the | 
illustration. By this plan the boiler and 
stand may be set in any low place, using 
the side connection of the boiler or con- 
necting the pipe direct to the top of the 
boiler. One very important feature is 
that this heater can be cleaned when 
lined up, by removing the spud from 
the top. Write to Albert Rolf for fur- 
their particulars, and when doing so men- 
tion Tur PrumBers’ TRADE JOURNAL. _ 
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There is only ONE BEST 


Combination Air, Force 
and Test Pump. IT IS 


THE PERKES PUM 


Does more work than any other pump on the 
market. Our circular tells you why; better 
write us for one. 

Will test Soil Pipe. 

Will prove Gas Pipe 

LIFT, FORCE oR DISCHARGE. 
Works equally well with air or water. No 
stuffing boxes. All valves on the outside. 


Charles Perkes, 


MANUFACTURER. 


627-629 Arch Street, - PHILADELPHIA, PA, 


Fstablished 1856 


PATENT MARCH 16TH. 1898 
PATENT JUNE 18TH, 1901 


VALVE AND CLEANOUT 


A Perfect Seal Against Sewer Gas, Back Water 
and Vermin 


HE concave-convex form 
2 of the brass clapper, and 
| the manner of seating and supporting it, 

are important features not found in any 
other back water valve. 

The oscillating clapper makes it self-clean- 
ing and renders it impossible for anything 
to find lodgment either on clapper or seat. 

Without the clapper it makes one of the 
most perfect cleanouts now on the market. Write for prices. 

SMITH & ANTHONY CO., Boston, Mass., U.S. A. 


STAMBACH @® LOVE, 50-52 North Seventh Street, 
Selling Agents for Philaie:phia and Vicinity 


We Manufacture a Complete 
Line of Drainage Fittings: 


Send for Catalogs. 


Patented January 13. 1903. 


The most perfect, durable and practical connection between the 
water closet and soil pipe, by its use making the cast-iron system of house 
drainage superior to all others, and dispensing with the LEAD BEND, a 
very weak and objectionable method, owing to its continuous expansion 
under the effects of temperature, its destruction by vermin, corrosion, etc. 

The FLEMING BEND being constructed of cast iron and brass, its 


durability is unquestionable. It is easily connected, making a perfect 
sanitary connection between the water closet and soil pipe, without the 
use of lead bends, brass or lead ferrules. 


Rough in from 10 to 16 in. THE JOHN DAVIS COo., 


Tapped both sides 2 in. 
CHICAGO, . - «ILLINOIS. 


Height of bend to floor plates 8 in, 
Floor-plate extension 21¢ in. 
New York Agent, Chas. G. Hewison, Room 520 Townsend Building, Broadway and 25th St. 


A Pipe Wrench Without An Equal 


A man with a Reed Standard Pipe Wrench will often screw a 
pipe into place while another man equally as good is adjusting 
a chain wrench, or one that requires adjustment in place, This 
wrench adjusts itself instantly to all sizes of pipe within its 
capacity, gripping it firmly with the slightest downward pressure 
onthe handle. Itnever slips. The harder you press down the 
tighter it grips, while the slightest upward pressure on the handle 
instantly releases it. -The action of the jaws is a perfect ratchet, 
each grip being firm and secure. Send for our catalogue ‘‘P’’ 


of Plumbers’ and Steamfitters’ Tools. 


Reed Manufacturing Co., Erie, Pa. 


“Trimo” che Wrench, eight pieesirom 6 in. to —'| p Bl (op 


SPECIALTIES OF THE 


~~ TRIMONT MFG. (0. 


ROXBURY, MASS. 
QUALITY GUARANTEED. 


“Trimo” Bull Dog Wrench, seven sizes. Capac- Any parts found defective will be re- 
ity % in. to 12 in, pipe. 


= Y- Va > 
Ce, @ 
Ss a a= 


eT Molen 
“Trimo” Pipe Cutter, three sizes, 


from % in. to 3 in. 


PATENTED 1894 
T beta (i 


placed without charge. 


Nes LM SE: MMU 


How Does 1 1 his Strike You? 
TRY BEFORE YOU BUY. 


To further deme mstrate to you that our Lighting 
System is a ‘*Money Saver,’ and the most practi 
cal and safest on the market. We wili allow free 
trial for 10 days and guarantee it against imper- 


fection. for two vears. Can you afford to bein 
darkness any longer with this opportunity before 
you? Send in your diagram for estimate. We 


are manufacturers, not assemblers. Avoid cheap 
imitators who demand money in advance. 


_—_— WHITE MFG. COMPANY, 
= 196 Michigan St., 
CHICAGO, U.S. A. 
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Riggs House 


WASHINGTON, D.C. 


The Plumbers’ 


Lit 
smu COLORADO 


Colorado 
California 


Are interesting states to visit at any 
season of the year. Colorado is not 
only a summer resort, nor California 
merely a winter resort. Thro’ train 
service daily from Chicago via the 


Opposite U. S. Treasury, one block 
from the White House. 


Special 


ST. LOUIS AND KANSAS GITY, 


VIA THE PUEBLO GATEWAY, 


— To —— 


COLORADO, UTAH ano 
THE PACIFIC COAST. 


Observation Parlor Cafe Cars,mealsalacarte,and | 
elegant Pullman service, electric lights and fans. 
Double daily service. The scenic line through 
Colorado. Through service to California. 


THE IRON MOUNTAIN ROUTE 


reaches direct from St. Louis, the cities of Memphis, 
Hot Springs, Ark., and principal points in Texas, 
Mexico and’ California. Elegant through servis 
and Dining Cars, meals a la carte, and Iman 
Sleeping Cars with electric lights and fans. 

For further information, apply to 


W. E. HOYT, G. E. P. Agent, 
335 BROADWAY, NEW YORK. 


rates for traveling men; hand- 
somely furnished and decorated; 


table best in the city, 


O. G. Staples, Proprietor. 


HOTEL STE. CLAIRE, 


DELTROM:, ~ MICH, 


Chicago, Milwaukee 
& St. Paul Railway 


Three trains a day to San Francisco 


Rates: 
American 
Plan 


Absolutely 
Fire-proof. 


— 


Aa] $2 50 and $3 
q per day. 
= With Bath, 
$3.50. 


Hot and 
Cold Water 
in Every Room 


i. 


William P, Beyer & Co., Proprietors. 


Carnegie Hill Hotel 


Corner of Madison Ave. and92d St. 


New, modern, fireproof hotel for 
permanent and transient guests, 
overlooking Central Park, New 
York’s best residential section, one 
block from the Carnegie and Slcane 
mansions; easily accessible to 
theatres, shops, etc. 


Bae tok 2 bedrooms and park 
Parlor. 3 bedrooms and bath, 
Rooms for maids and valets, 


Special Yearly Rates. 
Electric lightand long distance tel- 


ephones in each apartment; marble 
bathrooms. 


TRADE-MARK 


“Sequel to the Fencing 
Gir..”" 


Copyright, 1908) Dy 
Chicago & Alto 
Railway. 


ere a. 


ART CALENDAR 


Four graceful poses from life; figures ten inches 
high, ‘Teproduced in colors by a process far su- 


perior to last year’s calendar. Highest example § 


of lithographic art. 


“THE ONLY WAY” 


} (o own one of these beautiful calendars is to 
send twenty-five cents with name of publication 
in which you read this advertisement, to GEo. 
J. CHARLTON, Gen'l Passenger Agent, Chicago 
& Alton Railway, CHICAGO, ILL. 

The best railway line between CHICAGO, ST. 
Louis, KANsAs City and Peoria, Take the 
“Alton” to the St. Louis World's Fair, 1904. 


and one to Denver. A handsome book 
of fifty-six pages descriptive of these 
states, and the new service there sent 
to any address for six cents postage. 


F. A. MILLER, W. 8, HOWELL, 


General Passenger Agent. General Eastern Agent. 
CHICAGO. 381 Broadway, NEW YORK. 


“Three graces of the North Pacific.” 


PORTLAND, 
TACOMA, 


SEAT TLE: 


These are the capitals of a vast territory. A 
region which is an empire in itself, with resources 
sufficient to sustain a population of three empires. 

For particulars as how best to reach this new 
empire from points east of Chicago and St. Louis, 
cail on the nearest agent of the 


NEW YORK CENTRAL LINES. 


A copy of the 52-page Illustrated Catalogue of the ‘‘Four-Track 
Series,” New York Central’s books of travel and education, will be 
sent free to any address on receipt of a two-cent stamp, by George 
H. Daniels, General Passenger Agent, New York Central & Hudson 
River Railroad, Grand Central Station, New York. 


Grand 
Canyon 


of Arizona 


Earth’s greatest wonder— 
the titan of chasms, a mile 
deep, many miles wide. 


Pictures of it: For 25 cents will 
os §86send the season's 
novelty—a Grand Canyon photechrome 
view, uniquely mounted to reproduce the 
Canyon tints. Or, for same price, a set 
of four black-and-white prints, ready for 


ng. 

Books about it: For 50 cents 
(Ea will send a 
Grand Canyon bok, 128 pages, 93 illustra- 
tions, cover in colors; contains articles by 
noted authors, travelers and scientists. 
Wortliy a place in any library Or will 
mail ree pamphlet, ‘‘ Titan of Chasms.’’ 


G. C. Dituarp, General Agent, 
377 Broadway, New York. 


Santa Fe 


The magnificent through train 
service maintained by the 


“Bic Fou rs 


In connection with the 


New York Central, Boston & Albany 
and Chesapeake & Ohio Ry’s, 


includes Buffet Parlor, Cafe-Library, 
Dining and Ooservation Cars, and 
Pullman Sleepers 
TO 
Mountains, 


Lakes, 
Seashore, 
East, 
West, 
North. 
Write for rates and folders. 


Warren J. Lynch, DW. P. Deppe, 
Gen 1 Pass. &Tkt. Agt. Asst. Gen] P. &T.A- 
CINCINNATI, OxTIO. 


18 not only gives a high, glowing,dur- 
able polish to all metals, but the polish 


Bar Keepers Frieud: 


{t will shines on! It benefits all metals, minerals 0: 


while cleaning ae Rape 1 lb box. gas wale le by drug- 
ists and dealers. Send 2c stamp for to George 
illiam Hoffman, 295 E. Washington St. Sea oapalie Ind. 


— 


The Plumbers’ 


SOLDERING 
NIPPLES Axp 
UNIONS. 
PLUMBERS’ 

' BRASS 
WORK. 


IRON-BODY 
FERRULES. 


STOP AND 


PATENT ROUGH WASTE COCKS 
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SMOOTH-ON AUTRE 


A silicated Iron Cement for connecting Bell and 
Spigot Cast-Iron Soil Pipe in place of Lead. 
Joints are easily and quickly made. 

Sold in 5, 10 and 25 pound red labeled tins. 


§ MM 00 T Hl 3 0 N : IRON CEMENT 


RADE MARK No. { 


will repair leaky boilers, piping, etc. It will 
withstand fire, water, steam and oil; it expands 
and contracts the same asiron. Write for cata- 
loguesand prices. Sold in 5,10 and 25 pound blue 
labeled tins. 


SMOOTH-ON MFC. CO., 


672-574 COMMUNIPAW AVE., JERSEY CITY, N. 
Chicago Office, « - ° 61 WN. Jefferson St., Gulaee wt. 


Champion HOT WATER 
Combination HEATERS 


Lakewood. 


**Among the Pines of New Jersey’’ 


A Fashionable Fall Resort 


90 Minutes 


THIS HEATER IS MADE TOR USE IN BARBLR SHOPS 


- Mt J 
Capacity three gallons 


from 


New York 


Reached by the 
NEW JERSEY CENTRAL 


Its palatial hotels are famed for their 
perfect cuisine and its sports include all 
popular pastimes. 


waren surety | : 
ve > 
Sreect main & 


A Descriptive Book will be sent 
upon application toC.M BURT, 
General Passenger Agent, New 


Ohe 


ADOPTED 
q AYRES ee 
aN. INLET DEPARTMENT 
: Up AEMEAXS |] oF suns 
\) OF GREATER 
Reve UF eat 
OUTLET || “VY 
THE HART-AYERS || FOR SALE BY 


PLUMBING CO., 


4th Aveand Degraw St., 
BROOKLYN, N.Y. 


DEALERS ONLY. 


The ADAM 
> INSTANTANEOUS 
-, WATER HEATER 


SOLD ONLY TO THE TRADE 
MANUFACTURED BY 
W. J. ADAM, 


JOLIET, ILLS. 
Send for Latest Catalogue 


Subscribers 


: RING 

It is efficient. It is durable. SECTION 

It is compact. It is non-rustable. 

It has a large cone-shaped heating surface and Two or 
the heating cone can be easily taken apart for more can 
the removal of scale and other deposit. be used 

for large 
WRITE FOR A CIRCULAR AND DISCOUNT. capacity. 
The RANSOM & RANDOLPH CO., ae 
515 Jefferson St., TOLEDO, O enon 
Can be 
- Will Please Mention usedalone 
This Journal whe or with 
Writing to Advertisers one or 
more rings 
for large 
AUTOMATIG GELLAR DRAINER capacity. 


JULIAN 


Will automatically force out water 
from any source in Cellars, Wheel- 
pits, Foundations, Ditches, Pit Exca- 
vations and other places. 


They fit any furnace and will heat 
portions of the building where hot air 
will not flow. 


Made from 50 to 700 ft. capacity. 
Write for Prices and Descriptive Pamphlet. 
FRANK D. STOLZ, 


156 Webster Ave., - Chicago. 


UR NEW BinwerR. a id 
handy arrangement for “holding THE 
PLUMBERS’ TRADE JOURNAL,-Will be sent 


FREE to any subscriber sending us a | 
new subscripticn, or sent post paid for & 
85 cents. 


Send for complete catalogue of 
CURTIS ENGINEERING SPECIALTIES. 


D’ESTE COMPANY, 


MASS. 


24 Canal St., BOSTON, 


Slate 


JENNISON ADJUSTABLE ed PEDESDRAL 


7 7 TaIN| 
i 


f | "Ve 
wi SERS 


Urinals, Water Closets, Platforms, Base. 


NEW YORK SLATE WORKS, 


498 E. 138th St., New York. 


= 
= 
= 


ih 
: il 


CLOSED E 
Instant aud accurate adjustment colessh tsa aH aoe slanting when boards Al u peta! hee 


floors are not level. Avoid cutting caroat. Cheaper than boards. Made in plain fron and can 


be bronzed with Radiator. ND F SAMPLE. SOLD BY JO 
JENNISON MANUFACTURING GO. FITCHBURG, MASS. 


C. & D. TANKS AND SEATS 


IN 
CAST IRON AND COPPER LINED 


Over Head Tubular and Plain Showers, 

Baths, Steel Copper Lined, Enameline, 

White Metal and Solid Copper. 
MANUFACTURED BY 


COYNE & DELANY, 
303-309 Rodney Street, Brooklyn, N. Y. 
Priceson Request. «= « Telephone 878 Williamsburg. 
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IRON CITY SANITARY 
MANUFACTURING CO. 


Manufacturers of 


ENAMELED IRON BATH 


AND 


Sanitary Plumbing iat 
: an 
Supplies Building, 
Pittsburg, 


Works, Zelienople, Pa. 


WHY DO PEOPLE HAVE THE 


Monarch Automatic Instantaneous 
Water Heater? 


It supplies them with hot water when it’s wanted. 
It only burns gas when water is being drawn. 

Jt gives an unlimited supply, 1 gallon or 1.000 gallons. 
It nas no storage or any boiler to connect to. 

It heats water in Jess than a minute. 


Made for Hospitals, Hotels, Flat Build- 
ings, Fire and Police Departments, 
Residences or any place where hot 
water is required. 


Write us for information and get new catalogue. 


MONARCH WACER HEATER COMPANY, 
306 Wood Street, = PITTSBURG, PA. 


L. J, WALLACE, 356 Fourth Ave.,New York,N.Y. ROBT.B.CAVERLY. 504-506 10th St., Washington 
D. T. CORTIS, 22 West St., Boston, Mass. C. A. PAILLIPS,1017 Grand Av.,Kansas City,Mo 
W. A. KRAMER, Builders’ Exchange, Phila.,Pa. | C. L. WHITTEMORE, 119 Olive St., St.Louis, Mo 


JAS. H. LANDRETH, 285 Prospect St., C:eveland. EDWARD MAHL, 1206 Main St.,Har.ford, Conn. 


G. A. BURKLEY, 318 Equitable Bid’g, Louisville G. B. LARIMER, 1759 S<sout St., Denver, Colo, 
B.S. WILEY, 18 E. Van Buren St., Chicago, Ill. Pp. E. HEISEL, 499 Plum St., Cincinnati, Ohio. 
GEO. H. TAY CO., 49 Virst St., San Francisco, Cal. 


See Our Special Announcement Page in February ist Tssue. 


Patented 


Write 
for 
Descriptive 


Pamphlet 


Manufactured by 


JOHN SIMMONS CO., 


103 Center Street, NEW YORK, N.Y. | 


THE BRAENDER AUTOMATIC 


Cellar Drainer!) 


“Jdld JOUVHOSIG 


~ Feld ATddNS 


OPERATED BY WATER OR STEAM PRESSURE. 


IT IS THE BEST; THEREFORE THE CHEAPEST, It is used in Muni- | 
cipal and U. S. Government Departments, endorsed by leading sanitary experts, | 
and is guaranteed to do what is claimed for it. SOLD TO THE TRADE ONLY. | 
Write for Circular and testimonials. 


PHILIP BRAENDER, 47 W. 125th St, New York. 


- N. McKenna, 73 Chestnut Street, Boston, Afass. 
SALES AGENTS |W; E. Douglass, 40 Dearborn Street, Chicago, Tul, 


—_—“~9 GET ONE OF Go 


WADE’S BACK-WATER CATE VALVES 


Which will prevent Flooded Cellars, Flush your Sewerse 
and Absolutely Eliminate Sewer Gas from your building. 


SEND FOR CATA! @3 


IRON SANITARY 
MANUFACTURING 
COMPANY, 


52-54 Dearborn St., _ 
CHICAGO, ILL. 


Thls cut shows inspection man 
hole extending from drain to sur- 


face of cellar floor. 


Lawson’s Gas Water Heater 


With Thermostatic Valve 


is the most economical and up-to-date 
device on the market for furnishing 
hot water for household purposes 


Write for Catalog. 


LAWSON MANUFACTURING CO. 
222 E. Eighth Ave., HOMESTEAD, PA. | 
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JOHN MADDOCK, ALEXANDER H. MADDOCK, 


by your list of satisficd 9) THOMAS MADDCCXS. WILLIAM B. MADDOCK. 


maay coer, Ravine JOHN MADDOCK & SONS, 


lost when best materials COALPORT, - - - TRENTON, N. J. 


are used. 
Manufacturers of 


Wisconsin = Steamship, Car Builders’ and Plumbers’ Earthenware. 


eine Sanitary Specialties of Every Description. 


pe, Paste 


stays where put. Heals 
leaks and eracks. 


Mechanics Supply Co. 
TOOLS AND SUPPLIES FOR 


PLUMBERS, GAS 40 STEAM FITTERS 


96 S*. pam Street, Quebec, Canada. 


Write for samples and 
prices. 


WISCONSIN GRAPHITE COMPANY, 
PITTSBURG, PA. 


5 Best Herringbone Ticking—16 ply—75cts postpaid 
Best Moleskin-heavy-No Rough Edge—$ 1 postpaid 
With each order we send sample of our 
Ape Special Wiping Cloth Preparation. 


Write for Catalog of our Publications, Tools, etc, 
ANY SIZE R. M. STARBUCH, o - Hartford, Conn. 


We make six dif- 
ferent styles of traps. 
All fittings are of 
cast brass. No stamp- 
ing or bent tubes 


Manufacturers of 
Brass and Iron Goods, 


For Steam, Water and Gas. 


Wrought Iron and Steel Pipe, 
Manufactured by 
THE CLIMAX 
SPECIALTY CO. 
Seneca Falls, N.Y. 


The largest manu- 
facturers of plumb. 
ers’ specialties in the 
world 


Plumbers’ and Gas Fitters’ Supplies. 
Factory, PATERSON, N J. 
56 & 6O JOHN STREET, NEW YORK. 


RAZA 
PPD PPA 


SRS = FER 
RRP ELAR Ppp) 


Anderson [ead Pipe Couplings 


Connecting lead to lead, lead to iron, block tin pipe, tin lined lead Pipe 


RAPA 


USE OUR BRONZING LIQUIDS 
AND MAROON JAPAN 


For Radiators. 


O. J. FERRIS, Manufacturer 
Hamiiton Co. . PLAINVILLE, O. 


ENGINEER'S 
LICENSE 


are the most helpful series of books published 
for Engineers and Firemen, relating to a 
safe and sure preparation for examination for 
Engineer's licenses and promotions. 

( omplete Catalogue sent free, write to-dav. 


THEO. AVUDEL @ CoO. 
63 Fifth Ave., Dew York Citv. 


TN 


The advantages of this joint over all other systems are, absolute simplicity, no 
extra tools required, economy combined with strength, no solder required, joint 
madewhile wet. Send for catalog and discounts. 


Ghe ANDERSON COUPLING COMPANY, ‘¥ Portland, Conn. 


Read and Ponder 


Then Use The 
Acme Roof Flange. 


No Lead Pot to carry on the roof, as it is complete in 
tself, wlth no joint to run and still makes a perfect 
metal connection the same as if poured. 

Over 200,000 now in use. 
WRITE FOR CATALOGUE. 
ACME MANUFACTURING Co,, 


W. Somerville, Mass. 


The Koven Galvanized 
‘Iron’? RangeBoilers, Tanks 


provided with coils, 


for heating water by 


Prices 
Will 


steam, Expansion 


Tanks, Heavy Sheet 


Iron and Plate Steel ENAMELED } 


Work for all pur- 


poses. 


L. O. KOVEN & BRO., 
Office: 50 Cliff St., New York. 


Works: Jersey City, N. J. 


Catalog” 
EUR E KA Tu B 


VAT: WACKER Ee 


UNION COMBINED TRAP, WASTE, 
AND OVERFLOW £08 BATH TUBS 


SECTIONAL VIEW 


PATENT 
PENDING 


Handsome in Appearance 


Simplein Construction, 


dS 
1a 
and Inexpensive. 


_ By using this fixture you save its entire cost 
in laber and material,and give your customer 
best results, by leaving trap above floor. 


UNION BATH SEATS 


FINELY FINISHED, 
SELF-ADJUSTING and DURABLE, 


List Per Dozen 
$9.00 
Write 
for Discounts. 


MANUFACTURED BY 


UNION MFG & SUPPLY GOMPAN®, 


317 and 310 2nd Ave. PITTSBURG, PA, 


Wecan handle anything 
in the 


Plumbing, Heating 
OR 


Electrical Lines 


Having acquaintance with the railroads 
and manufactures of agricultural im- 
plements. We want to get hold of a 
good steel and wrought iron pipe ac- 
count. We have the influence and 
facilities for conducting an immense 
supply business, and desire to Sear 
from any one interested sufficiently 
along the lines we have spoken, to 
have us represent them in territory 
from Chicago West. 


ADDRESS 


£¢ Ce Dae CO sien 


Care of The Plumbers’ Trade Journal. 


W.R. OSTRANDER & CO., 


22 Dey St.,. NEW YORK. 


Manufacturers of 
all kinds 


Speaking 
Tube and 
Fiectric 
Supplies. < 
Factory: 
1433 DeKalb Ava. GROOKLY 


* = E ‘ : t GELS Bae Ae UR ee , hhc. Grae! vi ad a tag ee ze 
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Monument Pottery Co., || ; Wolff Mfs. ‘Compara : 
pened bow: | Chicago, Illinois, , 


U.S. A. 7 | U. S.A. 


KOK 
KEG 


Manufacturers of Monument Porcelain. 


We Manufacture a Complete Line of 


KB Bath Tubs in Enamcled Cast Iron, 
Bath Tubs in Solid Porcelain, 


Water Closets in Enameled Iron, 
Water Closets in Earthenware, 
Enameled Cast-Iron Sinks, Etc. 
Galvanized Range Boilers, aS 
Pressed Steel Sinks, | 


Bath Tubs, Lavatories, Kitchen Sinks, Drinking Foun- 


tains, Etc. Also Monument Solid Porcelain Special 


Wood Seat, Tanks, Etc., 


Fixtures for Hospitals, Government Barracks, Etc. Marble Lavatories, Closet Stalls, Etc., 


Special designs made to order. We have ready for Slate and Durostone Work, 
“ : cae a Brass Work, Complete Line, 
distribution Catalogue A, which we would be pleased Copper and German Silver Work, 
PP 
to send upon receipt of application. In this catalogue Needle Baths and Shower Baths, 


we illustrate a complete line of goods as manufactured 
by us. Address all communications to Cast Iron Soil Pipe and Fittings, 
Lead Traps, Bends, Drum Traps, 
Soldering Nipples and Ferrules, 
Hydro-Therapeutic Apparatus, 
Electric Baths, Etc., Etc.. 
For Hospitals, Asylums 


TRENTON, N. hh and Sanitariums. — 4 


Electro Plating Work, 


Monument Pottery Co., 


Morgan &Wright}| | To the Trade] | 
Force Cups ___ Season 1903-1904 __ 
Are Standard =|} = = =6AS NOVELTIES 


MANUFACTURED BY 
in Quality. THE GAS TIP & SELF LIGHTER COMPANY. 


Our $3.00 sample lot will be forwarded, upon receipt of price, to 
any dealer or agent for gas buming novelties. This charge only 
partially covers the cost of manufacture. Express prepaid. 


THE LIST INCLUDES: 


Fuller Balls Self-Lighting Torch for Burners and Stoves 
Basin Plugs ont Pigndng cance Brats 
: elf-Lighting No Match Burner 
Rutber Connections Gas Governor Checks for Stoves and Ranges 
Tubing Gregory’s Governor Burners, ’*, 3, 4, 5 and 6 ft. 
Elbows Aluminum Tips with gas checks 
E Aluminum Tips, assorted sizes 
tC. One Pocket Gas Stove. One Red Hot Disc Heater 
One “‘ Solid Comfort” Light and Heat Radiator aa 
SEND FOR CATALOG. - One New York Gas Lamp with 100C.P.41*2inch Mantle ]}- 


Wholesale jobbing prices will accompany samples. Our new 
[ne of novellies is, without question, the best selling articles ever 
offered to the public. Send for Catalogue. 


Morgan & Wright, | Address all orders to 


CHICAGO THE GAS TIP & SELF LIGHTER Co., | 


New York, St. Louis, . 25 WEST BROADWAY, NEW YORK. 
Dayton, O. San Francisco. G. H. Gregory, Manager. 


Thoroughly 
Reliable 


WRITE US FOR CATALOGUES AND DISCOUNTS. 


We Want Agents to Sell: as Filters ee 


HYGEIA FILTER COMPANY, _First and ‘Larned Streets, Detroit, Mich. S 


is ts 


STEAM AND Ho 


Copyright 1904 by J-M Heatberton, 


it PLUMBERS IRADE JOU 
HOT WATER 


ER FMTERS RE’ EVIEW 


10 cts.a copy $1.00 per yeary 


USE 


CLEVELAND 


COCKS 


CLEVELAND FULLER WORK. 


Iron Body Composition Mounted Valves 
With Parallel Bronze Seats 
For Ordinary and Heavy Pressures. 
Selft-Packing Stem 
With or Without By-Pass 
Send for Recentiy Issued Catalogue 


THE RENNEDY: VALUE MFG. CO., 


61 Beekman St. “0 - e NEW YORK. 


by Buying Our 
Goods, 


PERFECT 
CASTINC. 


Grr Our Priczs, 
Taen Go AHEAD, 


Medletn dion Wirds 


QUINCY, ILL. 


GRAVITY & PRESSURE FILTERS ano WATER SOFTENING PLANTS 


CONSTRUCTED UNDER THE WELL-KNOWN 
NEW VORK, CONTINENTAL, JEWELL, HYATT, WARREN, NATIONAL AND BLESSING PATENTS 


FOR BUILDINGS OF ALL KINDS REGUIRING CLEAR, BRIGHT AND PURE WATER. 


The New York Continental Jewell Filtration Co., General Contractors 


41S BROAD ST., NEW YORK. 40 W. QUINCY ST., CHICAGO, ILL. 
/ 


PROVE OUR ASSERTIONS 
The force of an argument liesin its application. We argue all the 
time that 


“GURNEY”? HEATERS 


“Bright Idea,’’ ‘‘Doric,’’ and ‘‘400’’ Series 
are the best selling heaters in existence. And the fact is having con- 
stant application at the haads of our agents. Ask any one of them 
what sort of areception the Heater receives. Find out whether its 


extra long wear, its extreme economy in fuel consumption and the ease 
and simplicity of its operation influence its sale. Then when you've 
satisfied yourself as to he force of our argument, write for full partic- 
ulars concerning anagency. For you certainly couldn’t make a more 
profitable business connection. 
GURNEY HEATER MFG. CO., 
74 FRANKLIN STREET, Boston; 111 Firra AvENvE, New YorkK 


“OUR NAME GUARANTEES QUALITY.” 
Che Central Brass Manufacturing Company, 


CLEVELAND. 


USE 
CLEVELAND 
COCKS 


CLEVELAND COMPRESSION WORK. 


A trial will 
convince 
you of their 
superiority 

fajo'ver all 
| others. 


Guaranteed 
not to leak 
at highest] - 
pressure. 


CROSBY pad STEAM 


GAGE -AND VALVE. CO.. 


We carry in stock of 
our own make every de- 
=. | scription of 
/ ALL METAL HOSE 
REELS and RACKS for the use 
of FACTORIES, PARKS, WARE- 
HOUSES, RAILROADS, FIRE 
COMPANIES,DOCKS and BOATS 
Sold all overthe world 


TF 


Send for Price List and Catalog 
Wirt & Knox Mfg. Co., 


22-24 North 4th St., 
PHILADELPHIA 


Standard Gas Fixture Co., ,3iigh Megan. 
MANUFACTURERS OF 


Staple Brass Gas Fixture Fittings, Brackets, Pendants, Etc, 


“GENUINE” BARNES 
3=-Wheel Pipe Cutters 


«@ Bear this registered trade mark. 


Made in 8 sizes, cuttin 


ipe from 1-8 inch to 1 BS 
nches in diameter. 
BARNES TOOL CO., SEWdIAYED: 5. a. 
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There is as much skill required to turn a 
out suitable castings for heat propoga- a 
tion as there is in turning out high | 


=] grade furniture. “WINCHESTER” s 
; 


castings were made to give out heat and © 
the result shows that they accomplish — 
what they were built for. Made by — 

Smith & Thayer Company, Boston, 
| 


a a 


| 
i H ' ral 
‘oh i i ‘ 
New York Office, Fuller (Flatiron) Building, Cor. ‘ 
Broagney, and Fifth Ave. 


Humphrey Crescent 
Instantaneous 
Water Heater, : 


Has the largest heating capacity of z 
any Instantaneous Water Heater § 
on the market. 


PRICE 


NICKEL PLATED 


$25.00. 


Noe SHELF, 
and 


BRACKET i 


leis 


WITH EVERY 


Every 

Heater 

Guaran- 
teed. 


CNG Betas 3b 


Fe ee 


ae : 


kit 


see 


ARE YOU HAVING TROUBLE WITH 

VALVES YOU HAVE BEEN USING? ze | 

IF SO, TRY THE © at | 
CORSET @ 

They are made of A-1 metal. | 

They are assembled by hand. 


They are thoroughly tested. ’ 
We make a.complete line of Globe and 


: HEATER. Angle Valves, all sizes in both Standard — 4 
4 ; and Competition; alsoHorizontalandVer- 
Hl ALL ORDERS FILLED PROMPTLY. s tical Check Valves, both sliding and — 

2 stationary stem. : 


MAY WE SEND CATALOGUE AND DISCOUNTS? 


HUMPHREY MFG. & PLATING COMPANY, 


Sales Department, Ee gee rare BixSseAl, 


Write Us for Prices, They: are Low. 


American Valve & Meter Co. 
Cincinnati, O. me | 
Thos. H. Hutchinson, Selling acne 101 Beekman St., “New York 


ETE 


Rama Merten 


Bie 


’ 


ts Good, but the 


GABEL 
AUTOMATIC 
MAT Ip. STORAGE | 
sere AGE HEATER 


Is better for the following 
reasons ; . 

1—The capacity is un- 
limited per minute. 

2—Takes no pressure to 
operate 

3—Supplies hot water 
instantly. 

4—Cannot get out of, 
order. 

5—Works under all con- 
ditions. 

6—Same pressure on hot 
as cold water lines. 

7—Will supply your resi- 
dence with all the hot 
water demanded at all 
times at a costof 40 per 
cent. in gas fuel of any 
other Automatic Water 
Heater on the market. 


= PITTSBURG PA, 


THERMOMETR 


Thos. Maddock’s Sons Co. 


TRENTON, vd N. A fs 


"MANUFACTURERS OF 


SANITARY EARTHENWAR 


(RAILWAY AND MARINE EARTHENWARE) 


- WE MAKE A SPECIALTY OF CHINA TRIMMINGS FOR BRASS WORK. 


= 
a ede Dane aN 


Write For New 
Catalogue. 


| COLDWATER gag 


GABEL MFG. Nest taint € ) 
_105 Market Street, = + | - Pittsburg, Pa: 
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MUELLER PIPE END REAMERS 


Some pipe 1eamers spread or 
flatten burrs instead ef cutting 
them off, 

Mueller Reamers have the 
blades well relieved so that the 
cutting edges never drag or 
scrape. They sbavethe burrs off 
clean and leave the interior pipe 
surface entirely free from ob- 
structions. 


GOODS EFFICIENT, 
WORDS SUFFICIENT. 


FarRnAN Brass Works, 
23 CENTER STREET, CLEVELAND, O. 


8. P, STAMBACH, 


STAMBACH & LOVE, MADE ONLY BY 


Plumbers’ Supplies + Sanitary Specialties m H.MUELLER MFG. CO.,DECATUR, ILL.,U.S.A. 
50 and 52 North Seventh Street, PHILADELPHIA. 


The frame and ratchet handle 
are made of malleable fron and 
drop forged steel, and the blades 
are made of fine tool steel. 


Reams pipes from 3 to 8 inch 


ROBERT LOVB sizes inclusive. 


LAWLER’S PATENTED 


GAS REGISTER HEATER 


No such powerful heaterinvented. Handsome, too 
a ee 
Will heat a large room, small cost for gas. 
Now is the time to make money bandling it. 


Every Plumber should sell it. 


We make a big line of Steam, Water and Gas 
Specialties. 


Have you our Catalogue? 
If not ask for copy. 


LAWLER REGULA TOR CO., 
20 W, Houston St. . NEW YORK CITY. 


* Rlanarclh;”’ 


AS STRONG AS A LION 


Monarch Cocks, 
[Monarch Bibbs, 


MADE RIGHT. GUARANTEED, TIGHT. 


lew ah Cd GIy 


a Manhattan Closet 

5 with 
NETHERY 

FLUSH VALVE 


later zsaO—F5 


a 
} 
4 
ay 


Write for 
fllustrated Booklet on 
Nethery Flush Valves 


ASK 
ee The Monarch Brass Co., 


JOBBER CLEVELAND, 
OHIO. 


TEAL. 


The highest Quality 
OF 


SANITARY 


PLUMBING 


FAT. MAY 21, 190i 
FOR SUPPORTING 


Gives “the Plumber 
and Fitter a chance to 
use the waste wrought, 
and cast iron pipe. 

Can furnish fitting for 
any desired pitch. 


APPLIANCES 


Are made by 


THE PECK BROS. & COMPANY, 


New Haven, ‘ 
New York Conn. Boston 


Catalogs and discounts DA 
malled. x 


DRAIN PIPE WITH OBERLE SUPPORT. 


TANE SUPPORT WITH OBERI-E FITTINGS 
jJ. F. OBERLE, main Office, 780 Secor.d Avenve, NEW YORE 


iv 


PLATE 80 


Roll Rim Sink with 12-inch back, cast in one piece, 
enameled inside and out, 2 1-4-inch Roll Rim: con- 
cealed brackets and concealed air chambers. 

No cracks. No joints. 


Write for new oooklet, showing our complete line, together with sink shown above. 


New York Representative, 
THOS. H. HUTCHINSON, 101 Beekman St 


One Column, 
Two Column, 


e Three Column, 

me a O)) Four Column, 
Five Column, Window, 

Wall Radiator, 


Two Column, 
aU augua Two Column, Plain. 
: Three Column, Plain, 
a Of) Three Column, Direct-Indirect. 


Perfect Pin Indirect. 
In all heights. Can yes beat this line ? 


MANUFAOTUREP BY 


DUNHIRH, N, Y. 


BRANCHES: 
NEW YORK—1519 Fortzr Bompme. W ASHINGTON—68 Corcoran Buripine, 
MINNEAFOLIS—432 Guaranty Buitpma. 
WAREHOUSES; 
JERSEY CITY, N. J. - MINNEAPOLIS, MINN. 
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WHY NOT MAKE YOUR HEATING BUSINESS COME EASY, 
by handling a line that is widely and favorably known all over the country : 


NEARLY 200 STYLES AND SIZES 


MADE IN SECTIONAL, PORTABLE, AND BRICK-SET TYPES. 


EVERY BOILER GUARANTEED 
MECHANICALLY PERFECT AND CORRECTLY RATED. 
Better let us send Catalogue and quote Trade Prices. Our Agency is Valuable. 


Department P, Geneva, N. Y. 
BOSTON, 39 Oliver St. NEW YORH, 39 Certlandt S$¢. 


CHICAGO 


Chicago 
Heater & 
Supply Co., 


33 Dearborn St. ¥ 


Chicago, III. 


NEW YORK OFFICE, 
1133 BROADWAY. 


AGENTS: I: i fa —_ i i) NEW ENGLAND 


AGENT: 


J. W. Rowe, 
40 SummerSt., 
Somerville, 

Mass. 


GENERAL OFFICE AND WORKS, 
IRVINGTON-ON-HUDSON, N. Y. 


bee eee AR 2 ae me fo + 


8k poe Dp 


EAM» HOT WATER FITTER 
GAS. STEAM» HOT WATER FIT 
PCLDY SL Wiping Ia WG Nag e UGE Ap PUBL LID: DALES GEIS IN DALES Bi EGE REN IDL I ee i A ON 8 RE 
NEW YORK, JANUARY 15, 1904. COPYRIGHT, 1904. 
Pcter MESH S PROG LNG ASCE EIS 


The Roomy Swimming Pool, Built About a Year Ago at the Pumping Station, Erie, Pa. Another View of the Excellent Swimming Pool, Showing Bath Houses on the Left 


50 
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ARTICLE XIV—BY R. M. STARBUCK 


N the preceding article we 
showed elevations of the 
work of a three-flat apart- 
ment building, including 
the kitchen fixtures, pantry 

sinks and refrigerators. Owing to lack 
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to another side of the kitchen. Now then, 
in Fig. 76 we give an elevation of the 
entire plumbing work of the apartment 
shown in Fig. 75. It will be observed 
that in order to obtain this elevation the 
work must be viewed looking in the direc- 
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of space we omitted the elevation of the 
bath room work, and this we now show in 
Fig. 74. 

In showing an elevation of the three- 
flat apartment work, we brought out the 
point that it often occurs that a complete 
elevation of the plumbing work of any ex- 
tent cannot be shown to the best advan- 
tage by taking a view of all parts of the 
work from one direction, and that it is 
often best, and indeed almost necessary 
to a clear understanding of the drawing, 
to make separate views of different sec- 
tions of the work, viewing each section 
from the most advantageous position. 

To clearly demonstrate this point, we 
show in Fig. 75 a floor plan of the same 
work that we showed in connection with 
the work of the preceding article, the lay- 
out of the floor plan being identical, and 
the only difference being a change in the 
location of the sink and laundry tubs 
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tion in which the arrow B points. 
this particular layout of the work the en- 
tire elevation is clearly shown from one 
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view, and it does not become necessary 
to make separate elevations of the differ- 
ent lines of fixtures viewed from differ- 
It is somewhat unusual 
be handled in 


ent directions. 
to find a layout that can 


FL 


REVIEW 


same time are so located as to show to 
advantage in the elevation. However, 
there is nothing in the elevation to show 
that the refrigerator occupies a position 
in front of the bath room and kitchen fix- 


this way, of work of such extent, but tures, and nothing to show this point in 
whenever possible, this course should be relation to the pantry sink excepting the 
followed. A glance at Fig. 75 will show fact that the waste and vent stacks sery- 


Neat front Bath Tra 


that while the bath room and kitchen fix- 
tures are on a line with each other, or 
very nearly so, the pantry sink and re- 
frigerator are off at one side, but at the 
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ing the pantry sink cross the pipes of the 
other fixtures in front of them. Further- 
more, even this latter fact is of little im- 
portance, for it does not show how far in 
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Do You Know 


That We Manufacture a Complete Line of 


Ground Key, Compression and Fuller Brass Work 
Also 
Basin and Bath Fixtures, Showers and Plumbers 
Brass Goods of all kinds. 
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HAINES, JONES & CADBURY CoO. 


CENERAL OFFICES AND SHOWROOMS: 
1130-1144 RIDCE AVE., PHILADELPHIA, PA. 


BRASS FOUNDRY, WAREHOUSES AND FACTORY: 


IRON FOUNDRY: 
503-513 N. Twelfth St. 1123-1135 Hamilton St. 1111-1117 Buttonwood St, 1112-1122 Buttonwood St. 


Norristown, Pa. 
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front the pantry sink is. To ascertain 
this fact, and the location of the refriger- 
ator, we must look to a plan of the work, 
that is, to Fig. 75. This goes to show 
that from no single view can all the facts 
relating to the work be found, and this is 
true of the most simple object we can 
think of. For instance, we can place a 
board directly in front of us, and at once 
observe its length and its width, but in 
order to know its thickness, we must 
look down upon its edge, in order to get 
at its thickness. This is a most im- 
portant fact to understand thoroughly, 
and a preper understanding of this feature 
of the work will go a long way to aid in 
understanding just how important to each 
other the plan and the elevation are, and 
why one is as necessary as the other. 
Thus far we have been speaking of the 
elevation shown in Fig. 76, which is taken 
looking in the direction of arrow B. Now 
suppose we had viewed the work from 
the direction of arrow A. We should get 
the result shown in Fig. 77, which to say 
the least is very unsatisfactory to a clear 
understanding of the work. Looking in 
the direction of A, the fixtures in the bath 
room, and in the kitchen are one behind 
the other, and as they must be shown in 


this way on the elevation, the result is 
very confusing and of little value as com- 
pared with the elevation of the same 
work shown in Fig. 76. If the kitchen 
fixtures had been shown in this elevation 
(Fig. 77) the confusion of lines would 
have been: still greater. Even the bath 
trap shows very poorly, and as for show- 
ing the vent from this trap, it is almost 
impossible to do so clearly in this view. 
The only way in which it could be done 
with even a moderate amount of success 
is to work out the view on a much larger 
scale than is practicable. We _ believe 
that these remarks will give an idea to 
the student of the importance of selecting 
the right direction from which to view 
the different sections of the work. 

As. far as practice work on this article 
is concerned the student will do well to 
take ag his exercises Figs. 74 and 75 and, 
if he chooses, Fig. 76 also, but he should 
work on a scale of about twice the size 
of the drawings which we show. 

It is not our intention to present Fig. 
77 as a practice exercise. AS we have 
mentioned previously, if the student is 
inking his drawings, he should remember 
to draw in his curved lines before doing 
anything with the straight lines. 


(To be Continued) 
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By PHILIP F. GRACE 
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CHAPTER I. 


) i HAT sort of plumbing will the 
new century bring us in its 
first quarter? Who can an- 
swer the question? Shall we 

y take a stride backwards or 
keep step to the march of the procession? 
Let us ask ourselves what constitutes the 
procession, who are those who march; 
who are those who fail to keep up and 
drop out? 

The question is one very easily asked; 
the best answer is but a vague one. This 
procession in plumbing parlance means 
those actively engaged in the business of 
furnishing water, light and heat to all 
who can afford to pay for those—well, 
call them necessities, not commodities. It 
is only the length of the buyer’s purse 
after all which dictates what sort of fix- 
tures or pipe the water flows through. 

We never tire of hearing the praises 
sung of the “Old Oaken Bucket,” which 
used to make the water taste so sweetly 


YANNIGAN & CO. 
FINE PLUMBING GooDs 
AGENT FOR SLOBING TONS 


| ANTI SYPHO PNEUMATICCLOSET | 


SEEIT IN OPERATION! % 


and furnish a temperance ode, or moral, 
rather, for young and old. But the old 


oaken bucket had to pull up stakes and 
give way to the unromantic metal pipe 
of lead or iron to convey water to the 
farmhouse, barn and dairy, because the 
farmer in the new century has no time 
for sentiment if he wants to get his 


to back up his so-called invention and 
advertises it extensively. 

Soon he enlists the sympathies of one 
or more architects in his invention and 
gets them to specify that “Slobington’s 
Anti-Sypho Pneumatics” are to be used 
throughout on the job. 

The plumbers who are to estimate 
know nothing about the closet, its merits 
or demerits, and above all, the price. 
Much valuable time is lost in telephoning 
from one supply house to another regard- 
ing the new invention, and at last it is 
learned that the closet can be seen on 
exhibition in the extensive (?) ware 
rooms of ’Yannigan & Co.,” fine plumbing 
goods. 

This is a sad commentary, but the pic- 
ture is not one whit overdrawn, and the 
same problems confront the trade to-day 
as in the last century. The inserting of 
plumbing fixtures on contract which are 
not only unsanitary, but are complicated 
and become useless, refusing even to let 
water through them after three or four 
months’ time. The plumber comes in 
for more than his share of the blame, 
although he was powerless to prevent the 
introduction of the fixture; in fact, he 
was not even consulted in regard to the 
matter. This is but one case, but there 
are many others in the category, and if 
there is to be any particular style of 
plumbing in the first years of the new 
century it will have to emanate from the 
national conventions and have the official 
seal on it. 

Otherwise the shiboleth or legend. 
“They Builded Better Than They Knew,” 
must remain as a misnomer. We hear 


mutterings all along the line in regard 
to the havoc wrought on copper tanks 
by the electrical fluid, which is blamed 
for the disintegration of the metal. Again, 
we hear that uric acid is exerting a cer- 
tain baneful 


influence on wrought iron 


“The Old Oaken Bucket,” Which has so Long Been Held up as an Object Lesson on Temperance 


produce and milk to the city on time— 
and he does. 

If we take other callings as criterions 
to go by we can generally tell what the 
style of hat will be for the spring or fall; 
what will be the cut of our coats and 
trousers next winter; whether or no shoes 
or gaiters will be broad or narrow-toed, 
because those who are in the callings 
mentioned generally come together and 
set the pace for style sometimes two 
years ahead. Do those engaged in our 
business of plumbing set the style at the 
national conventions, or is such a ques- 
tion ever brought up? If not, why not? 

A crank without the slightest knowl- 
edge of mechanics even will invent a cer- 
tain style of closet and put it on the mar- 
ket. He has g certain amount of money 


soil pipes, and that joints are pulling 
apart from the main or upright lines. 
Have we made any effort or efforts as a 
body to verify these statements and make 
a national issue out of them? No we 
simply content ourselves by furnishing 
anything and everything in the shape of 
a fixture specified, no matter .whether it 
be manufactured in Podunk or Timbuctoo, 
and our conscience is easy for the reason 
that we have put in everything called 
for, and if the fixtures fail to give satis- 
faction the fault is not ours. 

But the fault is ours in a measure, for 


the reason that all fixtures used in our ~ 


trade should have the stamp of approval 
through the national body. It is cer- 
tainly time the plumber should make an 
effort to think for himself, and not be the 


machine he is in being compelled to buy 
worthless fixtures and instal them for the 
one and only reason said fixtures have 
been specified by an architect or archi- 
tects who listened to the blandishments 
and coaxings of crazy inventors. 

If the looked-for revolution in plumb- 
ing we have been waiting and watching 
for breaks out it will be by some means 
wherein the fiat or dictum has gone forth 
from a central point, otherwise we will 
have to continue in the same old rut as 


in fin de siecle days, and new or twentieth 
century plumbing will be a misnomer for 
the coming quarter of a century. 

The question is too comprehensive to 
be treated in one or .more articles, and 
the writer will gladly welcome any 
criticism which may be made 
efforts for real new century plumbing, 
and to place the credit for success where 
of right and necessity it belongs, to the 
National Association of Master Plumbers. 


(To be continued.) 
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THE FIRST DECISION INTERPRETATING THE 
MECHANICS’ LIEN LAW AT DENVER, COL. 


By a recent decision of the Denver Dis- 
trict Court was given the first interpreta- 
tion of the mechanics’ lien law passed by 
the Fourteeenth General Assembly. This 
law provides that if the contract for the 
erection of a building is not placed on 
record. then the labor done and the mate-_ 
rial furnished by any and all persons © 
shall be deemed to have been done and 
supplied at the personal instance of the 
owner. 

The Judge held in his decision that 
the law should not be construed to mean 
that the owner was personally responsi- 
ble, in that he had not filed the con 
tract, but that in such cases the mechanic 
simply has a lien on the property itself 
for material or labor furnished, or both. 
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Bids for the steam-heating plant to be 
installed in the court house at Sturgeon 
Bay, Wis., were opened recently as fol- 
lows: The J. S. Hay Hardware Company, 
$1,325; C. Wulf & Co., $1,025.22; C. Nor- 
ton, $1,024. . 


The plumbing firm of St. John Bros., 
of Colorado Springs, Col., has secured the 
contract for the plumbing and heating 
of the new Sisters of Charity Hospital 
at Santa Fe, N. M. The price is $9.000. f 
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The Latest Production of 
THE IDEAL MANUFACTURING CO. 


| in Gas Water Heaters 


Surpasses 
all previous 
records of 


ae If you are 
“| interested in 
Water Heaters 


results write for full 
obtained for a particulars 
given amount Compact, attractrve in design, and the highest and prices. 
of gas. grade of efficiency, 


Interior of Heater Section Z 
Showing Unobstructed Passage for Water - 


Ge IDEAL MANUFACTURING CO. 


Main Offices, Detroit, Mich. = = = Factories: Detroit, Mich., Walkerville, Canada. 


The B. B. HIGH PRESSURE BALL COCK. 


THE SIMPLEST AND BEST COCK EVER MADE. 


No Roller- 
special bearing 
packing lever 
required on cam 

reduc- 
Ground ing 
joint friction 
coupling, to 
which is vent 
always innunt 
tight 


HAS ONLY ONE PACKING WHICH IS READILY REMOVED. 
No Hammering. Renewable Seat of best Steam Metal. No Singing or Whistling. 


The Boston Brass Company, 
40 Oliver Street, - - - BOSTON, MASS. 


The SIEBEN GREASE TRAP 


\ 


HK 


Of 


e Best 
Ohe Largest 
Most Powerful 


Most Reliable 


LINE OF Hot Water 
Specialties 


ON THE MARKET. 
We are the pioneers in COMBINATION HEATING. Our system is absolutely successful. 
WRITE FOR CATALOGUE. 


CHARLES SMITH ComPAny, 
122 Lake Street, 2 2 CHICAGO. 


Ce6st *s “ave peyue7¥q) 


HIS trap is made of heavy brass, polished or nickel-plated, and is furnished 
} with coupling complete, and the handsomest trap in appearance ever 
made. To clean it is but the work of a moment. This grease trap is the 

most reasonable in price of any first-class trap ever placed on the market. 


NATIONAL BRASS MANUFACTURING Co. 
G17-19-21 Adams Street - - © KANSAS CITY, U,S. A, 


54 


Fenestra neste anien min Puthentien eet ony lpm tage a Suet yen rent A TY 


Piumbing Work in The Naval Branch, 
w Y.M.C. A. Building, BrooKlyn 
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N the corner of Sands and 

Charles streets, in the borough 

of Brooklyn, Greater New 

York, is the magnificent struc- 

ture presented by Miss Helen 

Gould to the Naval Branch Y. M. C. A. 
of Brooklyn, N. Y. This building is one 
of the finest of its kind in this country, 
and is thoroughly equipped throughout 
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The Floor Plan of the General Toilet Room 


with the most modern ideas in sanitary 
appliances. : 

THe PLuMBERS’ TRADE JOURNAL is 
pleased to present illustrations and de- 
scription of the plumbing work as _ in- 
stalled by Charles Tucker, plumber, 48 
University Place, Manhattan Borough, 
from plans drawn by Messrs. Parish and 
Schroeder, architects, 3 West 29th street, 
Manhattan Borough. 

All water closets in the general and 
public toilet rooms in the basement and 
on all upper floors excepting barber shop, 
secretary’s matron’s and janitor’s bath 
rooms (which are the J. L. Mott’s Silentis 
single-trap jet siphon closets) are the J. 
L. Mott’s torrento improved combined 
siphon wash-down closets. These closets 
have 24 x 12 x 12 quartered oak waste- 
preventing cisterns, with molded top. 
Cisterns have 12-ounce turned copper 
lock-seamed linings, the flush pipe being 
14-inch brass _ pipe. These closets 
waste through 4-inch lead bend with 


GENERAL 
TOILET 


70 OTHER 
W. CLOSETS 
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View of the General Toilet in Basement 


extra heavy brass floor flange of special 
pattern. Each cistern is supplied over 
top through 14-inch galvanized iron 
branch with separate globe valve on each, 
with hush pipe on ball cock. N. P. hang- 
ers are placed on the flush pipes. All 
closets are set in marble stalls on 1%%- 
inch concrete sunk marble floor slabs. 
All the urinals are the Meyer-Sniffin im- 
proved “Surety” of vitrified earthenware; 
brass waste fittings of the same gauge, 


diameter and thickness as standard pipe. 
Hach urinal is wasted through a 2-inch 
wrought iron pipe and vented by a 2-inch 
iron vent. Hach urinal or set of two or 
four urinals are flushed through 1%-inch 
brass flush pipes from large size tinned 
copper-lined siphon cistern. Single 
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Imperial porcelain, glazed outside, 24 x 
22, with N. P. brass “Manhattan” waste, 
and N. P. plug attachment. These are 

Lavatories are J. L. Mott’s Class “A” 
wasted through special heavy 14-inch 
rough sand finished brass trap having a 
22-inch iron waste carrier exposed above 
floor, and vented by 114-inch exposed 
vent. All cocks, fixtures, chambers, etc., 
are N. P. 1%%4-inch heavy tubing used at 
basin coupling. Traps and wastes for 
lavatories on first floor and in matron’s 
and secretaries’ bath rooms are N. P. 
brass.. Each lavatory igs supplied with 
hot water through %-inch valves and 


REVIEW 


slop sinks, set on wrought iron trap 
standard, with N. P. projecting strainer 
and fittings complete. These are wasted 
through 38-inch branch and vented by 2- 
inch iron vent. Traps have 2-inch brass 
cleanout plug and supplied with hot and 
cold water through %-inch branches and 
air chambers and N. P. “Em. Hss” Fuller 
cocks with long nozzle and heavy bracket 
support. These are flushed from largest 
Size copper-lined syphon cistern through 
1%4-inch flush pipe. 

The vegetable kitchen and the janitor’s 
sink are Class B Motts’ improved porce- 
lain roll rim “Demarest” galvanized iron 
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Sectional View of the Plumbing Work Installed on the Different Floors in the Naval Branch of The Y. M.C-A. in Brooklyn, N. Y. 


urinals are flushed from cistern operated 
by rod, guide and pull. 

All baths are 5-foot, French shape, roll- 
rim porcelain, J. L. Mott’s Class B, with 
holdfast and nozzle combination supply 
in tub, Fuller valves and N. P. supplies 
to floor and wasted through 2-inch brass 
trap and 2-inch iron waste, and vented 
by 2-inch iron vent. Traps have 2-inch 
trap screw and can be easily cleaned. 


l-inch branches with 14-inch valves and 
jl-inch exposed chambers 18 inches long. 
The basins in barber shop are porce- 
lain with “Em. Ess” No. 10 Fuller basin 
cocks, with one N. P. shampoo sprinkler 
with separate N. P. double Fuller cocks, 
round-turned N. P. sprinkler and N. P. 
holder complete. 
All slop sinks 
“Royal Porcelain” 


are Meyer-Sniffin’s 
rolled flushing rim 


sinks. The pot and vegetable sinks are 
36 x 23 x 30 x 20 inches, and the janitor’s 


_ sink 2 feet 6 inches. Each of the sinks 


are wasted through 2-inch rough brass 
trap, with 2-inch waste and vent branches 
steam pipes run to the sinks and gate- 
valves are placed on waste, vent and 
steam pipes, arranged with connecting 
spindles when stéam valve 
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MONEY SAVERS 


A Good Job— 
The Best Ad 


PATENT APPLIED FOR 


DIAMOND UNIVERSAL DIAMOND BOTTLE 
Cast Iron Trap Cast Iron Trap 


(Threaded for 114 or 1-in. iron pipe.) (Threaded for 114 or 11¢-in. iron pipe. ) 


The Universal Cast Iron Trap is equal toa Brass Trap in every- 
thing but price. 

They can be used anywhere. Can be vented by the use of a tee 
taking vent out of top of tee. Can be made into three-quarter 
S or full S trap by use of 45 degrees or 90 degrees elbows. Can 
be turned in any position. 

Outlet is threaded to fit iron pipe fittings, and trap is furnished 
with threaded top instead of flange if so ordered. 

These traps as well as everything else we manufacture are fully 
guaranteed. 


34C. 
Square Back, Oval Front, High Back Lavatory 


Every jobin which the Trenton Potteries Co's Ideal Porcelainware is used, isa 
stanaing advertisement of your business. People see the work, like it. and re- 
solve to have the same kind of work themselves. So your patronage keeps 
on growing. 

Trenton Potteries Company, 
TRENTON, N. J- 
SELLS TO JOBBERS ONLY. 


GET PRICES—YOU WILL BE SURPRISED. 


A. Y. McDonald & Morrison Mfg. Co. 


DUBUQUE, [OWA. : 


THE MOST 


SUCCESSFUL 
PLUMBERS 


EVERYWHERE 


THE TEST OF SERVICE 
JEFFERSON UNION INVARIABLY PROVES THE 


AND FLANGE. ABSOLUTE SUPREMACY OF ° 
Hersey ater METERS 


THE TRIDENT 
WATER METERS 


Constructed and Sold by 


NEPTUNE METER CO., 


142 Market St., NEWARK, N. J. 


OUR DISC AND ROTARY METERS 


are officially adopted for use in 
Just what every fitter has often hunted 
for. AUsion THATIS TIGHT and STAYS Greater New York 
TIGHT. Built on the right principle to * 
sell at the right price. All Dealers. Hersey Manufacturing Co. 


JEFFERSON MFG. CO; Telephone 220 Broadway 


LEXINGTON, MASS. 1848 Courtlandt New York City 


METER CO. 


FAST PITTSBURG PAX 


FLEMING SLATE Co., 
Mills and Quarries 
Poultney, Ut. 


Purple and Green Slate. 
WASH TUBS, SINKS, URINALS, 


EVERYTHING THAT CAN BE MADE FROM SLATE, 


| BUFFALO METER CO. 


MANUFACTURERS OF 


Water Meters 


bs 290 TERRACE 
y= BUFFALO, N.Y. 
Over 50,000 in Use, 
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7 COLUMBUS and 
NEW ERA 
WROUGHT 
STEEL SINKS 


» i Ohe Kilbourn @®@ Jacobs Mfg.Co. 
. Columbus, Ohio. 
Made in Six Sizes 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM, 


CHEMICAL 
POTTERY 
WORKS, 


110 to 116 Metropolitan Ave., 
Send for Catalogue. Brooklyn, N. Y. 
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sinks are supplied with hot and cold 
water through %-inch galvanized 
branches. The sinkg in boiler room are 
30-inch galvanized iron “Merry” and 
wasted through 3-inch enameled cast iron 
trap waste pipe to simp tank. Trap has 
only a 2-inch brass cleanout. The wash 
traps in laundry and janitor’s kitchen 
are Mott’s Class “B” roll rim improved 
porcelain. These are supplied with hot 
water through %-inch branches and air 
chamber exposed on marble back, and 
“Hm. Bss”’ Fuller wash tray bibbs. 

The swimming tank is connected with 
the house drain and empties through 6- 
inch pipe and “Barrett” trap furnished 
with iron pipe size brass cleanout plug. 
There is a 4-inch overflow and a 6-inch 
quick-opening gate valve. 

From the street and artesian mains 
there runs a 38-inch supply to the swim- 
ming tank and is connected so that either 
water can be used, and is connected to 
pass through filters to a special heater 
placed near plunge. With the bottom of 
swimming tank there is a 6-inch suction 
and a 5-inch return pipe and valves con- 
necting at opposite ends of tank and con- 
nected with the special circulating pump 
and heater and is so arranged that water 
will be circulated by pumping and the 
tank be emptied completely to sewer. 

The fire and house pumps are cross- 
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connected with suction of circulating 
pump and swimming tank by a 5-inch 
pipe with valves and arranged so that 
contents of swimming tank can be 


-pumped to artesian tank on roof. On 
this pipe there is a special heavy gal- 


vanized iron casting with bolted cover - 


and gasket containing a fine mesh heavy 
copper-bound removable cylinder, which 
serves aS a strainer or line trap. The 
connections to the swimming tank are 
made through sleeves.’ 

All cold supply lines, main branches, 
including mains, pump _ connections, 
tanks, heater and filter connections, fire 
lines and supply risers are of galvanized 
iron pipe, with galvanized pipe hangers. 
On all mains, pump lines, fire lines, dis- 
tributing lines and large supply risers 
special heavy, long-sweep water fittings 
are used. All supply lines in the cellar 
are run exposed on the ceiling, and also 
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gate valves being used on all mains and 
risers of whatever size. Check valves 
are of brass with swinging check, giving 
full waterway. 

Each fixture is supplied with hot and 
cold water through branches of the fol- 
lowing sizes: Sinks, slop sinks, baths, 
showers and wash trays, 34 inch; basins, 
water closets and urinal flushing cisterns, 
% inch. There are two supply tanks set 
on the roof, one for street water and one 
for artesian well water. The connections 
to these tanks are made inside and out- 
side with riveted flanged joints. «or 
each tank there ig a 4-inch galvanized 
standing overflow pipe opening, with a 
large tinned-copper funnel about 6 inches 
below top of tank and carried to main 
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Cellar Plan Showing the Piping in the Naval Branch of the Y. M. C. A. Building, Brooklyn, N. Y 


throughout the building where practic- 
able. On all exposed lines and branches, 
where they pass through floors, walls and 
partitions, there are galvanized pipe 
sleeves with heavy cast brass escutcheons 
screwed to. sleeves. All lines and 
branches are graded to empty completely 
at lowest points in the cellar. On all 
mains, risers, returns, etc., %4-inch drip 
pipes with globe valves are provided and 
so run that any or all parts of the sup- 
ply system may be conveniently emptied 
for repairs. Branch supplies have 12-inch 
air chambers at each fixture. At the 
ends of all mains, supply risers and fire 
lines air chambers are formed by the 
pipe being extended 3 feet beyond the 
highest branch with a_ pett cock for 
charging the air. Gate and globe valves 


control separately all mains meters, 
tanks, pumps, heaters, filters, suction 
tank, rising and distributing lines, re- 


turns and drips throughout the building, 


roof. The emptying pipes are 2-inch gal- 
vanized, with gate valves to tank over- 
flows. 

In the tank house there are three large 
galvanized iron hinged cesspools and con- 
nected by 3-inch galvanized iron waste, 
with special 3-inch deep seal trap to lead- 
ers, carried down to engineer’s sink from 
each tank a %-inch galvanized tell-tale 
pipe with 6-inch tinned-copper funnel in- 
let. The tank and pump lines are cross- 
connected, so that either may be shut 
off for cleaning and repairs and the build- 
ing supplied with either kind of water 
from other tank. 

In the basement there is a 5,000-gallon 
open suction pipe, from which runs a 4- 
inch galvanized overflow pipe and a 2- 
inch galvanized emptying pipe with deep 
seal trap to floor drains. The supply 
mains from both Sands and Charles 
streets and pump sections connect directly 
and separately with the suction tank. 


‘any size. 


_In the cellar there are two Berryman 
feed water heaters for the hot water 
supply to the swimming tank plumbing 
and kitchen fixtures. There are two 12 
x 7 x 10 Underwriter fire pumps, one of 
which is used ordinarily for pumping 
from well to artesian water tank, and the 
other to the house service tank. These 
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are cross-connected, that either or both 
may be used for either tank or fire ser- 
vice. The suction of fire and house pump 
is connected with swimming tank, so that 
contents can be pumped to artesian root 
tank. 


——_#_» 0 4<____—_ 
THE , MANUFACTURE OF “RARITAN” GAS— 
MANTLES 

With the beginning of the new year 
there is a general hoping for good things 
all along the line. As a reasonably 
founded believing goes with the hoping, 
the coming twelve months are likely to be 
an improvement upon the past year. 

The Raritan Mantle Company, 7-9 
Chatham square, Manhattan, claim special 
advantages for their mantle. A JouRNAL 
representative recently made a visit to 
the factory and was given some details 
that will likely interest the trade. The 
mantle when knitted is washed in 
specially distilled water, a process that 
takes all impurities from the cotton and 
insures the mantle a durable shape. The 
top of the mantle is also strengthened 
with another solution guaranteeing a 
special strength. The shaping machine 
turns out ten mantles at a time. The 
closeness of the burners in this machine — 
effect an absolutely inshrinkable mantle ry 
M. I. Hisler, a member of the firm, has — 
patented this contrivance, and claims foi 4 
it the work of eight hundred men ne 
day, a remarkable advantage in time 
and ‘thoroughness.  After.the mantle is — 
baked it receives an additional coating — 
for safety in transit. The Raritan Com a 
pany make a special mantle for the Kit 
son light, for streets and factories, and— 
also for the Block Light Company manu: 
factures the largest and heaviest mantle 
in actual use. For its ordinary mantle 
the Raritan people claim that it takes less _ 
gas for a greater result than any other 
in the market. It is being shipped all 
over the country, to Cuba, Europe and to — 
India. For the past three years an aver — 
age of two million has been turned out — 
yearly. The company claims the als 
tinction of being the first firm to sign — 
a thorium contract after that commodity’s — 
rise last summer, and in the face of a 
consequent rise in prices has done 4a 
larger business than ever. The compan 
is in a position to turn out mantles 0 


THE PLUMBERS’ TRADE JOURNAL, STEAM 


LAUNDRY HEATERS~—4 SIZES. 
Square and Round Top. 

Cap. 40 to 150 Gallons, 

No. of Tons, 10 to 25. 


TANK HEATERS—14 SIZES. 
Cap. 65 to 400 Gallons. 6 Styles. 


Tested to 100 Ibs. pressure per square inch, and will meet every reasonable requirement. 


Special Systems requiring a pressure in excess of this, the pressure test should be stated. 
— SEND FOR—. 
Descriptive pamphlet—giving Dimensions, Capacity and Price. 


Magee Furnace Go., "ties 


Steam and Hot Water Heaters, Warm Air Furnaces. 
Combination (Warm Air and Hot Water) Ranges, Stoves, Etc. 


Largest Line Under One Name in the United States. 
Western Agency: J. D. LOTT & CO., 86 Lake Street. CHICAGO. 


ee 1 ded For Steam 
Torrid’ Heater (Fo stes™... 
= It is practicalin design» 
safe, being tested to 200 
pounds, easy to manage 
and keep clean; durable, 
sectional and easily hana- 
led; has no packed joints; 
is self-feed or surface 
burning; has the Torrid 
patent rocking and ump: 

ing grate, and is low 
price. We also manufac- 


~ Thomson’s 

rim S.P. 
Smoke 
Machine 


for testing plumbing 


Every honest 
E l plumber needs one 
ture a boiler especially WriteiceCiealer 
a 


adapted for burning fine 


anthracite coal. Send for nd Price 
catalogue, Agents Wanted 
: FACTORY: 
—= Hackettstown, N. J, teOM SOX co 
Ww. H, DRAKE, Elmhurst, Pa. 
56 Clinton Street, . NEWARK, N.J. 


Have you 
Had the 
Free Sample 


We are sending any one in 
the trade who will write for 
it—a free sample of the 
Allen “Automatic Air 
Valve.” 


Seeing it work is the best 
Salesman we have. Orders 
always follow. 


Write To-Day. Mention The Piumbers’ Trade Journal. 


NORWALL MFG CO., 
40 Dearborn Street, CHICAGO, 


346 Broadway, NEW YORK, 
911 Filbert Street, PHILADELPHIA. | 
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WATER—HOT AND PLENTY 


Plenty of hot water served to bath-room, kit- 
chen, laundry is a rapidly growing demand. 

And there are many other purposes which are 
well served by our varied patterns of IDEAL 
Tank Heaters. 


One Dealer tells us he sold 
sixteen IDEAL tank heaters 
one season from a working 
sample erected in his store—a 
good way to get business. 


IDEAL Boilers, 
AMERICAN Radiators. 


IDEAL Sectional 
Tank Heater 


AMERICAN RADIATOR COMPANY 


LAKE AND DEARBORN STREETS, CHICAGO. 
New Yorks: 42-44 E. Twentieth Street. MINNEAPOLIS: 204 Fourth Street, South 
Burravo: 1741 Elmwood Avenue. Denver: 831 Fifteenth Street 


PHILADELPHIA: 622 Arch Street. Boston: 44 Oliver Street. Sr. Lours: 207-209 N. Tenth Street 


SIDE FEED 


BOILER 


For Steam and 
Hot Water Heating 


Send for New Catalogue and Prices. 


GORTON @ LIDGERWOOD CO., 


96 Liberty Street, New York. 
Beston. Chicago. 


MINERAL WOOL 


For covering Steam and Water Pipes is superior to anything 
in the Market. Samples and Circulars Free, 


UNITED STATES MINERAL WOOL CO., 


C Water 
JIVE » = Heaters 


ALL STEEL, 
SELF FEEDER. 


Shaking and Dumping Grates Send for 
Automatic Regulators. Wlustrated Catalogue. 


KEWANEE BOILER CO., - - Kewanee, Ill. 


CHICAGO STORE: 
169 East Lake Street 
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Iprectical Talks on Steam 
and Hot Water Heating 


ARTICLE VIII—BY DON REX 


PECIAL FiTTINGS—THEIR USE AND — 
§ VALUE.—There are many kinds 


of special fittings and appli- 

ances more or less generally 
used by the up-to-date heating contractor 
and many times the knowledge of the 
proper use of these fittings will help the 
fitter out on a difficult connection and, 
also, better the job. As the fitter ad- 
vances in his knowledge of the heating 
business he will begin to use more of 


Fig. 1 


the special fittings and will find later that 
he can hardly dispense with them. 

We cannot very well illustrate and de- 
scribe all of the various special fittings 
now manufactured, but we shall take up 
some of those more generally used and 
endeavor to show their value to the fitter. 

Fig. No. 1 illustrates a long turn or 
long radius elbow. Very often on hot- 
water work it becomes necessary on a 
long run of pipe to turn at right angles 
and it is necessary to eliminate the fric- 
tion caused by the use of a standard 
elbow. This may be accomplished by us- 
ing the long radius elbow which practical- 
ly does away with all friction. Ofttimes 
in adding to a job already installed the 
fitter finds that he must make use of a 
smaller size of main pipe than should be 
used and it will be found that the use 
of long turn fittings increases the effi- 
ciency of any size of pipe. 

Another fitting of value is the double 
or “twin” elbow illustrated by Fig. No. 2 


Fig. 2 


We have in a previous article already 
touched upon the value of this fitting. 
Its greatest value is for use in place of a 
tee set “bull head” on the end of a pipe 
to divide the circulation. The fitter can 
easily understand the friction caused by 


using a tee in this manner, while by the 
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use of a double elbow the circulation is 
divided easily and positively and with 
comparatively little friction. 

As a very good illustration of this, the 
writer remembers one job of hot-water 
heating in a square-built house contain- 
ing eight living rooms and chambers, four 
on the first floor and four on the second 
floor. The heater was placed near the 
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Fig. 4—Showing the Way the Job Should Have Been Piped—Double Elbows in Place of Tees 


center of the basement and almost all of 
the radiators were located in each of the 
four corners of the building. The main 
piping was nearly the shape of the letter 


4 


Fig. 5 


HW with the heater placed in the center. 
.u.¢ job had been erected by a man new 
to the heating business and unaccustomed 
to hot-water piping. Fig. No. 3 shows the 


MN 


Fig. 6 


way he piped the job, using tees placed 
pbull-head; the result was that the circu- 
lation was all tangled up. Fig. No. 4 
shows the way he should have piped the 
job, using double elbows in place of tees. 


a 


Fig. 7 


We advised this change to the above-men- 
tioned party and he was surprised to see 


Rist to 
Upper Floor 


Feed to Radiator 


Flow ir liet 
Fig. 8 


the job work well, with the circulation 
positive to all parts of the building. 
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THE .BSMITE GO, | 


PACIFIC COAST AGENTS, 
HOLBROOK, MERRILL & STETSON, 


San Francisco, Cal. 


IMPERIAL 
UNION. 


TANK HEATER “ MENLO °* 


stea.n.— MERCER BOILER.— Water, 


SALESROOMS: 


133 CENTRE STREET, - NEW YORK. 
704 ARCH STREET, - PHILADELPHIA. 


NADIA Uh 


HOT WATER ETT) »—< MARK 
HEATER. : | 


Suitable for large or small 
houses, stores, conserva- 
vatories, barber shops, 
hotels, etc. 


CORONET.- 8 FOOT X-RAY. 


BRASS 
BRONZE 
COPPER 
STEEL 


KINNEAR 
RADIATORS 


excel in artistic appearance; great- 
est heating surface in limited floor 
space; increased efficiency and de- 
creased weight. 


DURABILITY 
GUARANTEED 


Beautifully finished to conform to 
any interior decoration. 


WRITE FOR CATALOGUE No. &. 


KINNEAR-HOOD STEEL COMPANY 
No. 141 Broadway NEW YORK, N. Y. 


Heats water quickly. Cir- 
culation is positive. No 
joints inside to leak. 


Also, all kinds of coils and 
bends of iron, brass and 
copper pipe. 


Manufactured by 
THE NATIONAL PIPE 
BENDING CO., 
85 Lloyd St., 


New Haven, Conn. 
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EUROPEAN AGENTS, 
Aus. EGGERS, 


Bremen and New York. 


rorieeak 
UNION. 


Steam.— COTTAGE BOILER.—Water. 


5 FOOT X-RAY. 
DIADEM. 


PLUMBERS’ TRADE JOURNAL, will be sent 
FREE to any subscriber sending us a e 
new en oe eg Ne CONE TRY AND GET ONE 
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UR NEW BINDER. a4 serviceable and 
0 handy arrangement for holding THE ] 


| SHIRLEV RADIATOR & FOUNDRY CO | 
_____ INDIANAPOLIS,IND. . 


REVISEDANDENLARGED 
TOWER'S 
PLUMBERS’ MANUAL AND 
TEXT BOOK. 


Elementary and condensed articles on metals’ 
solder, water and its distribution, pumpe, hydraulic 
rams, meters, boilers, filtration, electrolysis, friction. 

Drainage, house and subsoil. Traps and siphonage. 
Ventilation as applied to plumbing. Fixtures: Proper 
and desirable material for their construction and 
installation. 


Miscellaneous Matter, Rules, Etc. 


Plumbers’ dictionary, very convenient. fete 
and answers suitable or Plumbers License 

tions. All in compact form. Size 4x6 inches. A 
helpful, reliable and convenient reference book for 
plumbers and apprentices. 


PRICE $1.00 POSTPAID, TO ANY ADDRESS. 
No C. O. D. Orders. 
Address, Plumbers’ Trade Journal 

Publishing Company, 
61 Beekman St, NEW YORK. 
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One of the older special fittings form- 
erly used for this same purpose is the 
long radius tee illustrated in Fig. No. 5: 


We believe, however, the double elbow to 
be of greater value, particularly on hot- 
water work. But where used above the 
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\Fig. 1 


boiler on steam work to start two mains 
in opposite directions (the boiler having 
but one outlet for steam) it will be found 
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Fig. 12 


that the long radius tee is equally as valu- 
able as the double ell. In either event the 
Atter should not use a “bull-head”’ tee. 


Branch to Return 
Radiator Ri 
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Fig. 14 


Very frequently it is found necessary to 
divide the main, taking one part in a 
direction at right angles to the other and 
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the best style of a fitting to use for this 
purpose is the long-radius Y illustrated 
by Fig. No. 6. 

Sometimes the fitter will find that it is 
necessary to offset a pipe in order to get 
by an ovstruction and for this purpose an 
offset fitting illustrated by Fig. No. 7 is 
used. This fitting is made ina variety of 
styles offsetting from two to eight inches 
or more and for any size of wrought iron 
better class of fitters, or, more properly, 
those making a specialty of the better 
class of hot-water heating, is known as 
pipe. Itis particularly adapted for use on 
a riser running through a room where 
two elbows and a nipple would look un- 


Fig. 13—No. !—Flow to Radiator—Circuit Fitting. No, 2.—Return From Radiator into Side of Tee 


sightly. In speaking of unsightly work, 
we want to remind the fitter that it is not 
desirable to use unions on small pipe, or 
pipe up to 2 inches in size. Use instead a 
rigu. and left coupling or a right and left 
elbow, and for 2%%4-inch pipe and larger 
use a flanged union. 

A style of fitting which during recent 
years has come into great favor with the 
the O. S. fitting. Fig. No. 8 shows an 
interior view of one of these fittings. 
The writer can give his unqualified en- 
dorsement to them as he has fully tested 
their value. They cost considerably 
more than an ordinary tee fitting of the 
same size but they do away with the 
use of several elbows and nipples and 
the saving of the price of these fittings 


NIG 


and in time to the fitter more than off- 
sets their increased cost. : 

Fig. No. 9 shows the flow riser of an 
ordinary hot-water job and Fig. No. 10 
shows the use of O. S. fittings on an 
“overhead” system of hot-water heating. 
Used on either system they insure posi- 
tive circulation and a proper division of 
the water to the various radiators, as 
well as a quickening of the circulation 
on the job. 

There are two styles of fittings for the 
single main hot-water system we desire 
to illustrate. Fig. No. 11 shows the O. 
S. circuit and Fig. 12 the Eureka fitting. 

Many fitters believe this system to be 


of value; therefore, we give a general de- 
scription of it. Fig. No. 138 shows a 
sketch of a small circuit job of hot-water 
heating. It will be seen that the flow to 
each radiator is taken from the top of 
the main by the use of one of the O. S. 
circuit fittings, and the return from the 
radiator joins the main through an ordi- 
nary tee directly into the side. If the 
Eureka fitting is used the tee for con- 
necting return from radiator is dispensed 
with, as the Hureka fitting has an open- 
ing for both flow and return. 

Fig. No. 14 shows the special fitting for 
the flow and the tee for return pipe in po- 
sition on the main. 

There are other special fittings but the 
above comprise those most generally used. 
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Practical Hints on House Heating | 
By CuHar.es B. THOMPSON. 
Cuaprsr III. 


IGURE 11 on page 62 shows 
a flat building piped for an 
overhead water heating ap- 
paratus. The sizes given for 
the various radiators are not 
proportioned to any given room, but to 
show the relative size for each fioor. As 
the water is carried to the attic first, the 
hottest water will be delivered to the 


top floor, but as the top floors will lose 
heat faster than the lower floors, owing 
to the cooling action of the roof, we give 
that floor nearly as much radiation as the 
second floor, but increase on the first floor, 
where the water is coolest. 

The radiators attached to riser No. 1 
have a separate return, which is unques- 
tionably the proper way to connect radia- 
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tors on overhead work, because of the 
more equal temperature of the water in 
the line. 

All the other radiators are shown con- 
nected up to one line, which is the usual 
method. 


Radiator A is shown connected to the 
main riser, simply to show what can be 
done in an emergency, such as a bath- 
room radiator where the main riser runs 
through the room. A radiator so con- 
nected will heat all right, but, of course, 
it should only be applied to one or two 
small rooms. 


The feed pipe to top of radiators is 
taken off the riser so as to get a swing 
joint, and the returns are taken off under 
the floor, and rise to the radiator valve. 
This is done to avoid rigid connection, 
which are very difficult to make, as those 
who have tried them can testify. See 
details, Fig. 12. 


In the attic, we connect first to the front 
line and then run back and connect up 
the center lines. In this way we get the 
heat first and last where it is most 
needed, 


The expansion tank should be of extra 
size; 100 gallons is none too large, as we 
require a good reservoir of water in the 
attic, and only half of the tank can be 
filled with water if laid on its side, which 
is the usual method for want of space. 

The overflow should be run to a con- 
venient sink in basement, and a vent pipe 
to a stack in attic. 


If it is desired to put a little pressure 
on the job, this can best be done by 
placing a good safety valve on the over- 
flow pipe in attic and running a chain or 
strong copper wire, from the valve to 
basement over a pulley, so that pulling 
on the wire will lift the valve, and allow 
the air to escape. If this is done, there 
is no need of the %-inch vent pipe. A 
pan should be placed under the safety 
valve to catch any leakage or splash of 
water. When the apparatus is arranged 
in this way, it is only necessary in filling 
to raise the safety valve, turn on the 
water pressure, and when it flows at the 
overflow pipe, the entire apparatus will 
be filled. 

One of the advantages of the overhead 
system is that the air is taken care of 
automatically. 

Another important feature igs rapid cir 
culation, which returns the water to 
boiler with the minimum loss of heat. If 
the water returns to the boiler 40 degrees 
below the outgoing temperature, more fuel 
will be required to restore the lost heat than 
where the difference is only twenty degrees. 

In regard to the piping, the main flow 
pipe will easily take care of double the 
radiation in overhead work, that it will 
in basement piping. 

The following table is based on good 
practice in overhead water heating, and 
gives the quantity of radiation in square 
feet that can be attached to the various 
sizes of pipe. 


Main Riser Drop Riser Drop Riser 
from boiler. Single. Separate Return. 
i EOI 5.0) O55 50) 2 i ccteteuen «St 
DPS ik: -\ 9) BA eae 15 iss. scone 100 
A Ne AS Domt 10005. actarerernee .. 180 
144” DAVE Bisarodocdcd 150 | cc. seins aes . 250 
Hed COO is erctere mrcletelsie 400) ose ccauaree . 800 
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RIGHMOND 


BOILERS 


A Few Specimens of a Line of Boilers Giving Unqualified Satisfaction Everywhere 


For Catalogues and Prices address 


THE RICHMOND COMPANY, = Norwich, Conn. 


Will Please Mention 


Su bsc a | be rs This Journal when HAVE YOU CATALOGUE No. 36 OF 


GEM “==. HEATERS? 


EASY TO SELL 
EASY TO SET UP 
EASY TO OPERATE 
EASY ON COAL BILLS 


Wilks Water Heaters 


7X 


Steam | 
Generators ah | He ms 
and Steel sof AWA | ABENDROTH BROS., 
Canks, (1 = |] 109-111 spe Seeeeh Bie os New York City 
Best in Use. 


Baltimore, Md., J. Regesters’ Sons Co. 
All Steel. 


No Coils. 


Sold Through the Trade Only 


WRITE FOR DISCOUNTS 


Philadelphia, Pa., Jno. Maneely* 


Chicago, IIl., Western Valve Co. 


St. LOUIS, MO,, Miller & Brockman. 


No Flues. 
No Cast Tron 
Sections. 


Send for Catalogue. 


Cleveland, O., The Kennedy Co. 


Boston, Mass., The Sumner & Goodwin Co. 


Providence, R.I., Allen Fire Dept. Supply Co. 


Minneapolis, Minn., Roberts Heating and Ven- 
tilating Co. 


Kansas City, Mo., The Prest Furnace Co. 


Pittsburg, Pa., The Kelly & Jones Co. 


Ss. WILKS MANUFACTURING CO,., 


35TH STREET @ SHIELDS AVE., CHICAGO. 
TELEPHONE YDS. 866. 
N. 8. Bouton, President, E. 8. Szpewics. V. P. & G. M. H. M. Szpewiox, Sec’y and Treas. 


FOR SALE BY ALL JOBBERS. 


Lelcester, Eng., British Steam Specialties, 
Limited. 


Main Riser Dpop Riser Drop Riser 
from boiler. Single. Separate Return. 
214” UDO Sha ooocse SOOT wie alesse cle eleie 1200 
om UCSD 5 Sestodadn 1000 

3" 2500 

4” 3000 

4%” 4000 

5” 6000 

Ca $s? 9000 

US 12000 

8” 15000 


When the main riser is carried to the 
attic, it is a good plan to connect it toa 


DeETA\L oF RADIATOR CONNEC- 
TIONS ON OVERHEAD Worn, TO 
Avo Ricio Joints. 


piece of large pipe, which acts as a reser- 
voir, and from which the horizontal lines 
may be run; in this way it is safe to take 
three pipes from the reservoir, each pipe 
being of equal area to the main riser, see 
sketch, Fig. 14. Fig. 15 is taken from 
actual practice, where the plant has been 
in successful operation for seven years. 


“DETAIL OF STARTING Pipe. 


The starting pipe shown in detail in 
Fig. 13 is very important where there are 
radiators on same level as the boiler. 
The reason for using this pipe is to heat 
and consequently lighten the water in the 
pipe which rises from the floor to boiler 
return. This lift is usually 18 inches to 


and, being the coldest and 
in the ap- 
paratus, retards the easy flow of the 


24 inches, 
heaviest column of water 


ray 
\" aya 


iH 
(2) 
7 
u 
w 
rm) 
xe 
‘0 


DETA\L OF CONNECTION 
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water in that line, and as a consequence 
the lower half of the basement radiator 
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of side and pitch down, so there shal! 
be Lo air traps. 

Boilers for water heating apparatus 
should have thin waterways, though such 
boilers are not easily obtained, as most 
of them are made for both steam and 
water, and have larger waterways than 
are desirable for water heating only. 
The radiatien attached to boiler in Fig. 
11 is 1,800 square feet, adding 20 per 
cent., which will cover the piping in 
overhead work, gives as the boiler load 
2,160 square feet, for which we require 
a boiler and stack of the following pro- 
portions: 

Heating surface in boiler (70 per cent. di- 
rect), 1 to 16 Rad., 185 square feet. 

Grate surface, 1 to 18 ; heating surface, 
7.5 square feet. 

Fuel capacity, anthracite coal, 500 pounds. 

Area of round chimney, 60 feet high, 154 
square inches. 

Square chimney 60 feet high, 14”x14”, or 
196 square inches. 

The fuel capacity is computed by as- 
suming that there will be fair combus- 
tion and that in the most severe weather 
the radiation and piping will be main- 
tained at a mean temperature of 170 de- 
grees, and that the surrounding air will 
be 70 degrees Faht.; under such condi- 
tions one pound of anthracite coal of 
good quality will take care of 5.4 (five 
and four-tenths) feet of radiation for 
eight continuous hours and, as we have 
2,160 feet attached to the boiler, 400 


pounds will be consumed in eight hours, 
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radiation is run at 150 degrees mean — 
temperature in 70 degrees of air, the coal — 
consumption for eight hours will be 322 
pounds, and if at 120 degrees it will be 
240 pounds. In the Northern States from 
one to one and a half tons anthracite coal 
will take care of 100 square feet of water — 


Expansion _ Pi 
aera ir Relies | 


3 Carries 1000 


8 Wain Riser 
Carrits 140004 
Radiation 


Fis.\S. 
SKETCH OF MAIN RISER AND ATTIC 
YTILA\ws oF LARGE WATER-HEATING 
A-PPARATUS IN SUCCESSFUL OPERATION. 


radiation for the season of seven months. 
The apparatus described in this paper 
should run through the season with less 
than 25 tons anthracite coal. 


—_—————e 4 


The John David Burghardt Company, 
plumbers, at 214 Royal street, New 
Orleans, La., deserves credit for the at- 
tractive calendar which they are dis- 
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Fig. fl—Section of a Flat Building Heating—Overhead Piping. Only One-Half of Radiation Shown in This Illustration 


is likely to be away below normal tem- 
perature. 


All branches in attic must be takon out 


and for a reserve 100 pounds is not too 
much. Therefore, the boiler should have 
500 pounds hard coal capacity. If the 


tributing this year. The half-tone illus 
tration “The Morning Dip,” which is 
printed on top, is a very pretty one. 
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This Will Interest You! 
READ 


WE HERE ILLUSTRATE FOR THE FIRST TIME OUR LATEST IMPROVEMENT IN 


PIPE STOCKS 4x» DIES 


It is an Adjustable Die with Bushing Guides. 
To introduce them we offer to send to any point 
East of Missouri River, Charges Paid, one No. O 
Plate cutting 1-8, 1-4, 3-8, 1-2 Pipe. 


This Cut Shows Our No. }. 


COMPLETE IN CASE, AS SHOWN IN CUT, ON RECEIPT OF $2.80 /N CASH. 


This Offer to remain good until March Ist, 1904. 


Vacuum Steam Heating System 
MORGAN @ CO., CHICAGO 


THE WILHELMI THE MODERN © 


TWO BEST BOILERS aE 

The “Wilhelmi” is a high-grade copper range boiler ui | 

tested to 250 pounds and guaranteed to stand a working | 

pressure of 150 pounds. There.can be no better boiler 
made. 


Experience may qualify a plumber to guard against bad and insanitary 
conditions, and it is against the unseen and unknowable that the 
rudent plumber seems to make provision, an ounce of prevention 
being worth a pound of cure. One route to safety lies in using on your 


sinks and lavatories, etc.,. CLEAN SWEEP TRAPS. 


1 
An expert writes us recently: ‘‘There are many good traps, but after 
all we think that CLEAN SWEEPS are the best all around trap in use 
at the present day,” a consistent opinion from an unbiased fargo) and 
our FULLER WORK, the perfect kind, that’s silent when working, 
these are yours for the asking. The Traps are sold in England, Scot- 
land, Germany, Canada and the United States. 


Detroit Sanitary Supply Co., Sole Manufacturers, 
27 Jefferson Avenue, © DETROIT, MICH. 


The “Modern” is for use where the pressure does not 
exceed 100 pounds, as that is the guaranteed working pres- 
sure. It is tested to 200 pounds. 


BOTH BOILERS GUARANTEED NOT 
TO LEAK AND AGAINST COLLAPSE 


SEALS WifH CR PUT INTO THE WHITE HOUSE BY THE U. S. GOVERNMEYT, 


|} waxwour, wares F. E. CUDELL’S 


may Pat, SEWER-GAS and BACK WATER TRAP (a 


For Wash Bowls, Sinks, Baths and Wash Tubs. 
WEST CLEVELAND, - - - - OHIO, @ 


“T) N” 


naar 2 That’s what they all say when they have 

=e = trouble with their hot water. First, it is 

fox sl a , “This water is scalding hot;” then it is “I 

ee can’t get any hot water at all; what is the 
matter?” 

The trouble is readily apparent to those who 

know. All that these unhappy people want 


(and they are remarkably numerous) is a 


D. & R. HOT WATER REGULATOR 


Write us about your troubles and tell your friends to dose 
too. Wecan make you all happy. 


‘Very Attractive Discounts Furnished 
FOR SALE ONLY BY JOBBERS OF PLUMBERS’ SUPPLIES 


HAYES MFG. CO., : . Paterson, N. J. 


=) Davis & Roesch Temperature Controlling Co., 


276 New Jersey Railroad Ave. . - NEWARK, Ne de 


Manufacturers of 


D. & R. HOUSE and CAR THERMOSTATS 


D. & R. HOT WATER REGULATORS 
D. & R. DAMPER REGULATORS 

D. & R. DRAFT CONTROLLERS 

D. & R. PRESSURE GOVERNORS 

D. & R. VACUUM AIR VALVES 


only. 
must accompany each communication. 


MAKING A HOT WATER DAMPER REGU- 
LATOR. 


Editor TH PLUMBERS’ TRADE JOURNAL: 

I have some of the parts of a heat regulator 
and wish to fit it up for a hot water damper 
regulator. I wish to make a generator for 
the diaphragm out of pipe and fittings. What 
size shall I make the inside chamber and what 
length? Is there any better compound than 
water and alcohol to fill the inside chamber 
with and what proportions are used? Is it 
best to put the regulator on a short circuit by 
itself. I would be pleased to have your views 
in regard to making this, and answered in 
Queries and Answers soon. 

Glencoe, Minn. F. W. HAYDEN. 

Mr. Hayden. states that he has some 


parts of a “heat regulator’—we presume 
he means the ordinary diaphragm steam 
damper regulator. 

A hot water damper regulator of the 
character mentioned may be made in any 
one of a dozen different stvles or shanes 


PSP Yux2Ger 
B-Pipe srom Heater 


Ce. @ Lo ‘ 
D-Top of Brass Cup 
E-Optning for Pour- 
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Alt inquiries and sketches on practical and scientific subjects relating to plumbs 
ing, heating, and lighting answered in this column. 
No answers given by mail, but published in due time. 


Write on one side of paper 
Name and address 


against the under side of the rubber 
diaphragm. 

As the water surrounding this bowl be 
comes warm it expands, presses against 


the rubber diaphragm, which in turn 
presses against and lifts the plunger and 
operates the draft doors to the heater by 
raising the diaphragm lever, to which a 
small chain is attached connecting with 
the draft doors. 

Alcohol is the best liquid to use in 
the brass bowl and the regulator should 
be made sufficiently large to admit of 
using a twelve- or fifteen-inch rubber 
diaphragm. 

We would advise a separate circuit for 
the regulator. 

We submit a sketch showing some- 


thing of the character of a regulator of 
this kind whieh is verv similar to the 


\Yataae 

G-Alcorol 

W-Hot Water 

i-Rubber Diapkragm 
ing ir AlLcorolL 


Sketch Showing Plan for Hot Water Regulator, Something After the Lawler Patent 


but all are governed by the same prin- 
ciple of operation. 

A casting in the form of an inverted 
soup plate having a plunger passing 
through a hole in the center which con- 
nects to the diaphragm lever consists of 
the upper part of the regulator. Between 
this casting and the lower part of the 
bowl of the regulator is a rubber dia- 
phragm. The lower part of the regulator 


consists of a hollow cast-iron bowl having ~ 


an opening in the bottom for the inlet 
of hot water from the boiler and an out- 
let for the water at one side of the bowl 
near the rim or top. 

Inside of this cast-iron bowl is a 
bowl a little smaller in diameter and 
made of thin brass—this is sealed up air- 
tight after being about two-thirds filled 
with alcohol and operates by expanding 


Lawler hot water regulator though, as 
stated before, this design need not be 
followed. 


GALVANIZED PIPE IS LESS LIKELY TO 
RUST. 


Editor THm PLuMBHRS’ TRADH JOURNAL: 

I would like to ask through your journal; 
What is the advantage, if any, of using gal- 
vanized in preference to black wrought fron 
pipe in piping buildings for gas, and if there 
is none, why not? I don’t know that I have 
ever noticed any authority on this subject. 

New Decatur, Ala. JBRRIB CLARK. 

The only advantage in using galvanized 
pipe is the fact that it is less apt to rust, 
and in time, obstruct the openings with 
scale, particularly where the pipe is 
small. While this is a fact however, 
the black pipe is more commonly used 


for this purpose at the present time. 


STEAM AND HOT WATER FITTERS’ 


Many fitters while using black pipe, 
prefer to use galvanized fittings, as they 
are much less liable to be bothered by 
sand holes, the galvanizing filling any 
small hole that may exist. 


AN INTERESTING QUESTION ON DOUBLE 
CISTERN WORK. 


Editor THr PLUMBERS’ TRADE JOURNAL: 
As an old-time subscriber to THN PLUMBHRS’ 
TRADE JOURNAL I would like to ask you a little 


xo 


Overflow. 


REVIEW 


JOURNAL can give me, or any of the readers 

who may be interested, will greatly help, I am 

sure. I, W. 
Chicago, IIl. 


We are pleased to show the two 
sketches, No. 1 and No. 2, of “F. W.,” 
and also a sketch of our own, No, 3, 
from which he may gain some help. 

We see no way of emptying two tanks 
on the same level into each other, except 
by pumping from one to the other, for as 


RaAarm Water 


Supply 
Acioy ent 


IL 


Fig- 1—F. W.’s Sketch Showing How the Cisterns Are Connected at Present 


bit of advice on the subject of connecting two 
rain water cisterns together. The object of a 
connection of this sort is a decidedly original 
one, outlined by my customers. They desire 
these two cisterns built so that when both are 


Rain Water 
/3 §xrom Roof 


“R, W.” states, water is bound to seek 
its level, and it will be impossible to ob- 
tain more than that result by simply 
connecting the two cisterns together. His 


To Pump 
Rain Water) 


jThe Way F. W. Would Connect the Two Cisterns, and It Should Prove Satisfactory 


filled with water they may be able to use either 
one at a time, and when one becomes empty 
they may be able to turn the water from the 
filled one into the empty one, cleaning out each 
empty one in turn. 

At the present time they have these con- 
nected, as per my sketch Figure 1. In this 
system a stop cock with rod is arranged‘to shut 
off, and when they desire to fill they turn on 
the rod. There is no pressure on the water in 
the cisterns, and when they turn on, the water 
goes to its level with the other tank and does 
not completely empty. In other words, it is 
a case of water finding its own level. 

I have drawn a sketch, as per Figure 2, 
showing what I believe is to be the best way 
to connect these two. Placing a valve on the 
pipe before the pump so that the pump can 
emptly one and be ready to clean and fill up in 


Rain Water 
wf Strom Moos 
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sketch, Fig. 2, is a good one, and should 
prove satsfactory unless there are condi- 
tions which he has not mentioned. Our 
sketch, Fig. 3, is similar to his Fig. 2, 
and is merely a slight improvement in 
the manner of arranging the piping. 


WHY A RADIATOR MAY HBAT FIRST 
FROM RETURN PIPE AND THEN 
FROM FLOW. 


Editor Tor PLuMBERS’ TRADH JOURNAL: © 
Kindly inform me through your JOURNAL 
why on a hot water plant one or two of the 
radiators on the first floor near the end of the’ 
main trunk line, will heat first from the return 
pipe and then from the flow. This will con- 
tinue till the radiators are hot, and then the 
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Our Sketch, Showing What We Consider a Slight Improvement of Arranging the Piping 


this way. However, I want to be thoroughly 
posted on the matter before I go ahead and 
any information that THm PLUMBERS’ TRADE 


flow and return pipes will work vice versa. — 
The flowpipe will get hot and then suddenly — 
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**‘Gocd’’ Boiler Repairs 


For Repair Work 


HIGHEST Quality Guaranteed on Everything 


All Brass, and with Washers 
guaranteed to stand steam 
and hot water 


For Bibbs 


The “GOOD” Bibb Washers and ‘‘GOOD” Fuller Balls 
are guaranteed to be the best made for both hot and 
cold water. 


Finest Cutters 


PLUMBERS FRIEND 


Made of a special compound by a patented process 


All of our Force Cups never yet duplicated. 


are made of a special 
quality and fully guar- 
anteed. 


What is not here 
is in our Catalog 


All kinds and sizes of Washers 
and the best of quality 


FORCE CUP 


If you are not using them send for samples. Our full 
name is moulded on every one. 


That famous assortment of Bibb Screws and Nuts put 
up ina tin box worth almost its eight in gold. Every 
shop should have a few boxes. 


—S 


G 


Eighteen different sizes and styles. Fit any bibb. 
WE MAKE FULLER STEMS 


in regular style, also an adjustable one where the ball can 
be fastened to any part of the stem and will fit any make 
of Bibb, new or old. Send for sample. 


GOOD MFG. CoO., 


88-92 Lincoln Ave., 
New York City. 


LEATHER BALL COCK CUPS 


Six inches in diameter for forcing sinks, etc., 
and arranged to use by hand or to connect a 
force pump to it. 
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Questions 


Ainswers Continued trom Preceeding Page 


will heat from the return pipe. The connec- 
tions for the branches are taken off on 45 de- 
gree angle and the job works perfect except as 
the above stated. J. K. 

Baltimore, Md. 

We have found that the principal rea- 
son of radiators working backward or 
through the return pipe on a hot water 
job is insufficient size of main, although 
the manner of connecting and running 
the returns may sometimes have much 
to do with the trouble. Without a sketch 
of the piping of J. K.’s job we cannot 
very well advise. This “tangled circula- 
tion” on a job is frequently met with 
by the best of hot water fitters, but is 
usually easily remedied. The fact that 
the flow change in temperature from hot 
to cold would indicate a stoppage of 
circulation due to air, or an air cushion 
forming in the pipe which arises from 
the backward circulation of the last two 
radiators on the extreme end of the pip- 
ing. Look for this air and you will prob- 
ably find the cause of the trouble. 


HOW HOT WATER HEATING JOB MAY 
MEET WITH CRITICISM. 


Editor Tan PLUMBHRS’ TRADE JOURNAL: 

In your issue of September 1 you show a 
job of water heating installed by B. J. Jones, 
Sioux City, Ia, which he says: does not heat up 
evenly and then you show how the job should 
be done, and suggest a way to remedy the pres- 
ent job at the least expense. 

Your sketch showing how the job should be 
done is an improvement, but it is not right 
for you say nothing about the returns, where 
no doubt, the principal trouble lies. It would 
be interesting to have a sketch showing how 
the returns are connected. If Mr. Jones will 
start up the apparatus from cold water he will 
find some of the radiators heating through the 
return pipe. The mains shown by Mr. Jones 
are large enough. A 2%-inch main if properly 
proportioned and within a radius of 50 feet 
of boiler, will take care of 500 square feet of 
radiation. The writer has in mind a very 
satisfactory little job which he installed ten 
years ago, where one 2-inch main carries 500 
square feet of water radiation divided into 9 
radiators. 
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Suppose we follow your suggestion to make 
the size of mains the area of all the branches 
combined. 


A certain water heating job, which has 
been in successful operation for six years 
has 15,000 square feet of radiation divided 
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into 820 radiators; the combined area of 
all the branches aggregate 315 square inches— 
now where do we get off—theory writers say, 
use a main 20 inches in diameter or a num. 
ber of mains whose area shall equal the com- 
bined area of all the branches, say six 8-inch 


Take all §\ 


OW pipes 


remedy the present job without taking out the 


risers and in sketch B how he would have 
planned the piping originally. The reason for 
carrying separate returns back to _ boiler 


(sketch A) is because the risers are so large 
that it will be impossible to prevent the return 
water blocking the first floor radiators if the 
compound return is used. 

In regard to the tappings adopted by radia- 
tor manufacturers, it must be remembered 
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the branches and connections to radiat- 
ors could have been arranged according 
to the circumstances surrounding the 
work. 

On residence heating the fitter will 
make no mistake by using a size of main 
equal to the combined area of all radia- 
tor connections. This means much less 
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mains, and yet the job cited has one 8-inch 
flow and one 8-inch return—less than 1-6 the 
theoretical size, and for economy and even 
circulation the apparatus is pre-eminent. 

Water heating is not a question of hy- 
draulics, but of properly proportioning the 
flow of the heated strata of water. 

I do not like your suggestion to use wash- 
ers, because all that the washers could do, 
can be done with the valves and without ex- 
pense. 

There is one bad feature in both sketches, 
and that is the abrupt reduction at the last 
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that they are not hot water engineers and 
have very wisely adopted a scale of tappings 
large enough for all conditions, but obviously 
too large for some. It is up to the fitter to 
order his radiators tapped to suit each par- 
ticular case. First floor radiators near boiler 
tap small, 1 inch for 100 square feet is large 
enough, with 14-inch branch from main look- 
ing up 1 inch to valve. Second and third floor 
radiators should rarely be tapped larger than 
1 inch. C. B. THompson. 
Buffalo, N. Y. : 


Many of the suggestions offered by Mr. 


tee, the 2-inch pipe should have -been con. ‘Thompson are correct and valuable and 
H a 8 
0 Y ce) ° c to) 
0) A 1 Oo Be 4 
ro) 5 a fu 
a 52) fxs fu 
= A ‘ d 
is d " S ¢ 
od vy 
g 0 ‘i 0s a 
rN] 
e a £ vi a ia 
Yo) wo 
fo) 
g 0 0 0 re @ 
ait “Ke Be “ae hs raed 
foe! 2 — — ¥ ry 3 a 
ms | © )| | mm || © )| | |) | | | 9 | oD, 
J 

Relurrs--- They may be rur 

parallel with flow,or droppea 

to basement floor, 

Oll flow comrections made on sidt 
of RYweswxe. 
B.S.Jomss Jon Rerovurp 
tinued to the ell which should look up 2 we show herewith “Sketch A” and 


inches by 14% inches; an arm 1144 inches to 
foot of 1-inch riser using an ell 1%4-inch by 
l-inch. The risers are too large in both 
sketches, 


In sketch A is shown how the writer would 


“Sketch B” submitted by him. 

The fact remains, however, that had 
Mr. Jones used a larger size of main for 
the job he would have started right and 
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B.S Jones JoB AS tT SHOULD HAVE BEEN DONE. 


friction and easier work job and a smaller 
consumption of fuel. J 

As we have had occasion to say many 
times, there is no rule that can be laid 
down to govern steam and hot water 
work which does not require some judg- 
ment in its application. 

We agree with Mr. Thompson that prac 
tice is much better than theory when ap- 
plied to heating work, but the statement 
made by him regarding the job of 15,000 
square feet of radiation and an 8-inch. 
main might perhaps be misleading for he 
does not give all of the facts. 

Height of the building to be heated is 
an important factor in determining the 
size of the mains and it is probable that 
the job cited is in a five or six-story 
building. Let Mr. Thompson place 15,- 
‘000 feet of radiation on but two floors 
and he will have to more than double the 
size of the main as given to get the same 
results. Weight of water due to height 
is an important assistant to circulation 
on a job of water heating. ; 

We like Mr. Thompson’s sketch “B,” 
and believe the job would circulate even- 
ly if done in this manner. The idea of 
keeping the size of pipe 2 inches to the 
end of the line is a good one. We adyo- 
cate at this point on every job a size of 
pipe at least one size larger than the 
branch in the extreme end and if this 
branch is more than five or six feet in 
height it should be one size larger than 
the riser. 

Mr. Thompson’s statement that some 
of the radiators on this job will heat 
through the return pipe (circulate back 
ward) might be open to criticism, 45 
if this were true we would have what 
might be called a “tangled” circulation 
which we think is not the case. 

We believe the main reason that some — 
of the radiators rob the others is an in- 
sufficient size of main, these radiators 
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A Few Reasons Why You Should Use the 


moCULLY” TRAP 


E guarantee them absolutely non-syphoning, 
for the fact t .atit has a deeper water seal 
than any other Trap on the market, together witha 
very large deflecting or air chamber, or space 
above water in trap; features which you must have 
: 3 to guarantee these results, or else a partition 
They are beautiful in (which collects filth). One is sanitary and the 
design, highly finished, . other a menace to up-to-date sanitation. We Ask your Jobber for 
and the cheapest high guarantee them self-cleansing, because the water the “Scully” Trap. If 
grade trap on the enters the trap body with such force that coffee he does not handle it 
market. grounds, hair, lint, grease, etc., are carried out of write us for prices. 
trap, thereby preventing its 
stopping up and becoming foul 
or contaminated in event of 
evaporation. Withour trap you 
have the advantage of using it 
as either an S or P Trap, as you 
can take out ell and run the out- 
let direct to wall, thereby saving 
the carrying of more than one 
style in stock. 


WRITE FOR A SAMPLE 
AT SAMPLE PRICES. 


Scully Stops and Stop and Waste Cocks 


are made of the best red metal, are carefully 
ground, and have an even bearing on the 
entire surface of the core, and are absolutely 
guaranteed not to stick or leak, on either hot 
or cold water, 


Strong and durable. — = Sure to give satisfaction. 
Can always be depended on. = Tested at 200 lbs. pressure. 
Used once, always used. | Open and close easily. 
Leaders in quality and Price. — a Pays to use them. 

Less trouble to reverse than any. FOR : Saves you time and money. 
You should never be without them | : 


Our Compression Work is the best on the market. 
We excel in workmanship, quality and finish. 
Our sill cocks are strong and beautiful in design 
and finish. With our large and up-to-date plant, 
we areina position to make prompt shipments. 
Write us for Catalogue and Prices on our com- 
plete line. 


THE W. J. SCULLY VENTILATOR & MANUFACTURING CO., 


DETRKOtIA MICH. 
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which heat easily or through which the 
circulation starts, taking all of the water 
up to the full capacity of the main. 

We thank our correspondent for his 
open and frank comments and take this 
opportunity to say to our readers that 
we are not by any means infallible. We 
may have opinions different from many, 
and will at all times be thankful to hear 
from those who do not agree with our 
judgment. 


CONCERNING THE CONNECTION OF T.. 
EXPANSION TANK. 


Editor THE PLUMBERS’ TRADE JOURNAL: 

Will you kindly inform me what difference 
there will be in the results or operation of hot 
water job if I connected expansion pipe from 
tank in attic to bottom of boiler, or connect 
from tank to highest point of radiation? 

N. Yakima, Wash. D. REILLY. 


It will make no difference in results of 


Operation of the hot water Jous wnetuer 
the expansion tank is connected from the 
return pipe at the bottom of the boiler, 
or from the return end of the highest 
radiator, i. e., it will make no difference 
so far as the expansion on the job is 
concerned. It will, however, make a dif- 
ference in getting the air out of the 
pipes and radiators, as our correspondent 
will find that the radiators can be kept 
more free of air by connecting the tank 
to the return end or return connection 
from the highest radiator on the job. 

We might add that Mr. Reilly should 
read “Article Five’ of Practical Talks 
of Steam Fitters, by “Don Rex,” in 
issue of THe PLUMBERS’ TRADE JOURNAL, 
published on November 15th. He will 
find that it covers the different modes of 
connecting expansion tank and explains 
the reason for each style of connection. 
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MANHATTAN, (N. Y.) MASTER PLUMBERS PRE- 
SENT THEIR RETIRING PRESIDENT WITH A 
HANDSOME GIFT 


On December 30, 1903, at the rooms of 
the Manhattan Association, Andrew H. 
Brown, the retiring president, was pre- 
sented with a gilded solder pot decorated 
with red,. white and blue r-bbons, and 
containing $1,000 in new 1903 ten-dollar 
gold coins. The meeting, which was for 
the purpose of making the presentation, 
was called to order by President-elect 
Thomas A. Hill, who, after stating the 
object of the meeting, delegated Gen. 
Geo. D. Scott and J. A. Byrne to escort 
the retiring president to -the platform. 
Mr. Hill in a most eloquent manner pre- 
sented the gift to Mr. Brown on behalf 
of the members as follows: 

Mr. Brown: 

It is my pleasure to-night to have been 
selected by the committee to convey to 
you on behalf of the association a testi- 
monial, and before proceeding any fur- 
ther let me assure you that the substan- 
tiality of this testimonial cannot be ques- 
tioned in any country of the Old or New 
World; the nature of the gift is to ex- 
emplify, as it were, the true feeling and 
the high regard in which you are held by 
all the members composing this great in- 
stitution. 

For three long years you have been our 
presiding officer; for three long years 
vou have stood at the helm, guiding us 
through a path of safety and progression; 
there were times when we feel sure that 
the voyage was pleasant to you; but that 
there were times when the outlook was 
aark, and the voyage stormy, any mem- 
ber who has attended our meetings can 
testify to. 

That the management of this institu- 
tion for three years is a contract few 
of us would care to undertake is in- 


d sputable; I think I am within my rights 
as spokesman to-night when I say un- 
qualifiedly that the men who were close 
to you in the management of the affairs 


of this association for the past three 
years, look upon the abrogation of that 
contract by you as a severe loss to this 
youy and every member composing it, 
and the parting with you as our presiding 
officer we disliked exceedingly to contem- 
plate. 

We all know of the great amount of 
personal business you must of necessity 
have sacrificed in order to administer our 
affairs; we all appreciate the amount of 
time your official duties carried you away 
from your home and family, but let me 
assure you that if it were not for these 
and other personal reasons we would 
never relinquish our claims upon you, 
and our presidency would have become 
a continuous performance, with one bal- 
lot being cast for Andrew H. Brown by 
the secretary. 

Some of us have learned to more than 
appreciate you; some of us have learned 
to love you; to those of us to whom this 
feeling has come, let me voice my per- 
sonal sentiments, when I say 
“There is in you, all that we believe in 

heaven; 

Done well—acted nobly; angels could do 

no more.” 

Your personality would appeal to any 
man, and your continued good nature 
under several trying periods was a 
source of gratification to your friends and 
admiration to others, and I believe that 
a man after your own personality and 
possessed of the same characteristics was 
the inspiration of that well-known adage, 
“A good conscience makes a joyous coun- 
tenance.” I leave it to any gentleman 
present, that if this adage was ever ap- 
plicable to mortal man, no one can im- 
peach the conscience of Mr. Brown, for if 
a joyous countenance bespeaks a clear 


Andrew H. Brown, Ex-President of the Manhattan, (N. Y.,) Master 
Plumbers’ Ass’n, who was Presented with a Handsome Gift 


and honest conscience, well has Brows 
played the part. : 

“The only way to have a friend is to 
be one.’ This mottto your conduct has 
been the exemplification of, and I believe 
that you retire from office with the mem- 
bers of this association all your friends. 
“However he makes no friends who never 
made a foe.” If you have any of the 
latter I known them not; if there be any 
let me assure you that they have played 
a very small part in the successful ad- 
ministration of this association for the 
past three years. 

I now present to you, sir, on behalf 
of the Associatiton of Master Plumbers 
of Manhattan, with one of the emblems 
of our craft, most used and one that has 
stood the test of time and the fierce 
heat, not of battle, but of her companion 
in our trade, charcoal; it is filled to-night 
with metal that plumbers have never 
been able to wipe a joint with, although 
we all know that a great many “joints” 
have been successfully run with it; this 
solder pot is filled with gold, pure and 
precious. It is no more pure or precious 
to the commercial world than your dear 
self has been to us, and I cannot but feel 
that this form of testimonial was se- 
lected by the committee so that they and 
we all might say to you that as gold is 
the most valued metal and _ precious 
throughout the innermost recesses of the 
world, so we have measured your ser- 
vices to this association during your term 
of office now drawing to a close. 

Permit me to hand you one thousalll 
dollars, and close my short address with 
three verses of so-called poetry, written 
for this occasion: : 
“A&A man from a town surnamed Tarry, 
We present with a pot he can carry. 

As our president he was great; but he 
always ate 

Everything on his own and Ike Shum- 
way’s plate. 


A pot is always convenient 

For use when plumbing is ancient; 

But this pot of gold, we all hope to be 
told, 

Will never be used for such things to 
hold. 


The Mayor of a town, and a fireman bold; 

No wonder at all he ? \s not grown old. 

May long life be his, and success be his 
gain; 

And we all cera wish he’d take the 
chair again.” 


Mr. Brown replied as follows: 
Mr. Chairman and Gentlemen: 

This is the best and most valuable pot- 
piece I have ever seen in my long experl- 
ence in the trade. I am also reminded 
in scrutinizing this solder pot that “it is 
not all gold that glitters,’ as the pot is 
cast iron gilded, and not pure gold, like 
its contents, as some of you may think. 
I desire to say in thanking you that were 
the contents many thousands in place of 
one, the value to me would be insignifi- 
cant compared to the sentiments ex 
pressed, assuring me of the esteem and 
good will of my fellowcraftsmen in the 
association. I will always endeavor to 
perform whatever duty I am called upon 
to do with the same spirit that has been 
my purpose to maintain during the past 
three years aS your president. I have 
only done that which all should do if 
they accept the office, and that is to work 
for the interest of all regardless of social 
or financial position. I thank you again 
for this substantial and beautiful preiiet 
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‘Standard 
PORCELAIN ENAMELED LAVATORIES 


are characteristic in dignity and daintiness of de- 
sign and possess the highest sanitary efficiency, 
being made in one piece without a crack or 
plaster paris joint. 


The “Lenox’’ 


is designed for use on marble or tile wainscoting, 
having apron on all sides with a space between 
wall and rear apron, thus exposing the entire fix- 
ture to view and permitting ready access to all 
parts. This feature is in harmony with the latést 
applied methods of modern sanitation. 
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The ‘‘Lenox’”’ Plate 1004 G. 


PATENTED FEBRUARY 11, 1902. 
/ilustrated and described on page 8 “Standard” Porcelain 
Enameled Lavatory Catalogue. 
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The “Ophir 
is modeled like the “‘Ler.ox,’’ except that it has a back, 
the complete fixture being one piece. The ‘Lenox’ 


and ‘Ophir’ andother ‘Standard’ Porcelain Enameled 
Ware are shown in our beautiful book 


“MODERN BATHROOMS” 


copies of which will be sent to those about to build or 
remodel, with your compliments, if you will send us 
their namcs. Your co-operation in this plan will ad- 
vertise your business without cost to you. 


The “Ophir” Plate 1027 G. 


PATENT APPLIED FOR. Every piece of “Standard” Ware bears our **GREEN and GOLD” 
IIlustrated and described on Page 11 “Standard” Porcelain guarantee label and has our trade-mark “Standavd” oF initials ‘‘s. 5. 
. Enameled Lavatory Catalogue. M. Co.,’’ castin relief onthe exterior. No others are genuine. 


Standard Sanitary Mfg, Co. 


Pittsburg, U.S.A. 
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and hope that I have deserved it. , 

T. J. Byrne, the stage director, intro- 
duced the following gentlemen, who en- 
tertained the members until the chair- 
man, Alex Bryant, announced that the 
inner man would be taken care of in the 
banquet room: Mr. Victor Avidio, Mr. 
Paul Doder, tenors; Mr. James D. Fitz- 
gerald, baritone, and Mr.. Ralph Dayton 
Hansrath, pianist and accompanist. Some 
of the best selections from Italian and 
English opera, the “Crucifix,’ by Taure; 
a solo from the “Bohemian Girl,” the 
“Old Brigade” and a rousing solo (leda?), 
were sung. 

After supper in the dining hall several 
prominent members were called upon to 
speak, and responded readily. T. J. 
Tuomey favored the company with a very 
pathetic little story, which brought the 
tears to the eyes of all present. Messrs. 
Leonard D. Hosford, Louis Strot.and J. 
D. McEntee were among the speakers. 
The company adjourned singing “He’s. 
a jolly good fellow.” 


Byrnes & Murphy, of 890 Park avenue, 
were recently awarded a very good con- 
tract for installing the entire plumbing 
and heating in the large hotel now under 
construction at the corner of 55th street 
and Fifth avenue. 

Directly opposite above hotel is the new 
family hotel, St. Regis, the estimated cost 
of which is $2,600,000. William H. Spell- 
man, of 112 West 38th street, is the for- 
tunate plumber, who is now completing 
the installation of the most modern and 
up-to-date line of plumbing exhibited in 
any hotel in this city. 


After some months of preparation 
Nason & Co., plumbers’ supplies, 71 Beek- 
man street, New York city, have opened 
their new show room. It is located in 
the Fulton street side of the establish- 
ment and contains one of the most com- 
plete exhibits of modern plumbing ap- 
pliances to be seen in the city. In the 
line of closets on view are the York, low 
down and high tank, Seneca low down, 
Willard high tank, and the low down 
Utica. These closets are all ranged be- 
fore a wall of porcelain tiles, and are 
shown to the best advantage. 

The Nason Company makes a special 
display of their auto-jet with push button 
valves set in earthenware. This fixture 
is attracting considerable atttention with 
the trade. Solid porcelain lavatories and 
needle showers form an attractive section 
of the display, and a full line of handsome 
enameled baths, some of them equipped 
with specially designed fittings. One of 
the finest of this last line is the Essex 
bath tub. It is set on China ball feet, 
and has the Nason goose neck supply fit- 
ting. 

There is also a complete line of flexine 
enamel goods, bath and closet seats, and 
tanks, all covered with flexine enamel. 
In addition to this may be seen a full 
stock of porcelain washtrays and sinks. 
The bath room display itself is the feature 
of the show room. ‘There are two of these 
rooms, specially designed and equipped, 
and there are no handsomer exhibits of 
the kind in New York. 

One is finished in solid porcelain, and 
the other in enameled iron. The Nason 
Company will shortly issue a special 
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catalogue with price list. It is to be fully 
illustrated and will prove of considerable 
interest to the trade. 


Mr. and Mrs. Fred. C. Loeble gave away 
the hand of their daughter, Anna Marie, 
in marriage to Henry I. Broadbent, at 
their home, 236 Lewis avenue, Brooklyn, 
on the evening of the 12th. Among the 
guests were many of the well-known 
familiar faces of the Brooklyn trade. 
Mr. Loeble being one of the good old-time 
master plumbers who has been exceed- 
ingly prosperous. 


The firm of A. H. Roth & Co., of 46 
East 2d street, have admitted into the 


L. P. Gfroerer, Recording Secretary of the Brooklyn Branch of Master Plumbers’ Associatio 


concisely arranged. As the goods they 
represent are of superior quality, the 
catalogues will be of special interest to 
the trade. 


W. F. Schick, who for several years 
has been selling plumbing supplies on 
Third avenue and 176th street, in the 
Bronx Borough of Greater New York, has 
remoyed to 2408 Third avenue, on the 
corner of 133d street. Mr. Schick notifies 
this journal that he intends to give up 
his selling of plumbing supplies and con- 
fine himself to the exclusive sale of plumb- 
ers’ slate. He will carry a large and 
complete stock, with special sizes of plat- 
form at all times, and one, two and three- 
part urinal stalls ready to be set on short 
notice. ; . 


Adolf Hopp, of 188 East 104th street, 
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partnership Alexander Roth. With this 
hustling young plumber now interested in 
the firm they now intend to branch out 
and seek more important contracts. 


What a busy man is S. Greenwald, of 
277 Hast 2d street. The following are a 
few of the larger contracts now under 
completion: 705-711 Hast 9th street, tene- 
ments and stores; 725 and 734-736 Hast 
10th street, tenements and stores; 406-408 
East 10th street, tenements and stores; 
346-348 East 13th street, tenements and 
stores. 


The H. B. Smith Company, 133 Centre 
street, New York, have gotten out new 
catalogues and price lists of their direct 
and indirect radiators, also of their boil- 
ers for steam and water heating. The 
little booklets are attractively printed and 
illustrated, the reading matter tersely and 


Manhattan, is one of the literary prac- 
tical members of our trade. An instance 
of his work is the compilation of an ex- 
cellent little well-illustrated book of some 
75 pages on the subject of sanitary plumb- 
ing and published in German, in the city 
of Leipzig. As Mr. Hopp states, his object 
in writing the book for his Fatherland 
is for the sole purpose of acquainting the 
German engineer of the advantages of 
modern American plumbing. It is an ex- 
cellent work, which is being well received 
abroad, as the foreign press goes to show. 


In the plumbers’ wood supply line there 
are indications of a good year. Schwab 
Brothers, in Cliff street, Manhattan, are 
sanguine of good things coming, and are 
accordingly getting things in readiness. 

Another prominent woodwork firm in 
Cliff street is the William Burrows Com- 
pany. Mr. Burrows is looking forward 
to improved conditions, and, like every 
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one else in the trade, is willing to let the 
dead year bury its record. 


Speaking of woodwork, brings to the 
front R. H. Carey, of 321 Pearl street, 
New York city. Mr. Carey is one of the 
conservative men of the trade who prefers 
to do his work quietly and along his own 
independent lines. This individuality has . 
managed, Mr. Carey says, to bring him 
into some disfavor, but from all appear- 2 
ances it is not robbing him of sleep, and 
he is going on in his Pearl street place 
turning out seats and tanks to meet all 
orders; in other words, saying little, but 
sawing wood. 


‘H. W. Pfeffer, formerly with the Hull, ~ 
Camp Co., and well known to the plumb- 
ing and heating trade, has associated him- 
self with the Nason Mfg. Co., of Beek- 
man street, as local representative for 
their plumbing and heating departments. 


After an extended Western trip in the 
past three months, we now find Charles 
Hirschfeld, of Landers, Frary & Clark, 
busy at his desk preparing his schedule 
for the new year. We are happy to learn 
that he has renewed his contract with the 
above firm for an indefinite period, which — 
is another way of appreciating his good _ 
results of the past. 


The anual election of officers of Brook- : 
lyn branch of the Association of Master — 
Plumbers of the City of New York, was 5 
held on Saturday evening, December 26th, — 
1903, at 315 Washington street, Brooklyn, — 
and resulted as follows: President, W. : 
M. Brown; vice-president, W. Eiermann; 
treasurer, L. P. Gfroerer; recording sec- — 
retary, S. J. Corcoran; financial secre- 
tary, J. L. Meeks; sergeant-at-arms, J. — 
S. Moyles; marshal, T. F. McEnaney; — 
all officers being elected unanimously. - 
Trustees: G, W. Smyth, D. Donegan, E. i 
S. Kelly. 

It was decided to hold the annual re- 
ception and entertainment on February — 
12th, 1904, at Schwaben Hall, Knicker- — 
bocker and Myrtle avenue, Brooklyn, Noa 
AY; 


pone es 


One of the veteran master plumbers of 
the Borough of Brooklyn is John Lord, 
with his shop and residence on Bedford 
avenue, near Quincy street. Mr. Lord is 
at present a very sick man, having within 
the past year had two operations per- 
formed upon him. We sincerely hope to 
learn of his complete recovery in the very 
near future. He has been in business 
about thirty years and is well known. 
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H. F. Castello, representing the Field — 
Automatic Valve and Faucet Company, of — 
Providence, R. I., has been calling upon 
the Greater New York and Jersey trade va 
the past month in the interest of his — 
firm’s self-closing work. Mr. Castello is — 
a veteran master plumber whom it is a — 
pleasure to meet. He is making many ‘g 
friends and selling to nearly weld” 


plumber he calls upon the new “Field” 
ball cock, which closes with the water — 
pressure and which he claims to be ham- ~ 
merless, as also the splendid self-closing © 
faucets, which are bound to be popularly — 
used in the future. Mr. Castella takes 
pride in mentioning one of his orders, 
which is for 385 basin cocks to supply 4 
large family hotel in Manhattan. 
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FOR DISCRIMINATING PLUMBERS WHO WANT 


**THE BEST”’ 


Our “Hamilton Gem’’ 


LINE OF CLOSETS WILL MEET 


Manufacturers of 


High Grade Closet ‘eit ee ALL THE REQUIREMENTS. 
ee - Combinations || — eget | | «BUILT RIGHT, 
, $ % eo aX < i | LOOK RIGHT, 
(Prices on Application) r " WORK RIGHT. 
FERGUSON SUPPLY CO. Lid., F —7T\ ae - MANUFACTURED ONLY AT 
Successors to .... =) fae HAMILTON, OHIO 
Ferguson—Marcellus Co., Ltd. pos ae | Oe "85. By Tie 
— — GRAND RAPIDS, - és : MICH. aS ; : “ 
SANITA ECONOMIC : i a Sanitary Mig. Co. 
S b & b A Secon , ate PRICES WITHIN YOUR REACH, MR. PLUMBER ! 
U sc ri e rs Writing to Advertisers 


Lavatories of Every Description 
From our Plumbing Department 


And a large stock of 
goods is a strong in- 
ducement for you to 
give us orders. 


_ Let usimpress you 
there is nothing too 
good for our custom- 


ers. Carrying a stock 
of these goods we can 
fill your orders im- 
mediately. 


Write, telephone or 
come in and look at 
our Show Room. 


When writing, mention Dept.R. 


JOHN SIMMONS CO., 106-810, Centre srs 


~ HERRMANN’S 


HIGH GRADE 


TANKS and SEATS 


. IN ALL WOODS AND FINISHES 
368-370 Broome St. = = - NEW YORK. 
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GC. H. Redfield, a member of the plumb- 
ing firm of Grimshaw & Redfield, of 
Northampton Beach, L. I., is the patentee 
of an interesting little device which will 
perhaps prove quite a seller in the days 
to come. It is a protective covering for 
drive well points, and possesses many 
meritorious features, as we have said. 


One of the best selling and most satis- 
factory fixtures in the trade is the 
“Spacesaver” combination sink and tubs, 
manufactured by Minns’ Sink and 
Specialty Company, 349 Court street, 
Brooklyn. It is approved by the New 
York city Building Department and also 
by William M. Calder, superintendent of 
buildings, Brooklyn. The contrivance is 
peculiarly effective. With the sink and 
drain board down it is a perfect kitchen 
fixture. With the sink and drain board 
up it is a laundry in itself. The Minn 


H. BOWMAN & CO., of Pitts- 
burg, have in course of erec- 
tion a large three-story brick 
A store and warehouse building 
on Main street, Allegheny 
City, which will contain in 
addition to full warehouse facilities, a fine 
show room, with offices on the first floor. 
The show room will contain an attractive 
display of bath room and toilet fixtures, 
and the building will be of the most im- 
proved design throughout. The size of 
the structure is 42 x 100 feet, and when 
the building is finished the offices of the 
firm will be removed from 545 Liberty 
street, Pittsburg, the present location, to 
the new quarters, and the warehouse, 
which is at present on Madison avenue, 
will be removed to the new location also. 
Only half of the property owned by the 
company will be occupied by the new 
building, as the lot has a frontage of 84 
feet, so that the balance will be utilized 
for the storage of pipe and other rough 
materials. It is expected the new build- 
ing will be ready for occupancy by Feb- 
ruary 1, 1904. The plumbing contract 
for the building was awarded to John 
R. Sulzer’s Sons, of Allegheny City. 

A. H. Bowman & Co. have been estab- 
lished in business in Pittsburg for three 
years, Mr. Bowman having been con- 
nected with the Bailey, Farrell Company 
previous to that time. The firm has es- 
tablished a nice jobbing business, and has 
shown a constant growth since the begin 
ning of business, as is attested by the 
new building now in course of erection. 


E. C. McKee, of Harrisburg, Pa., has 
the plumbing contract for four houses 
for A. C. Gochenhauer, Camphill, Pa. The 
job includes Arlene enameled iron bath 
tubs, Regent low tank closets and corner 
enameled lavatories. Mr. McKee has been 
in business at Harrisburg for about eight 
years and is one of the leading plumbers 
in that city. He has done some of the 
best plumbing in Harrisburg, and is 
highly regarded. During the year 1903 
he did the plumbing in over eighty-three 
houses, which is quite an enviable record. 


PETES E EEE ESE SS 
R27 ral Ie eee 


Company are meeting with good success 
in the invention and are steadily intro- 
ducing it in Brooklyn homes. 


Frank Thompson, of No. 196 Flatbush 
avenue, Brooklyn, for a long time past 
has been busier than a boy with a Water- 
bury watch. He has just completed for 
a member of the firm of Class Brothers, 
prominent New York printers, a bathroom, 
following strictly the style Romanesque— 
the design of the tub, tiling, showers, fix- 
tures. floor coverings, draperies, mural dec- 
orations, etc., serving to make in grand- 
eur of tone one of the handsomest plumb- 
ing attractions on the slope. With recon- 
structing and remodeling of bath rooms, 
repiping in nickel-plated brass, for F. L. 
Mathews, of No. 53 Highth avenue, and 
William H. Hazzard, No. 156 Schermer- 
horn street, and installing Standard low- 
down combinations for Mrs. Sprague, 
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He has a young son, about two years old, 
who is a healthy specimen of young 
America, and has quite a mania for run- 
ning his father’s automobile. 


We illustrate in this issue the shop of 
T. M. Allen, Wilkinsburg, Pa. Mr. Allen 
started in the plumbing business in 1893 
in a very small way and his business has 
steadily increased from year to year until 
at the present time he probably has the 
largest business in Wilkinsburg, employ- 
ing sometimes as high as fifteen or twenty 
men and doing all classes of work, from 
the operative work of fifty or one hundred 
houses in a- block to a fine residence of 
four or five elaborate bath rooms. He has 
a very fine brick building in which he 


widow of the late President of Sprague 
National Bank, at No. 1 South Portland 
avenue, brother Thompson does not fear 
a snow ball diet for some time to come. 
Hurrah for Frank and his mustard-color- 
ed broncho! 


James R. Barfeth, Flatbush avenue, 
near Sixth, Brooklyn, because of enlarged 
business, more especially on account of 
fires (he’s a warm baby) has occupied 
stores on all cardinal points of compass 
in St. Marks square. Besides doing a 
slew of jobbing in Flatbush and vicinity 
he is now riding a rainbow, paregorically 
speaking, which, if brought to a success- 
ful anchorage, will mean his hiring an 
armory or an hostelry boasting the di- 
mensions of a “Margaret” or “St. George,” 
wherein to store and care for his prospect- 
ive army of plumbing talent. Since James 
shot bear at Digby, Nova Scotia, not for- 
getting the chutes at Coney, he has be- 
come foxy to such an extent that he will 
not at this juncture disclose his huge 
contemplations—and James is no dreamer. 


SO UGE aaa Sa 


Hospital at Harrisburg. The ffxtures in- 
clude “Eduz’ low tank closets, shower 
baths, porcelain enameled iron bath tubs 
and lavatories. 


A large and important contract for 
enameled range closets, urinals and lava- 
tories was that secured by the Standard 
Manufacturing Company for the new fac- 
tory of the Ingersoll Sargeant Drill Com- 
pany at Philipsburg, N. J. The plant of 
this company has been located at Easton, 
Pa., but owing to floods in the Lehigh 
River, which damaged the machinery of 
the works, it was decided to erect a new 
plant at Philipsburg, N. J., directly across 
the Delaware River from Easton, and 
abandon the old location. The plumbing 
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Photograph Showing The Fine Plumbing Establishment of Thomas M. Allen of Wilkinsburg, Pa. 


transacts his business on one of the most 
prominent streets in Wilkinsburg. He 
states that the outlook for business in 
Wilkinsburg during the coming year is 
very encouraging. 


H. S. Lutz, of Harrisburg, Pa., has se- 
cured the plumbing contract in the State 


contract for this operation amounted to 
about $9,000. W. I. Creese was successful 
in landing the order for the Standard 
Manufacturing Company. 


Christian Nauss, of Harrisburg, is doing 
the plumbing in the McFarland printery 
at Harrisburg, installing a number of 
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factory wash sinks and “Edux” closets. 


William I. Creese, for nine years. con- 
nected with the Standard Manufacturing 
Company, of Pittsburg, has severed his 
connection with that company, and has 
accepted the Pittsburg agency for the 
John Douglas Company, of Cincinnati, 
Ohio. Mr. Creese, who will cover the 


William I. Creese, of Pittsburg, Pa. 


Pittsburg district and the Pennsylvania 
territory as far east as Harrisburg, is 
only twenty-seven years old, but is al- 
ready one of the most successful and 
ambitious young traveling men in the 
country in his line. He entered the ser- 
vice of the Standard Company in the 
year 1894 in the capacity of collector, 
from which position he was quickly pro- 
moted to local salesman, and in the year 
1900, when John W. Furnee resigned 
from the employ of the Standard Manu- 
facturing Company to engage in the 
manufacture of enameled products, Mr. 
Creese was given the territory of the 
former, which extended throughout Penn- 
sylvania and parts of New York State. 
He has shown capacity of a high order, 
making many friends among the plumb- 
ing and jobbing trade, and is very well 
known. 

Mr. Creese will open an office in Pitts- 
burg. The John Douglas Company, as is 
well known, manufacture an excellent and 
complete line of high and low tank 
closets, their factory being at Cincinnati, 
Ohio. Branch stores and show rooms are 
maintained by the company at Philadel- 
phia, Pa.; Boston, Mass.; Chicago, III, 
and San Francisco, Cal. A representative 
is also stationed at Buffalo, who looks 
after the trade in that district. The 
“Royal” low tank syphon jet closet, the 
“Gloria” low tank syphon jet closet, the 
“Record” low tank syphonie closet, and 
the “Excelsis” and “Cuba” high tank 
closets are among the well-known staples 
of this company. The company also 


manufactures the “Reliance” high tank 


seat action closet, which is especially 
adapted for hotels, schools and public 


buildings, as the bowl is made extra 


heavy in order to successfully withstand 
rough usage. These closets are all fitted 
with the famous “Douglas” valve, includ- 
ing the automatic tank which the com- 
pany uses in their syphon jet urinal bowl. 
One of the new improved closets which 


the Douglas Company has on the market 


contains a valuable feature in the full 


vertical 38-inch vent at the rear, which — 
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prevents clogging of the vent in case of 
overflow. 

There is no doubt that the John Doug- 
las Company in obtaining Mr. Creese as 
manager of their Pittsburg interests has 
secured an able and intelligent repre- 
sentative, and one whose career has been 
such as to justify high hopes for the 
future. 


Mrs. Frank Cummins, wife of Frank 
Cummins of the well-known plumbing 
firm of Cummins & Weaver, Glassport, 
Pa., was found dead at her home on Janu- 
ary 4th, while her husband was found 
unconscious, aS was W. E. Weaver, Mr. 
Cummins’ business partner. All are sup- 
posed to have been overcome by gas. 

Cummins & Weaver own the largest 
hardware store in Glassport, and are one 
of the most prominent plumbing firms 
in the Monongahela Valley. They came 
from Blairsville, Pa. where they were 
very well known. Mr. Cummins had 
served as a councilman at Blairsville. 
Mr. Weaver enlisted as a volunteer dur- 
ing the Spanish war, and was South 
with his regiment for some time. 

Later reports to this paper are to the 
effect that Frank Cummins died at Mc- 
Keesport Hospital on January 4th, shortly 
after being removed to that place. It is 
thought that W. E. Weaver, the surviving 
partner of Mr. Cummins will recover. The 
doctors ascribe the cause of deaths to 
fumes from the furnace in the basement 
of the house, which ascended through 
the radiators to the rooms occupied by 
the family instead of going up the chim- 
ney. 


The Flowers Plumbing Company, East 
Pittsburg, Pa., are doing the plumbing 


You'LL HAVE To 


EXCUSE ME MY | 
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The Pittsburg Master Plumbers, as stated in 
last issue of The Plumbers’ Trade Journal, are 
doing their own plumbing work, owing to the 
strikeof the journeymen. Ourartist facetiously 
shows in the above picture how a master 
plumber who can sign his name to a check for 
five good round figures goes to a plumbing job 
just before attending a progressive whist party. 


in the new engine house of the Westing- 
house Electric. and Manufacturing Com- 
pany, East Pittsburg. The Westinghouse 
Company recently decided to provide its 
own fire department, hence is erecting a 


complete engine house, with all devices 
for fire fighting, and a full corps of fire- 
men, which structure will contain bath 
tubs, lavatories and toilet appliances com- 
plete for the use of the firemen. The 
Flowers Plumbing Company has for some 
time installed the’ major portion of the 
plumbing in the Westinghouse plants, 
with the exception of the large contract 
secured by W. N. Sauer & Co., of Alle- 
gheny City last summer. 


Mr. Geo. Schade, Jr., one of Pittsburg’s 
young and prosperous plumbers, with 
shop located on Butler street, was mar- 
ried some weeks ago. For some reason 
best known to himself, George kept the 
announcement of h’s marriage a secret, 
but it is generally known now, and his 
friends extend their congratulations. 
Since November ist they have been living 
in their new residence on Morningside 
road. 


C. N. Savage Hardware and Roofing 
Company, California, Pa., have secured 
the contract for plumbing of ten houses 
on Perryville avenue, Allegheny. This is 
quite an extensive job, as the houses are 
all high class. Mr. Savage reports that 
he also has plenty of work to carry him 
into next year in California. 


Schellhammer & Son, of Warren, Pa., 
have secured the plumbing contract for 
the new Insane Asylum at Warren. The 
Standard Manufacturing Company will 
furnish the fixtures. This is a large and 
important contract, the plumbing and 
Sanitary appliances alone of which will 
amount to over $6,000. 


Mr. Mitchell, of the firm of Mitchell & 
Busbey, Washington, Pa., was in the city 
this week. He reports that there are 
very bright prospects for plenty of plumb- 
ing work in Washington at the first of the 
year. 

The United States Court of Appeals has 
decided that the George A. Fuller Com- 
pany, general contractors for the erec- 
tion of the Frick building, should pay the 
P. B. Young Company the sum of $64,- 
750.30 and interest from August, 1902. 
The judgment is a balance on contract for 
marble. There was a dispute as to the 
marble furnished. The court desides that 
if the general contractor rejected the 
marble furnished they should not have 
permitted it to remain in the building. 


A heavy wind storm passed over this 
locality recently. The four-story con- 
crete building being erected for the Kelly 
& Jones Company was badly damaged. 
The entire roof, weighing 800 tons, was 
blown off, entailing a loss of probably 
$15,000 to the contractors. In several in- 
stances stables were unroofed. 


The Fort Pitt Supply Company have 
received some nice orders from Buffalo, 
N. Y., George W. Young’s old customers 
continuing to favor him with their busi- 
ness. 


Charles H. Green, of South Bethlehem, 
Pa., started in the plumbing business in 


South Bethlehem about six years ago, and 
has built up an excellent trade in his 
district. Mr. Green has a handsome show 
room, in which he makes a complete 
exhibit of bath tubs, lavatories, closets 
and sanitary plumbing appliances of the 
latest type, including Standard baths and 
Douglas closets, of which the ‘Royal’ 
outfit is an especial favorite. Mr. Green 
is one of the most successful plumbers 
of the Keystone State, and on account of 
the excellence of his work and careful 
attention to the management of his busi- 
ness has developed quite a business in 
South Bethlehem and elsewhere. Last 
year he furnished some special marble 
work for the Mexican government on an 
important contract. 


There has been considerable work in 
Washington and vicinity during the past 
year, but the master plumbers of Wash- 
ington have been running their shops 
non-union, as above stated, and there has 
not been any trouble in getting men to 
do the work. The new hospital at Wash- 
ington is being plumbed by W. M. Foley 
of that place, the contract amounting to 
quite a nice sum, $3 100. 

Campbell & Robel, of Coraopolis, have 
considerable work on hand and are get- 
ting some nice jobs. They have the 
plumbing contract for the new apart- 
ment building ai Bellevue, also the En- 
gelnart Building at Coraopolis, and the 
handsome new resiaence of F. N. Cooper 
at Coraopolis. 


Gow & Christy, of Sheridanville, Pa., 
have opened a branch shop at Ambridge, 
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Pa. The new location of the mills of the 
American Bridge Company are situated 
at this place. The new shop is in a 
double building owned by the firm. Gow 
& Christy have just completed six houses 
at Ambridge and expect to secure some 
nice work in the spring, when building 
operations are fully resumed. 


George R. Stone, of Altoona, Pa., has 
secured the plumbing contract for the 
Dysart residence, Holidaysburg, Pa. 


George Leo Doughan, a plumber em- 
ployed by W. H. O’Brien & Son, Butler, 
Pa., died at that place of typhoid fever 
on January 2d 


W. H. Long, of Huntingdon, Pa., is 
doing the plumbing in the Lytle residence 
at Huntingdon, a fine bath room being 
installed. 


David Gunning, aged 20 years, a 
plumber, of Verona, Pa., died suddenly at 
that place on December 29th. 


Executions have been issued by the 
Standard Manufacturing Company for 
$504.11, and the Harris Pump and Sup- 
ply Company for $57, against Thomas W. 
Swartz. 


Chas. F. Owens, a plumber, of Connells- 
ville, Pa., attempted suicide in the jail at 
Enon Valley, Pa., on December 30th. The 
prisoner pricked himself a number of 
times in the left wrist, severing a large 
artery. A physician was called and 
closed the wounds, and the man will re- 
cover. 
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Euclid Laundry Trays and Kitchen Sinks 


are not the spasmodic attempt of a manufacturer to create a side 
line, but a well developed buSiness in itself; the result of years 
of painstaking effort, employing the skill of the best mechanics 
to make the Euclid unsurpassed as an ideal sanitary laundry 
tray and kitchen sink, and at a price which will afford the 


plumber a handsome profit. 


Euclid Stone wears smooth and even—hence thousands of 
pit holes cannot form to collect grease and dirt from which 


issue those unpleasant odors. 


Nor does hot and cold water cause it to alternately expand | 
and contract, thus loosening joints and making constant repairs 
necessary. But write for Catalogue, which tells the story 


completely. 


DO IT NOW. 


THE NORCROSS CO., 


Cleveland, Ohio, 


72b 


Commented Speen patanpipmen stated Lateran ntard S penn treatin eD fA tap AGmen ns hl i Wap tretnehiny 


PETER MUNN, 
Editor 


CHICAGO 


News and Gossip From Plumbing, 
Heating and Lighting Trades 


J. H. PARKER, 
General 
Western 
Representative 


Cpe erent pment patarnenettaiel panier SS pineal yates’) 


pemegemen) LIE} twelfth annual convention 

of the Illinois Master Plumb- 
ers’ Association, as _ pre- 
viously announced in these 
columns, will be held in 
on January 19 and 20, 1904. 
The Hotel Fey, corner Adams and Lib- 
erty streets, has been selected as head- 


ization, and they cannot afford to neglect 
any measure of protection which will 
tend to promote the interests of those 
engaged in the plumbing business, 
through the increased efficiency of the 
State organization. While they do not 
pretend to be able to legislate prosperity, 
they claim that conditions which aid in 


Hotel Fey, Peoria, Ill., Headquarters For The Illinois Master Plumbers’ State Association’s Convention{__ 


quarters, where a special rate of $2 and 
$2.50 (American plan) has been secured 
for the delegates. The convention will 
convene in the assembly room at the City 
Hall promptly at 10 o’clock Tuesday 
morning, January 19th. 

According to the constitution each local 
association with a membership of twenty- 
five or less is entitled to one (1) dele- 
gate for every five members or fractional 
part thereof, in addition to the president 
of the local, who is a delegate ex-officio. 
In towns where no local exists individual 
members will be admitted to the conven- 
tion and recognized as regular delegates. 
In sending out the call for the annual 
meeting the officers have endeavored to 
impress upon each local association the 
importance of being represented at the 
convention by a full quota of delegates, 
and have also urged each individuai 
member to attend. It is the only occa- 
sion, they state, during the entire year 
that they have an opportunity to discuss 
matters pertaining to the organization 
which is maintained for their protection, 
and if they fail to attend the convention 
and personally advocate those measures 
they believe will benefit the association 
or the trade, they neglect a duty they 
owe themselves as well as their business 
associates. 

The need of maintaining a strong or- 
ganization in the plumbing trade, they 
contend, is just as great now, if not 
greater, than it ever was. The general 
tendency of the times in all lines of busi- 
ness is toward consolidation and central- 


making their business a success can be 
greatly benefited and improved if the 
members will be strictly loyal to the 
principles upon which the association is 
founded. The indications are that the 
meeting to be held at Peoria will be 
largely attended from all over the State, 
and the officers anticipate that it will be 
one of the most successful in the history 
of the organization. 


The Wade Iron Sanitary Manufactur- 


A comparatively new firm in the plumb- 
ing business in Peoria, Ill., is Hitchcock 
Bros., which is composed of M. S. and 
W. H. Hitchcock. Although in business 
but a few years, they have rapidly come 
into prominence through the superior 
quality of their work, and have lately 
had some extensive contracts in the 
plumbing and heating line in and around 
Peoria. They make a specialty of hot 
water heating, and carry a large assort- 
ment of fixtures and supplies. In the 
past season they have been exceptionally 
busy with a good class of work, and have 
recently been awarded the contract for 
the heating and ventilating apparatus 
and the plumbing of the Illinois Masonic 
Home, now being built at Sullivan, I[11. 
They have just completed the plumbing 
in the residence of F. W. Little, on Moss 
avenue, which is one of the largest resi- 
dences built in Peoria during the past 
year. 

The Iroquis Theater disaster, in which 
nearly 600 lives were sacrificed in Chi- 
cago December 20th, claimed many vic- 
tims related to those in the plumbing 
and heating trade. The awful catastrophe 
in which people, mostly women and chil- 
dren, were burned, suffocated and 
trampled to death, has shrouded Chicago 
in gloom and elicited the sympathy of 
the whole civilized world. The harvest 
of death has been particularly great 
among those connected with the plumbing 
and heating fraternity, and their afflic- 
tion in this hour of sorrow has been 
shared by the entire trade. Among the 
victims of the fire are the following: 
Mrs. Lucy Garn, aged 32, daughter of L. 
Wolff, president of the L. Wolff Manufac- 
turing Company; Miss Harriet Wolff, 
aged 12, youngest daughter of L. Wolff; 
Frank Garn, aged 11, and Willie Garn, 
aged 8, nephews of L. Wolff; Miss Mary 
D. Gartz, aged 16,and Miss Barbara Jane 
Gartz, aged 5, daughters of A. F. Gartz, 


ing Company, with a capital of $2,500, has 
recently been incorporated, with offices at 
Chicago, to manufacture plumbing and 
sewerage supplies. The incorporators 
are Edward T. Wade, Daniel V. Harkins 
and D. Hermnn§ Berger, all of Chicago. 


treasurer of the Crane Company, and 
granddaughters of R. T. Crane; Harry F. 
Sutton, aged 17, nephew of L. R. Bain, 
a master ‘plumber of 631 West Madison 
street; Mrs. P. P. O’Donnell and Mrs. 
Ella Cantwell, cousins of J. H. Roche, a 
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master plumber of 210 31st street; Ed- 
ward Dee, aged 7, and Louise Dee, son 
and daughter of William Dee, sewer pipe 
dealer; Miss Ethel Blackman, aged 13, 
niece of Hugh Small, general superin- 
tendent of John Davis Company; Miss 
Dora L. Reynolds, aged 15, and Ruth 
Strattman, aged 15, nieces of William 
Utting, with L. Wolff Manufacturing 
Company; Mrs. Fred. Pond, Helen Pond, 
aged 7, and Raymond Pond, aged 15, rela- 
tives of Charles C. Lee, chief engineer of 


Edward Dee, Aged Six Years, a Son of William E. 
Dee, a Prominent Sewer Pipe Dealer of Chicago 


Henion & Hubbel; Mrs. David Kennedy, 
wife of David E. Kennedy, head of local 
sales department of American Radiator 
Company, and Mrs. A. C. Kennedy, wife 
of a brother of David E. Kennedy, and 
sister of Mrs. David E. Kennedy; Warner 
Sedill, aged 12, of Kankakee, I11., cousin 
of Wallace Stamm of ‘Domestic Engin- 
eering.” Among those injured were Mrs. 
Hapfelt, sister of A. F. Gartz, of Crane 
Company, badly burned; Mrs. R. Caswell 
Head, wife of R. C. Head, salesman for 
Fairbanks, Morse & Co. Some of those 
who were fortunate enough to escape 
from the theater without injury were 
William and Alberton Dee, aged 12 and 6 
respectively, the two sons of William Dee, 
the sewer pipe dealer; Mrs. Daniel Hu- 
guenin, wife of Daniel Huguenin, of the 
Chicago Metal Trades’ Association, and 
Henry Keep, son of Chauncey F. Keep, 
vice-president of the Raymond Lead Com- 
pany. 

Mrs. W. J. Lang, wife of the secretary 
of the Chicago Master Plumbers’ Associa- 
tion, with her daughter were among the 
audience which attended the Iroquois 
Theater on that fatal afternoon, but both 
we are happy to relate got out uninjured. 
When the fire broke out they were seated 
in the balcony from which so few escaped, 
and at the first alarm the daughter, 4 
little girl nine years old, became fright- 
ened and made a dash for the door. Her 
mother did not at first realize the full 
extent of the danger and hesitated about 
leaving, but finally ran after her daughter — 
and got out of the theater before the stam- 
pede began. To the presence of mind of 
her little girl both were perhaps saved 
from an awful death.. Mr. Lang has rea- 
son to feel doubly grateful and congratu- 
lates himself upon the narrow escape of 
his wife and daughter. 


< 
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Freder.ck Erb, formerly of the firm of; will not likely find much difficulty in se- 

Erb & Bratschi, 416 Wells street, Chicago,' curing a position with some good con- 
has recently moved into a new store at cern in this territory. 
502 Wells street, which he has had re- 
modeled and fitted up for his occupancy. 
He has also fitted up an attractive show 
room at the new location, and has a win- 
dow display of modern plumbing fixtures. 
Mr. Erb has been engaged in the plumb- 
ing business for a number of years on 
the north side. and as evidence that he 
has met with fair success owns the build- 
ing in which his shop is now located. 


Mr. T. J. Claffy has been certified as 
assistant chief sanitary inspector of Chi- 
cago by the Civil Service Commission, and 
igs now performing his duties in that 
office, which are by no means light or un- 
important. Of the seven applicants for 
the position, Mr, Claffy secured the high- 
est average in the Civil Service examina- 
tion. His promotion to the second place 
in the Bureau of San‘tary Inspection, in 
which he has served as an inspector for 
the past six years, is a source of much 
gratification to his many friends in the 
plumbing trade in Chicago. Mr. Claffy 


J. C. Cederholm, formerly in the 
plumbing business at 87 West Ohio street, 
but for the past few years in Spokane, 
Wash., is spending the winter in Chicago. 
He expects to return to the State of Wash- 
ington with his family during the com- 
ing spring. 


The East St. Louis plumbers are en- 
deavoring to have an examining board 
for plumbers established in their c'ty, 
and also the passage of a plumbing or- 
dinance, in order to comply with the pro- 
visions of the Illinois plumbing law. The 
new ordinance which they are advocating 
was introduced in the City Council De- 
cember 14th and referred to the Ordi- 
nance Committee for its approval. The 
plumbers have every reason to believe 
they will be able to carry it through, 
and expect they will have the plumbing 
ordinance passed and the inspector ap- 
pointed before the State convention at 
Peoria, January 19th. 


The Crane Company this year, fol- 
lowing its usual custom, distributed 
among its employees the large sum of 
$250,000 as part of the profits of the com- 
pany for the year. It is estimated that was porn in this city in 1870, and when 
on an average each employee for the con-| gishteen years old started to learn the 
cern will receive in the neighborhood of | plumbing trade, serving his apprentice- 
$50. There are 5,000 men and women in 


T. J. Claffy, Assistan Chief Sanitary Inspector 


eh : aiek ; , Ship with John Gannon, the Englewood 
e employ of the Crane Company, in “| plumber. After working several years as 


cluding those who have been engaged , journeyman, Mr. Claffy took the Civil 
during the last year. All those who have | Service examination and was appointed 


oe aac ay Ae ae Cea aes a plumbing inspector six years ago, since 
SAA Mad pe we ee » Paeer, tC which time he has covered the stock 
was not as large as that given to those yards’ district. 

who have been regularly employed. 


R. J. Powers, the well-known plumber, 
at 81 Quincy street, has been laid up at 
his home for several weeks with an at- 
tack of pleuro-pneumonia. His many 
friends will be pleased to learn, however, 
that he is convalescent and hopes to be 
able to attend to business again in the 
near future. 


A new device for burning lead is being 
placed on the market by the Kirkwood 
Hydrogen Machine Company. It is a ma- 
chine of an entirely new pattern than 
that heretofore used by the trade for this 
purpose. The machine is adapted to 
generate gas under pressure, which does 
away with the air tank or continuous 
pumping of air, as it operates on the same 
principle as a plumbers’ gasoline furnace, 
and requires no more care or attention 
to fill or operate the same. Its inventor, 
William Kirkwood, an old-time plumber, 
was formerly engaged in business for 
himself in this city. The standard ma- 
chine is 8 x 27 inches in size, and sells 
for $35 net. The Kirkwood Hvdrogen 
Machine Company is located at 3129 State 
street, Chicago. 


Since the “Graft’’ Committee has been 
in session its investigations have de- 
veloped the fact that a great many build- 
ings in Chicago are supplied with water 
under the “flat” rate instead of under 
meter, and the committee has given in- 
structions that owners of such buildings 
be notified to install meters at once. The 
Superintendent of Water is refusing to 
accept the semi-annual advance payment 
due in November on all such buildings, 
owners of which have been notified to in- 

Al. Fieldhouse, city salesman for the stall meters. If there is no interference 
John Davis Company, severed his con: with the instructions of the Council Com- 


nection with that concern January 1, 1904.’ mittee to the superintendent, Mr. N. 0.! 
For the past ten years Mr. Fieldhouse has Nourse, there will be quite an increase’ 


represented the plumbing and heating in the number of meters in this city be- 

supply trade among whom he has many fore another year has passed 

friends. With his extensive acquaintance! 

and wide experience as a salesman, Mr. 

Fieldhouse, who is open for engagements, 
i 


F. P. Dossett has recently been ap- 
pointed manager of the Englewood 


Denenenenennnek 
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with the Clow Company for a number of 
years, and is well and favorably known 
among the Chicago plumbing supply 
trade. 


branch of J. B. Clow’s south side estab- 
lishment to succeed H. M. McPherson, 
who has gone to New York to accept an- 
other position. Mr. Dossett has been 
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tH annual meeting of tae Master 


Plumbers’ Association was a 
very enjoyable occasion. It was 
held Tuesday evening, January 


5th, at the rooms in the Chamber of Com- 
merce Building. Besides a very profitable 
business session, a good fellowship meet- 
ing was held, enlivened by music and re- 
freshments. The early part of the even- 
ing was devoted to the regular business 
of the meeting. The regular order otf 
business was followed, reports of officers 
and committees received, followed by the 
annual election of officers. The newly- 
elected officers are: President, Joseph 
Winterbottom, 449 Pearl street; vice-presi- 
-ent, Charles Siefried, of the firm of 
pweesy & Siefried, 664 Hough street; 
secretary, Eb Ellen, of the firm of Ellen 
& Norris, 950 Central avenue; treasurer, 
J. C. Commerford, of the firm of R. F. 
McMahon & Company, 371 Wade avenue; 
sergeant-at-arms, A. W. Southwell, 472 
East Prospect street. 

Following the election of officers music 
was furnished by the Big Four Quartette 
and luncheon was served by Telling Bros., 
caterers. Tables were spread in the ad- 
joining rooms. The gathering was very 
enthusiastic, a large attendance being 
present. Plans were put on foot to make 
the new year one of activity, and good 
work. The subject of apprenticeship was 
discussed and will be made the special 
order of business at the next meeting of 
the association. The retiring officers are: 
President, Damas Desnoyers; vice-presi- 
dent, Joseph Winterbottom; secretary, Eb 
Ellen; treasurer, Theodore Poplowsky; 
sergeant-at-arms, Henry Mans. 


A. L. Bacher is now settled in his new 
quarters at 333 Prospect street. In addi- 
tion to a large shop he has a good display 
room to show a line of plumbers’ goods. 
Mr. Bacher reports a good business, hav- 
ing done several flats this fall. He is 
now completing the plumbing in a six- 
suit flat in the East End, and is also do- 
ing considerable work at Marine hospital. 


Philip J. Pickett, 2199 Superior street, 
has had a good run of business. He is 
now installing the plumbing in a resi- 
dence on Van Ess avenue for Dorr M. 
Wolcott, and is putting in the finishing 
goods for an eight-suite apartment build- 
ing on Quinby avenue for the Hamby 
Realty Company. 


Thomas Hudson, the Collinwood plumb- 
er, is doing the plumbing in the three- 
story block on Euclid avenue, known as 
the Spencer Block. The Sanitary Com- 
pany is furnishing the plumbing fixtures. 


Sweesy & Siefried, 664 Hough avenue, 
have finished the plumbing at the new 
block at the corner of Hough avenue and 
Van Ess street, and are roughing in at 
the apartment at the corner of Hough and 
Harkness avenues. They are also doing 
the plumbing at the Poe Block, the upper 
stories of which are being arranged for 
apartments. 


A. J. Lane & Son, of Glenville, are busy 
plumbers and have considerable work on 


hand, especially residences, besides doing 
a good jobbing business. 


Frank Hilderbrand, whose shop is at 
1478 Cedar avenue, is one of the popular 
plumbers of the East End. He always 
has a good string of work on hand. He 
is finishing a six-suite apartment on Olive 
place, and is doing the plumbing at one 
of the handsome residences on Cedar 
Heights; is also working at a house at 
Blue Rocks place and one on Hawthorne 
street. 


R. E. Greene & Son, the West Side 


i i 


(HS 


time of the terrible disaster at the Iro- 
quois Theater. He was on the scene soon 
after the fire broke out, and states that 
the terrible calamity was of such a shock- 
ing nature as to completely unman him. 


I. Koblitz & Son, plumbing and heating 
contractors at 347 Prospect street, are do 
ing the plumbing at the residence of Loft 
us Cuddy, on Euclid Heights. This 1s 
one of the largest and finest residences in 
Cleveland and is being equipped with 
Mott fixtures. They have a large amount 
of work on hand. They are installing a 
new steam system of heating and doing 
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Joseph Winterbottom, President of The Cleveland Master Plumbers’ Association 


plumbers, are plumbing the apartment 
building on Parkwood boulevard, near Su- 
perior street, for Architect Frank D 
Skeel. He is using the Sanitary Com- 
pany’s fixtures. 


G. H. Herringshaw Company, 793-795 
Woodlaud avenue, is putting in the plumb- 
ing for a fourteen-suite block on Wood 
land avenue, opposite Beech street. It 
is also finishing a residence for George 
Lang on Carlin road. Mr. G. H. Herring: 
shaw has just completed a handsome 
residence himself on Holyoke street, Hast 
Cleveland, and is now settled in his new 
home. 


Mr. J. A. Minwegan, one of the Cleve- 
land representatives of the Crane Com- 
pany of Chicago, was in that city at the 


the plumbing for the large residence cor- 
ner of Euclid and Sterling avenues; they 
are doing the plumbing for the Thorman 
Power Block, corner of Woodland and 
Cross streets; a twenty-suite apartment 
house on Dodge street, near Euclid ave- 
nue, and the new block at the corner of 
Euclid avenue and Dodge street, for S. P. 
Dodge. 


Smith & Oby, plumbers and steam fit- 
ters, 404-406 Erie street, have been award- 
ed the contract for heating the new Union 
Club House, which is being erected at the 
corner of Euclid avenue and Muirson 
street. 


Unkefer & Company, 66 Ontario street, 
have been awarded the contract for 
plumbing the new apartment building on 


THE PLUMBERS’! TRADE® JOURNAL, STEAM AND - HOT, WATERGEITIERS Shi Vin yy 


Oakdale street, between Euclid and Cedar 
avenues, for F. E. Dilley. The building 
contains nine suites and will be equipped 
with high-grade plumbing fixtures. 


The Mouat-Squires Company, Academy 
street, is doing the steam heating and 
ventilating at the new office building on 
Central avenue for the Wellman, Seaver 
Engineering Company. 


. 2 )-e4 e 


EX-PRESIDENT OF THE PASSAIC (N. J.) MASTER 
PLUMBERS’ ASSOCIATION PRESENTED 
WITH A SILVER LOVING CUP 


On Friday evening, January 8, the Pas- 
saic Master Plumbers held an enthusiastic 
meeting, almost every member was pres- 
ent. Frozen and burst pipes were forgot- 
ten for the time being. J 

After the transaction of unfinished busi- 
ness and reports of officers, the retiring 
president, George S. Aldous, spoke of some 
of the important events in the life of the 
association during his three years as presi- 
dent. He was about to vacate his chair 
to allow the installation of new officers 
when Mr. Ernest Remig stepped to the 
front and said that on behalf of the mem- 
bers of the association, “I desire to present 
to you this token of the esteem of the 
members. and the appreciation of the sery- 
ices you have rendered in the three years 
you have been president.” While speak- 
ing, he slowly uncovered a silver loving 
cup of beautiful design. Mr. Aldous re- 
ceived the cup and tried to find words to 
express his appreciation, of the honor done 
him, but he was so taken by surprise that 
the right words would not come. 

The following were then installed as 
officers for the coming year: President, 
William Brooks; vice-president, John Col- 
lins; secretary, Ernest Remig; treasurer, 
Levi Aldous; financial secretary, Richard 
Wall. 

A committee consisting of Ernest Remig 
and Richard Wall was appointed by Wil- 
liam Brooks to call upon their assembly- 
man in the interest of the proposed plumb- 
ing bill. 

After the meeting adjourned all sat 
down to a banquet provided by the new 
officers. Justice was done to the many 
good things on the table, speeches were 
made and a feeling of harmony prevailed 
which augurs well for the prosperity and 
welfare of the association. 

a 


GEO. S. ALDOUS OF PASSAIC, N. J., ENTERTAINS 


Geo. S. Aldous, of Passaic, gave a dinner . 
to his employees on December 28d, 
which was an enjoyable affair. 

The table was appropriately decorated 
with holly and Christmas greens. After 
the cigars were passed Levi Aldous, 4 
veteran in the business in Passaic, who 
has spent fifty-one years as a metal work- 
er, made a few remarks. He was followed 
by his son, George S. Aldous, who called 
upon the men in turn, each of whom re 
sponded in a happy manner. Many inter- 
esting and some humorous reminiscences 
were related. Among those at the table 
were: Levi Aldous, George S. Aldous, Hd- 
ward Heliagers, Stephen Terhune, Almon 
N. Kevitt, Edgar Dennis, Louis Jagstetter, - 
William L. Aldous, Jacob Messlar, Frank 
Revere, Abe Heyboer, William Schafestein, 
Henry Hooyman, Ira Van Der Ploog. 

After several flash light pictures were 
taken the affair broke up with wishes — 
for a Merry Christmas and a Happy New 
Year. a 
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NONE BETTER. FULLY GUARANTEED. ; WHEN ORDERING 
ANTI-FREEZING 
Rundle's Enameled Iron One CLOSETS 


Piece Gorner Apron Lavatory 


Star Hopper Valves 


The success of a closet depends largely on the valve used. 


PLATE-R126 Star Hopper Vaives have no equal for durability 
and simplicity. 


With N. P. MODEL WASTE. MERIT MAKES THEM POPULAR 


wength on side 20 inches, height of back 8 inches, 
oval bow]! 1’xl4 inches. MANUFACTURED BY 


: ; CRAMPTON-FARLEY BRASS CO. 
RUNDLE MFG. CO: = Milwaukee, Wis. HANSAS CITY, MO. 


THIS IS A “GEGENSTROM” INSTANTANEOUS WATER HEATER 


operated by means, of Steam. 


THIS IS THE GENUIN® 
Kewanee Air Pressure Tank 


For supplying water to farms, country homes, and all points beyond the reach of 
city water mains. 

The tank is placed in the basement, and delivers water by force of compressed 
air. Itcosts less than an elevated tank and tower, cannot freeze or blow over, and 
lasts a life time. Furnishes water supply and fire protection equal to city water 
works. 2,000 inuse. Send for catalogue. To secure trade discounts mention 
this pcper. 


KEWANEE PHEUMATIC WATER SUPPLY COMPANY, Can furnish in varying forms to supply any kind of fuxture or for furnishing hot water for entire building 


i ice, UN -SPENCE MFG. CO, 
KEWANEE, ILLINOIS. Se Eee B PAT Sicha MMe wIS. 
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| Editorial and Personal Chat 


HE old year was ushered out with 
T one of the most lamentable catas- 
trophies that has ever happened in 
the history of our country. That terri- 
ble and destructful Chicago theater fire, 
spreading death and desolation in so 
many homes, has turned sympathetic eyes 
from all parts of the world to our grief- 
stricken western city. It has brought 
to the world a realizing sense of the re- 
sponsibility of its building and fire de- 
partments, and from every section build- 
ings wherein large concourses of people 
congregate are being investigated and 
placed, so far as possible, in safe condi- 
tion, so that a repetition of this tremend- 
ous Chicago disaster may be rendered 
almost an impossibility. 

The readers of our Chicago column will 
learn that among the victims of the Iro- 
quois Theater fire were relatives of many 
prominent men in both the manufactur- 
ing and purchasing lines of our trade. 
Just as to all the surviving relatives of 
the victims, is our deepest sympathy be- 
stowed upon these people. The appalling 
calamity strikes close to us, however, 
when we realize that families of peo- 
ple we know, or feel that we know 
through business dealings with them, 
have been almost wiped out of ex- 
istence. Our Chicago correspondent re- 
ports that President L. Wolff, of the L. 
Wolff Mfg. Co., lost-two daughters and 
two nephews, while two daughters of 
Treasurer Gartz, of the Crane Co., were 
also burned to death. Grief gives way 
to resentment when we consider the dan- 
ger our friends and relatives have been 


Albert N. Chambers, New York. 

P. Gormly, Philadelphia, Pa. 
Henry L. Hall, New York. 

John D. Hibbard, Chicago, Ills. 
Alfred E. Kenrick, Brookline, Mass. 
Harvey Middleton, Baltimore, Md. 
John T. Sailer, Elmira, N. Y. 


exposed to through the criminal negli- 
gence on the part of certain people, be 
they architects, builders or owners, in 
their unsafe construction and arrange- 
ment of theaters and other places where 


the public is wont to gather. 
4 couragingly from a _ business 
standpoint. Up to two or three 
months ago numerous pessimists were 
chary about predicting anything but un- 
certain conditions. Events have, how- 
ever, proved that the country was never 
more prosperous, and, despite the labor 
agitations, prospects for a steady and 
prosperous business year hold good. Our 
exports are continually increasing, most 
especially along the line of sanitary 
goods. The home consumption of our 
products is the equal of the same month 
a year ago. A letter at hand to Tuer 
PLUMBERS’ TRADE JOURNAL from a prom- 
inent firm of house and ship plumbers 
and copper smiths, brass founders and 
electricians, at Glasgow, is to the effect 
that they desire the addresses of the best 
makers in America of the latest san‘tary 
fittings for hospitals and dispensaries, as 
they intend to use American goods in 
large contracts in Scotlond. This speaks 
for itself, 

We do not look for any boom, nor is 
there any possible panicky condition to 
be discerned by the most lynx-eyed pessi- 
mist, but good steady, substantial busi- 
ness is in sight, and harmonious condi- 
tions prevailing in our trade between 
manufacturer, dealer and master plumber 


HE new year has opened most en- 


to a greater or less extent than ever be- 
fore give to the business horizon of the 
future a bright and satisfactory looking 


tint. 
QO tention to a_ belief prevalent 
amongst many of the master 
plumbers to the effect that the present 
plumbing regulations of the Board of 
Health could be advantageously revised 
without impairing their efficiency. Per- 
mission to use galvanized pipe for revent- 
ing in place of the cast iron demanded 
by the regulations seems to be the prin- 
cipal change desired, the claim being 
made that much cutting of timbers, etc., 
decreasing the strength of buildings, 
could be avoided and just as good results 
obtained from a sanitary standpoint. 
This view does not obtain in cities noted 
for the excellence of their plumbing 
laws, tarred cast iron and lead or brass 
piping being almost invariably used for 
revent purposes in the belief that they 
last longer and are freer from rust forma- 
tions, with the further point in their 
favor—and a good one—that they call for 
the skill of a plumber in their installa- 
tion. As to the cutting of timbers, it 
would appear that one pipe requires just 
as much of it as the other. Chicago con- 
tains some of the best plumbers in the 
country, men whose work in every great 
city of the land proclaims their ability. 
They, too, want new plumbing regula- 
tions; want individual traps and vents, 
cast iron instead of clay drainage, rigid 
tests and honest inspection, and it is to 
be hoped for their own sake as well as for 
that of one of the world’s greatest cities, 
that they shall secure it at an early date. 
The plumbers of the great city; whose 
motto is “I will,’ should let nothing pre- 
vent them from securing the most mod- 
ern and efficient code of plumbing prac- 
tice in the country, and what is better, see 
that it is rigidly enforced when they 


get it. 
ef its January edition presented to 
the trade detailed information as 
to the incorporation of the National Associ- 
ation of Master Plumbers. To-day this 
great body of master mechanics has a 
standing in the eyes of the community 
such as it never before possessed. By in- 
corporating, it has pledged itself to the 
law. It possesses a standing in the eyes 
of the law and pays for the privilege of 
conducting business the same as any other 
incorporated body. The National Associ- 
ation of Master Plumbers is now a busi- 
ness enterprise engaged to conduct business 
on business principles, with a Board of 
Directors that will be held accountable 
by law for their connection with the in- 
corporated concern. We sincerely trust 
that this new move will mark an epoch 
of harmony and good fellowship in our 
entire trade, bringing into close affiliation 
master plumber, dealer and manufacturer. 


UR Chicago correspondent calls at- 


HE PLUMBERS’ TRADE JOURNAL with 


The marriage of James M. Young, 
president of the Fort Pitt Supply Co., 
of Pittsburg, Pa., to Miss Rebecca Martin 
Maxwell, daughter of Mr. and Mrs. Robert 
Elliott Park, of 1207 Monterey street, Al- 
legheny City, will take place in Christ 
Episcopal Church, Allegheny City, on 
Tuesday evening, January 19th, at 7.30 
o’clock. A wedding reception and supper 
will follow the ceremony at the home of 
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the bride. After a wedding trip the 
couple will be ‘at home” to their friends 
on Tuesdays in March at No. 959 Cali 
fornia avenue, Allegheny. 


H. M. Crane, who has been representing 
the N. O. Nelson Mfg. Co., of St. Louis, 
in the West, with headquarters at Denver, 
started on the first of the year for a pleas- 
ure and business trip to Havana, Cuba. 
Mr. Crane is well known to the trade, 
having represented the Nelson Co. in 
southern territory, and having made suc- 
cessful trips for them to Havana. On 
this present trip he expects to meet many 
of his old acquaintances and we may hear 
from him through the columns of Tur 
PLUMBERS’ TRADE JOURNAL when he re- 
turns. 


| ; 
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C. B. Thompson, a well-known authority 
on steam and hot water heating, and asso- 
ciated for some time past with the Ni- 
agara Radiator Co., Tonawanda, N. Y., has 
severed his connection with that firm and 
is now representing the American Radi- 
ator Co., of Chicago. At the present 
time he is located in Detroit, being in 
touch with the Michigan plant of the Am- 
erican Radiator Co., conducting a series” 
of experiments, after which time he ex- 
pects to travel quite extensively, visiting 
the large cities. 


? OBITUARY 
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William Henderson, one of the pioneers ) 
of sanitary plumbing in America, died on 
December 29th of last year at his resi- 
dence, 1607 West 39th street, Los Angeles, 
Cal. He was the inventor of many im- 
portant improvements in plumbing and 
was well known on the Pacific coast, 
where he had lived for nineteen years. 

Henderson was born in Scotland near- 
ly sixty years ago and served his appren- 
ticeship in a plumber’s shop on the banks 
of the Clyde. He was industrious and 
quick to learn and prospered in his trade. 
For many years he was employed on the 
Cunard liners at Glasgow, fitting and re- 
pairing their plumbing and steam pipes. 

Thirty years ago he came to this coun- 
try and soon made his way vo the front. 
He was employed by the United States 
Government and became _ prominent 
through a system of ventilation by which 
he originated the fresh air inlet now used 
in all public buildings. At this time he 
was also employed by the incorporators 
of Wellesley College and he installed the 
plumbing in the buildings of that in- 
stitution. 

About twenty years ago he came west 
and has always spent a great deal of his 
time in working out new contrivances in 
the line of sanitary plumbing. 

With his two sons, Mr. Henderson ran 
a plumbing shop at 1187 West Adams 
street and worked at his trade until he 
contracted pneumonia some weeks ago 
which resulted in his death. He leaves 
a wife and ten children. 


Mrs. Garrison, wife of George Garrison, 
of the firm of Garrison & Fletcher, of 
Grand Junction, Colo., died from com- 
plication resulting from child birth, in 
the early part of December, in the above 
city. The body was taken to the old 
home, Clifton Springs, N. Y., for burial. 
Mr. Garrison has the sympathy of many 
friends in his great bereavement. oa 
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And Other New England Matter 


Two games of the Boston Plumbing 
and Steam Supply Bowling League, one a 
postponed game and one a_ protested 
game, were rolled off on Tuesday, Decem- 
ber 23. The Salesmen-Cambridge Plumb- 
ing Company games were protested on ac- 
count of the way in which the two dum- 
mies were treated, and the postponed 
game between Barrett and Locke Stevens 
Company. Locke Stevens took two from 
Barrett as follows: L. S. Co., 373, 388, 
410, total 1,171; Barrett, 364, 351, 416, 
total 1,131. Cambridge Plumbing Com- 
pany got away with Salesmen by the same 
odds: Cambridge Plumbing Company, 354, 
390, 378; Salesmen, 367, 377, 364; total, 
1,108. There were no regular games 
scheduled for the week. On the 29th 
three regular games were played, Dalton, 
Ingersoll Company taking three straight 
from Cambridge Plumbing Company: D. 
I. Co., 410, 410, 411, total 1,231; Cam- 
bridge, 385, 375, 398, total 1,158. Peck 
Bros. Co. took the same from Webb: Peck, 
406, 454, 403, total 1,263; Webb, 391, 372, 
384, total 1,147. J. H. Young ran away 
with two out of three from Thos. Hoey 
Mfg. and Supply Co.: Young, 373, 365, 375, 
total 1,118; Hoey, 382, 360, 372, total 
1,114. On New Years’ eve, December 31, 
Smith & Anthony got two from Gallison. 
after the hardest kind of rooting and the 
noisiest game yet played: S. & A., 391, 402, 
412, total 1,212; Gallison, 396, 415, 385, 
total 1,196. Locke Stevens threw it into 
the Salesmen for fair, taking all three, 
and easily finishing winners of the fourth, 
if such things could be. Bond, of the 
Greenwood & Daggett Co., Inc., was the 
new player on the Salesmen, and Sargent, 
of the Standard Sanitary Manufacturing 
Company, proved his prowess as the acro- 
batic member. L. S. Co., 4438, 374, 406, 
total 1,223; Salesmen, 408, 371, 356, total 
1,135. Hubbard got after Barrett Mfg. 
Co. and pulled off two of the three: Hub- 
bard, 419, 368, 418, total 1,200; Barrett, 
414, 419, 408 total 1,241. As the first half 
of the schedule came to a close the games 
were of the utmost interest, and rooting 
caused high carnival during the entire 
evening. 

On Tuesday evening January 5, Smith 
& Anthony made a strong bid for first 
place alone by taking three straight from 
Cambridge, leaving a hard proposition 
for Dalton-Ingersoll to cope with on 
Thursday, the 7th. The Salesmen also 
took a brace and got back into something 
like form, running away with three 
straight from Young. As these games 
are the first on the second half of the 
schedule it argues that the first division 
is going to put in some hard licks and the 
three ties in position promise to keep 
things interesting. Hoey took two from 
Locke Stevens & Co., surprising their 
friends. 

Smith & Anthony Co., 400, 434, 413; 
total, 1247, vs. Cambridge, 378, 388, 392; 
total, 1153. Thos. Hoey M. & S. Co., 426, 
378, 414—1218, vs. Locke Stevens Co., 420, 
401, 397; total, 1218. Salesmen, 403, 391, 
393; total, 1187, vs, J. H. Young, 399, 383, 
378; total, 1100. 


The standing of teams to January 5th i§ 
as follows: 


Won. Lost. 
MIG Se DINOS 0 cc <cuelaiw an C)snb aaimaeie.e 25 8 
Dalton Ingersoll. OO. ..05601c00 ccc wes niens 25 8 
BOCK Re BEOSE COs ees risis/cikbis eset eeliele am «a 20 13 
POS EOOITetCe MEE Oss casisices clvwaes 20 13 
We B. Hubbard & Sone) Oo. i... cosce. 18 15 
PILL GOEA Clie rs als sarp a alnieieiciarecheie\ sts 's, utc: wks erele 18 15 
Locke. Stevens’ & Cos cei. sis'sisiss ws ajo 0000 16 17 
Thos. Hoey Supply & Mfg. Co......... 12 21 
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On Thursday evening, the 7th, the fol- 
lowing teams of the Supply League met at 
Chauncy street alleys and completed the 
first week of the second half of the sched- 
wle. It is still a tie between Smith & 
Anthony and Dalton-Ingersoll Co. Bar- 
rett Mfg. Co. come next while Salesmen 
and Peck Bros. are tie for next place. 
Dalton-Ingersoll, 4138, 414, 402—1229. Gal- 
leson, 408, 385, 396—1189. Barrett Mfg. 
Co., 409, 430, 4183—1252. Peck Bros. Co., 
398, 425, 487—1260. Hubbard, 393, 397, 
403—1193. Webb Mfg. Co., 403, 378, 389— 
F705 : 


The thirty-sixth quarterly session of the 
Massachusetts State Master Plumbers’ 
Association was called together at Elks’ 
Hall, Hayward Place, Boston, on Thurs- 
day, January 7, 1904. The last regular 
quarterly meeting was held at the same 
place June 19, 1903, at which time it was 
voted to hold the usual fall meeting at 
Lowell. For good and sufficient reasons 
President Hobson in connection with the 
other executive officers decided not to 
call the fall meeting and the meeting of 
the 7th at the usual place was the conse- 
quence. President Hobson was in the 
chair when the meeting was called at 
11:45 and he appointed Mr. Farrell, of 
Connaton & Farrell, of Lowell, sargeant- 
at-arms, with David Craig, secretary pro 
tem., and a credential committee consist- 
ing of Daniel Finnery, of Boston, John C. 
O’Toole, of Clinton, and H. A. Desper, of 
Worcester. 

The right honorable worthy Vice-Pres- 
ident Craig, in his official capacity of sec- 
retary pro tem., started out well by read- 
ing the minutes of the regular meeting 
for April instead of those of the June 
meeting, for which he was made the butt 
of many shafts until he vacated the chair 
in favor of Executive Clerk C. C. Brown. 

President Hobson, after listening to the 
report of the credential committee, which 
showed some 50 present, a credible at- 
tendance considering the fact that prac- 
tically every plumber in the state was 
more than busy on freeze up jobs inci- 
dent to the recent cold snap and zero 
weather, spoke as to the reasons for cut- 
ting out the fall meeting and was happy 
to report that everything was moving so 
smoothly that no meeting was necessary. 

C. C. Brown then read his report, show- 
ing that while a certain prosperity of the 
association was assured that the old mem- 
bers had been dilatory in paying back 
dues, and consequently time for soliciting 
new members had been limited. Refer- 
ence was made to the fact that a member 
of the association had been elected mayor 


of Lawrence since the meeting of last 
spring, Mr. C. J. Lynch, a gentleman who 
has all the well wishes of his colleagues 
in the fraternity. Lunch was then served 
in the dining room, a recess taken from 
1 o’clock to 2. During recess several 
members of the Boston association ar- 
rived. 

After executive session, which was 
called at 2:30, the meeting took up the 
question of the advisability of having the 
executive committee report as to whether 
quarterly meetings were not too often to 
bring out the desired crowds. It was 
favorably voted upon and goes over until 
the next meeting. The balance of the 
time until adjournment was taken up 
with a discussion as to the advisability 
of following the lead of the National As- 
sociation and becoming incorporated. It 
was finally left as an open question for 
discussion at the next meeting. 

What the meeting lacked in numbers 
may be said it made up in quality, 
though many of the old familiars were 
numbered among the missing. 

Craigs’ sargeant-at-arms appeal was 
most thoroughly appreciated by the Trade 
Press representation present. 

President Brown, of the Boston Asso- 
ciation, arrived a little late but in good 
time for dinner. 

Con Cronin was the recipient of many 
congratulations on his new purchase of a 
building site of Charles street. 

C. A. Dame, of M. A. Dame Co., of Lynn, 
was on hand and reported for the Lynn 
association, which proves to be in good 
repute and prospect just now. Lynn has 
not been overly busy for the past six 
months, but a good, general business has 
been done. 

The Frost question was referred to 
many times as the hall was none too 
warm. 

Isn’t it a good thing that not all of the 
buildings on Hayward place outside of 
Elks’ Hall are marked for destruction. 
Else where? 

Jim O’Donnell, of Brighton, who usually 
acts as sargeant-at-arms, arrived too late 
to take that position and left early a dis- 
appointed man. 

Some one suggests that O. S. Kendall, 
of Worcester, should cut out the S in his 
name and make it simply O. K. 

Meeting adjourned at 5:15. 


The cold snap through which the New 
England states has just passed has 
brought many things besides bursted 
pipes to the attention of the plumber, not 
the least of which is the fact that in the 
large cities the more “freeze ups” the 
more trouble and the less money accrues 
to the plumber. The general public 
thinks and has been taught that what- 
ever ill cold snaps brought they were 
meat and drink to the coal man and 
plumber. In the smaller cities, where 
competition is not so fierce, freeze up 
jobs may be made to pay, but the con- 
sensus of opinion of larger Boston mas- 
ter plumbers is undoubtedly that cold 
weather does not pay. Too many doubt- 
ful bills and accommodation bills creep in 
and the time consumed in place to place 
work never proves satisfactory even 
though full time can be charged. While 
it is undoubtedly true that such a condi- 
tion does exist, that it is an unfair stand- 
ing for a trade proposition to assume, 
goes as an equally true axiom—every 
do'lar expended in any true business con- 
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dition must bring its adequate return or 
its expenditure should be eliminated. If 
the trade demands that such sacrifices as 
generally follow freeze ups, in the way of 
extra time and immediate work, no mat- 
ter what the journeyman may be working 
at, then returns should be adequate to the 
necessity. Just how such matters should 
be regulated would be hard to say, but, 
nevertheless, the condition is a false one 
and certainly needs attention. 


W. O. Harlow, the original Flushometer 
man of Boston, who has been with his old 
house, Geo. A. Gilchrist Company, for the 
past year, severed his connection with 
that company on December 24th and has 
associated himself with the Geo. A. Taylor 
Company, who have had the New England 
agency for the Flushometer for some time 
past. 

The Walworth Manufacturing Company 
ure issuing their desk pad calendar, which 
will be sent on application and mention 
of PLUMBERS’ TRADE JOURNAL, AS a uSe- 
ful adjunct to the busy man, embracing 
a measure of advertising, it is one of the 
finest. 


The photograph we present on this 
page is one of the rising young and popu- 
lar master plumbers of the city of Bridge- 
port, Conn., Mr. N. S. Goulden, of the firm 
of Middlebrook & Goulden. Those who 
attended the convention of our trade held 
at San Francisco will remember meeting 
the six-foot-four, built in proportion, fig- 
ure of the genial Goulden. <A good-na- 
tured, witty, thorough joker, and fine all- 
around chap everyone declared him to 
be. Mr. Goulden learned his trade with 
“Dad” Middlebrook, as everyone knows 


Mr. N. S. Goulden of Bridgeport, Conn. 


him, one of the good old-timers of Bridge- 
port, a man who attended the first con- 
vention of our National Association, and 
has never missed a convention as long as 
his health would enable him to be pres- 
ent. Mr. Goulden worked for him for 
seventeen years, ten as foreman of his 
place. In 1900 he went into partnership 
and they have enjoyed a prosperous busi- 
ness ever since. Mr. Goulden has been 
elected National State Vice-President olf 
of the State of Connecticut by the Na- 
tional organization, and is indeed a 
worthy member of a very worthy craft, 


The first half of the season of the Bowl- 
ing Tournament of the Plumbing and 
Steam Supply League of Greater New 
York is rapidly approaching a close in 
New York City. The handicaps as ar- 
ranged are as follows: 

Tue PLUMBERS’ TRADE JOURNAL, with 
the high average of the League of 834 for 
the first six games has to concede pins as 
follows: To DuBois 47, Ronalds-Johnson 
79, Simmons 59, Perkins 62, Ashcroft 42, 
Metal Worker 34, Metropolitan Supply 
80, Kenney Co. 87, Locke & Smith 55, J. 
A. Murray 90, Read Lead 108, Colwell 
Lead 87. 

The Metal Worker stands for the first 
six games with an average of 767. They 
concede pins as follows: DuBois 138, Ron- 
alds-Johnson 45, Simmons 25, Perkins 28, 
Asheroft 7, Metropolitan Supply 46, Ken- 
ney Co. 53, Locke & Smith 21, J. A. Mur- 
ray 56, Read Lead 74, Colwell Lead 53. 

The Ashcroft Mfg. Co. stands third with 
an average of 753. This team allows: 
DuBois 6, Ronalds-Jchnson 88, Simmons 
18, Perkins 21, Metropolitan Supply 38, 
Kenney Co. 46, Locke & Smith 14, J. A. 
Murray 49, Read Lead 67, Colwell Lead 
45. 

The team of F. N. DuBois Co. stands 
fourth with an average of 740. They allow: 
To Ronalds-Johnson 32, Simmons 13, Per- 
kins 14, Metropolitan Supply 32, Kenney 
Co. 40, Locke & Smith 8, J. A. Murray 
42, Read Lead 60, Colwell Lead 39. 

Locke & Smith in point of average 
stand fifth with 725. They allow: To 
Ronalds-Johnson 24, Simmons 4, Perkins 
7, Metropolitan Supply 24, Kenney Co. 32, 
J. A. Murray 35, Read Lead 53, Colwell 
Lead 322. 

The John Simmons Co. team is sixth 
with an average of 717. They allow: To 
Ronalds-Johnson 20, Perkins 3, Metropol- 
itan Supply 20, Kenney Co. 28, J. A: Mur- 
ray 31, Read Lead 54, Colwell Lead 28. 

A. L. Perkins Co. stand seventh with 
711 average. They allow: To Ronalds- 
‘Johnson 17, Metropolitan Supply 17, Ken- 
ney Co. 25, J. A. Murray 28, Read Lead 
46, Colwell Lead 24. 

The Ronalds-Johnson Co. team. are 
eighth in average with 677. They 
bowled evenly with Metropolitan Supply 
and allow Kenney Co. 8, J. A. Murray 11, 
Read Lead 29, Colwell Lead 7. 

Ninth is the team of the Metropolitan 
Supply Co. with an average of 676. They 
allow Kenney Co. 7, J. A. Murray 10, 
Read Lead 28, Colwell Lead 7. 

The Kenney Co. are tenth with an aver- 
age of 661. They concede two pins to J. 
A. Murray, 21 pins to Read Lead and bowl 
even with Colwell Lead. The Colwell 
Lead Co. being eleventh, with the aver- 
age of 661, allow J. A. Murray 3 and 
Read Lead 22. J. A. Murray is twelfth 
with 655 average and allows Read Lead 
18 pins. The last team, Read Lead, re- 
ceives a handicap from every other team. 

The League has decided, as we stated 
in previous issue, to double its session 
and new booklets will be printed by 
Tur PLUMBERS’ TRADE JOURNAL, and is- 
sued in a very few days, providing for the 
schedule for the balance of the season. 

The first series of games to be bowled 
after the holidays was on Thursday night, 
January 7. The Ashcroft team was beat- 
en by the John Simmons Co. team by the 


score of 800 to 769. As the Ashcroft 
team was supposed to give the Simmons 
Co. a handicap of 18 pins, they were badly 
vanquished, as can readily be seen. 

H. Maurer, of the Simmons Co., put up 
a fine score of 180, while Schaefer had 
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SOME IDEA OF THE PLUMBING IN THE 
WOMAN’S MAGAZINE BUILDING, AT 
ST. LOUIS 


John F. Reardon, of No. 4050 Olive 
street, is rapidly pushing the plumbing 
and drainage of the new “Woman’s Mag- 
azine Building’ to completion. The build- 
ing and its equipment was designed by 
terbert C. Chivers, the well known local 
architect, and he is giving its construc- 


Photograph of’ The Roughing-In Work of The Woman’s Magazine Building, at St. Louis, Mo. 
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195. In the second game the Ashcroft 
team again fell behind its average, allow- 
ing to THE PLUMBERS’ TRADE JOURNAL 
team by the score of 799 to 901. The 
third and last game was won by The 
PLUMBERS’ TRADE JOURNAL over the A. 
L. Perkins team by the score of 851 to 
690. 

The results of the evening changed the 
condition of affairs in the League very 
much, as C. C. Riggs, of THrt PLUMBERS’ 
TRADE JOURNAL team, bowled the splen- 
did scores of 237 and 206, making him 
the leading high average bowler in the 
League, his average now being about 184. 

The high score of 901, of Tur PLump- 
ERS’ TRADE JOURNAL team, also stands 
as high score for the season up to date. 


PLUMBING & STEAM SUPPLY LEAGUE 


WwW. L. H.S. 
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Asheroft: MER © Oncric a cretereforscolnieislocieraclos Gy 4. 891 
Metal Worker scare: cect aces crimeiasionteclees 8 2 831 
Du Bois:B' Con cacsicacreseoremosnistcasienetet 5 5 807 
Ronaldsi& SOBNSONG, . jeccvicecielssiwleiicee 6 4. 754 
AL Ts POrkins e.. cacisriccteinrvisielaisleetaiswteleters eae eed NTS 
Locke: & Snaithy 037 ).c2% wenaeaniasiereiicontes 4 2 Sit 
Metropolitan Supply Co...............2. 80 3600 A768: 
Colwell Lead! Oo ssie oicieln ses eeoiasielsr eters Beeb 1708 
John Simmons Co Wieeccus cos eee etalon 5 6 800 
Read Lead Works...........-+++ Boomers wer Zee 6 te 
Kenney Mies G65. oie cacciats sacticxestaislelaiioiel vine 3 6 692 
John A. Murray....... RSS eote ian donate aS on 


tion his personal supervision. It is a 
five-story octagonal-shaped building of 
steel and stone construction, covering 
30,000 square feet of ground and will be 
used by the Lewis Publishing Co as a 
printery and office building in the prepa- 
ration and publication of the “Woman’s 
Magazine.” It will be the equal if not 
the superior of any building used for 
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similar purposes in the United States. 
A photograph of a portion of the rough- 
ing work will give an idea of the sub- 
stantial construction of the plumbing and 
of the simple but eminently practical 
manner of taking back vents from the 
fixtures on the opposite sides of the mar- 
ble and brick walls forming the piping 
pockets into a single large header which 
is carried into the main 10 inch by three 
heavy stacks after passing the fixture 
height lines. 

There are sixteen lavatories, twelve 
water closets and four urinals on each 
wall of the piping pockets shown in 
photograph. The 5-inch water main 
shown on near end makes a circuit of the 
building and supplies the fire protection 
appliances and hydrants. The 2-inch gal- 
vanized piping shown are concealed sup- 
plies (as viewed on marble wall in front) 
to the Watrous Aquameter Closet Valves, 
which are used on all the closets in the 
building. Mr. Reardon’s contract runs 
close to $20,000, and in the excellent time 
he has made in carrying it out, together — 
with the skillful methods employed will 
add greatly to his already well-earned 
reputation as a capable master mechanic. 
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BOWLING IN PHILADELPHIA 


The Plumbing and Steam Supply Bowl- 
ing League of Philadelphia held its regu- 
lar weekly games on the Central alleys on 
January 4. The total scores were as fol- 
lows: Haines, Jones & Cadbury, 2,089; 
C. J. Rainear & Co., 1,958; McCambridge — 
(first. team), 2,008; Fleck Bros., 1,797; 
Walls & Pearsall, 2,239; Salesmen. 2,191; 
Jenkins Bros., 2,151; Standard P. S&S. 
2,062; Perkes, 1,960; McCambridge (sec- 
ond team), 1,652; Froelich Bros., 2,099; 
Ronalds & Johnson, 1,820. 


—_—_ & 4-4-3 
OLD RELIABLE SPECIALTIES UNDER NEW NAME 

George A. Taylor & Wwo., of 170 Sum- 
mer street, Boston, announce to the trade 
that in future the “Universal” stop and ; 
waste and the “R. P. B.”’ ball cock will be 
known as the “Roco” specialties. Here- 
tofore these goods have been manufac- 
tured by the New Haven firm of Peck 
Bros. & Co., but on the termination of 
agreement the inventor, William H. Rowe, 
gave Messrs. Taylor & Co. sole license to 
manufacture and sell the ‘Roco’ special- 
ties, which also include a brass pipe 
wrench, 


3 + 4 <= 
H. A. Lutz, of Harrisburg, has a nice 
plumbing contract in the Armour house 
in that city, in which two complete bath 
rooms are being installed. 


Balanced 
Tank Valve 


will save you the cost 
of a damage bill from 
overflowing tanks. It 
is made with a view of 
standing high pressure. 


A Reliable Tank 
Valveisa Cheap 
Luxury. 


THOMAS P. FORD COMPANY, 


BOSTON: 
Edward P.Brock & Co., 104 High St. 


&1 Centre Street, NEC YORK 


PHILADELPHIA, PA. 
142 N. 6th St. 
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The Peerless Spiral Piston and Valve Rod Packing, 


Once Tried, Always Used Will run tweive months 
Will hold 400 Ibs. Steam in High Speed Engine 


14 to 2 inch diameter. In boxes 3 to 8 Ibs. 


Sole Manufacturers of the celebrated Rainbow Packing, Hercules Combination Metallic Stop Valve packing and Honest John Hydraulic Rainbow Core packing. 
Patented and Manufactured Exclusively by 


PEERLESS RUBBER MANUFACTURING COMPANY. 


16 Warren St. 16-24 Wcodward Ave., 400-412 Common St., and 201-207 Tschoupitoulas St., 202-210S. Water St., 1221-1223 Union Ave. 36S, Meridan St. 17-23 Beale S..and 18-24 MainSt., 634 Smithfield St. 
NEW YORK DETROIT, MICH. NEW ORLEANS, LA. CHICAGO, ILL. KANSAS CITY, MO. INDIANAPOLIS, IND. SAN FRANCISCO, CAL. PITTSBURG PA 


SOMETHING 


“TRIUMPH” 
WATER aa 


NO-LEAK 


PipeJoint Compound 


CISTERN SUCTION 


If you are having trouble with Water Lifts 
Does not harden, that you have been using, why not try one of the 


new Improved ‘ ‘Triumph” Water Lifts? 


\ 
4 


decattttiol, Phill 


| Their price is lower than any other good water 
3 Does not skin OVer, nance e, and other plumbers are using them, 
= . rhe aes with profit to themselves and satisfaction to 
.———— = Does not require Mm1x1ng, their customers. Read what they say: 
a 4 ; “Your motor arrived and put it in yesterday. 
Always right consistency, Glad say that it started off at once and worked 
‘ to perfec tion.” 

Acts as a lubricant, Glendale, O, Peter ScHATZMAN & Son. 
b c, ; “We have installed fifteen (15) of your ‘Tri- 
PATENT APPLIED FOR Gives satisfaction, umph’ Water Lifts in the last two years, and as 
yet have never had to send a man to see what the 
and trouble was with one water lift. This wasa ver y 
common occurence with the other lifts that we 


formerly used. Weconsider them top-notchers.” 
Somonauk, Ill. Canirornia WIND MILL Co. 


The new 'mproved “‘Triumph” Water Lift may 
be purchased through your jobber, or direct from 


THE OHIO PUMP AND BRASS CO., 


OQak & 18th Sts. COLUMBUS, O. 


PREVENTS LEAKS in 


FOR LAUNDRY TUBS. 


The only all iron cover made, ab- 
solutely no part wood. 

Strong, Durable and Attractive. 

This cover makes the laundry tub 
perfectly sanitary. 

Prompt shipments on regular sizes. 


RECULAR SIZES 
2134 in. x 4 ft. with 4 in. back strips 
24in. x 4 ft. with 4 in. back strips 


EXTRA SIZES 


Steam, Gas, Air or Water Pipes 


|MAJOR’S CEMENT 
is the Best for Repairing 

PLUMBERS’ PORCELAIN WARE 

RS ay) ¥ Price, 1% Sear es 
Geo. Owen @ Co., Ltd, hk ‘, Major’s 


Rubber Cement, 


For Booklet and Sample Write 


Late Anglo-Ameri ANSE Major’s 
made to order on short notice. Send © 8 Bae DOL HES) AD] XE ted Penther: Cement, 
for full information and prices. 95-97 Liberty St. te = NEW YORK. s [ron od Same Price 


Sold Everywhere 


aishanke Major, Proprietor. 


NEW YORK CITY. 


GREASON MANUFACTURING 6O., 


108 W. 99THST. NEW YORK,N.Y. 


Ghe Charlier Patent Rolling Furnace “inte The Haggerty 


Saves 50 per cent. of the cost of melting your brass 


Plumbers’ Furnace 


79S tha meet concn | For Sale by all Up-to-Date Jobbers 
if ical method of melt- a 
ing, and will pay for i i /s the Invention of a Plumber 

itself every three months. | a Bm Will outwear six of the Ordinary kind 
Buy no more crucibles. \ || pare Oees 

HN} | /s free from the Danger of Explosion 
Saves Time and Trouble. 
"s Price is Right 


pone 708 Saunas ae ia i a ! Is the BEST IN THE MARKET 
to be without a HG WI) 


Chartier Furnace ||. WE L- JOHN A. MURRAY, 


SOLE MANUFACTURER 


MEDBERY @ SON, General Sales Agents, ial Plumbers’ Steam and Gas Supplies, 
45 Broadway - = = NEW YORK. — 625 and 627 Sixth Ave., New York. 


CHARLIER 


Send at once for catalog 
containing full informa- 
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PLUMBI NG NEWS OF THE. FAR WEST 


EYD Dees Das Bi eaehitAunoe Van bis 


MAYHEW. 


PaAUS AD DaEMNEAT Se GrArL. 


LOS ANGELES PLUMBERS PLAY BALL 
H1LE people in the Hast are 

shivering in the midst of 

winter and our plumbers 

are busy thawing out 
frozen and bursted water pipes, our 
Southern California brethren are enjoying 
the famous and beautiful climate of their 
section, and instead of bothering with 
frozen pipes are having excitement galore 
with some fiercely contested baseball 
games. Their enthusiasm and excitement 
over some recent games would make a 
New York holiday crowd at a National 
League game look like a funeral, and if 
there are any living examples of the real 
baseball fan they certainly are amongst 
the Los Angeles plumbers. 

A recent issue of the JourNaAL described 
the game between the masters and jour- 
neymen plumbers on October 25th, which 
was won by the masters by the close 
score of 14 to 11, which victory made 
honors even, as the journeymen had won 
the first game. If the October game was 
a “hot” one the last game played Sun- 
day afternoon, November 22d, was a regu- 
lar “Tabasco” article. Each side had won 
a game and this was to decide the cham- 
pionship between masters and journey- 
men. Each side was equally confident 
of victory, and backed their opinions 
with good hard cash until the amount at 
stake ran well up into the hundreds. The 
masters’ nine was managed by big Frank 
Jay, who exhibited Napoleonic general- 
ship. Louis Lohman was field captain, 
and between these two able generals, 
after a see-Ssawing back and forth, victory 
finally perched on the banner of the mas- 
ter plumbers, but it was an awful close 
shave, and not till the last man was out 
was it finally decided. 

Shortly before the game was called 
Manager Jay, with assistant manager 
“Little Sammy” Brown (200 pounds), cor- 
raled their nine in a group for a photo 
to send the PrLumBERS’ TRADE JOURNAL, 
and included Alex. Buchanan as _ the 
“mascot” and “Rod” Deakers and “Bob” 
Beattie ag financial backers. To get back 
to the game. It certainly was a red-hot 
contest, and the rooting by a regular holi- 
day crowd could be heard for blocks away. 
Some very brilliant fielding was done by 
Theodore Lohman at third base, Jim 
Guercio at first, and- Vince Guercio at 
second. 

Billy Peckham as catcher was a star 
also, his throwing to second, catching the 
only runner who attempted to steal, being 
one of the features. Ed. Crowells work 
in the box the early part of the game 
was very good, and he mowed the heavy 
hitters of the journeymen team down 
like a regular Cy Young. The best fea- 
ture of the game was Jim Guercio’s mon- 
ster swat for a clean home run. The 
ball cleared the center field fence by fully 
twenty feet, and if it were not for some 
houses over there it would be going yet. 
Meanwhile. the journeymen were dishing 
up a very excellent article of ball, but the 
writer not being familiar with all their 
names is unable to individualize their 
work. The game was marred by only 
one accident. “Billy” Peckham, while 
going after a foul fly ball, got struck in 
the mouth, inflicting an ugly cut, but he 
pluckily finished the game. 


All kinds of good-natured kidding was 
handed out to the players from the spec- 
tators, and to put it all in print would 
make Billy Baxter and John Henry’s up- 
to-date slang sound like stale stuff. In 
this, suave Tom Haverty led, and was 
ably assisted by big, good-natured Sam 
Brown (Young Sam). Sam’s rooting 
would make an Apache Indian war dance 
sound like a speaking contest in a deaf 
and dumb institution, but as Sam saw a 
big “ten spot” coming his way if the 
masters won, there wags some reason for 
his earnest pulling for the “millionaires.” 
Others there were among the fans who 
cheered the respective favorites from time 
to time as the game progressed. All in 
all it certainly was a grand game, well 
worth seeing, and the writer enjoyed it 
as much as any one, as did also a large 
audience of the fair sex—wives, sisters 
and sweethearts of the contestants. The 
umpiring was very fair and impartial, 
taking it as a whole, and for that.reason 
that lucky individual who performed this 
arduous task still lives. 

The official score after a complete count 


The latter has been under discussion by 
the three firms for some time past but 
nothing was done until recently when the 
final arrangements were completed. 


G. H. Miner, formerly of Cranbrook, 
B. C., has entered into business with mas- 
ter plumber F. H. Osler, of Polmona, 
Cal. The new firm will erect a suitable 
building for their business. 


D. M. Smith has purchased the plumb- 
ing business of C. F. Flagg, at Lindsay, 
Cal. Mr. Smith will enlarge and con- 
tinue the business. 


Manuel Moreida, of Sausalito, Cal., is 
erecting a building in which he will open 
a plumbing business. 


Master plumber J. W. Shears, of Bak- 
ersfield, Cal., has been required to hunt 
larger quarters for the accommodation of 
his business and has removed to 1713 
Chester avenue. 


Donohue & Ganter is the name of a 
new plumbing firm at Ukiah, Cal. 


The plumbing ordinance of Pasadena, 


Top Row—V. Guerico, Alex. Buchman, R. Deakers, S. J. Brown, R.F.Beattie, E. Crowell, L. Lohman, F. Jay 
Lower Row—A. Tappeiner, Wm. Peckham, Jim Guercio, Theo. Lohman, Herman Lohman, H. Terrell 
Base Ball Team of Los Angeles, Cal., Master Plumbers, with Their Managers and ‘Mascots’ 


of the dead and wounded was made was 
as follows: 


Innings. EMS By ee be iy ation 7 ase a) 
Masters). 52-1 enol eee aa OO 
Journeymen. Pip aL ones eG mes ee Ps 
Runs—Masters, 17; Journeymen, 15. 
Hits—Masters, 12; Journeymen, 17. Er- 
rors—Masters, 7; Journeymen, 9.  Bat- 
teries at start—Masters, Crowell and 


Peckham; Journeymen, Firch and Sarrell. 
Home runs—Masters, 1, J. Guercio; Jour- 
neymen, 1, Rapp. Two-base hits—Mas- 
ters, 4 (T. Lohman 1, Tappeiner 2, Cro- 
well 1); Journeymen, 5 (McDonald 1, 
Rapp 1, Firch 2, Eaton 1). Struck out— 
Masters, 10; Journeymen, 6. Bases on 
balls—Masters, 5; Journeymen, 7. Time 
of game—All afternoon. 


John Shields & Son, of Riverside, Cal., 
have moved to larger quarters in the Tet- 
ley Block, where they have fitted up an up 
to date shop and show room. 


The three plumbing firms doing busi- 
ness at Richmond, Cal., Spiersch Bros., 
F. E. Wood, and R. E. Dyer, have joined 
the State Master Plumbers’ Association. 


Cal., has been entirely revised as a result 
of public dissatisfaction over the section 
requiring all plumbing shops to procure 
a $100 yearly license. By the new ordin- 
ance there is a scale of prices provided 
for permits. The new ordinance calls for 
galvanized vents and also covers all gas 
fitting; the plumbing inspector will make 
all gas inspections. 


H. Sweeney & Co., of Seattle, Wash., 
have been awarded the contract for in- 
stalling the plumbing and heating in the 
flat building at that place, which is being 
erected on Sixth avenue, near Columbia 
street; amount of contract $4,500. 


Kline & Underwood, of Redlands, Cal., 
has secured a large plumbing job on the 
15,000 acre ranch of Reginald Frost, at 
Victor. The work amounts to several 
thousand dollars and includes complete 
plumbing for the handsome residence just 
completed on the ranch and a complete 
water and sewer system. 

Master plumber J. B. Fisher, of Modes- 
to, Cal., who went to San Francisco to 


submit to an operation for the removal 
of a tumor, is reported doing well. 


A. Locke has opened a plumbing busi- 
ness on Heinlen street at Lemoore, Cal. 


Dr. Von Adelung, of the Board of 
Health of Oakland, Cal., has invented a 
faucet which the Board of Education is 
testing with a view of having it adopted 
for use in the schools. The doctor claims 
that the use of the faucet would make it 
practically impossible for diphtheria and 
other germs to be transmitted among the 
scholars. It is very much like the ordi- 
nary faucet, only inverted and does away 
with the necessity of using a cup when 
using the water therefrom. Dr. Von Ade- 
lung is arranging for a series of lectures 
to be given by himself and other physi- 
cians before the school children on hy- 
giene and sanitary matters. === 


The Board of Supervisors decided re- 
cently to reconsider the plumbing ordin- 
ance in order that devices for sanitation 
of buildings which have been invented 
suvsequently to the enactment of the pres- 
ent ordinance may be used in San Fran- 
cisco. : 

In the civil service examinations held 
recently for the office of chief plumbing 
inspector for San Francisco Thomas J. 
Farrell won highest percentage, his 
amount being 91.3. Mr. Farrell is at 
present a plumber in the Department of 
Works. 


Hereafter any person desiring to work 
at plumbing in the town of Chico, Cal. 
must first pass a written examination and 
procure a certificate. 


L. B. Steward has assumed charge of 
the plumbing department of the Allan 
H. Nye Co., at Monrovia, Cal. 


A delegation from the Master Plumb- 
ers’ Association, consisting of Frank Jay, — 
Thomas Haverty and Louis Scholes, was 
before the finance committee of the Los 
Angeles council recently seeking to have 
the license tax on plumbers reduced. The 
licence ordinance as it now stands re- 
quires plumbers employing three or more 
journeymen to pay $25 a quarter and 
those employing less than three $7.50 per 
quarter. The finance committee decided 
not to make any recommendation to the © 
council regarding the plumbers’ license, 
but asked the representatives of the asso- — 
ciation to present for consideration a — 
scheme for the examination and registra- 
tion of plumbers as is employed in most ~ 
of the cities throughout the Hast. Sev- — 
eral members of the council are opposed ~ 
to any reduction in the plumbers’ license 
but they favor the establishment of an ex- — 
amining board that will pass upon the 
qualifications of all persons engaging in 
the business. Frank Jay stated to the — 
committee that there are about seventy 
plumbers in the city paying $100 a year — 
in license fees to the city. He argued 
that such a tax was burdensome and that 
no more reason existed for taxing the 
plumbers than for taxing the carpenters — 
and bricklayers. He said there was a = 
law on the statute books which any city 
of more than 100,000 inhabitants might 
elect to follow, which required all plumb- 
ers to register and pass an examination. 
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om NO U N CEMEN T Highest Price Gas Range 


Cheapest, Gas Range 
For the benefit of the Southern 


Best Gas Range 
Trade we have established a 
branch warehouse at Savannah, Ga. 


oan ee Oe 
PPS 


PIRI PRR 


Orders will be shipped promptly 
from either Charlotte or Savannah. 


)) 


che A. Rosenberg Co., 
BALTIMORE. MbD., U S.A. 
MANUFACTURERS OF 


WATER MOTORS="“WATER FANS 


RANGE AND CLOSET 
WE WANT THE PLUMBERS’ TRADE 


HY 
Because they always Recommend the Best Goods in their line 


STEPHENSON MANUFACTURING CO., 


209 Sandusky, St.. ALLEGHENY, PA, 
Send for Descriptive Cataloguen Nive : nied ’ “ Mention this Paper. 


Beware of Infringements! 


Seven (7) inch diameter Motor 
guaranteed to run for five (5) 
years WITHOUT REPAIRS. 


Price $7,50 retail, with 12-inch 
brass Fan and Guard. 


DISCOUNT TO PLUMBERS. 
SEND FOR CIRCULARS 


“Crotan” Syphonic Hopper Combination {|| [t Costs You Nothing 


(An Effective and Willing Worker) 


if not satisfactory after 10 days trial. 


There is not a plumber inthe 
United States that can afford 
to be without the 


SUCCESS 
CARBORUNDUM 
GRINDING WHEELS 


Equipped with two Carborunduin Wheels 
and complete polishing outfit, consisting of 
felt wheel coated for use, and cloth buffers 
with the necessary polishing compound for 
plumbers to polish up rough or finished brass. 


We ship the machine free for 10 days trial. If satisfactory, send 
us $9.00, or if not satisfactory ship the machine back to us at 
our expense. 


A FRIEND IN NEED 
1s 


Luther’s Combination Brace 
and Force Feed Drill 


Far superior to the breast drill. Bull strength not required because the 
chain does the pressing on, you don’t. Any pressure desired is had by sim- 
, ; ply turning the feed wheel. Ball bearings between the chuck and feed 
“ONE OF OUR LATEST.” wheel sleeve reduces friction toa minimum. Drills holes up to 14 inch in 


iron easily as in wood. Chain can be instantly detached and brace is 
Colonial tank. 10-02. copper compounrf lever ball cock. shaped seat with lid. Vitreous bowl) thar sed Asien ; 
other for general use. W : 
WRITE FOR PRICES. A - cei hae 


FLECK BROS.COMPANY, = _ PHILADELPHIA, PA. LUTHER BROS. CO., 


NORTH MILWAUKEE, WIS. 
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News ¢f, Far West Continued tom 


The city council of Stockton, Cal., has 
decided to have an official plumbing in- 
spector and city attorney R. L. Beardslee 
is now drafting the ordinance. The ap- 
pointment of an inspector will be hailed 
with delight by many who are desirous 
of having the best care taken of sanitary 
conditions. 


The journeymen plumbers’ union of Oak- 
land, Cal., had an exciting joint wiping 
contest at one of their meetings recently, 
the first prize being awarded to Joe 
Frantz for doing the neatest and quickest 
work. The judges being John McIntyre, 
Al. Blakely, and Chas. Pratt. A fareweli 
banquet was tendered to Hugene Hilling, 
who has since withdrawn from the union 
and engaged in business for himself. 


We present on this page one or two il- 
lustrations which will be perhaps of in- 
terest to the readers of THr PLUMBERS’ 
TRADE JOURNAL in all parts of the coun- 
try. Fig. 1 shows the plumbing in a 


Basin on Sink 


Plumbing in a Small Cottage at Los Angeles, Cal 


small cottage in Los Angeles, Cal., and 
we give it as a convincing argument of 
the manner in which the plumbers are 
discarding lead work. This is really a 
cast-iron job, and shows a stack of Stand- 
ard soil pipe, galvanized iron vents, clean- 
out, lead bend and lead traps. There is 
no running trap of fresh air inlet and soil 
pipe is carried to highest part of roof. 
All the pipes are concealed in walls. 
Figure 2 describes the manner of 


7] THROUGH 
Highest Pont 


Piping the Vent and Waste for a Four Fixture Job 


piping vent and waste for a four-fixture 
job in Los Angeles. All traps are vented 
in the rough and all piping concealed in 
plaster and lathes with vents run to high- 
est point of roof. 


Oakland’s councilman plumber, Fitzger- 
ald, arranged for a bowling match recent- 
ly between a party of his plumber friends 
and a team made up from the bricklayers, 


Preceeding Page 


The plumbers of course carried off the 
honors. 


Frank Lyman, of Sacramento, Cal., has 
been awarded a contract to construct a 
steam heating plant in the Clunie The- 
ater. 


Los Angeles realized the sum of $401.75 
for the month of November for the sale of 
sewage to Chinese vegetable ranchers, 
whose ranches are located near the line 
of the sewer. 


The Munger & Griffith Hardware and 
Plumbing Company of Pasadena has re- 
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cently changed its name to that of the 
Crown Hardware Co. This firm has been 
awarded the contract for installing the 
plumbing in the hospital addition at Pasa- 
dena for $1,100. 


Master plumber A. B. Marshall, of Los 
Angeles, has been awarded the plumbing 
and gas fitting of the residence of S. G. 
Marshutz, for $1,810. Mr. Marshall re- 
cently purchased the plumbing business 
of T. J. Stephens. 


We are sorry to note the death of Fred- 
erick A. Foin, who for the past fifteen 
years has been a master plumber at 
Fresno, Cal. Mr. Foin died in the German 
Hospital at San Francisco as a result of 
an operation. 


a 
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N Detroit the year opens with at 
least fair business prospects. 
Some are optimistic enough to 
believe that the year 1904 will be 
a very prosperous one, and I am inclined 
to think that these optimists are right. 
The bankers report that money is easing 
up, and that there will probably be ample 
funds for legitimate uses. Wholesalers 
report that Detroit’s jobbing trade was 
never larger than at the present time, and 
all lines of retail business seem to be in 
such a satisfactory condition that the de- 
mand upon the jobbers will continue. 
Nearly all the local manufacturers have 
been kept busy right up to the present 
date, and begin the new year with a very 
satisfactory showing of orders ahead. It 
must follow of course that if the various 
lines of business outside the building 
trades have a satisfactory year that the 
building trades themselves will have no 
cause to complain. 


The local Association of Master Plumb- 
ers is contemplating indulging itself in a 
banquet in the near future. 


Norris & Miller are just contemplat- 
ing a large hotel plumbing job in the city 
of Jackson. They have had this job in 
hand for some months. 


Mr. S. H. Morgan, president of the 
State Association, has added a gas spe- 
cialty department to his business. 


Mr. Herman D. Nagel, of 1226 Gratiot 
avenue, is the latest recruit to the asso- 
ciation. 

Webster, Harrigan & Reid have lately 
contracted with the city to install a very 
elaborate heating system in the Belle Isle 


Park Aquarium. 


This year the holiday season has been 
for Mr. Ernst Wenel, of Gratiot avenue, 
a season of bereavement. A day or two 
following Christmas he lost a little child, 
and on the day following New Year’s his 
wife died. He has the sincere sympahy 
of all his brother members of the asso- 
ciation. 


The association never faced a new year 
with brighter prospects than the present. 
The members are standing solidly to- 


gether, and a friendly feeling character- 
izes the whole body. This in itself is an 
immense advantage. 


Among the enterprises recently launch- 
ed in Detroit, that of the Renike & Shir- 
ray Manufacturing Company, is worthy 
of special mention. This company has 
been organized for the: manufacture of 
special hardware and plumbers’ stamped 
metal goods. Their factory is located at 
the intersection of Beecher avenue and 
the Michigan Central Railroad, in the 
building occupied by the W. J. Scully 
Ventilator and Manufacturing Company, 
manufacturers of ventilators, Fuller 
work, compression work, traps, etc. The 
persons forming the Renike & Shirray 
Manufacturing Company have had ample 
experience to fit them to conduct success: 
fully the business they have established. 
I believe them to be well worthy of the 
confidence of the readers of THz PLuMB- 
ERS’ TRADE JOURNAL and of business men 
in general. 


Market Quotations 


For The Trade 


Edited by C. C. RIGGS. 


Pig Iron.—Prices have shown some 
irregularity. Northern producers have 
been able to contract for their supplies 
of coke on a much lower basis and this, 
together with a lower rate of wages, espe- 
cially among the Eastern foundries, has 
made it possible to manufacture at a 
lower cost and sellers have accordingly 
shown a willingness to accept lower 
prices. A fair volume of business has 
been transacted in Northern iron and 
prices in the local market are quoted on 
the basis of $14.50 to $15.00 for No. 2. 
Southern iron has held steady at $10 for 
No. 2 f. 0. b. Birmingham and local quo- 
tations are on the basis of $13.75 to $14 
for No. 2. A moderate business has been 
transacted for delivery during the next 
sixty or ninety days. Negotiations are 
under way to re-establish the Southern 
Pig Iron Association, but it appears to be 


the opinion of the trade that it will not 


meet with success. 
Copper.—Advancing prices’ have been 


experienced. The feature has been the 
activity of the export business, orders 
tor good sized lines being received from 
abroad. ‘lhe buying by the home trade 
has reached moderate proportions. Man- 
ufacturers of copper wire and other goods 
have as a rule covered their contracts and 
there also has been somé buying of cop- 
per for prompt delivery. Market quota- 
tions for carload lots at this writing are 
125éc to 18c for Lake, 125¢c to 12%c for 
electrolytic and 12% to 125%c for casting. 
Smaller quantities bring %4 to Y%ec per 
pound advance from these prices, accord- 
ing to size of purchase, terms of payment, 
etc. The export of copper from the 
United States during 1903 were 138,537 
tons against 164,451 tons in 1902. 

Pig Tin.—The feature of the market 
has been the strong statistical position. 
Production for the past year has been the 
largest since 1897 and amounted to 89.000 
tons. Deliveries or consumption, how- 
ever, have exceeded the production, reach- 
ing 91,266 tons. The visible supply of pig 
tin has accordingly decreased and at the 
opening of the year was 14,274 tons. 
Prices have shown some irregularity but 
the general tendency has been upward. 
At this writing prices quoted for carload 
lots are 2914%4c to 29%%c. Smaller quanti- 
ties were quoted 29%4c¢ to 304e. 

Pig Lead.—A scarcity of spot supplies 
exist and the American Smelting and Re- 


fining Co. have withdrawn quotations un- 


til February 1, when it is expected they 
will advance prices. Market quotations 
at this writing for carload lots were 
4.35c and smaller quantities at 4%4c to 
434¢. 

Spelter.—Business has been quiet and 
at the close there was an easier tone to 
the market, reflecting freer offerings. 
Prices quoted were 4.95c to 5.10c and 5% 
at 544c for small quantities. 

Nickel has been steady at unchanged 
prices with 40 to 47c quoted for round 
lots and 50 to 60c for smaller quantities. 


Pipe—Manufacturers of cast iron pipe 
appeared quite generally to take a favor- 
able view of the market. For the season 
of the year the volume of business trans- 
acted has been fairly satisfactory, a steady 
run of small orders being experienced. : 
Well informed members of the trade are 
of the opinion that with the opening of 
the spring season heavy contracting for 
supplies will develop and the coming year 
is expected to exceed 1903 in the volume 
of business transacted. Prices quoted 
locally were $27.50 to $28.00 per gross ton 
for 6 to 10-inch and $26.50 to $27 do for 
12-inch upward. Lead pipe and sheet lead 
have been in moderate demand and re- 
flecting the stronger market for the metal, 
prices have ruled firm. Lead pipe, 434 to 
5¢e per lb.; sheet lead, 514 to 6c per Ib.; 
tin-lined lead pipe, 10c per pound and 
block tin pipe, 33 to 34c. 
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In the plumbing board at Lockport, N. 
Y., William Conrad was given the place 
formerly held by Cornelius Davenport 
and EH. A. Fry was named to succeed Chas. 
E. Cornell. The latter was formerly al- 
derman and a prominent Republican poli- 
tician for years. 


Edward Mahl, the well-known master 
plumber of Hartford, Conn., and also 
president of the board of health of that 
city, has secured the contract to overhaul 
the plumbing in the old city jail. a 
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A LETTER FROM HONOLULU, H. I. 


Editor Prumpers’ TRADE JOURNAL: 

As I have completed our contracts and 
other work in Honolulu, and am about to 
return to the States, I wish to notify you to 
address your valued journal in future to 
our main office at No, 328-330 Stockton 
street, San Francisco, Cal. I can sincere- 
ly assure you your journal has always 
proved attractive and interesting to the 
force of mechanics I brought here from 
California, and to myself also, in this 
far away “Paradise of the Pacific,” as 
Honolulu is not improperly termed. Its 
scenery, climate and accommodation 
justify it in assuming the title, and I pre- 
sume, the visitor here, will prove hard 
to please who disputes its assumption. 

ALBERT J. WILSON, 
Honolulu, T. H. 
With Wm. F. Wilson Co. 


—__ > 24~<_____ 
RESOLUTIONS ON DEATH OF MRS. J. B. CLOW 


At a special meeting of the Chicago 
Supply Association held this 31st day of 
December, 1903, the following resolutions 
were unanimously adopted: 

We learn with deep sorrow of the bereavement 
which came yesterday morning, December 30, 1903, 
to our friend and business associate of many years, 
Mr. James B. Clow, in the death of his wife. 

Therefore, We, the members of the Chicago Sup- 
ply Association in special meeting assembled, tender 
to Mr. Clow and the members of his family our deep 
and tender sympathy in this hour of trial and af- 
fliction, and earnestly trust they may be granted 
strength to meet this irreparable loss, and courage 
to face the dark hours which must follow, and an 
abiding faith that the Creator of all mankind doeth 
all things well. 

RESOLUTION NO. 2. 

We stand aghast at the calamity which overtook 
our city yesterday in the Iroquois Theatre Disaster. 
Words fail us when we but try to express the 
sympathy which is in our hearts for the thousands 
who have so suddenly experienced the sundering of 
the ties which united them in the family and in 
the bonds of friendship. 

Grief is too sacred to permit at this time our in- 
dividual sympathy to find expression. Therefore, 
as fellow-members of the Chicago Supply Association, 
we tender our business associates and friends our 
heartfelt and loving companionship in their deep af- 
fliction and loss; assuring them that their sorrow 
is our sorrow and that our deepest sympathy sur- 
rounds them, with the prayer that they may each 
be strengthened and sustained in their heavy’ be- 
reavement. 

RESOLUTION NO. 3. 

Whereas, a great and appalling disaster has just 
transpired in our midst in the fire at the Iroquois 
Theatre, entailing an immense loss of life, the great- 
est physical suffering and untold sorrow to hun- 
dreds of homes, and 

Whereas, We, the members of the Chicago Supply 
Association feel that in the interest of the public 
safety a rigid investigation of the conditions in this 

. ease should be made to ascertain the cause of the 
disaster and place the responsibility therefor, it is 
therefore 

Resolved, That the officers of this Association 
be empowered to co-operate with the public officials 
and other citizens of Chicago to the end that a re- 
petition of this recent horror may be avoided and 
the laws and ordinances governing this community 
upheld and enforced. 

PAUL BLATCHFORD, A. D. SANDERS, 
President. Secretary. 
—_—o>4+ +——_ 


THEY WANT THE BEST AT CINCINNATI 


A letter at hand to Tur PLUMBERS’ 
TRADE JOURNAL from the Oliver Schlem- 
mer Co., 1811 Linn street, Cincinnati, O,; 
is to the effect that they have just pur- 
chased a new building and intend | 

| 


make extensive improvements by build 
ing an additional one alongside of it. It; 
will be their object, they state, to have| 
one of the most up-to-date and best equip-| 
ped heating establishments in the United 
States. They write that they desire new | 
ideas both in the construction of building 
and the equipment of same, and if any! 
advertisers in THE PLUMBERS’ TRADE: 
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to offer, they will be pleased to hear from 
them. 


A COUPLE OF BROOKLYN’S BUSY MASTER 
PLUMBERS 

At No. 613 Fifth avenue, Brooklyn, J. 
W. Sands’ jobbing department is always 
trying to catch up. His active contracts 
cover four brick three-story flats for 
Builder Hassar at 51st street and Sixth 
avenue, and four brick two-family dwell- 
ings on 40th street. Mr. Sands became a 
journeyman in Chicago and from his hust- 
ling and successful methods, the Windy 
City must indeed be a good school. Bro- 
ther Sands has a very discerning eye, an 
invaluable adjunct in the troublous times 
and it takes a very wise gazabo to ‘“‘hatch” 
up a job on John. 

At Broadway and Berry street Daniel 
T. Gateson, Brooklyn, who invariably 
wins when Princeton is successful, and 
who could show Balliett and Snake Ames 
a féw tricks never learned on a grid- 
iron, puts in full time every day making 
charges against his old line customers. 
Despite his vast volume of business, he 
finds an opportunity occasionally to regale 
his many callers with the choicest the 
yarn market affords. It is an education 
in itself to hear our esteemed friend cut 
loose with “Mike’s lobster a la Newburg,” 
a delicate morsel of dry humor. Mr. 
Gateson succeeded his father, and as evi- 
denced by old sign on building, their 
name has been over the door for upwards 
of fifty years. One of Mr. Gateson’s boys 
played end last summer on a minor col- 
lege team, another has a record of 10 flat 
for an hundred, but for an occasional 
hot foot, papa has the younger generation 
beaten to a whisper. 


HOOKS 


AND 


STRAPS 


» both 
Malleable 

and 
Wrought. 


No imperfeot 
pieces in our goods. 
Quality the best 
that can be had. 


Send for catalog. 


Berger Bros. Co., 
Philadelphia. 


Wanutacturers. 


USE OUR BRONZING LIQUIDS 
~ AND MAROON JAPAN 


For Radiators. 


O. J. FERRIS, Manufacturer 
Hamilton Co. . PLAINUILLE, O. 


A COLD WAVE 


may be expected any 
3% day,and usually frozen 

\) water and gas pipes are 
= the result, Thismeans 
work for you, cequir- 
ing immediate atten- 
tion. Have you torches 
enough to promptly 
serve your customers or 
will they be driven to 
your competitors by 
your lack of foresight? 
A No.32 torch produces 
intense heat, andis not 
affected by» cold or 
wind. Jobbers sell at 
factory price.or we will 
ship direct if cash ac- 
companies your order. 
Money back if it does 
not please. 
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JouRNAL have anything new in trade lines CLAYTON & LAMBERT MFG. CO., Detroit,Mich.,U.S.A, 


TRADE-MARK REGISTERED 1901 


Ww THE BEST CEMENT ON THE MARKET ¥ 


te we PETER 


\Z Cyerliah, 


¥Y FOR SALE Bx ALL SUPPLY HOUSES ¥ 
This compound has given such good satisfaction and become so well knewn 
that several parities have taken the liberty of infringing on our rights. 


There is only one perfect Pipe Joint Compound—and we make il. 


NATIONAL BRASS MANUFACTURING Co. 
617-19-21 Adams Street Pe 


- HANSAS CITY, U.S.A, 


Goulds Water Lifter 


Automatic 
Collapsing 
Tap 
with reamer com- 
bined, which has 
been a practical ard 

assured success. 

It will save from 
50 to 75 per cent. in 
cost of tapping. 


PATENTED 


A Trial Order 
Solicited. 
Descriptive 
circular sent 
on application 
to 


The MURGHEY MACHINE & TOOL 60O., 


64 Second Street, 


DE’ROIT, MICH, 


‘*“NEW DUPLEX” 


Perfectly Automatic. 
Stops and Starts as Water is Used 
No Storage Tank Needed. 


Further information upon request 
Ghe Goulds Mfg. Co. 


Works and Main Offices: 
SENECA FALLS, N. Y. 
16 Murray Ftreet, New York, 
=) The Gould Co, 22 & 24N.Canal £t., 
Chicago. 


SAME 
MONEY 


www 


We Manufacture 
BRASS BASIN ‘TRAPS 

WASTES AND OVERFLOWS 
PLUMBERS’ RUBBER 

AND LEATHER GOODS 


FAULTLESS BIBB SEAT DRESSERS 
LAVATORY BRACKETS 


A. D.MANUFACTURING CO. 


DETROIT, MICH., U. S.A. 
H. ROMEYN SMITH, - = ___ President, 
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THE WILKS WATER HEATERS 


The §. Wilks Manufacturing Co., of 
35th street and Shield avenue, Chicago, 
are the makers of a line of water heaters 
and steam generators which has success- 
fully stood the test of time and are high- 
ly recommended by the leading plumbers 
and steam fitters. They are all steel and 


SHOT WATER 


there are no coils or flues and no cast- 
iron sections. We show a sectional view 
of the Wilks water heater, from which 
the reader may obtain a good idea of its 
construction. A copy of this firm’s cata- 
log may be obtained by mentioning Tur 
PLUMBERS’ TRADE JOURNAL. 
_——Se_ + 2s —___—_ 


ILLUSTRATING THE NEW “ARGO” CLOSET 


That enterprising supply house, the WH. 
W. Fisher Co., of 521 Superior street, 
Cleveland, O., is sending a very attractive 
calendar to the trade, a facsimile of 
which is printed herewith. As wal be 
seen it illustrates their new No. 00 “Argo” 


RENEE. 


twin jet water closet which has an im- 
proved raised vent three inches in diame- 
ter, and is constructed in such a manner, 
it is said, that it is impossible for water 
to enter it. The closet is numbered figure 
$ A in their catalog, which will be sent 


for the asking when mention is made of 
THE PLUMBERS’ TRADE JOURNAL. 


THE TURNER AUTOMATIC COCK GRINDERS 


The grinding, economically and expedi- 
tiously, of plugs or keys for brass cocks 
has long been a question which has re- 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


simply because nothing better could be 
devised. 

To meet the demand which exists for a 
machine capable of keeping pace with 
any and all kinds of work in this line 
issuing from a finished shop, the Turner 
Machine Co., of 2049 North Second street, 
Philadelphia, have designed a line of 


The Turner Automatic Cock Grinder on Which Four Cocks May be Ground at One Time 


ceived much attention from manufactur- 
ers of such goods. The keen competition 


which exists in the different markets in 
the sale of goods of this character makes 
grinding by the old-fashioned methods 
out of the question if a fair profit is to 
be made on the goods. 


It is easily seen 


cock-grinding machines, on which four 
to eight cocks at a time can be ground 
accurately and with a much better and 
more regular finish than by hand. The 
Turner Machine Co., of the above address, 
have a very interesting catalog on these 
grinders and molding machines which 


Plate 611-2 “Southern Beauty” Lavatory Taken From The Catalogue of The John Simmons Co. 


‘that if an employee with an up-to-date 


machine can grind four cocks in the same 
space of time, or less, than is required 
by another to grind one with an old style 
machine, there is a large saving in cost 
resulting from the grinding alone. Even 
in some of the largest brass working 
plants the grinding facilities are of the 
most primitive kind, and consist of ma- 
chines usually gotten up by some one 
around the works, grinding one cock at 
a time, and made to serve the purpose 


will be sent to those who desire it upon 
mentioning THr PLUMBERS’ TRADE JOUR- 
NAL. 

ee 


“SOUTHERN BEAUTY” LAVATORIES 


From the catalog of the John Simmons 
Co., of 110 Centre street, New York, we 
publish one their series of “Southern 
Beauty” lavatories. It is plate 61144, show- 
ing their one-piece porcelain enameled 
iron corner lavatory fitted with bi-transit 


x 


waste. The width across the front is 
24 inches and from front of wall to cor- 
ner is 25 inches. It has recessed backs 
12 x 17% inches on wall with 5% inches 
apron. The large oval basin is 12 x 15 
inches, with outlet at the back. This 
lavatory is also furnished with concealed 
brackets if desired. A line to the John 
Simmons Co. will bring a copy of their 
booklet illustrating this line of goods. 
Mention THr PLUMBERS’ TRADE JOURNAL, 
——— te 


PEORIA, ILL., WHERE THE ILLINOIS MASTER 
PLUMBERS’ ASSOCIATION WILL HOLD THEIR 
TWELFTH ANNUAL CONVENTION 


EORIA, in which will be held 
the twelfth annual conven- 
tion of the Illinois Master 
Plumbers’ Association, is the 
second city in the State of 

Illinois, and is situated on the Illinois 
River at the southern extremity of 
Peoria Lake. It has a _ population of 
nearly 60,000, and is one of the growing 
and progressive cities of the Central 
West. Lying in the midst of a rich and 
fertile country, 160 miles southwest of 
Chicago, Peoria in its early history was 
a distributing center for cereal products, 
and now utilizes the output in its dis- 
tilleries, which are the largest and most 
extensive in the world. The internal 
revenue derived by the government from 
the Peoria district is second only to that 
of New York. It has an inexhaustible 
supply of coal lying near the surface, and 
its manufacturing industries of late years 
have forged rapidly to the front. Its 
manufacturing interests are varied and 
include agricultural implements, automo- 
biles, boilers, harness, mill supplies, brass 
goods, plumbers’ and gas-fitters’ material 
and supplies. Fourteen different railroad 
lines enter the city, affording exceptional 
transportation advantages to its manufac- 
turing and distilling industries 

The sanitary needs of Peoria are ad- 
mirably taken care of by more than a 
dozen plumbing shops, some of them of 
more than local reputation. It has an 
excellent plumbing ordinance and a board 
of plumbing examiners, and its system 
of inspection is rigidly enforced. The 
master plumbers of Peoria have a well 
organized local association, and have al- 
ways been active in association work. It 
was here, in fact, that the first conven- 
tion of master plumbers was called to 
organize the Illinois State association. — 

The following members comprise the 
Peoria local: W. W. Hitcheock, presi 
dent; E. B. Hazen, secretary; John 
O'Neill & Sons, C. W. O’Neill, McQuellon 
& Schori, Peoria Plumbing Company, 
Boyd & Ryan, Brass Foundry and Heat 
ing Company, Hitchcock Bros. M. J. 
Kavanaugh, Chris. Klingel & Sons, Frank 
McLaughlin Plumbing Company, O’Con- 
nor Bros., Sandemeyer & Co., and R. 
Trefzger. 

et 


Patrick J. Dullanty, at one time one 
of the best known master plumbers of 
Spokane, Wash., died recently at the Med- 
ical Lake Hospital, in that city. Mr. 
Dullanty was in business in Spokane for 
a number of years and among the more 
important plumbing jobs done by him 
were the Ridpath Hotel, Gonzaga College, 
and the St. Josephs Orphanage. Mr. Dull 
anty leaves a widow and seven children, — 
one son, Fred, being a traveling salesman 
for the Griffith Heating Co. = 
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TENEMENT HOUSE LAW UPHELD 


The Appellate Division unanimously 
decided last week that the section of the 
Tenement House Law of New York City 
directing the removal of school sinks 
from tenement houses, and their replac- 
ing by modern plumbing, is constitutional 
and enforceable both by penalty and by 
mandatory injunction. The decision 
arose out of the suit of the Tenement 
House Department against Mrs. Katie 
Moeschen, who owns the premises at 332 
Hast Thirty-ninth street, a tenement 
house containing twenty families. 

Mrs. Moeschen was fined $50 in the 
Municipal Court for her failure to remove 
the school sinks in her house. She ap- 
pealed to the Appellate Term, which sus- 
tained the fine, and the Appellate Divis- 
ion has also affirmed the judgment. 

Subsequently the Department brought 
suit in the Supreme Court for a manda- 
tory injunction to compel Mrs. Moeschen 
to make the changes directed by the law. 
In her fight Mrs. Moeschen has been sup- 
ported by the Real Estate Owners’ Asso- 
ciation. The injunction asked for was 
granted by the Special Term and an 
appeal was then taken to the Appellate 
Division. 

In affirming the court below the Appel- 
late justices say that the only question 
to be decided is whether the law is con- 
stitutional. The property owners say 
that it is an unreasonable exaction which 
deprives them of their property without 
due process of law. They also point out 
that in the case of Mrs. Moeschen, who 
has only a $3,500 equity in her house, 
the change demanded, costing possibly 
$2,800, would almost wipe out her equity 
in the property. 

The Appellate Division, after review- 
ing at length all the precedents in regard 
to sanitary legislation, finds that the sec- 
tion in question was a valid exercise of 
the legislature’s authority under its polic~ 
power. Possible hardship in Mrs. Moes- 
chen’s case cannot be allowed to interfere 
with the enforcement of a just law. 

—_______ = 5 @ 4 ~»_______ 


A NEW SUPPLY HOUSE IN PHILADELPHIA 


The City of Brotherly love rejoices in 
the appearance of a new plumbing, steam 
and gas fitters’ supply house, which has 
started In with the first of the year. The 
Keystone Supply & Mfg. Co. is the name 
of the concern with stock rooms and of- 
fices from 927 to 935 North 9th street, 
and 928 to 934 Darien street, Philadelphia. 
The members of the firm are C. A. White, 
president, formerly associated with the 
Ronalds & Johnson Co.; Thos. J. Berk- 
stresser, vice-president, and previously 
with Fleck Bros. Co., and Frank W. Dows, 
secretary and treasurer. Mr. Dows was 
previously with the Crane Co. The new 
firm has felt that Philadelphia and adja- 
cent territory could easily support another 
supply house, running up to date and 
modern methods, carrying a complete as- 
sortment of plumbers, gas and steam fit- 
ters’ supplies, tools, ete.; arranged also 
with every facility to cut any size of pipe 
to sketch or order and prepared to fill 
orders at short notice. Their location 
is one of the best in the city of Philadel- 
phia, the railroad facilities being of the 
best. Their main building is a two and 
one-half story structure, 90 x 150 feet. 
The Philadelphia and Reading railroad 
lines pass the door of their Darien street 
warehouse and stock rooms, which are in- 
corporated in a four-story structure. 


The Keystone Supply & Mfg. Co. are 
arranging to have one of the finest show 
rooms in the Hast and the trade will 
shortly hear from them along new and | 
original lines. 

«eae 


A HUSTLING PEORIAN FIRM 


One of the progressive plumbing shops 
of Peoria, Ill., capable of handling large 
contracts is that of John O’Neill.& Sons, 
213 Main street. Some of the work which 
has brought them considerable prestige is| 
their work on the Illinois Insane Asylum. 
They installed the plumbing and heating 
system of that institution, their contract 
for the work amounting to $150,000, which 
is the largest contract of its kind ever 
awarded in the State of Illinois outside 
of Chicago. In recent years this firm 
has also installed the plumbing in a num- 
ber of the prominent public buildings in| 
Peoria, including the Cottage Hospital, 
the Pfeiffer Hotel, the National Hotel, 
the Peoria Post Office, the Y. M. C. A. 
buildings, the Douglas School, the Elks 
Club quarters, and the Telephone Build- 
ing. 


——_____ @e¢ —<—____ 

Chas. Hahn, of Lewiston, Idaho, has 
been awarded the contract for installing 
the heating and plumbing in the new Car- 
negie library at that place; amount $1,- 
040. 

The contract for plumbing and heating 
the new Pierce block at Boise City, Ida- 
ho, has been let to Loree & Husk Heating 
and Plumbing Company; amount $3,832- 
50. 

F. H. Beeman, of Billings, Mont., has 
secured the plumbing and heating of the 
new court house at that place for $6,- 
916.75. 


SPECIAL NOTICES. 


RATES FOR SPECIAL NOTICES. 
Special notices, such as “wants,” “for 
sale,” etc., are inserted at the rate of 50 
cents per issue for regular subscribers. To 
non-subscribers the rate is $1.00 per inser- 
tion, to not exceed five lines. Cash must 
accompany order. 


OR SALE—THE GOOD WILL AND INTEREST 
| of a first-class plumbing shop. Reason for sell- 
ing,death of proprietor. Gall or address **Conway,” 
30 Old Slip, New York City. - 


LEAD BURNING 
IN 


ALL ITS BRANCHES 


Will teach by mail practical 


LEAD BURNING 


as itis done, can be done, or ever has 
been done. 


Will take charge of any LEAD BURN- 
ING work, overseeing the proper me- 
chanical construction, at reasonable 
rates. Am considered the authority in 
the United States and Canada on the 
subject. Have worked at it for twenty 
years. Will give instructions at moder- 
ate rates, and invite correspondence 
from any part of the country. 


RICHARD A. LEGARDE, 


1509 N.10th St., PHILADELPHIA, PA. 


ANTED—SALESMEN TO SELL IN GREATER 
New York as well as in New York, New Jersey 
Delaware and Washington, the Economy Granite 
Wash Tray, whose compensation will be a share of 
the profit obtained above the fixed cost. Address 


Economy GRANITE TRaAy Co.., 


New Haven, Conn. | 


ANTED—A POSITION AS SALESMAN, PLU MB- 

ing and Steam Goods. with established trade 

along Hudson River. Address “H. G. W.,”’ care of 
The Plumbers’ Trade Journal. 


ALESMAN WANTED—BY PLUMBING AND 
steam fitters’ supply house, one who has a good 
trade in New Jersey and New York preferred. Sat- 
sete salary to theright party. Address ‘*W.B.,” 
care of The Plumbers’ Trade Journal, 61 Beekman 


| St., New York. 


“NO-LEAK™ PIPE JOINT COMPOUND 


RELIABLE AGENTS WANTED to han- 


| dle this on a goodcommission basis. The 


Compound is superior to anything on the 
market and costs Iess. For booklets 
and other information write or call on 
Geo. Owen & Co., Ltd. (late The Anglo-~ 
American Export Agency),95-97 Liberty 
St., New York City, exclusive agents for 
Canada, Eastern U. S. Territory, and 
Export. 

ATALOGUES—ON SANITARY GOODS AND 


lumbers’ we are are solicited by Santiago 
Webb, Echaurren 45. Santiago, Chile, 8. A. 


OR A LIMITED NUMBER OF THE SEPTEMBER 

1st edition of Taz PLUMBERS’ TRADE JOURNAL we 
will Ae 25 cts. apiece. We want one dozen copies of 
the Central Edition of THz PLumMBERsS’ TRADE Jour- 
NAL for September ist. Each copy sent us must bein 
perfect condition, and have the writer’s name and 
address attached to the wrapper, which must securely 
protect it from-harm in mailing. 25 cts. is the price 
we will pay. Should we receive more than the num- 
ber we require, will return the copies without ex- 
pense to those who may send them. Address M. A. 
Rocks, P.O. Box 715, New York City. 


FoR SALE CHEAP—Patterns 
for a full set of DURHAM 
HOUSE DRAINAGE FITTINGS 
—Ells, Tees, F.Y’s, etc. If in- 
terested, will send full informa- 
tion andprice. Address‘*‘J.S.”’ 
care of The Plumbers’ Trade 
Journal. 64 Beekman St. 


WANTED — EXFERIENCED SALESMAN FOR 
Southern territory, who understands Plumbers’ 
Steam and Gas Fitters’ Supplies. Only those thor- 
oughly posted and who can furnish first-class refer- 
ences, need apply. Address P. O. Box 482, New 
Orleans, La. 


LUMBERS’ WOODWORK— 
Wanted by one of the best- 


‘known selling agents in the East, the 


agency for a good line of plumbers’ 
woodwork—to sell to jobbers only 
on a commission basis. Address 
“J.D. R.,”? care of The Plumbers’ 
Trade Journal. 


| CAN SELL YOUR PLUMBING BUSINESS, NO 
matter where it is or what it is worth. Send de- 
scription, state price, and learn how. W. M. Os- 
trander, 847 North American Building, Philadelphia. 


WANTED a POSITION AS SALESMAN WITH 

plumbing supply or stove repair house, in New 
York City and local trade. Have three years’ exper- 
ience as foreman in foundry, and five years as out- 
side salesman, Address ‘‘B. N.,” care of The Plumb- 
ers’ Trade Journal. 


for Catalogue and mention 
ERS’ TRADE JOURNAL 
LALANCE & GROSJEAN MFG.CO. 


NEW YORK, CHICAGO, BOSTON. _ 


PLU 


For SALE—ONE-HALF INTEREST IN ESTAB 
lished plumbing business in a thriving North 
Carolina town, where water and sewer have just been 
put in; good reason for selling. Address P. O. Box 


| 281, High Point, N. C. 


FOR SALE—Several HAND 

KEY GRINDING MACHINES 
and a magnetic Separator; in 
first-class order and cheap. 
Address H. Mueller Mfg. Co., 
Decatur, Ill. 


W Ant ED POSITION TO REPRESENT A RE 
sponsible manufacturer of heating specialties 
and supplies, as sales agent, branch manager or 
traveling salesman. Can furnish first-class refer- 
ences. Address “S. B. D.,” care of The Plumbers’ 
Trade Journal. 


Journal 
Copies 
Wanted 


We Will Purchase 


Copies of THE PLUMBERS’ 
TRADE JOURNAL in good 
condition to a limited num- 
ber, paying 


One Dollar Apiece 
FOR 


November 4th, 1889, 


We have received all the 
copies needed of Feb- 
ruary 15th, 1896. 


These copies must be sent carefuily done 
up with the sender’s name and address 
marked thereon to 


THE PLUMBERS’ TRADE JOURNAL, 


67 Beekman St., NEW YORK. 


W HEREISH.K.POWELL? ANYONE KNOWING 

the whereabouts of H. K. Powell will confer a 
favor by communicating all information concerning 
him to Mrs. H. K. Powell, Barboursville, Ky. 


Wrought Steel, 


Kitchen and Pantry SINKS 


gra Painted (inside and out). 

alvi ed; 

Blue Enameled: Agate (Enamel 
ed Gray); Crystal (Enameled 
Light Gray; White (Enameled 
blue outside). 

Combination Overflow, 
Overflow Protector, 
Strainer Outlet. 

* * Plug Outlet. 

Air Chambers In Sink Backs, Etc 
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THE BACKUS PATENT HEATER 


The Backus water heater, which is 
shown herewith, forms a complete steam 
plant, combining in one piece steam radi- 
ator to fit into any mantel piece already in 
the room. 

The fuel is gas, conveyed through a 
pipe into the burner under the log, which 
contains sufficient water when converted 
into steam to fill the surrounding radi- 
ator. The pressure of the gas when it 
enters the burner takes in sufficient air 
to make perfect combustion and increases 
the volume of flame and heating capacity 
about sixteen times. This heat is ap- 
plied to produce steam from the small 
body of water contained in the log, which 
distributes the heat over the radiating 
surface as one is to seventeen hundred. 


SESE ONG 


Key 


WIG 
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The air of the room or rooms, attract- 
ed by the flame comes in contact with this 
surface, becomes heated and a constant 
circulation is therefore created. This 
circulation carries all the air of the apart- 
ment through the flame, the dust, mi- 
crobes and organic matter being destroyed 
by fire and leaving the air absolutely 
pure. To restore the air to normal con- 
dition and put back the 22 per cent. of 
moisture, which in heating is absorbed, 
the lower part of the lower log is filled 
with water and the heat from the burner 
produces just sufficient vapor to replace 
the moisture, giving normal condition at 
_all times it is claimed by the makers. 

This heater is manufactured by the Q. 
S. Backus Company, of Brandon, Vt., 
who will gladly send our readers further 
information and prices. Mention THE 
PLUMBERS’ TRADE JOURNAL. 


—_———__s_>t+ 2 —_—_—"_ 


CHANGE OF FIRM NAME 


Owing to the retirement of Mr. C. N. 
Marcellus from the Ferguson-Marcellus 
Company, Limited, manufacturers of 
plumbing and heating supplies at Grand 
Rapids, Mich., this firm will hereafter be 
known as the Ferguson Supply Company, 


—_—____+_»-64+______—_ 
MARBLE MANUFACTURERS ELECT OFFICERS 


The National Association of Plumbers’ 
Marble Manufacturers elected the follow- 
ing officers at their recent meeting: Geo. 
F. Newell, of Marietta, Ga., president; 
L. D. Lawlin, Edwardsville, I1l., vice- 
president; and John P. Hugg, secretary 
and treasurer. 


—_———> +> §+—_>—____—__ 


Sealed bids were recently received for 
the installation of the plumbing, gas 
piping and hot-water heating of the new 
hospital to be erected by the government 
at Camp Eagle Pass, Texas. 


i PATE NES 


ign eU GPs RRS 


STRALEY, HASBROUCK & SCHLOEDER, 


John A. Straley 

L. B. Hasbrouck 
Nicholas Schloeder 

©. Augustus Dieterich 


Counselors-At-Law 
Solicitors of American and Foreign Patents, 


257 BROADWAY, NEW YORK,N.Y. 
Patents, Designs, Trademarks, Labels and Copyrights. 


PATENTS 


and | 
Patent Causes 


741,006. Acetylene-Gas Generator. Edw. 
R. Angell, Derry, N. H. Filed Oct.23, 
1899. Serial number 734,596. 


740,650. Smoke machine. George W. 
Heiland, New York, N. Y. Filed May 19, 
1908. Serial number 157,825. 


742,673. Sheet-Metal Radiator. William 
R. Kinnear, Columbus, Ohio. Filed 
Mar. 18, 1903, Serial number 148,397. 


740,538. Marcus A. 


Flushing spittoon. 
Coykerdall, Grand Rapids, Mich. Filed 


April 24, 1908. Serial number 154,141. 


742,638. Downdraft Water-Heater. Wm. 
J. Haddock, Iowa City, fowa. Filed 
Aug. 3, 1903. Serial number 168,049. 


742,187. Meter. James A. Tilden, Hyde- 
park, Mass., assignor to Hersey Manu 
facturing Company, South Boston, Mass., 
a corporation of Maine. Filed July 8, 
1903. Serial number 1¢4,046. 


740,639. Bath-tub tra 
ald, Boston, Mass. Filed August 7, 1902. 
Serial number 118,697. 


REVIEW 


St NEW PLUMBING SHOPS 


D 
Og TRADE INFORMATION 


R. E. Reinhardt will open a plumbin; 
business in the Trevett building, Cham 
paign, Ill. 

The partnership of Miller & McFarlan¢ 
plumbers, at Crawfordsville, Ind., ha 
been dissolved, the former having pui 
chased Mr. McFarland’s interest. | 

The plumbing business formerly car 
ried on by C. C. Schwenk at Grossdale 
Ill., has been purchased by Fred. Garver 
who will continue at the old stand. 

J. J. Ryan, plumber, of La Grange, Ill, 
has opened a branch at Grossdale, and iy 
prepared to do all kinds of plumbing 
sewering, and steam and hot-water heat 
ing. | 
* The Limbert-Smith Plumbing Company) 
of Akron, Ohio, with a capital of $10,000 
was incorporated by B. G. Smith, Hiran 
W. Limbert. William Slater, Jefferson D) 
Slater and Jesse P. Dice. 

The plumbing business of Johnson § 
Venners, at Alpena, Mich.,.has been pur 
chased by J. M. Lewis and H. L. Broad 
who will continue the business under th 
firm name of Lewis & Broad. | 

The West St. Louis Plumbing Com 
pany, of Clayton, Mo., has been incorpo 
rated to do a general plumbing business 
Capital stock $2,000. Incorporators: B 
F. Blair, W. W. Mallaway and J. Fisher. 

At St. Paul, Minn., A. Zimmerman 6 
Co., plumbers, filed articles of incorpora 
tion with the Secretary of State. Th 
capital is $10,000, and the incorporators 
are A. L. Zimmerman and S. W. Redlund 
all of Minneapolis. 

A. Zimmerman & Co. is a new incor 
poration at Minneapolis, Minn., to do a 
plumbing, heating and gas fitting business 
Capital stock $10,000. Incorporators: 
Albert, Samuel W., and A. L, Zimmerman, 
all of Minneapolis. ; 

The O’Neill Water Heater Manufactur. 
ing Company, of Peoria, Ill., has been in 
corporated with a capital of $25,000, and 
will manufacture water heaters, ete. The 
incorporators are C. W. O’Neill, F. A 
Bracken and W. G. McRoberts. | 

John David Burghardt, the well-known 
plumber of 214 Royal street, New Orleans, 
La., has taken his son, John J., into 
partnership, and the business will here: 
after be conducted under the firm name 
of John David Burghardt Company. 

The Toledo Eccentric Pump Company. 
has recently been incorporated at Td 
ledo, Ohio, with a capital of $10,000, to 
manufacture pumps. The incorporators 
are W. CG. Bucks, W. J. Anson, R. Ff. 
Kern, W. E. Dittanhaur and C. W. Kila 
sen. | 

The Snyder Heater Company, of De: 
troit, Mich., capital $20,000, of which 
$2,000 is paid in, has filed articles with 
the county clerk. The stockholders are 
Etta Snyder and Charles H. Snyder, o 
Detroit, and Elmer Chisholm, of Jacks, 
Mich. 


THERE ARE FEW FITTERS 
who have not used a ‘‘Winchester” heater: 
There are still fewer who having used it, 
have failed to continue its use. The loyalty 
of its friends attests well its merit. It 
certainly can heat water! Made for stea” 
or hot water by Smith & Thayer Company, 
Boston, Mass.—Adv. —. 
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The Kenney Manufacturing Company, 


MANUFACTURERS OF THE 


FLUSHOMETER 


TRADE-MARK. 
JOBBERS IN PLUMBERS’ SUPPLIES 
OFFICE AND SALESROSIV: 
36 East 22 Street, NEW YORH, 


Copy of this very desirable Catalogue 
will be sent to dealers, upon request. 


OFFICERS: DIRECTORS 
; poe Sb at nt. oe Edmund C. Converse. George R. Sheldon, 
N. Melman Shaffer, Jr., Vice-Pres. reas. - 
CATALOGUE l keiriance Biah, Paneinicneel Newton M. Shaffer, M.D., Theodore B, Starr, 
D. T. Kenney, Consulting Engineer. George S. Terry, N. Melman Shaffer, Jr. 


NOVEMBER 1st, 1903. 
NOTICE-BEWARE OF INFRINGERS. 


To Tut TRADE AND PuBLic:—We desire to call the attention of the trac . to the fact that we are 
now the owners of all the United States and F< orele? 1 patents granted to D. T. pemney for flushing 
valves. It is our intention fully to protect these patents and promptly to prosecute all infringers 


ofthesame. Suits have already been begun in the Un ite | States Circuit Court o f this District against 
The J, L- Mott Iron Works for infringement of the Flushometer patents , and against The Wells 
& Newton Company of this city for selling the so-called ‘*Aqu aula valve made by The Fed- 
eral Company of Chicago, Suits against other infringers are to follo 


TELEPONE—6818-18th St. THE KENNEY MANUFACTURING COMPANY. 


NEW-YORK 


YOTTO 


Stands ior the best and most 


Perfect Incandescent Gas Mantles 


Each and every one sold means &a 
**Permanent Customer’”’ 


“Electric and Gas Globes; 
Shades, Etc. 


gained. We make them and other brands also. 


Better write us to-day and get our 
prices. They will interest you. 


AMERICAN INCANDESCENT Lamp Co., 


92 Fulton St., BROOKLYN, N. Y. 


The Phoentx Glass Co. 


15 Murray St, s 2 NEW YORK. 


“\ Yims % Polis Me vrore™ 
MOST LICHT LEAST COST 


MONARCHICAS LAMP 


“Plectcic Fi ject Sue 


™ TVWEONLY AUTOMATIC CLOBEMOLDER 
gic UARANTEE.D TO BUAN IZR CV. “FT. CASPERHOUR 
“INDEPENDENT CONTROL OF BURNERS 
CENTAAL CONTROL OF LIGHT 


}) SALES DOUBLING EACH MONTH 


GET YOUR TERRITORY NOW 


—— BIG PROFITS 
Mh WATE. AT. ONCE ope SPECIAL DISCOUNTS: 
aaa MONARCH G LICHT 


PATENTED 1902 189 wee a eaeere ST. BROOKLY N, NW- 


, fs CR INN AA E} W/NE LAV AV/ [z= S) 
ee 


Lawrence Gas Fixture 
Manufacturing Co. 


Designers and Manufacturers of 


Gas, Electric and 
Combination Fixtures 


129, 131, 133 and 135 N. Twelfth St. 
CORNER CHERRY ST. 


Write for Catalogue Philadelphia 
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HORN & BRANNEN MFG CO. 
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Philadelphia Plumbing News and Gossip 


By J. B. COLLADAY. 


John J. Kelly, 3021 West York street, 
manages to keep the wolf from the door 
when occasion demands it. John is a 
deep thinker and says little about his 
ability to secure work. Nevertheless he 
keeps on the even tenor of his way, and 
for the short time he has been in busi- 
ness is making great progress and at the 
same time increasing his wealth. Among 
the jobs recently completed by him are 
a steam plant in the real estate office and 
residence of Mr. Enburg, 31st and York 
streets, and hot water heating apparatus 
in saloon of John Duffy, Merwine and 
Jefferson streets. 


Bowers Bros. & Co., located in the Real 
Bstate building, have a nice “brace” of 
work on tap. They are installing a hot 
water heating plant in the magnificent 
colonial residence belonging to D. Harry 
Chandler, Vineland, N. J., and also a 
plant similar to above for Charles Sin- 
nickson, Rosemont, Pa. They also have 
contracts for low pressure steam ap- 
paratus, 6th and Carpenter streets, for 
Daniel Seidman, and Haverford and Lan- 
caster avenues, for J. P. Judge, the two 
latter jobs approximating $1,800. That 
seems pretty fair for this season of the 
year, and signifies that B. B. & Co. have 
not been letting the grass grow beneath 
their feet. 


Herman Goldner, who holds forth up 
northeast way, 2d and Lehigh avenue, has 
just completed the installation of three 
hot water plants as follows: Dr. Walsh, 
111 East Lehigh avenue; Mr. Ownsworth, 
2927 North 3d street, and Mr. Kobbler, 
2d and Levick streets, Lauradale, Pa. 


Francis Bros. & Jellett, Inc., have taken 
out a permit to install a low pressure 
heating plant in the residence of William 
I. Pringle, 1906 North 6th street, at an 
estimated cost of $700. 


John C. F. Trachsel, 230 Arch street, 
has contract for placing a vapor heating 
plant in the residence of Mrs. A. C. 
Roberts, 229 West Walnut jane, German- 
town, costing $1,400. 


Kriebel & Co., 826 Spring Garden street, 
are working on the installation of a hot 
water heating apparatus for James Rob- 
inson, Norwood, Pa., and a vapor system 
in the residence of the Misses Taylor, 
East Lansdowne, Pa. 


A new concern to operate under the 
name of The Keystone Supply and Manu- 
facturing Company have made application 
to the Governor for a charter. The char- 
acter and object of the concern is the 
carrying on a business of manufacturing 
and supplying plumbing, gas fitters and 
steam fitters’ supplies, etc. The incorpo- 
rators are Charles A. White, Thomas Ji 
Berkstresser and Frank W. Dows. While 
the location has not been finally decided 
upon, it is the opinion that it will be in 
the neighborhood of 9th and Girard ave- 
nue. The trio who are about to embark 
in business have all been affiliated with 
the trade in one way or another and 
should, considering that they are young 


and energetic, make a success of their 
venture. 


A slight fire of unknown origin did about 
$50 damage in A. Sharp’s plumbing shop 
at 210 Brown street one morning recently. 
The firemen extinguished the blaze before 
any serious damage was sustained. The 
property was fully insured. 


William H. Doyle, 1610 Spruce street, 
has just completed the installation of a 
complete plumbing and heating plant in 
the Sailors’ Home of Delight, northwest 
corner of Front and Ellsworth streets. 


C. H. Wiegard, 4th street and Susque- 
hanna avenue, has installed a steam heat- 
ing plant in the saloon and residence of 
P. Geohegan, Lawrence street and Sus- 
quehanna avenue. 


Frank G. English, 1625 Thompson 
street, has just wound up the steam heat- 
ing contracts in two large new fire houses 
for the city, one at 50th street and Balti- 
more avenue, West Philadelphia, and the 
other at Wissinoming. 


J. W. Cuff & Co., 28d and Fountain 
streets, have completed the installation of 
a direct and indirect hot water apparatus 
in the colonial residence of Mr. Gebhart, 
Overbrook, Pa., and have been awarded 
the contract for placing a hot water heat- 
ing system in the parish house, Parkes- 
burg, Pa. 


From D. F. Durkin, Jr., the plumbing 
contractor, of 522-529 South 16th street, 
Philadelphia, a copy of the calendar 
which he is sending to his customers. It 
is very attractive, being embellished with 
a photograph of a pretty young girl. 


SLELELSANS SSE 


AMONG THE PLUMBERS 


ky AND STEAMFITTERS SS 


At Ithaca, N. Y., the firm of Hulbert 
& Loveless has been awarded the contract 
for the plumbing in the Cayuga Lake 
House at Sheldrake. 

The Foskett & Bishop Company, of New 
Haven, Conn., are plumbing the two new 
houses being erected by C. W. Murdock 
on Livingston street. 

W. H. Sulzberger, of Ransom, IIl., has 
recently completed the steam heating 
plant in the residence of J. J. Lehr. He 
has several other large contracts under 
way. 

The contract for installing the steam 
heating plant in the Hammond, III., school 
building has been awarded to the Decatur 
(1l.) Plumbing and Heating Company. 
Their bid was $792. 

The Gardner Plumbing and Heating 
Company, of Quincy, Ill., has secured the 
contract for remodeling the steam heating 
system in the court house of that city. 
Their bid was $1,919.78. : 

A. P. Maynard, of Elgin, Ill., has the 
contract to place the hot water heating 
system in the residence of G. W. Ault. He 
has recently installed the heating plant 
in H. B. Rowan’s building. 

Bids have been received recently for 
furnishing a low pressure steam heating 
and ventilating apparatus for the United 
States Custom House and Post Office 
building at Newport News, Va. 

James E. Neff, one of the oldest master 
plumbers of Washington, Pa., gave a 
banquet on January 3d at the City res- 
taurant. His employes and friends were 
present and all spent a most enjoyable 
evening, 

Laskey, Whitten & Jackson, of Boston, 
are installing the steam heating plant in 
the new store and apartment block being 


erected for William Kellien at the corner 
of Geneva averiue and Topliff street, Dor- 
chester, Mass. They have recently in- 
stalled the heating in the new railroad 
station at Sudbury, Mass. 

Schendel. & Kuske, plumbers and steam 
fitters, of Oliva, Minn., have a number of 
good contracts on their books. They 
have recently completed the steam heat- 
ing in the residence of W. Windhorst, and 
also in the new high school. 

é —_——__ eo 920+ o—————_——_ 
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WATERWORKS OF ERIE, PA. te 

One of the best laid out systems of 
waterworks in the country is claimed for 
the city of Erie, Pa. On this and the 
title page we have the good fortune to 
be able to present a few photographs 
showing the pumping plant, the interior 
workings and swimming pools provided 
at the pumping stations for the benefit 
of those in the city who desire recreation 
of the sort. 

Each year the commissioners present 
an annual report, one principal and de- 
sirable feature being the clause that all 
plumbing from the curb line inward must 
be done by licensed plumbers in the city, 
or the offending party will be subject to 
fine. 

The reservoir was constructed in 1878, 
and is about two miles distant from the 
pumping station, the bottom of which is 
2210 feet from above zero level of the 
water in the bay, and when the water is 
carried to a depth of 27 feet holds nearly 
thirty-three million gallons of water. 

The stand pipe, erected in 1868, is said 
to be the tallest stand pipe in the world. 
It is 5 feet in diameter and 260 feet in 
height. A spiral staircase surrounds it, 
being enclosed in brick. 

The boiler house is a modern building, 
constructed about four years ago, 74 feet 
in width and 102 feet long. Wight hori- 
zontal tubular boilers are installed in 
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Patented Metallic 
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break or burn out. 


Nickel Wire Sup- 
ports which will not 
bend. 


No visible shrink- 


Weare Headquarters for all kinds of Gas Burners 
(for Acetylene, Coal Oil, Water or Machine Gas) as 
well as for Lamps and Posts of all descriptions. 

Weare also manufacturers of an extensive line 
of Gas and Electric Light Supplies, including a 
large variety of Globes and ‘hades. 


ficiency and are 

the most satisfac- 
tory 

The fine gas apper- 

tures in the Bray 

Acetylene Burners 
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— a= : with other Acetylene 
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other mantles. Burners are protect- 
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Bray's Name and 
Trade Mark. 


Bray Acetylene Burners, in their several 
kinds, are the cheapest in the market. 
WRITE FOR PRICES 
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batteries of two each, containing 80 4-inch 
lap-welded tubes, capable of carrying 150 
pounds pressure to the single inch. In 
this boiler house is room for the erection 
of an equal number of the same size 
boilers, should the demand, through in- 
crease of population, necessitate the same. 
On the north side of the boiler house, 
as will be seen from the photograph, is 
a self-sustaining steel plate chimney, 175 
feet high. Five pumping engines do the 
work required of them. 

There are two intakes, one constructed 
in 1868, which is not in use owing to 


another intake being completed in 
1896. It is made of cast iron, 60 inches 
internal diameter, 8,308 feet long, buried 
in the bettom of the bay. At no place 
is there less than three feet of earth over 
its top. -The outer end terminates in 
octagonal crib, 40 feet being its extreme 
width and 8 feet high, the top being 13 
feet below the level of the bay. This 
also is said to be the longest single 
piece of submerged 60-inch cast iron pipe 
in the world. 

The swimming pool, to which we have 
referred, was built a year ago. The in- 

ma aaa 


terior of the pool covers a space 75 feet 
wide and 155 feet long, lined with Port- 
land cement. The depth of water ranges 
from 1% to 6% feet, and is supplied 
from a 4-inch water pipe. 


The city of Erie has for some time © 


been considering the desirability of ob- 
taining a purer supply of water than 
that which is obtained from the open 
lake. They feel that it may be better 
to purify such a supply from the lake 
with slow sand filters than to take 
chances with the polluted water to be 
obtained from the Erie harbor. 


e ee e Plumbing and 
St. Louis and Vicinity 2 ymin’ News 


The annual ball of the St. Louis Asso- 
ciation of Master Plumbers took place at 
Liederkranz Hall, Wednesday evening, 
December 9th, and proved very success- 
ful, not only from the standpoint of at- 
tendance, but in a social way as well. 
The one hundred and thirty-eight couples 
present and the inevitable two or three 
score “stags” enjoyed the music and danc- 
ing until midnight and then did ample 
justice to the splendid supper prepared 
by the Liederkranz chef from a menu 
suggested by Alfred F. Fettig, Henry 
Doerner and Charles Abel. Refresh- 
ments were looked after by Jake Ruedi, 
who spent his whole time during the sup- 
per hour seeing that everybody was taken 
care of and the plans and specifications 
of the supper committee rigidly complied 
with by the chef. 

It was 2.30 A. M. when the strains of 
“Home, Sweet Home” brought an end to 
one of the most pleasant of our many en- 
joyable balls and fully another hour elaps- 
ed before the last couple were swept home- 
ward, so strong was the feeling of good- 
rellowship and “comradrie’’ evidenced 
among the members and their guests. 

David J. Collins, chairman of the ball 
committee, and Mrs. Collins were much 
in evidence promoting social intercourse 
and attending to the many little details 
incident to the success of such a gather- 
ing. David J., in immaculate full dress 
and with a stock of suave expressions 
and polite greetings that would do credit 
to a diplomatist at the court of “Edward 
Number 8,” was the right man in the 
right place and deserves much credit for 
the ball’s success. 

The Sheehan family, as usual, were 
“strong” numerically and otherwise, con- 
sisting of Mr. and Mrs. Jeremiah Shee- 
han, Mr. and Mrs. Thomas J. Sheehan 
and Jerry Sheehan, Jr., who escorted 
Miss Gunn, of the North End, to the ball. 
There is a Jerry Sheehan in the family 
of Mr. and Mrs. Tom J. Sheehan but he 
is a little too young to bother about the 
plumbers and their functions as yet. 

Mr. and Mrs. Fred G. Turner, of the 
East St. Louis Association, spent a pleas- 
ant evening as they always do. They 
have the happy faculty of saying and do- 
ing things that afford pleasure to others 
as well as themselves—of diffusing sun- 
shine as it were. 

“Tim” Kickham, of the East Side, was 
one of a party of “stags” who had a genu- 
ine jubilee celebration along lines that 
were strictly original to themselves but 
I am hardly at liberty to discuss the 
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“modus operandi,” since the genial Tim 


has applied for a “copyright” and might 
consider too open a discussion on my part 
to be a “breach of confidence.” 

With Mr. and Mrs. John J. Foy were 
Mr. W. J. Flynn, Mr. R. W. Borchert and 
the Misses Nellie Foy, Sis Kern and Mary 
Manion. 

Among the well-known master plumbers 
present were: Mr. and Mrs. Frank A. 
Brandt, Mr. and Mrs. Joseph Hirschstein, 
Mr. and Mrs. Joseph Fassel, Mr. and Mrs. 
Ben Vodde, Mr. and Mrs. P. Rosenbaum, 
Mr. and Mrs. Hd. H. Joyce, Mr. and Mrs. 
Geo. H. Black, Mr. and Mrs. Theo. Bourse, 
Mr. and Mrs. Wm. H. Kuhns, Mr. and 
Mrs. Jas. P. Carroll, Mr. and Mrs. Ben 
Strauss, and Mr. and Mrs. Doc Fletcher. 

Mr. Jno. F. Reardon, president of the 
association, and Al. F. Fettig, the vice- 
president, were without ladies. Mr. 
Reardon, owing to the indisposition of 
his wife, and Mr. Fittig, owing to a 
recent bereavement in the family. Both 
of them worked hard and successfully in 
carrying the ball through in good style. 
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Mr. P. H. Callahan and ladies had the 
usual “good time.” PAM .Wwasmnene: 
there and everywhere but particularly 
where sweet femininity was most in evi- 
dence. For injecting life and laughter 
into a crowd he is certainly ‘the best up 
to date.” 

Jno. F. Corrigan and S. L. Kiernan, two 
very eligible bachelors, were the subjects 
of much gossip to the effect that both 
will soon be sacrificed at the matrimonial 
altar, Mr. Corrigan, according to Dame 
Rumor, having met his affinity at the 
San Francisco convention, while Mr. 
Kiernan will wed a young lady of our own 
city. 

Jas. Cullen and Jno. F. Leary, both of 
the plumbing supervisor’s force, were 
present with ladies and remained until 
the end among the large number of man- 
ufacturers and supply house representa- 
tives present, we noted Messrs. Wm. Ivy, 
Alex. B. Pierce, H. W. eonard; Ay A. 
O’Halloran, Arthur Stone, Messrs. Con- 
way and J. Sexton, of the N. O. Nelson 
Mfg. Co.; Messrs. Jas. D. McGuire, Webb 


Ryan, and Jas. T. Cooney, of the L. M. 
Rumsey Mfg. Co.; Messrs. Wm. Stamm, 
Wm. H. Kuhlers, and James Heath, of the 
National Plumbing Supply Co.; Messrs. 
Curtin and Cahill, of the Cahill-Swift 
Mfg. Co.; Messrs. Tracy and Draggs, ot 
the Rumsey & Sikimier Co.; Mr. Baker, 
of the National Lead Co.; Mr. Dunn, of 
Kraushaar Lamp Co., and Mr. Sterling, 
of the Sterling & Situmer Mfg. Co., of 
Detroit. ‘ 

Mr. Thos. F. Hanley, of the Hani. 
Casey Co., rendered very valuable assist- 
ance in arranging for the ball but was 
unable to attend owing to the necessity 
of being in New York on business con- 
nected with World’s Fair concessions that 
he and Mr, Casey are interested in. Mr. 
Casey, Mr. Kelly, and a number of their 
office force were present. 

The absentees missed a truly pleasant 
time and many of them deserve chiding 
for their apathy in failing to attend. So- 
cial gatherings bring us into personal 
contact at a time when good nature and 
kindly acts are uppermost in our dispo- 
sitions and our minds. The effect is car- 
ried back into our relationship in the 
organization and cannot be other than 
beneficial. Frowning, complaining, 
“knocking” wing nothing individually or 
collectively and since life brings enough 
of trouble to the majority it would ap- 
pear wise to try and be good fellows when 
the occasion offers. The fellow with the 
broad smile is usually content himself 
and a good tonic for the fellow. who is 
not, and since we’re only here “to-day 
and perhaps to-morrow,” it is a good 
thing to cultivate. 


Jos. Hirshstein has secured the plumb- 
ing in the new Christian Endeavor Hotel 
at a contract price of $17,000. — 

Wm. Burke has the contract for plumb- 
ing in the Post Office Annex, amouse 
to about $5,000. 

No other contracts of importance have 
been recently awarded and there does 
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IF YOU ARE 
HAVING TROUBLE 


With tank linings giving out 
an account of the action of 
water or electrolysis, you 
can overcome it by using 
our acid, alkali, and electric 


proof lining, guaranteed for 
2 years. It costs no more 


than lead and will not give one-half the trouble, and weighs 
less. It iS no experiment. 


Send for descriptive circular of this and our new style bent tanks. 


Findeisen @ Kropf Mfg. Co., 


Main Office and Factory, 
2lst Place and Rockwell Street, CHICAGO. 


N THIS age of artistic development where 
the chaste and beautiful are ab-olutely 
demanded, the PLUMBER will do well 
to secure his customers those sanitary 
wares wherein every modern improve- 

ment has been conceived and executed. 


The Humphryes Mfg. Co. of Mansfield, Ohio, have completed 
their new enameling plant, practically doubling their capacity, 
and areturning out the very best preduct possible. All goods 
guaranteed. New catalog for the asking. 


MANSFIELD, OHIO, 


Humphryes Mfg. Co., 
Plumbers’ Supplies. 


GENERAL 
MANUFACTUR- 


And Jobbers of 


PLUMBING 
SUPPLIES 


Eastern Agents: 
0. CHAN. WELLS, 
and 
WM. A. LOCKE, 
700 William Street, 
New York, N, Y. 


J.REGESTERS’ SONS CO., Baltimore, Ma. 


Delightful 
Comfort 


Nowhere can a piper 
secure more real com- 
fort and ease in thread- 
ing pipe than in the 
great Geared Die Stocks 
manufactured at War- 
ren, Ohio. And this is 
due to our excellent de- 
sign—fundamentally the 
best, mechanical equip- 
ment and nicety of ad- 
Justment, features 
wherein we excel all 
others, and which makes 
every days use one of 
pleasure and profit. 

When you have occa- 

, sion to get another 
= pipe machine, by using 
the ‘Borden’ you will secure absolutely the best in pipe threaders 
that money can buy. 
Send For Catalog ‘‘B.”’ 


BoRDEN ComMPANY, 


WARREN, 
oO 


These 
Essentials 
are fully 
met in our 
up-to-date 
plant. 


THE WHEELING = 
POTTERIES C0, 


RIVERSIDE DEPARTMENT 
Wheeling, W. Va., 
USA; 


WRITE US. 
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PEDESTAL URINAL SELP-ACTING 
24 I=2 inch high 29 inch back 
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not appear to be any work of moment in 
immediate prospect with any of the archi- 
tects. It can safely be said that the 
building market is quieter and that more 
mechanics are out of employment than at 
any time during the year. 


The local Association of Master Plumb- 
ers, at its meeting of December 15th, 
nominated for office for the 1904 term the 
following gentlemez 

For president, Alf.ed F. Fettig. 

First vice-president, Jno. P. Glennon. 

Second vice-president, Thomas Hoban 
and Paul Becker. 

Treasurer, Chas. Abel. 

Recording secretary, Jno. F. Corrigan. 

Financial secretary, Thos. J. Sheehan 
and Wm. Clancy. 

Sergeant-at-arms, Jno. J. McCue. 

Conference Board, Jas. P. Carroll, Jno. 
F. Reardon, S. L. Kiernan,’ Jos. Hirsch- 
stein. 

Auditing Committee, Wm. Norris, Jno. 
Frost, G. Britt, Joe Fassel, Joe Tacke, 
Philip V. Schmitt and O. J. Gerhard. 


The showing of the St. Louis city 
waterworks department this year is an 
admirable one. The Weir system of 
water purification is almost completed; 
twenty miles of new service has been in- 
stalled and a quarter million dollars has 
been spent in extending the area of the 
high-pressure district. All the city de- 
partments appear to better advantage 
than their predecessors, the street de- 
partment, for instance, having made 32 
miles of new streets with plans ready 
for almost as much again, while the 
sewer department constructed 200,000 


feet of districts sewer. 
—_— ee 


Plumbing News From 
Colorado and 
Adjacent Territory 


mais d gedeiues Regt tApegabepean an 


LARGE apartment house, 
similar in design to some re- 
cently constructed in New 
York city, is to be built by 
Philip F. A. Ryan, on the 
four lots at the northeast 
corner of Colfax and Lincoln avenues, 
Denver. This structure is to be supplied 
with the choicest plumbing fixtures. It 
is probable that a new building material, 
something like a glazed pressed brick, 
will be used mainly for the exterior.- This 
material insures a rich finish and is said 
to be very durable. 


The Morgan Plumbing and Heating 
Company, of Pueblo, Colo., have carried 
on an extensive business during the past 
year. This old and reliable firm se- 
cured the largest plumbing contract let 
in the State of Colorado during the past 
year, which was the plumbing of two 
hundred and six seven-room houses, 
which were built by the Colorado Fuel 
and Iron Company near their Pueblo 
plant. 


Paine & Paine, of Salida, Colo., have 


lately completed the plumbing in sey- 
eral modern apartment houses located in 
their city. 


The Denver branch of the Wolff Manu- 


facturing Company, of Chicago, has a fine 


show room at 408 15th street. By means 
of the samples on exhibition dealers are 
afforded an opportunity for making a se- 
lection best suited to the wants of their 
customers. 


Small Bros., well-known plumbers of 
Denver, report the past year’s business as 
the best in their experience. These gentle- 
men are “hustlers,” and their work bears 
testimony to their ability, and the cus- 
tomer who desires high-grade work 
knows his interests are safe in their 
hands. 


The Michael Heating Company, of Den- 
ver, recently put the finishing touches 
on the large heating contract for the 
Cheesman-Dodge Hotel. This was one of 
the largest heating contracts let in this 
city during the current year. Owing to 
long experience in this line and superior 
facilities for executing the work, the con- 
tractor was able to handle the job prop- 
erly and with satisfaction. 


The Colorado Telephone Company have 
erected a new building in Boulder, Colo., 
and Charles Turner of that city has the 
contract for installing the plumbing and 


W. H. Clatworthy, of Fort Morgan, 
Colo., has completed the plumbing and 
heating on the new high school building 
at Brush, Colo. Mr. Ed. Leach, foreman 
for Mr. Clatworthy, superintended the 
work. It is not necessary to mention to 
those who know Mr. Leach personally, 
that his having charge of a job is a guar- 
antee of good work. 


J. A. Buckley. & Sons, of Longmont, 
Colo., are placing some fine plumbing fix- 
tures in the new beet sugar factory now 
being erected near their city. These 
gentlemen are experienced mechanics and 
know how to merit the praise of their 
customers. 


J. D. Potter, of Greeley, Colo., has just 
completed a fine plumbing contract on 
the farm building belonging to Weld 
County, Colo. Colorado counties are quite 
liberal in providing for the care and 
treatment of those who are so unfortunate 
as to become public charges. 


The Laramie Plumbing Company, of 
Laramie, Wyo., is completing several 
large heating and plumbing jobs. It is a 
noteworthy fact that one of these jobs 


Delegates to the Last Colorado Master Plumbers’ Association Convention at Colorado Springs 


heating. The new building is especially 
adapted to the business for which it is in- 
tended. High-grade plumbing fixtures are 
being used. 


The Scoville-Wills Plumbing Company, 
of Pueblo, Colo., recently completed a 
sewer contract which they secured from 
the city of Pueblo. 


Doyle & Schwartz, of Colorado Springs, 
were awarded the contract for the plumb- 
ing of the new St. Francis Hospital of 
their city. ‘The contract provides for 
fifty-two of the finest kind of modern 
fixtures. 


Work on the new sewer system at Mani- 
tou, Colo., is now under way, the esti- 
mated cost being $20,000. This work is 
not being done under contract, but by 
hired labor under the superintendence of 
the proper city officials. 


St. John & Barnes, of Colorado Springs, 
have about completed their plumbing 
contract on the new science building for 
Colorado College. On account of the 
journeymen plumbers’ strike this work 
has been delayed. But since this strike 
is now off, no doubt the work will be 
pushed rapidly to completion. 


is located thirty-five miles from a railroad 
point, on a ranch. 


P. S. Cook, of Cheyenne, Wyo., has 
lately completed the plumbing on the new 
Elks Club building of his city. This 
building ranks well up among the club 
houses of the West, being modern in 
every particular. 


H. G. Blumenthal, of Provo City, Utah, 
has completed the heating contract for 
the Manto, Utah, Mormon Tabernacle. 
Mr. Blumenthal also secured the large 
contract for the plumbing and _ heating 
of the Utah State Hospital, now being 
erected at Provo City. 


It is said that the new University Club 
building being recently erected at Salt 
Lake City, Utah, is one of the finest struc- 
tures of the kind west of Chicago. Money 
was not spared in the effort to make it 
complete in every detail. The plumbing 
contract was let to P. J. Moran, of the 
same city. Choice fixtures were used, 
and the work throughout was of the 
highest character. 


The Will Rees Plumbing Company, of 
Salt Lake City, has recently been awarded 
the plumbing contract for a large apart- 


ment house now being built in that city, 
This firm is just completing the plumbing 
for another large apartment house in the 
same city, which is said to be one of the 
finest structures of the kind in the West. 


P. J. Moran, of Salt Lake City, has long — 
been a leading contractor, not only in 
plumbing and heating, but in the water- 
works line, and he has now taken on the 
paving business in addition, having re- 
cently been awarded the contract for pay- 
ing several blocks in Salt Lake City. 


A. W. Meek, of Ogden, Utah, is finishing 
up several good sized contracts in his 
city. When Mr. Meek has anything to do 
with a job one can bank on its being 
well done. He is not only a good busi- 
ness man, but stands high in the estima- 
tion of those with whom he has business 
relations. 


D. S. Wallace, of Denver, is now com- 
pleting the plumbing on “The Kensing- 
ton,” a large five-story house, at the cor- 
ner of Logan ‘and 17th avenues. The heat- 
ing contract for this apartment house 
was awarded to H. F. Chavey, also of 
Denver. 


C. J. Reilley, heating contractor, of 
Denver, is installing a new steam-heating 
plant in the Fairview School building. 
The School Board is having the old hot- 
air furnace removed to make way for an 
up-to-date plant. :; 


Fred. Hughes, the popular bookkeeper 
for the Chris Irving Plumbing and Heat- 
ing Company, of Denver, has been seri- 
ously disabled for some time by rheu- 
matism. Mr. Hughes’ many friends will 
be pleased to know that he is now “on 
the mend.” 


1 


Richard Hammond, the genial chief 
clerk in the Denver branch of the Ameri- 
can Radiator Company, was married to 
Miss Mabel Lonsdale in St. Louis on 
Saturday, December 26th. 


Johnson & Davis, of Denver, are now 
engaged on their large plumbing contract 
at Fort Russell, Wyo., which they secured 
from the government some time ago. The 
specifications provide for the installation 
of some fine fixtures. 


The Gifford Hardware Company, of 
Fort Collins, Colo., under the supervision 
of J. B. Fuller, are installing some nice, 
up-to-date plumbing fixtures in the new 
Elks Club building now under construc- 
tion in Fort Collins. 


The strike of the unions composing the 
Building Trades Council at Colorado 
Springs, following several events, the 
first of which was the refusal of a union 
painter to pay a fine of $5 which was 
assessed against him for working on 
Saturday afternoon, is now off as a result 
of the action taken by various unions. 
The plumbers union lead off by passing 
resolutions to the effect that its members 
would return to work regardless of the 
relations between their employers and 
other unions. This was followed by 
similar actions on the part of the stone 
cutters’ and carpenters’ unions. AS @ Tre — 
sult it is now stated that it is possible — 
to see a non-union man working beside 
union members in Colorado Springs. 
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Free for 30 days 


Every Master Plumber 
SHOULD HANDLE THE 


PADDOCK WATER FILTER 


ves ea. 


THE PAYNE 
FROST PROOF CLOSETS 


Adapted for Cellar and Yard Installation 


To convince you beyond a doubt that The 
Wonderful Doran Light will light your 
store better and at less cost than with any 
other kind of light, we will send our outfit 
free on 80 days trial. Let it prove our 
claims. If it fails, send it back at our ex- 
pense. If it succeeds, send us the price. 
Send for catalog and price list. 
ACORN BRASS MFG. CO., 
61 Green St., Chicago, Ill, 


Made in six 
different 
lengths with 
elther pit or 


pitless valves. LF The Climax Ratchet. Stock 


Is an indispensable tool ro. 
conveniently threading iron 
pipe in ditches, under floors, 
in corners, overhead, etc. 
With this tool threads can 
be cut without removing 
whole lengths of pipe. This 
tool is provided witha strong 
vise which securely grips the 
pipe, and by means of the 
leading thread the die is 
forced on pipe and the thread 
is cut. It is made of malle- 
able iron and steel, and, 
while light in weight, mak- 
ng it convenient to carry, is 
very strong and rigid. The 
advantages of this tool make 
it absolutely indispensable 
to Plumbers, Steam and Gas 
Pipe Fitters, Gas and Water 
Companies, Machinists, etc. 
It takes standard size dies, 
which are extra if furnished. 
No. 1 threads %4 to 1 

inch pips, takes die 

2 ana 2% inches 

BQUATC oocccscccccces $10.00 


No. 2 threads 1 to 2 


WE MAKE A SPECIAL 


FITTER FOR CLAY WATERS. 


No weights, 
chains nor 


levers. Does 
not rattle nor 


Itis designed to be placed in the basement 
to filter the entire supply for any size 
building, steam boilers, etc. 


THE PADDOCK WATER FILTER CO. 


330 Vermont St., Buffalo, N,Y. 


hammer. 


Ka 


Our circular 
will interest 


Gg 
ee 


PLUMBERS WANTED 
To Use Allbe’s Wiping Cloths 


every plumbe:. 


Rott) . 
ete. Bes korst poe a aan 


Pre aa 
a 


e257 
ae. 


& 
% 


A. B . Cc . . 
Herring Bone. Molesgin. Common Tick. 
314x3 and Smaller. 
15 -20 -10 
314x376 to 4x5 


5 ‘ 15 
In ordering state size of wiping edge first. 
U. 8. stamps taken, Of your jobber or 
direct from 
CHAS. A. ALLBE, 
53 Stebbins St. SPRINGFIELD. MASS, 
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Ne 


Cheap and 
durable 


Combination No. 3 


WRITE FOR PRICES AND DISCOUNTS. 


Pittsburg Brass Mfg. Co., 


bl a : z so inch pipe, a cis 

UR NEW BINDER. A serviceable an ey ieee ee 24, 3 an aanee 

handy Srraneement for noging, Coe ’ MANUFACTURERS - Ss r aso : | ie co Sey $17.00 
PLUMBERS’ TRADE JOURNAL, Wi sen = TT ombination No. 1 si : : 
FREE to any subscriber sending us a Penn Ave. & 32d St., PITTSBURG, PA. - For sale by leading jobbers 
new subscription, or sent post paid for e 


NUFACTURELC SOLELY BY 


C. M. KEMP MFG CO.. Baltimore 


35 cents. 


25 Years of Experience 


In the SANITARY CLOSET LINE enables us to now offer to 
THE MASTER PLUMBERS DIRECT 
CLOSET COMBINATIONS COMPLETE of every description, 
ENTIRELY OUR OWN PRODUCTIONS. 


Closets, Basins, Urinals, Hoppers, Etc. 
We Manufacture Our Own Closet Tanks, Seats, Tank Boards, Etc. : 
Tank Valves, Ball Cocks, Nickel Plated Pipes, Etc. 


all our SANITARY EARTHENWARE to be VITRIOUS. 
We Guarantee our Tanks and Seats to be UP TO DATE IN DESIGN AND PERFECT IN OPERATION. 
our Tank Valves TO WORK OUR CLOSETS TO PERFECTION. 


We call your attention to our SILENT SYPHON J ET, patent applied for, without Jet Pipe or Rams 
Horn on outside of closet, the acme of perfection in sanitary ware. 


We call your attention to our CLOSET TANK of wood as well as or earthenware, built on scientific 
principles and guaranteed not to sweat or pull apart. 


ALL OUR GOODS bear our 
REGISTERED TRADE MARK 


No Order too large for our capacity. None too small for our prompt and careful attention. 


Columbia Pottery & Mfg. Co., Kokomo, Ind. 


88. THE 


Advertisers in The Plumbers’ Trade Journal can have their catalogs and trade 
literature reviewed with our compliments in these columns by sending first copy 


off press to our New York office. 


The W. M. Patterson Supply Company, 
manufacturers of steam fitters’, machin- 
ists’ and engineers’ supplies, at Cleve- 
land, Ohio, have just published a new 
desk catalogue of their goods. It is 6 
inches by 8 inches and contains over 
twelve hundred pages bound in canvas 
cover. The first part of the catalogue is 
devoted to steam fitters’ supplies and 


a SSE a) / 


illustrates a very complete line, with 


prices and descriptions. Owing to the 
constant fluctuations in prices they do not 
issue a discount sheet, but will be pleased 
to make quotations on anything desired. 
Two very interesting articles by Mr. R. T. 
Crane, of the Crane Company, Chicago, on 
“Making Tight Screwed Joints for Very 
High Pressure” and “Defects in Threads 
on Wrought Iron Pipe” is published in 
this catalogue. 

Our readers interested in this line of 
goods should write the Patterson Supply 
Company and mention the PLUMBERS’ 
TRADE JOURNAL. 


The Empire Brass Company, of 125 
the Viaduct, Cleveland, Ohio; have is- 
sued a very complete catalog, showing 
their line of brass goods, which they are 
sending to their customers, and any of 


CATALOGUE 
B : 
1904 


The Empire Brass 
Manufactunh Co 
10. 


our readers who have not received a copy 
may obtain one by sending their address 
to the above firm and mentioning the 
PLUMBERS’ TRADE JOURNAL. In their new 
catalogue, which is printed on heavy cal- 
endered paper, the illustrations are clear 
and distinct, and every plumber should 
have a copy in his office. 


A very useful illustrated catalog of 
plumbing fixtures and supplies for plumb- 
ers, gas and steam fitters has just been 
issued by the Standard Plumbing Com- 
pany, of 27 North Seventh street, Phila- 
delphia. It is 5 inches by 7% inches, 
contains about five hundred pages and 
bound with heavy canvas cover. In pre- 
senting this catalog to the trade, which 
they have endeavored to make as com- 
plete as possible, they feel sure that it 
will be found valuable as a book of refer- 
ence. The first seventeen pages are de- 
voted to a very complete index, which 
enables one to find the desired article 
without delay. The description of each 
fixture is printed on the same page and 
every illustration is clear and distinct. 
Customers of the Standard Plumbing Sup- 


STANDARD 
PLUMBING 
SUPPLY 

“ ie CO. are 


PHILADELPHIA 


ply Company and our readers who have 
not received a copy of this catalog should 
send in their names at once and mention 
THE PLUMBERS’ TRADE JOURNAL. 


The Smooth-On Mfg. Co., of 572 Com- 
munipaw avenue, Jersey City, N. J., have 
issued a booklet telling about Smooth-On, 
its different combinations and their ap- 
plications. The latest combination is 
Smooth-On with rubber, and it is found 
that this makes an excellent sheet pack- 
ing and one that will withstand very high 
temperatures and pressures. They will 
be pleased to send a copy of this catalog 
to any of our readers when this journal 
is mentioned. 


. From the American Filter Company, of 
Milwaukee, we have received a copy of 
their new booklet illustrating and de- 
scribing their line of “Noxall’’ filters. 
The “Noxall Junior” is a convenient little 
filter for family use where only a small 
quantity of water is desired. The top is 
fitted with an improved rubber neck at- 
tachment which is spun into the shell 
and is easily slipped into any faucet, or 
with a screw top fitting with the ordi- 
nary hose bib faucet. A feature of the 
Noxall” filter, to which attention is called, 


is the ease with which it can be taken 
apart. 


“Noxall” faucet connection and _ their 


IWVISIBLE 


gravity filter. Readers of THz PLUMBERS’ 
TRADE JOURNAL should send for a copy of 
this interesting little book. 

Cincinnati air and gas compressors are 
described in Pamphlet L-26-A, just issued 
by the Laidlaw-Dunn-Gordon Company, of 
114 Liberty street, New York city. One 
of the compressors is of an entirely new 
type, in that the air cylinders are pro- 
vided both with mechanically-moved 
valves and with poppet valves, all points 
in the compression cycle being deter- 
mined by the mechanically-moved valves, 
with the exception of the opening of 
the exhaust, which is determined by the 
poppet valves. This ‘arrangement com- 
bines the positive action, noiseless opera- 
tion and durability of mechanically- 
moved valves, with the elasticity of pop- 
pet valves, at the same time avoiding 
the noise and rapid wear of the latter. 
This pamphlet, which is of convenient 
pocket size, will be sent upon request to 
those interested. Mention the PLUMBERS’ 
TRADE JOURNAL. 


_ We have received from the publishing 
house of J. B. Lippincott Company, Phila- 
delphia, a splendid work of 270 odd pages 
on the subject of “Acetylene, the Prin- 
ciples of Its Generation and Use.” The 
authors of the work are F. H. Leeds and 
Ww. J. A. Butterfield, of London, England. 
It is a practical handbook on the produc- 
tion, purification and subsequent treat- 
ment of acetylene for the development of 
light, heat and power, and goes carefully 
and most practically into the treatment 
of acetylene. Copies of this book can be 
had by addressing the J. B. Lippincott 
Company, of Washington square, Phila- 
delphia. The price of the work is $2. 


CALENDARS MAY BE HAD FOR THE ASKING 


The Smooth-On Mfg. Company, of 572 
Communipaw avenue, Jersey City, N. J., 
sends us a copy of their calendar for 
1904, which they are distributing to the 
trade with their compliments. It is a 
very useful one, the dates and figures 
being large and distinct. If any of our 
readers have been overlooked they can 
obtain one for the asking. Mention this 
journal. 


The Borden Company, manufacturers of 
pipe threading machinery and high-grade 
dies, are sending out a very attractive 
calendar for this year, upon which a very 
pretty picture is printed. Our readers 
should send for a copy and mention the 
PLUMBERS’ TRADE JOURNAL. 


“A visit to the art gallery” is depicted 


The new booklet also shows the 
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Write these firms for catalogues and 
mention The Plumbers’ Trade Journal. 


on the front of thé calendar which the 
Fort Pitt Supply Company, of 328 Second 
avenue, Pittsburg, has issued for 1904. 
The picture is embossed and it makes a 
very decorative calendar. Our readers 
will please mention Tur JOURNAL when 
writing this firm. 


The Sparetta -Mining Co., miners and 
pulverizers of superior feldspar, of 39 
Hanover street, Baltimore, Md., have is- 
sued a series of lithographed calendars, 
showing plates from well-known artists, 
such ag Francis Day and Thulstrup. A 
postal card will bring one of these cal- 
endars if this journal is mentioned. 


From the Benjamin F. Shaw Company, 
manufacturers of engineers’ and ‘steam 
supplies, of Wilmington, Del., we have re- 
ceived one of their calendars for 1904. 
The upper portion is adorned with a very 
handsome embossed picture 7 inches by 
15 inches of “Diana’s Hunt.” If any of 
their customers have not received one 
they should write to the above firm. Men- 
tion the PLUMBERS’ TRADE JOURNAL. 


—_s_>4+—>____—_———"_ 
THE “NEVERLEAK” CEMENT 


The National Brass Manufacturing 
Company, of 617 Adams street, Kansas 
City, are the makers of the “Neverleak” 
pipe joint compound, which is sold by all 
supply houses in cans, as shown in the ac 
companying illustration. They state that 


this compound makes a perfect joint, and 


is endorsed by the leading plumbers 
throughout the country. Our readers 
should write the National Brass Manu- 
facturing Company of the above address 
for further information and prices. Men- 
tion THE PLUMBERS’ TRADE JOURNAL, 


—— + + + > 


RHODE ISLAND MASTER PLUMBERS ELECT 
OFFICERS AT THEIR ANNUAL MEETING 


The State association of master plumb 
ers of Rhode Island held their annual 
meeting recently and elected officers and 
delegates: John J. Shanley, of Providence, 
president; John C. Dunn of Providence, 
Lincoln Hammett of Newport, and John 
M. Macauley of Providence, vice-presi- 
dents; J. C. Conroy, of Providence, finan 
cial and corresponding secretary; James 
Phillips, of Providence, recording secre 
tary; John E. Graham, of Providence, 
treasurer. 2 af 

Delegates to the National Master Plumb 
ers’ convention at St. Louis, P. Tierney: 
John J, Shanley and Maurice Butler; a 
ternates, John EH. Graham, S. L. Goddard 
and Frank Davis; legislative committee, 
John C. Dunn, P. J. Murphy, W. J. Cail, 
John H. Macauley, P. Tierney and John C. 
Conroy, : DS 


i 
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Speakman’s Double Slate 
Dentilated Urinals 


FOR SCHOOLS AND PUBLIC INSTITUTIONS. 


heads to catch filth. The slate overflow flush box at top provides 

a perfect sheet of water flowing over the back at alltimes. The 
ventilating duct leading from the space between the two backs, is an 
important feature. 

We make this Urinal in any number of stalls, also to set directly 
against the wall. The solid slate waste trough carries a body of water 
two inches deep at all times, and thus assists in keeping the fixture clean. 

Adopted by the United States Government for many of their institutions. 
- We have studied every detail of this fixture, it is perfect in its operation. 
We ask you to w.ite us and we will be glad to send you furtherparticulars. 


fis a MAN SUPPLY & PIPE Gos 


) WILMINGTON, DELAWARE. 
New York Agent, CHAS. G HEWISON, Room 520 Townsend Bidg., Broadway & 25th St. 


(as easiest to keep clean of any Slate Urinal made. No kneesor bolt 


% 20 OF ST. LOUIS MODERN SCHOOLS 


BESIDES MANY PUBLIC INSTITUTIONS THROUGHOUT THE COUNTRY 
- ARE EQUIPPED WITH. . 


(N coe Ventilated Individual 
" _Bow! Latrines and Urinals — 
NEW SYSTEM PERFECT SANITATION 


ARCHITECTS ARE INVITED TO WRITE FOR 
**Nelson’s Blue Book on Sanitary Appliances’? 
JUST PUBLISHED 


N. 0. NELSON MFG. CO., 


St. Louis. 


GERM-PROOF 
WATER FILTER 


NOXAL 


Prices from $2 50 upwards. 
Very simple, easily taken apart and cleaned 


Not a nut, screw or bolt anywhere. 

A big money maker for the Plum ber. 

We sell to one dealer in a town only. 
Drop us a postal for particulars. 


B) AMERICAN FILTER CO, 


337 Michigan St. 
NMiLWAUKEE, WIS. 


JenKins ’90 PacKing 


NONE BETTER, as it makes joint instantly and will 
last as long as the metals which hold it. 
: NONE CHEAPER, as it weighs less than many others 
a) sold at equal price per pound. 
Remember, all genuine stamped with Trade-Mark. 
Chicago, 


New York, Boston, Philadelphia, London. 


JENKINS BROS., 


NOW is the TIME for 
Frost Proof 
" Water Closets 


to show their merits. 


Put in a HAAS’ CLOSET 


> Compare it with others you have 
installed. Requiresno pit, Has 
a good strong flush, Operation 
is perfect. It is the closet that 
the customer wants. 


Write for Prices and Catalog. 
VOLE LR HAAS, 
j MANUFACTURER and PATENTEE 
28 South Jefferson St., Dayton, O. 


RICE LEWIS & SON, ““~ 


IMPORTERS AND DEALERS IN 


PLUMBERS’ SUPPLIES, HARDWARE, TILES, MANTLES, ETC, 


32 King Street. P TORONTA. CANADA 


¢ Plumbing Material 
“” Sanitary Specialties 


Baltimore, Md. 


/ The JAMES ROBERTSON MFG CO,, > 


és 7? SOIL PIPE CEMENT—Sure Cure 
SECURO for Leaky Joints, Sand Holes, Cracks, etc, 
Trial Order of Half Doz. Sticks $1.00, Postpaid. 


Write for Catalog of our Publications, Tools, Etc. 
R, M. STARBUCH, : = : 


Hartford, Conn. 


Perpetual Hot Water as Furnished by the 


Kuud Instantaneous Auto- 
matic Gas Water Heater 


S a luxury that, after a few weeks’ use, 
becomes anecessity. The combination 
thermostatic and pressure valve con- 
trol as employed only in the RUUD 

represents the highest achievement in 
Automatic Gas Water Heaters. 


WRITE FOR NEW CATALOG. 


RUUD MANUFACTURING COMPANY. 


307 Wood Street - PITTSBURG, PA. 


E.H. OSWALD, New York Agent, 20 Warren St. 


- 
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EMPLOYEES RECEIVE THEIR NEW YEARS 
GIFTS 


On New Year’s eve at the factories of 
the Iron Clad Manufacturing Company, 
of Brooklyn, N. Y., every employee who 
has been in the service of the company 
for the past year was presented with a 
basket filled with all the requirements of 
a good dinner. The basket contained: 
A chicken weighing 4 pounds, one pound 
plum pudding, one bottle of onions, two- 
pound can of soup, three-pound can of 
Boston baked beans, one-half pound 
ground coffee, one-pound jar of jelly, one 
loaf of Vienna bread, one quart jar of 
pickles, one-half pound of French mixed 
candy. 

The Iron Clad Manufacturing Com- 
pany is owned and operated by the 
famous newspaper correspondent Nellie 
Bly. Her plant is practically a dozen fac- 
tories in one covering a vast amount of 
ground on Flushing, Bushwick and 
Evergreen avenues, Cook, White and 
Varet streets. Over a thousand people 
are employed. She has been as success- 
ful in business as in newspaper work, 
and is the only woman in the world en- 
gaged in manufacturing articles made 
from steel. The principal products are 
galvanized and enameled ware, range 
boilers and dairy supplies. 


A BANQUET TO HIS EMPLOYEES 


Samuel A. Esswein, the popular master 
plumber of Columbus, Ohio, gave his 11th 
annual banquet to his employees on De- 
cember 24th at Schenck’s Hall. O. J. 
Wheeler acted as toastmaster and the 
“Christmas Greeting” was given by Mr. 
Esswein. After the menu, which was a 
very elaborate one, had been disposed of, 
the toastmaster called on Messrs. O. Faes- 
sler, W. H. Carlisle, L. B. Lamour, Charles 
Johnson, C. A. Seddon and Col. Rieger, 
whas subject was: “Who Tied the 


Goose Loose.” 
———__ >_> 04+. _——_———_ 


THE SUNLIGHT BURNER 


The Sunlight Lava Mfg. Co., of Chat- 
tanooga, Tenn., are putting on the market 
a-sunlight burner which they say pro- 
vides a superior mixture of gas and air, 
giving a non-carbonizing burner of light- 
est efficiency with respect to candle power 


per foot of gas consumed. Among the 
many distinctive features of the Sunlight 
are the facts that it does not carbonize, 
does not warp out of alignment, and the 
tips cannot come loose. Moreover it is 
uniform in price and accurate in con- 
sumption. It ought to be a good trade 
winner among the gas fixture trade. 
Write to the Sunlight Lava Mfg. Co., men- 
tioning THe PLUMBERS’ TRADE JOURNAL. 


Re 


THE WOLVERINE SEDIMENT FITTING 


In the December first issue of the Jour- 
NAL we published the advertisement of 
the Wolverine Brass Works of Grand 


Rapids, Mich., showing their sediment 
fitting. The price given for galvanized 
malleable iron was $1.25, and cast iron 
$1.75. The Wolverine Brass Works wish 
to state that these prices are not net, and 
will be glad to furnish the discount to 
the trade on application. Mention this 
journal. 
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NOVUS SANITARY GLASS 


A new article of commerce which has 
within the last year and a half been 
placed upon the market by the Penn- 
American Plate Glass Company of Pitts- 
burg, Pa., is their ‘‘“Novus” sanitary glass, 
which ought to interest the trade. This 
is a glass which has all the necessary 
qualications for structural purposes and 
none of the ordinary and general weak- 
nesses of heretofore commercial glass. It 
is made in various colors and varies in 
thickness. The chief characteristic of 
Novus glass is that it is non-absorbent, 


Bo as . 3) e 


ence of drain diseases, such as typhoid 
and scarlet fevers, dysentery, etc., coming 
frequently from no apparent cause, led 
inquiring minds to investigate, and as a 
result of their investigation such devices 
as Wade’s back water gate valve were 
put on the market. An article with such 
effective results as this back water gate 
valve should be in the hands of all the 
trade. The Iron Sanitary Manufactur- 
ing Company’s new catalogue will be sent 
free to all mentioning the PLUMBERS’ 
TRADE JOURNAL. 


——_ > > 4 + > —___—_ 


THE “ TRIUMPH” WATER LIFTS 


It is not often that a retail plumbing 
establishment will place an order for two 
hundred (200) water lifts at a clip, but 
such an order was actually placed by the 
Huffman-Conkling Company, of Colum- 
bus, Ohio, with the Ohio Pump and Brass 
Company, makers of the improved 


“Triumph” water lift, in that city. 


Illustration of a Hospital Operating Room Finished in White of the New Material, “Novus” Glass 


non-crazing, and it is for that reason 
that installations are made when Sani- 
tary and aseptic qualities are sought. It 
is easily kept clean, and does not absorb 
greases or acids. On this page we give 


an illustration of a hospital operating 


room in white Novus glass. The trade 
will no doubt be greatly interested in 
this new venture, and will write for fur- 
ther particulars, mentioning the PLuMmp- 
ERS’ TRADE JOURNAL. 


eS ee 
WADE’S BACK WATER GATE VALVE 

The Iron Sanitary Manufacturing Com- 

pany, 52-54 Dearborn street, Chicago, III, 

are manufacturers of a back water gate 


4 A. gs oe 
valve which will prevent flooded cellars, 
flush sewers and absolutely eliminate 
sewer gas from the building. The pres- 


This certainly is a good testimonial of 
the popularity of these water lifts, and 
should induce the trade to try their 


SUPPLY 


CISTERN SUCTION 
effectiveness. 


water lifts write to the Ohio Pump and 
Brass Company for a catalogue and 
prices, mentioning THe PLUMBERS’ TRADE 
JOURNAL. 


WASTE 
If you are interested in 


> e4¢—. 
THE CARTER ACETYLENE GAS GENERATOR 


The Niagara Falls Acetylene Gas Gen- 
erator Company, of Niagara Falls, N. 
Y., say that they are in a position to-day 
to make special inducements to plumbers 
and others who wish to take up the busi- 
ness of handling their generator, which 


.is simple, perfect and safe, and in fact so 


easy to care for that a child can handle it. 


The mode of operation of this gen- 
erator is: The carbide is contained in 
the generator in trays having more or 


less compartments or cells according to 
the size of the generator, each compart- 
ment or cell containing about one pound 
of carbide. The flow of the water from 
the reservoir is regulated by the rise and 
fall of the holder when at its lowest 
point, the pushing rod on the holder 
forcing the water feed float under the 
water, causing the water to flow into the 
first cell or compartment and thoroughly 
extracting every particle of gas from the 
carbide and flooding it with water before 
attacking the next cell, and so on until 
all the carbide in the generator is ex- 
hausted. It will be understood from this 
principle that only one pound of carbide 
is at work at one time. The balance 
of the carbide in the generator being in a 
dry state can make no gas. This prin- 
ciple of operation enables them to ab- 
solutely guarantee that over-production of 
gas, and consequent loss, will not take 
place in their apparatus. 

The trade should write for further in- 
formation, mentioning THe PLUMBERS’ 
TRADE JOURNAL. : 

_—_e>4+— 
WAYNE WATER HEATERS 

We herewith give an illustration of the 
home of the Wayne water heaters 
manufactured by Albert Rolf, Fort 
Wayne, Ind. Albert Rolf began working 
Wayne water heaters for natural gas only 
several years ago, and met with great 


success. Consequently he added a line of 
artificial gas and gasoline water heaters. 
These heaters have been used to a great 
extent in Indiana, Ohio and surrounding 
States, and give universal satisfaction. 
He will gladly give any information de 
sired to the trade requesting it if they 
mention the PLumsBers’ TRADE JOURNAL. 


a 

The contract for the plumbing and 
heating of the new hospital at Albu: 
querque, N. M., has been awarded to the 
Whitney Company of that city. } 
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WATER HEATERS 
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Econ- 
omy, 
Efficien- 
cy, 
Durabil- 
ity. 
Easily 
Con- 
nected, 


Work 
Equally 
Well 
With 
Artificial 
Gas, 
Gasoline 
or 
Natural 


Easy 
to 
Cperate 
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ALBERT ROLF, 
1026-28 Broadway, - FT. WAYNE, IND. 


Profitable Patent and Trade-Mark for Sale. ] 
GheRex Basin 2.x Bath Waste 


PaTENTED 1896 CopyRIGHTED 1897. 
Patent ALLowep OctToseRr, 1903. 


Fits any Basin, and 
has never been 
equaled in simplic- 
ity and selling 
features. 


A simple turning 
handle on the slab 
moves the slide G 
against and under 
the cone Fof basket 
E to open the stop- 
per D. 


The basket pre- 
vents loss of rings 
or jewels, is instant- 
ly cleaned, and re- 
moval of stopper D 
andbasket E with the 
slide G moved back, affords aclear pas- 
sage and clean sweepdown to the trap. 

Thousands in successful operation, 
and endorsed by many leading Plumbers. 

The Patent, Trade-mark and every 
thing pertaining to it will be sold with- 
out reserve. 

FOR PARTICULARS ADDRESS 


Ss. W. LEWIS, 
51 ELDERT ST., BROOKLYN, N. Y. 


m—— JUST PUBLISHED —=a 
ROGERS’ 
DRAWING anv DESIGN 


thoroughly and clearly teaches the theory 
and practice of the Drawing and Design- 
ing required in the shops and drafting 
rooms of the engineering, machinery, 
electrical and kindred trades. 


“NI“%8 3ZI5 


A practical and complete self-instructor, 

Contains 506 Pages, 610 Illustra: 
tions, and a copious index. 

Clearly printed on superfine paper and 
beautifully bound in black vellum cloth, 
with full gold edges. 

$3.00 postpaid, the money shal! be 
refunded if the volume is not 
found satisfactory, provided it is 
promptly returned, 


THEO. AUDEL & CO., 


Educational Book Publishers 63 Fifth Ave.,NewY ork 


Estabrook’s 
Grease Trap 
Specified by Leading Architects. 


. Top inside Diameter, 30-in. 

nmi 4 IRON 
QM IAG IN Inside Depth == 30-io. 
a ba | Outlet, 4-in, 5-in, or 6-in 


Inletin Brick Work 


Made also with a perforated cover 
for a yard cesspool. 


R. Estabrook’s Sons, 
South Boston, - MASS. 


Manufacturers and Dealers in 
PLUMBERS’ SUPPLIES. 


=e” Hamilton” Outdoor Arc Lamp 


FOR NATURAL OR ARTIFICIAL GAS 
FOUR BURNERS. 


The most perfect outdoor Jamp 
ever manufactured. 


Guaranteed absolutely storm 
proof. 


Burners can be adjusted with- 
out removing globe. 


Globes will NOT break. 


Constructed entirely of brass, 
‘handsomely finished in ox- 
idized copper, with enameled 
steel shade and top. 


A sample lamp will be sent to 
any responsible dealer or gas 
company for trial. 


WRITE FOR NEW CATALOGUE No. 8. 


tHE HAMILTON LIGHTING CO., 


PITTSBURGH = - : " 


PA. 


[ is an acknowledged fact 

that the weakest point in a 
Ball Cock is the seat, which 
becomes corroded by the 
water, wears out and generally 
in a short period of time, ren- 
dering the ball cock absolutely 


\ worthless. 
The N. C. is perfectly noiseless and can never wear out. 


Also @ Complete line of all plumbing material 


Joseph H. Young, 224 Franklin St., Boston, Mass. 
“UTICA PIPE IS THE BEST.” 


The "'N. C."” Non-Corrodible Ball Cock 
with High Pressure Attachment. 


rn 


Beoks on Plumbing, Heating, 
Lighting and VQ CE 


new subscriber to THE 
JOURNAL, we will mail 
any one of the 50c. books 


To anyone sending one 
PLUMBERS’ TRADE 
with our compliments, 
named below. 

For two new subscribers, we will give either of 
the following books: ‘‘Kitchen Boiler Connections; 
Hot Water Supply,’’ by Dye; or ‘‘Plumbers’ Text 
Book,’’ by Tower. 

For three new subscribers, we will give either of 
the following books: ‘‘Lawler’s Hot Water Heat- 
ing, Steam and Gas Fitting,’’ or ‘Plumbing 
Problems.’ 

For four new subscribers, we will give either of 
the following books: ‘‘Steam Heating for Build- 
ings,’’ ‘‘Steam Heating Problems,’’ or ‘‘American 
Plumbing Practice.’’ 

All new subscriptions must be sent by a paid up 


subscriber to entitle sender to any of above 

premiums. 

Acetylene Gas—Its Nature, Properties and 
Usess by Geo Fw hompsons.cos.cesesce cetekes $1.50 

American Steam and Hot Water Heating 
Practice; 585 illustrations........0......+... 3.00 

American Plumbing Practice.................. 2.50 

C. S, Mersick’s Estimating Book.............- 1,25 


Contract and Estimate Record Book, by B. H. 


el CEBIAT) w apram ova salar evar atotal el drovers, aorerelel ateclee wsrdia/e’ele's 1.50 
Dean’s System of Greenhouse Heating, by M. 

DGRMYpeanee atare ne clecs tiesto Sate on eaeie nett evar De 00 
Drainage and Plumbing, by N. R. Maguire.... 4.80 


Estimate Books for Plumbers and Heating 
Men, by B. H. Jessup; 200 pages........... 2 

Examination Charts. For Boards of Health 
and Plumbing Examiners. Price per set, in- 
cluding key to each chart.................. 5.00 


txternal Plumbing Work, by John W. Hart... 3.00 

Greatest Instructor in Plumbing, Our bound 
volumes for 1899-1900 (now ready). Two 
volumes each year; 800 illustrations. Special 

rate Lore eachif-volume oa castes cuits ooeetiel cas ca 2.50 
Heating and Ventilating Buildings, by Car- 

DENT OM Gealelelers reciept ee clmiareuid alm eiaialelare/eterei ote c/a a/a 4.00 
Heating and Ventilation. Tables and Fiormu- 

ileal, By Ws ScHuMants . vey sles cccesceca geass 1.50 
Hood on Warming Buildings, by F. Dye...... 6.00 
Hot Water Circulation, by R. M. Starbuck... 3.Uu 
Hot Water Heating and Fitting, by W. J. 

BRAWL Witt Povnietc oe ebb ce ac can Vlasic wve ule w eeisibaas 2.50 
Hot Water Supply, by F. Dye........cceccess 1.00 
Kitchen Boiler and Water Pipes, by H. Grim- 

BWW ie wraeimemisi tg kiss eisiclsibaiace hieieidielciaierey eis ele -40 
Kitchen Boiler Connections................s-: 1.00 
Lawler’s American Sanitary Plumbing (revised 

second edition) for plumbers............... 2.00 
Lawler’s Hot Water Heating, Steam and Gas 

UECING Tarde eta cinecis eaten win ster niacin Wiphel lee aks 2.00 
Lead Burning by the Autogenious Process.... 1.00 
Lectures to Plumbers, by J. W. Clarke........ 3.00 
Lighting by Acetylene Gas, Electric Furnace, 

Generators and Burners, by W. E. Gibbs, 

REED) thetoeretdtn ye uae alee wait alsenta Sees cietee 1,50 
Mechanics’ Companion, by J. M. Scribner..... 1.50 
Modern Sanitary Appliances, by Colyer....... 2.00 
Modern Sanitary Plumbing, by James J. Law- 

Terie crevsvavercicuninial aletece ita reac bereta elacottarcte misteaaieaees 5.00 
Modern Methods of Sewage Disposal, by Geo. 

Bhar We REINER.) cam piecrce burt Minas eee wre awe 2.00 
Modern Plumbing, by R. M. Starbuck; illus 

LEN Ul rt cide OO PAN DAO cr OOC SE SOAS 3.00 
Plumbers’ Text Book, 300 questions and an- 

SWers by. Mira wk TG Wer casas. clsiei0,0/stele-ci ciate sreuniete 1.00 
Plumbing and House Drainage Problems...... 1.50 
Plumbing, House Drainage, by W. P. Buchan. 1.75 
Flaumbing; by) 8._ 8. Hellyeri is occ ccc. es tcaccks 1.50 
Practical | Gas) Fittings: vases canine ccuamant coe 1.00 
Practical Hygiene, by Currier................ 1.50 
Practical Hints on Joint Wiping, for begin- 

Nerds tine plumbing. oon secession ct seanc es 20 
Sanitary Engineering of Buildings, by Ger- 

ATS VOL Gd SP ClGEN aed coi eeais vin oleeyaleenlees 5.00 
Sanitary House Drainage; Its Principles and 

Practice, by 'T. EH. Coleman......%acesaswi 2.40 
S. E, Hendrick’s Directory for Buyers and 

Be llormitaataectesctescersie anche ciaiosneicelets ceaine 6.00 
Steam and Gas Fitters’ Price Book, by Brown 

Mee GVeOn ROG dstivis eens heretic eine cone dee 5.00 
Steam Fitters’ Computation and Price Book, 

DYMDEAN I cr einav resect tonioisls ies ewidarcee ack 3.00 
Steam Heating for Buildings, by W. J. Bui? 

DOF eat ere nce UE COC Cer: CCE CE ar: 2.50 
Steam Heating Problems: .....6.0.sccc0ssecese 1.50 
Steam and Hot Water Fitters’ Text Book, by 

ENOMAR Mae MONG seis sce ceases cbc 1.00 
The Steam and Gas Fitters’ Price Book, by 

Brown &iGrecne) Coss... Vasa wesw ssiiensvew GOO 
The Turkish Bath, by R. O, Allsop........... 2.50 
The Plumber, by 8S. S, Hellyer............... 5.00 
The Plumbers’ Trade Journal bound yolumes 

for the years ’92, ’93, ’94, ’95, ’96, contain- 

ing hundreds of sketches of plumbing and 

plumbing devices, practical letters, etc., 

GHCD Gc wieicisiserivicis ve ehisisi sit incision cite aesiont ic 4.00 
Questions and Answers on the Practice and 

Theory of Sanitary Plumbing, by R. M. 

Starbuck seas a piecmcissanian eel vests «wie 75 


ANY OF THE FOLLOWING BOOKS FOR 50c. 
Boilers, Incrustation and Corrosion, by F. J. Rowan. 


| Domestic Electric Work, by W. R. Wittbecker. 


Gas Fitting and Lighting, 
hard. 

Youse Drainage and Sanitary Plumbing, by W. P. 
Gerhard. 

Hot Water and Steam Cooking Apparatus, 


by William Paul Ger. 


by F. 


Dye. 

Hydraulic Tables, by P. J. Flynn. 

Mechanics of Ventilation, by Geo. W. Rafter, C. E. 

Recent Practice in the Sanitary Drainage of Build- 
ings, by William Paul Gerhard. 

Sanitary Condition of Dwelling Houses, by Geo. BD. 
Waring. 

Sewer Gases, Nature and Origin, by De Varona. 

Sewerage and Sewage Purification, by M. N. Par- 
ker, Ph.B. 

The Treatment of Sewage, by Dr. C. M. Tidy. 

The Disposal of Household Waste, by W. Paul 
Gerhard, 

Ventilation of Buildings, by W. F. Butler. 

Water and Water Supply, by W. H. Corfield. 
These books are for sale by THE PLUMBERS’ 

‘RADE JOURNAL, P. O. Box 715, New York City, 

and will be sent to any address on receipt of our 

list price. No books sent ©. O. D. While these 

books are thoroughly good and instructive reading, 

still we want it understood that we do not recom- 

mend any special one. 
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THE SCULLY SELF-CLEANING TRAP 
The Principles of Construction Explained 


The Scully self-cleaning trap, manu- 
factured by the W. J. Scully Manufactur- 
ing Company, of Detroit, Mich., has won 
an enviable reputation among the leading 
architects and plumbers throughout the 
United States, for the fact that it em- 
bodies in its construction the two essen- 
tial principles of trap construction, which 
are cleanliness and non-siphoning. There 
are four different styles of trap made, 


being classified as follows: Common § or 
P traps, partition traps, pot or drum 
traps, and the centrifugal and centripi- 
tial traps. The first-named trap, they 
claim to be a clean trap, as there are 
no obstructions of the free flow of water 
through same, but on the other hand, 
these traps are very easily syphoned, ren- 
dering it in every case necessary to re- 
vent same. Consequently the virtue of 
cleanliness is won at the expense of non- 
syphonage. 

These Scully trays are in most in- 
stances invented with a view of pro- 
ducing an absolutely non-syphon trap, and 
in many instances these traps can be 
safely guaranteed to produce these re- 
sults, but as you can syphon the Atantic 
Ocean, if conditions were favorable, it 
is not altogether impossible to syphon 
these traps. However, let us concede that 
this style of trap is non-syphoning. This 
principle is won at the expense of cleanli- 
ness, as these partitions obstruct the free 
flow of water in a trap, and are bound to 
collect filth, whether these partitions are 
a piece of tubing aluminum, glass, or 
anything else, it is bound to become filthy 
when the trap is not self-cleaning. Con- 
sequently the principle of non-syphoning 
is won at the expense of cleanliness. 

The pot or drum trap is first. It has 
an exceptionally deep water seal, which 
is a positive guarantee against syphonage 
under plumbing conditions. It has also 


the advantage over nearly every other 
style of traps, inasmuch as it is beautiru! 
in design and an ornament to any toilet 
room. But it has been found that these 
traps fill up with grease, hair, lint, etc., 
added to the fact that the inlet of this 
trap is generally an inch and a quarter 
or an inch and a half, the body of trap 
being in most cases 2144 to 314 inches in 
diameter; consequently the inch and a 


quarter stream of water does not fill the 
body of the trap, which, instead of in- 
creasing the flow of water through the 
trap, it decreases same, thereby permit- 
ting the lighter substance to adhere to 
the inside of body of trap, and in time 
filling it up; hence, the virtue of cleanli- 
ness is sacrificed for that of non-syphon- 
ing. 

The last and remaining style of traps 
is that of the centrifugal and centripitial 
type. It is on this principle that the 
Scully self-cleansing trap is constructed. 
It has the advintage over the pot or 
drum trap, inasmuch as it is absolutely 
clean, together with a deep water seal. 
They claim it to have the deepest water 
seal of any other trap on the market, 
together with the advantage of a very 
large deflecting chamber or air space, 
above water in trap, and they guarantee 
it beyond question to withstand syphon- 
age under any plumbing condition, to- 
gether with the fact that the body of 
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West Houston street, New York City. 

It introduces fresh air into the room 
heated by gas. The burners are of the 
Bunsen type, with perfect combustion 
and odorless, utilizing every unit in the 
gas and making it most economical. It 


can be used in hospitals nurseries and 
sick rooms without injurious results, for 
the reason that fresh air is introduced 
which supplies that consumed by the 
combustion of the gas as well as that 
necessary for the occupants of the room, 
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f J VENTILATING FURNACE AND GAS HEATING 

REGISTER IN POSITION, INDICATED BY 
} 4 N@® 1, 2,3,4,45. 
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Lawler Gas Heating Register in Combination with a Hot Air Furnace, and Used as a Fresh Air Register 


this trap is finished as smooth as glass 
and with the tangential inlet, which 
creates a powerful centrifugal force, 
which is upward lifting, carrying with it 
all hair, lint, grease, coffee grains, or 
any other substance that might be thrown 
into the sink, leaving the trap after each 
usage with perfectly clean and pure water, 
which, no matter how long it may be per- 


“mitted to lay stagnant, will not become 


fouled. 

They make this trap in all sizes and 
styles, both vented and non-vented, and 
will cheerfully quote prices on applica- 
tion. 
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LAWLER’S COMBINATION REGISTER 


We would call the attention of our 
readers to the new combination ventilat- 
ing and gas-heating register which has 
recently been placed on the market by 
the Lawler Regulator Company, of 20 


and is therefore a great sanitary im- 
provement. The register which is shown 
in the accompanying illustration is fur- 
nished in electro-plating and enamel of 
the various colors to suit the ‘style and 
finish of the room. 

The Lawler heater can be used as the 
register from a hot-air furnace and run 
separately or in combination with same, 
getting its supply of fresh air up through 
the furnace air duct. One of the illus- 
trations shows the Lawler gas heating 
register as used in combination with a 
hot-air furnace also with independent 
fresh-air supply for rooms where furnace 
heat is not practical. 

Write for a copy of their new catalogue 


and mention this journal. 
seo = 


THE ESTABROOK GREASE TRAP 


An article which is being specified by 
many of the leading architects and used 


’ street, Detroit, Mich. 


REVIEW 


by the plumbing trade throughout th 
country is the Estabrook grease tray 
which is made by R. Estabrook’s Sons 
manufacturers and dealers in plumbers 
supplies, of First and C streets, Sout] 
Boston, Mass. 

It is made of cast-iron and the insid 
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diameter is thirty inches and the inside 
depth is also thirty inches. The outlet 
is for 4, 5 and 6 inches and the inlet ig in 
brick work. This grease trap is alsc 
made with a perforated manhole cover 
for a yard cesspool. 

Our readers can obtain further infor 
mation and prices by addressing the man: 
ufacturers. Mention THE PLUMBERS’ 


TRADE JOURNAL, 
————————_——o—_ 9. 0 _______ 


THE MURCHEY TAP AND REAMER 


On this page is shown the automatic 
collapsing tap with reamer combined, 
which is manufactured by the Murchey 
Machine and Tool Company, 64 Second 
It is stated that 
there is no backing out or changing 
from tap to reamer. It does all in one 


operation, stops at the proper depth, and 
automatically collapses. FZ 
The manufacturers state that this tool 
positively saves from fifty to seventy-five 
per cent. in the cost of tapping, and they 
solicit a trial order. Our readers should 
send for a copy of their descriptive cir 
cular and mention the PrumBers’ TRADE 
JOURNAL. ee 
———-e_ 90+ @—__—_—"—_ \ 

Eckart Bros., of Akron, Ohio, have re. 
cently completed the contract for the 
heating of the new Ashland (Ohio) thers 
house. Two boilers were required; 2,500 
feet of steam pipe and over 6 000 feet of, 
gas pipe were used. The contract price 
was a little less than $5,000. 
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D. SAUNDERS’ SONS, ™*2ziseturere JARECKI MFG. CO., 


ERIE, PA. 

BRASS WORK ror STEAM, GAS, 
WATER anv OIL. 
MALLEABLE anp GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS. 


Pipe Threading and Cutting Tools. Write 
for catalogues snowing the must complete 
line of 4g inch to 16 inches for Hand, Belt, 
Engine, and with Electric Motor Attach- 
ment. We can furnish Bolt Threading 

Ekin Attachment for these 
machines. 


Qp ERIE 
MALLEABLE 
. Unions. 
Em Copper Packing 
\ ER1£ Pies 
i HANGERS, 
fr Best Made. 
: - ® 
: $ 9 
- y ie es 
“Trimo” Pipe Wrench, eight sizes from 6 in. to p | ( / 


SPECIALTIES OF THE 


caf 7 RIMONT MEG. 


‘d DIES 


Threading Pipe 14 to 6 in. The larger sizes have CUTTING OFF attachment. These tools are Lighl, 
Strong, and of Superior Design and Finish. Also 


PIPE THREADING MACHINES 


14 to 18 in.. Hand or Power. Send for Catalogue to 
32 ATHERTON STREET., - - - - - YONKERS, N. Y. 


When one man can do as much as 
four, there’s a saving somewhere— 


wx THE FORBES PATENT 
—— DIE STOCK 


one man can cut and thread any size 
pipe up to 12 inches—and do it quick. 
WRITE FOR CATALOG. 


THE CURTIS & CURTIS CO., 


65 Garden Street, BRIDGEPORT, CONN. 


= 


PATENTED 1854. 


“Trimo” Pipe Cutter, three sizes. Cul 
ROXBURY, MASS. 
QUALITY GUARANTEED. 


“Trimo” Bull Dog Wrench, seven sizes. Capac- 
ity % in. to 12 in, pipe. 


Motto: «Durability and Adaptability” 


Our Wrench isin use wherever nickel work is done. 
Our NEW STRAP VISE (better than blocks) is just out. 
ASK YOUR DEALER! 

WARN ock MANUFACTURING CO., Worcester, Mass. 


“B-L”’ Brass and Nickel Pipe Wrench 


me ( WRENCH, 92 cents 
HANDLE, é cents | 98 cts. 


Double or Single 
Strap of the 
Best Linen. 


Total Eclipse 


Handle? Any Piece 1-2 inch Pipe 


A Receptacle for 
Hy oh ates : Resin for the A Sure Grip—NO SCRATCHES 
and ree Strap ASK YOUR DEALER FIRST—THEN 
, B-L WRENCH CO.. 77 Traverse St., Boston. 

Washers... 

Superior to any other. 
We make ail styles of 
ly two Hot Air P Engines 

“McNAMARA” pattern Sieh tae cet ee fest of time; pears the 


Hydrants, 

All our goods 
strictly first-class, 
high grade and best 
made. As perfect 
as long experience, 
best machinery and 
workmanship can 


RIDER AND THE ERICSSON ENGINES. 


There is only one concern which has stood the 
test of time, and thatis: 


THE RIDER-ERICSSON ENGINE CO. 


Every improvement suggested by our wide ex- 
perience has been adopte: ed. 
Send for catalogue ‘‘Bs’’ to nearest office. 


RIDER:ERICSSON ENGINE CO., 


35 Warren St., N. Y. 40 Dearborn St., Chicago. 
239 Franklin St., Boston. 40N. 7th St. ’ Phila. 


THE USE OF 


OSTER 


THREADING TOOLS, 


HAND OR POWER,FOR 
PIPE OR BOLTS, INSURES 


make them. ‘GREATEST RESULTS 692 Craig St Montreal, Pa. az PIS. ‘Sidney, N.S.W. 
Write your dealer WITH LEAST LABOR. 
for prices, ; 
Carried in stock by stot sopt Beidegh 
eee obverse. © Shy ies THE OSTER MFG.CO. DENNEY IMPROVED 
"JOHN C. ‘KUPFERLE, DM E.PROSPECT ST. : RIDER & ERICSSON 
Te ESTABLISHED 1857 SA CEEVELAND,O. U.S.A. HOT AIR PUMPING ENGINES 
iT. Is, - = = MoO. |. 


For Domestic Water Supply 


and always ready for service. Important improve- 
ments patented and NOT FOUND IN ANY OTHER 
ENGINE. 

Compare the Denney Improved Ericsson Engin» having 
double bearings and connections, heavy cast iron furnace 
with the Old Style Machine with single bearings, spider 
like legs and cheap sheet iron furnace. Buy THE BEST. 


B: be operated by anyone. Perfectly safe, noiseless, 


Genuine Armstrong Stocks and Dies, 
Pipe Wrenches, Pipe Cutters, Clamp 
Dogs, Vises, Etc. Pipe Threading and 
Cutting Off Machines for Hand or 
Power. 


Catalogue on Request. SS BUILT FOR YEARS BY 
RUMSEY PUMP & MACHINE co.,|| American Machine Co. 


NEW YORK AGENTS, WILMINGTON, DEL. 
35 Dey Street, New York. 


THE ARMSTRONG MFG. Co., 


New York Office, 139 Centre St. Bridgeport, Conn. 
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WINCHESTER HEATERS 

Winchester heaters, manufactured by 
Smith & Thayer Company, of 234-236 Con- 
gress street, Boston, Mass., are the acme 
of winter comfort, and if one would en- 
joy the ‘comforts of a home perfectly 
warm, they claim that the Winchester 
will fulfill every requirement. The drear- 
iest household drudgery is to carry coal 
and ashes to and from stoves and grates. 
With the Winchester hot water or steam 


a 


/ 


i 


yystem, only one fire to care for, located 
just next to the coal bin, and so economi- 
cal too. The heater requires less atten- 
tion than does a stove, is operated auto- 
matically and is absolutely safe. There 
are no sudden temperature drops in small 
hours of the night, as the large body of 
water in the system continues to evenly 
distribute its heat for hours, even should 
the fire have gone out. These advantages 
should appeal to the trade, and the trade 
should write to the firm, mentioning Tur 


PLUMBERS’ TRADE JOURNAL. 
_—_——__e__ o-oo 


THE CLARK BALL COCK 
W. J. Hyland Mfg. Co., 23 Elm street, 
Springfield, Mass., are having unprece- 
dented success in the exploiting of their 
“Clark” ball cock. This ball cock is con- 
structed on a very satisfactory principle, 
and embodies very important features. 


The conical-shaped shell and plug is the 
principal feature of the valve. The plug 
is ground to fit the shell, making a per- 
fectly tight joint without the use of any 
packing. It closes completely and noise- 
lessly under any pressure and it simply 
cannot leak. Great economy is thus ef- 
fected where metered water is used. In 
addition to this, as the valve closes noise- 


lessly, there is none of the disagreeable 
hammering so often heard. Therefore it 
is especially valuable for use where 
closet tanks are fed from pipes connected 
with elevator supply pipes. The ball 


solid plates, as their practicability at 
once suggests itself to all users. Among 
some of its principal features is the fact 
that perfect fits, tight or loose, can be 
made with these dies. Moreover, the dies 
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cocks have been in active service under 
the most exacting and unfavorable condi- 
tions with all sorts of pressures and dif- 
ferent qualities of water but in every case 
have given absolute satisfaction it is said. 


Mention Tur PLUMBERS’ TRADE JOURNAL 
——-—- ——. = § e 4— _______—_ 


STOCKS AND DIES 
The accompanying illustration shows a 
sectional view of one of the latest im- 
provements in adjustable pipe stocks and 


are adjustable to overcome variations in 
fittings. The stocks are made of a 


Bees 


variety of lengths, so as to give sufficient 


Sectional View of the Round “Burnham” Water Boiler, Manufactured by Lord & Burnham 


dies, manufactured by Wells Brothers 
Company, Greenfield, Mass. The firm 
says that they anticipate that these stocks 
and dies will supersede the old style of 


leverage for the work required. The 
handles of the stocks are pipe knurled, so 
as to give lightness and that they may 
not slip in the hands of the operator. 


This firm’s experience of years in th 
manufacturing.of thread-cutting tools fc 
both bolt and pipe has, they claim, demo: 
strated to them that a stock and die mad 
on the principle of the one here illy 
trated, at a moderate price, will be a) 
preciated by the mechanic who is lookin 
for a serviceable tool. A word to th 
Wells Brothers Company will bring an 
information desired if the Prumer; 
TRADE JOURNAL iS mentioned. 

ep ge 


THE ROUND “BURNHAM” STEAM AND 
WATER BOILERS 


The “Burham” round boiler, which j 
shown on this page, is designed for com 
paratively small heating plants in resi 
dences, greenhouses, etc., and for heatin; 
water for swimming pools, bathing 
laundries, etc., where sectional boiler: 
would be too large and expensive. 

The boiler above the base is cast in oni 
piece, insuring durability, as there ar 
no joints of any description to rust ou 
or leak. The fire surface consists chiefly 
of a series of arms and a crown sheet 
all having an upward rise from the side 
to a central waterway, which extend 
from the lower tier of arms to the top 0} 
the boiler. By this arrangement the mini 
mum amount of friction is maintained 
it is stated, insuring a rapid and perfeci 
circulation. 

The steam boiler is provided with ar 
ample steam dome, and this, coupled witl 
the large central waterway, insures ¢ 
steady water line. The firepot is unusuall) 
deep, giving large space above the coa 
for the perfect combustion of the gases 
as well as providing ample room for th 
fuel required to maintain an even tem 
perature during long intervals of inatten, 
tion. 

An important feature in regard to thé 
grates is the ease with which they car 
be removed and replaced. The fron 
bearer bar which supports the grates is 
held in place by from two to four bolts 
according to the size of the boiler, an¢ 
by removing these the grates drop down 
These bolts are so located as to be en 
tirely free from the action of the fire. 

The Lord & Burham Company, 
Irvington-on-Hudson, N. Y., will bé 
pleased to send a copy of their cataloguc 
illustrating and describing the Burhar 
boilers to any of our readers. Mentior 
Tur PLUMBERS’ TRADE JOURNAL. \ 

————_+ +> 4+ > —_———_ 
WILL CALL ON THE PLUMBERS IN NEW YORK — 
AND PENNSYLVANIA STATES . 

Warren, Balderston & Co. wish to an 
nounce to the dealers in New York Stat 
that they have engaged the services. 0 
Mr. Frank M. Taylor, of Elmira, N. Y. te 
represent them in western New York ant 
northern Pennsylvania. Mr. Taylor doe 
not need any introduction to the trade 
as he has traveled the territory for & 
number of years, and hag a lot of friend’ 
who will welcome him with the new con 
cern. They are a new concern in New 
York State, but have every facility fo 
handling all the business trusted to thei 
care, and are very prompt in their ship 
ments. 


——_>_ > #4 +___—_ [ 

The steam heating and ventilating {0 

the new office building of the Wellman 

Seaver & Morgan Hngineering Company 
on Central avenue, Cleveland, is bei 

installed by the Mouat-Squires Compan? 
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RECESSED 
DRAINAGE 
FITTINGS 


For Durham and Other Wrought Iron 
Drainage Systems 


Made Black, Tarred or 
Galvanized 


Write us for Catalogue of Steam and Plumbing Goods 


THE 
JOHN DAVIS 
Co. 


CHICAGO, ILL. 


Brass Founders 


Appreciate the Economy of 
Moulding Machines 


The vital advantage of the 
McCanna hand operated 
machine is the small outlay 
for pattern plates. 


No Draw or Stripping 
Plates Necessary. 


SIMPLE, CAPACIOUS, DURABLE. 


AUTOMATIC 
COCK 
GRINDER 


made with four or 
eight spindles, 
willcutdown your 
expenses, 


ACURATE 
NOISLESS 
EFFICIENT 


Hundreds 
in use. 


SEND FOR CATALOG 
AND PRICES 


The TURNER MACHINE CO. 2°*3,%, sscow.sreeer, 


A Pipe Wrench Without An Equal 


A man with a Reed Standard Pipe Wrench will often screw a 
pipe into place while another man equally as good is adjusting 
a chain wrench, or one that requires adjustment in place, This 
wrench adjusts itself instantly to all sizes of pipe within its 
capacity, gripping it firmly with the slightest downward pressure 
on the handle. It never slips. The harder you press down the 
tighter it grips, while the slightest upward pressure on the handle 
instantly releases it. The actien of the jaws is a perfect ratchet, 
each grip being firm and secure. Send for our catalogue ‘“‘P”’ 
of Plumbers’ and Steamfitters’ Tools. 


Reed Manufacturing Co., Erie, Pa. 


[“WILLMENT” Adjustable BASIN CLAMP | 


RELIABLE AND BEST INVENTED. 
arenes Oct. 13, 1896.) 


A perfect cinch on a basin. Sets up close to 
side, covering full width of basin rim. Hav- 
ing teeth, it prevents slipping back and 
being made in two pieces, when screwed 
up to slab, it acts as a locknut. 


GEO. W. HEILAND, 


Plumbers’ Sundries 


99 & 101 Beekman Street, NEW YORK 


“The King of Basin Clamps,” 
oteane SMOKE-TEST MACHINE oma 


Will Please Mention 


Subsc ribers This Journal when _ 


Writing to Advertisers 
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How Does T his Strike You? 


SE 


Vx) 
eB TRY BEFORE YOU BUY. 
To further dem« a to you that our nae 
System is a ‘Money Saver,” and the most pract 
cal and safest on the market. We will allow frec 
trial for 10 days and guarantee it against imper- 
‘ fection. for two vears. Can you afford to bein 
) i darkness any longer with this « opportunity before 
a you? Send in your diagram for estimate. We 
are manufacturers, not assemblers. Avoid cheag 


imitators who demand mo mney in advance. 


WHITE MFG. COMPANY, 
196 Michigan St., 
CHICAGO, U.S. A. 


l- 
2 
AS 
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Riggs House 


WASHINGTON, D.C. 


Opposite U. S. Treasury, one block 


from the White House. Special 
rates for traveling men; hand- 
somely furnished and decorated; 


table best in the city, 


Oo. G. Staples, Proprietor. 


HOTEL STE. CLAIRE, 


DETROIT, - MICH, 


Absolutely Rates 
: American 
Fire-proof. 
Plan 


Hot and >| $2.50 and $3 
Cold Water per day. 
in Every Room Z| With Bath, 
$3.30. 


William P. Beyer & Co., Proprietors. 


Carnegie Hill Hotel 


Corner of Madison Ave. and$2d St. 


New, modern, fireproof hotel for 
permanent and transient guests, 
overlooking Central Park, New 
York’s best residential section, one 
block from the Carnegie and Sleane 
mansions; easily accessible to 
theatres, shops, etc. 

Bedroom and bathroom, inc. board, $3.50 to $4 
Farlor,bedroom and bathroom, *“* 5.00to 6 
Parlor, 2bedrooms and bath, ‘ 6.50 to 9 


Parlor. 3 bedrooms and bath, ‘ 7.50 to 9 
Rooms for maids and valets, “ 2.00 


Special Yearly Rates. 
Electric lightand long distance tel- 


ephones in each apartment; marble 
bathrooms. 


TRADE-MARK. 


“Sequel to the Fencing 
Girl.” 


Copyright, 1903, by 
Chicago & Alton 
Railway. 


ART CALENDAR 
Four graceful poses from life; figures ten inches 
high, reproduced in colors by a process far su- 


perior to last year’s calendar. Highest example 
of lithographic art. 


“THE ONLY WAY” 


to own one of these beautiful calendars is to 
send twenty-five cents with name of publication 
in which you read this advertisement, to GEo. 
J. CHARLTON, Gen’l Passenger Agent, Chicago 
& Alton Railway, Cutcaco, ILv. 

/ The best railway line between Cu1cAco, ST. 
Louis, KANSAS CIty and Peoria. Take the 
“Alton” to the St. Louis World’s Fair, 1904. 


“Colorado 
alifornia 


Are interesting states-to visit at any 
season of the year. Colorado is not 
only a summer resort, nor California 
merely a winter resort. Thro’ train 
service daily from Chicago via the 


Chicago, Milwaukee 
& St. Paul Railway 


Three trains a day to San Francisco 
and one to Denver. A handsome book 
of fifty-six pages descriptive of these 
states, and the new service there sent 
to any address for six cents postage. 


W. 8, HOWELL, 


General Eastern Agent. 
381 Broadway, NEW YORK. 


F. A. MILLER, 


General Passenger Agent. 
CHICAGO. 


THROUGH 
GOLDEN GATE 
- PARK 


A drive through Golden Gate Park, San Fran- 
cisco, is a perfect delight, and is almost worth 
the trip across the continent to experience. All 
the beauties of the Pacific Coast, of climate and 
of scenery, are reached directly and quickly 
by the 


NEW YORK CENTRAL LINES 


and their connections. No other country sur- 
passes ours in natural beauty. 


A copy of the New York Central’s ‘‘Four-Track Series” No. 5, 
containing a new map of the United States, of North and South 
America, and our new possessions in the West Indies, will be sent 
free, to any address, on receipt of a two-cent stamp by George H. 
Daniels, General Passenger Agent, New York Central Railroad, 
Grand Central Station, New York. 


REVIEW 


ST. LOUIS AND KANSAS GITY, 


VIA THE PUEBLO GATEWAY, 
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COLORADO, UTAH ann 
THE PACIFIC COAST. 


Observation Parlor Cafe Cars, meals alacarte, and 
elegant Pullman service, electric lights and fans 
Double daily service. The scenic line through 
Colorado. Through service to California. 


THE IRON MOUNTAIN ROUTE 


reaches direct from St. Louis, the cities of Memphis. 
Hot Springs, Ark., and principal points in Texas. 
Mexico and California. Elegant through service 
and Dining Cars, meals a la carte, and Pullman 
Sleeping Cars with electric lights and faas. 

For further information, apply to 


W. E. HOYT, G. E. P. Agent, 
335 BROADWAY. NEW YORK 


Grand 
Canyon 


of Arizona 


Earth’se greatest wonder— 
the titan of chasms, a mile 
deep, many miles wide. 


Pictures of it: For 25 cents will 
—Eeees 8 §61( the season’s 
novelty—a Grand Canyon pnotechrome 
view, uniquely mounted to reproduce the 
Canyon tints. Or, for same price, a set 
of four black-and-white prints, ready for 


ing. 
Books about it: For 50 cents 
—ees §=6r Wil] 3=send =a 
Granil Canyon b ok, 128 pages, 93 illustra- 
tions, cover in colors; contains articles by 
noted authors, travelers and scientists. 
Wortlty a place in any library Or will 
mail free pamphlet, ‘Titan of Chasms.’’ 


G. C. Dittarp, General Agent, 
377 Broadway, New York. 


Santa Fe 


The magnificent through train 
service maintained by the 


“Bic Fo UR’’ 


In connection with the 
New York Central, Boston & Albany 
and Chesapeake & Ohio Ry’s, 


includes Buffet Parlor, Cafe-Library, 
Dining and Ooservation Cars, and 
Pullman Sleepers : 


TO 


Mountains, 


Lakes, 
Seashore, 


East, 


West, : 
North. 


Write for rates and folders. 


Warren J. Lynch, W. P. Deppe, 
Gen’! Pass. &Tkt. Agt. Asst. Gen’l P. & T.A: 
Cincinnati, Oro, 


1 not only gives a high, glowing,dur- * 
able polish fo all metals,but the polish 


1 {¢ will shines on! It benefits all metals, mi: 
while cleaning them. 25c 1 Ib box. For sale by drug- 


iste and dealers. a 2¢ stamp for sample to 
tliam Hoffman, 295 E. Washington St., Indianapolis, 
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ERIE, PA 


SOLDERING 
BRASS NIPPLES AND 
AND UNIONS. 
IRON-BODY PLUMBERS’ 
BRASS 
S e 
ely WORK. 


STOP AND 


PATENT ROUGH 


Lakewood 


**Among the Pines of New Jersey’’ 


A Fashionable Fall Resort 


90 Minutes 
~ from 


New York 


Reached by the 
NEW JERSEY CENTRAL 


Its palatial hotels are famed for their 
perfect cuisine and its sports include all 
popular pastimes. 


A Descriptive Book will be sent 
upon application to C. M. BURT, 
General Passenger Agent, New 
York. 


: ; ADOPTED 
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thy” soon 
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li 
“1 A FRESH AIR 
\ OF GREATER 


INLET 

NEVER 
NEW YORK. 
FOR SALE BY 


A FOUL AIR 
DEALERS ONLY. 


A y 
Pekin A N\ om 


i 

p 

| ) OUTLET 
JHE HART-AYERS 


PLUMBING CO., 


4th Ave and Degraw St., 
BROOKLYN, N.Y. 


The ADAM 
INSTANTANEOUS 
WATER HEATER 


SOLD ONLY TO THE TRADE 


MANUFACTURED BY 


W. J. ADAM, 


JOLIET, Ills. 


J.B.CAMPBELL BRASS WORKS 


WASTE COCKS 


THIS HEATER IS MADE FOR USE IN BARBER SHOPS 


It is efficient. 

It is compact. 

It has a large cone-shaped heating surface and 
the heating cone can be easily taken apart for 
the removal of scale and other deposit. 


WRITE FOR A CIRCULAR AND DISCOUNT, 


i, The RANSOM & RANDOLPH CO., 


515 Jefferson St., 


Subscribers 


Water Pressure Regulator 


For dwellings and domestic purposes, Hotels 


USS] HIGH: PRESSURE BALL: COCK. 
CURTIS ENGINEERING SPECIALTIES. 


Julian d’Este Company, 


SM00T 


RADE MAR 


A silicated Iron Cement for connecting Bell and 
Spigot Cast-Iron Soil Pipe in place of Lead. 
Jointsare easily and quickly made. 

Sold in 5, 10 and 25 pound red labeled tins, 


$ i () OTH = 0 Ny oe 


RADE mMaRK No. { 


will repair leaky boilers, piping, etc. It will 
withstand fire, water, steam and oil; it expands 
and contracts the same asiron. Write for cata- 
loguesand prices. Sold in 5, 10 and 25 pound blue 
labeled tins. 


SMOOTH-ON MF@QG. CO., 


672-874 COMMUNIPAW AVE., JERSEY CITY, N. J. 
Chicago Office, © « - « 


61 N. Jefferson St., Chicago, it. 


CHAMPION HOT WATER 
COMBINATION HEATERS 


It is durable. 
It is non-rustable. 


Heater with 
Base and 
two Ring 
Sections 

TOLEDO, O. Attached. 


Please Mention 
This Journal when 
Writing to Advertisers 


Will 


They fit any furnace and will heat 
portions of the building where 
hot air will not flow. 


Made from 50 to 700 ft. capacity. 


and Public Buildings. Write for prices and pamphl t. 


FRANK D. STOLZ, 
156 Webster Ave. = GhHIGAGO: 


UR NEW BINDER. A serviceable and 
handy arrangement for holding Tre 
PLUMBERS’ TRADE JOURNAL,-Will be sent 


Send For Catalogue. 
24 Canal Street, 


FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 
35 cents, 


Urinals, Water Closets, Platforms, Base. 


NEW YORK SLATE WORKS, 


498 E. 138th St., New York. 


Wiil Please Mention 
This Journal when 
Writing to Advertisers 


BOSTON, MASS. 
HFRE are as many good reasons why every engineer and pipe-fitter should use Drxon’s 
GRAPHITE PIPE JOINT COMPOUND, as there are good uses for it, 


That means every bolt, nut, flange, pipe joint and faced connection where tight- 


ness is wanted with the possibility of some day unscrewing or separating. 


Send for Booklet 99D and a sample, study them both. 


JOSEPH DIXON CRUCIBLE CO., - Jersey City. 


C. & D. TANKS AND SEATS 


CAST IRON AND COPPER LINED 


Over Head Tubular and Plain Showers, 

Baths, Stee! Copper Lined, Enameline, 

White Metal and Solid Copper. 
MANUFACTURED BY 


COYNE & DELANY, 


303-309 Rodney Street, Brooklyn, N. Y. 


Send for Latest Catalogue 


Priceson Request. 


© Telephone 878 Williamsburg. 
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Patented 


IRON CITY SANITARY 
MANUFACTURING CO. 


Write 


for 


Descriptive 


ae, 
Bt 
aA 


Pamphlet | 
Manufacturers of a 


ENAMELED IRON BATH 


AND | German 


Sanitary Plumbing National 


: Bank 
Supplies Building, 


Pitsbura, | Cellar Drala 


Works, Zelienople, Pa. 


108 Center Street, 


THE BRAENDER AUTOMATIC, 4 


"Idld JOUWHISIA 


W H Y DO P EO PLE H A VE 7 H E OPERATED BY WATER OR STEAM PRESSURE. 
Honarch Automatic Trstarrtameonss | | cist asa u:'s coveroment Departments, endorsed by leading sanitary expert 


and is guaranteed to do what is claimed for it SOLD TO THE TRADE ONLY. 


Write for Circular and testimonials. ' E 
Water Heater? oat PHILIP BRAENDER, 47 W. 125th St, New York 


} W. N, McKenna, 73 Chestnut Street, Boston, Alass. 
SALES AGENTS ae E. Douglass, 40 Dearborn Street, Chicago, Tu, 


It supplies them with hot water when it’s wanted. 


It only burns gas when water is being drawn. ——< GET ONE OF e&— 
It gives an unlimited supply, I gallon or 1.000 gallons. WADE?’ S BACK- WATER CxS VALVI 
It has no storage or any boiler to connect to. Which will prevent Flooded Cellars, Flush your Sewerse : 5 
It. heats water in less than a minute. and Absolutely Eliminate Sewer Gas from your building. 5 2 
SEND FOR CATAL@S 88 
a vu 
Made for Hospitals, Hotels, Flat Build- IRON SANITARY <=&- 
: é : . g28 
ings, Fire and Police Departments, MANUFACTURING 2 ze 
Residences or any place where hot COMPANY, = 23 
e e we O 
water is required. <ooe) Dearborn SOMES 
CHICAGO, ILL. = 3 g 


Write us for information and get new catalogue. 


MONARCH WATER HEATER COMPANY, 


306 Wood Street, = PITTSBURG, PA. 


Lawson’s Gas Water. 


With Thermostatic Valve 


L. J. WALLACE, 356 Fourth Ave.,New York,N.Y.! ROBT.B.CAVERLY, 504-506 10th St., Washington is the most economical and up-10-date 
D. T. CORTIS, 22 West St., Boston, Mass. C. A. PHILLIPS,1017 Grand Av.,Kansas City,Mo device on the market for furnishing - 
W. A. KRAMER, Builders’ Exchange, Phila. ,Pa. C.L. WHITTEMORE, 1109 Olive St., St. Louis,Mo hot t f h hold 

JAS, H. LANDRETH, 285 Prospect St., Cleveland. | EDWARD MAHL, 1206 Main St.,Hartford, Conn. OR Ae leh alms ER ES 


Write for Catalog. 


LAWSON MANUFACTURING C 
222 E. Eighth Ave., HOMESTEAD, PA. 


G. A. BURKLEY, 318 Equitable Bld'g, Louisville G. B. LARIMER, 1759 Stout St., Denver, Colo. 
B. 8. WILEY, 18 E. Van Buren St., Chicago, Il. P. E. HEISEL, 409 Plum St., Cincinnati, Ohio, 
GEO. H. TAY CO., 49 First St., San Francisco, Cal. 


See Our Special Announcement Page in February ist Tssue. 


ane Plumbers’ Trade Journal, Steam and Hot Water Fitters’ 


ALEXANDER H. MADDOCK. 


JOHN MADDOCK, 
THOMAS MADDOCS. 


by your list of satisficd 9} WILLIAM B, MADDOCK. 


Eee JOHN MADDOCK & SONS, 
lost when best materials COA LPORT, = TRENTON, N. dg. 
pol si Manufacturers of 
Wisconsin Steamship, Car Builders’ and Plumbers’ Earthenware. 
abr’ Sanitary Specialties of Every Description. 
Pipe Joint 
79 . Paste 


stays where put. Heals 
. |Yeaks and eracks. 


Mechanics Supply Co. 
TOOLS AND SUPPLIES FOR 


PLUMBERS, GAS 44. STEAM FITTERS 


96 S*. Peter Street, Quebec, Canada. 


WIPING 
CLOTHS 


ANY SIZE 


Write for samples and 
prices. 


WISCONSIN GRAPHITE COMPANY, 


PITTSBURG, PA. 
. Best Herringbone Ticking—16 ply—75cts postpaid 
Best Moleskin-heavy-No Rough Edge—$ 1 postpaid 
With each order we send sample of our 
Special Wiping Cloth Preparation. 
Write for Catalog of our Publications, Tools, etc, 
R. M. STARBUCH, Hartford, Conn. 


We make six dif- 
ferent styles of traps. 
All fittings are of 
cast brass. No stamp- 
ing or bent tubes 
used. 

She CLIMAX 
is best. 
Manufactured by 

THE CLIMAX 
SPECIALTY CO. 

Seneca Falls, N.Y. 


The largest manu- 
facturers of plumb- 
ers’ specialties in the 
worl 


McNAB & HARLIN MANUFACTURING Co., 


z Manufacturers of 


Brass and Iron Goods, 
For Steam, Water and Gas. 
Wrought Iron and Steel Pipe, 
Plumbers’ and Gas Fitters’ Supplies. 
Factory, PATERSON, N J. 
56 & 60 JOHN STREET, 


aa 


NEW YORK. 
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UR NBW BINDER. A serviceable and 
handy arrangement for holding Tsar 
PLuMBERS’ TRADE JOURNAL, Will be sent 
FREE to any subscriber sending us a 
ra subscription, or sent post paid for e 

cents. 

Will Please Mention 

This Journal when 


writing to Advertisers 


SUBSCRIBERS 


The Koyen Galvanized 
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provided with coils, 


for heating water by 
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No Lead Pot to carry on the roof, as it is complete in 
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= metal connection the same as if poured. 


Iron and Plate Steel 


Work for all pur- 
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L. O. KOVEN & BRO., 
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PENDING 


Handsome in Appearance 
Simplein Construction, 
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plements. We want to get hold of a 
good steel and wrought iron pipe ac- 
count. We have the influence and 
facilities for conducting an immense 
supply business, and desire to hear 
from any one interested sufficiently 
along the lines we have spoken, to 
have us represent them in territory 
from Chicago West. 


ADDRESS 
on Gd) ear ©.O tea. 


Care of The Plumbers’ Trade Journal. 


WR. OSTRANDER & C0., 


22 Dey St.. NEW YORK. 


Manufacturers of 
all kinds 


Speaking 
Tube ana 
EF iectric 
Supplies. 
Factory: 
1433 DeKalb Ave. GROOKLYSB 


ee pe 


viii The Plumbers’ Trade Journal, Steam and Hot Water Fitters’ Review __ 


| Monument Pottery Co., 


Trenton, N. J., 
U. S.A. 


KEG 


L. Wolff Mfg. Company, 
Chicago, Illinois, 4q 
U. S.A. 


KEG 


We Manufacture a Complete Line of — 


Manufacturers of Monument Porcelain. 


Bath Tubs in Enameled Cast Iron, 
Batk Tubs in Solid Porcelain, 
Water Closets in Enameled Iron, 
Water Closets in Earthenware, 
_ Enameled Cast-Iron Sinks, Ete. 
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“Pressed Steel Sin 
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Bath Tubs, Lavatories, Kitchen Sinks, Drinking Foun- 
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we illustrate a complete line of goods as manufactured 
by us. Address all communications to 


Cast Iron Soil Pipe and Fittings, : 
Lead Traps, Bends, Drum Traps, 
Soldering Nipples and Ferrules, 
Hydro-Therapeutic Apparatus, ' 
Electric Baths, Etc., Etc.. 
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Monument Pottery Co., 


TRENTON, N. J. 


Morgan & Wright 
Force Cups 


Are Standard | GAS NOVELTIES 


a MANUFACTURED BY 
in Quality. ‘THE GAS TIP & SELF LIGHTER COMPANY. — 


Our $3.00 sample lot wlll be forwarded, upon receipt of price, to 
= any dealer or agent for gas burning novelties. This charge only 
Thoroughly : partially covers the cos: of manufacture. Express prepaid. 


Reliable | THE LIST INCLUDES: 
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Tubing : Gregory’s Governor Burners, 2, 3, 4, 5 and 6 ft. 
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tc. One Pocket Gas Stove. One Red Hot Disc Heater : 
One “‘ Solid Comfort” Light and Heat Radiator 
SEND FOR CATALOG. | One New York GasLamp with 100C.P.41-2inch Mantle 


Wholesale jobbing prices will accompany samples. Our new ae 
tne of novellies is, without question, the best selling articles ever 
offered to the public. .Send for Catalogue. 


Morgan & Wright, | R Address all orders to ‘ a 
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St. Louis, 25 WEST BROADWAY, NEW YORK. 
Dayton, O. San Francisco. G. H. Gregory, ee a 
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Che Central Brass Manufacturing Company, 
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CLEVELAND 


COCKS 


CLEVELAND FULLER WORK. 


IS READY FOR DISTRIBUTION BY 


THE KENNEDY VALVE MFG. CO., 


C1 Beekman St. NEW YORK 


AND WILL BE SENT ON REQUEST TO ANYONE 
INTERESTED IN THE SUBJECT OF VALVES. 


by Buying Our 
Goods, 


PERFECT 
CASTING, 


Gur Our Pricgs, 
THEN Go AHEAD. 


Meks: 


QUINCY, ILL. 


GRAVITY & PRESSURE FILTERS ano WATER SOFTENING PLANTS 


CONSTRUCTED UNDER THE WELL-KNOWN 
NEW YORK, CONTINENTAL, JEWELL, MYATT, WARREN, NATIONAL AND BLESSING PATENTS 


FOR BUILDINGS OF ALL KINDS REQUIRING CLEAR, BRIGHT AND PURE WATER. 


The New York Continental Jewell Filtration Co., General Contractors 


16 BROAD BT., NEW YORK: 40 W. QUINCY SY., CHICAGO, PLA. 


PROVE OUR ASSERTIONS 


The force of an argument liesin its application. We argue all the 


time that 


“Bright Idea,”’ ‘‘Doric,’’ and ‘‘400”’ Series 


are the best selling heaters in existence. And the fact is having con- 
stant application at the hands of our agents. Ask any oneof them 
what sort of areception the Heater receives. Find out whether its 
extra, long wear, its extreme economy in fuel consumption and the ease 
and simplicity of its-operation- influence its-sale.- Then when you've 
satisfied yourself as to he force of our argument, write for full partic- 
ulars concerning anagency. For you certainly couldn’t make a more 
profitable business connection. 


GURNEY HEATER MFG. CO., 
74 FRANKLIN STREET, Boston; 111 Firra Avenugz, New York. 


USE 


CLEVELAND. 


CLEVELAND. 
COCKS 


CLEVELAND COMPRESSION WORK. 


A trial will 
convince 
you of their 
superiority 

aioiver all 
pj others, 


Guaranteed 
not to leak 
at highest 
pressure. 


YY ALL METAL HOSE 
REELS and RACKS for the use 
of FACTORIES, PARKS, WARE- 
HOUSES, RAILROADS, FIRE 
COMPANIES,DOCKS and BOATS 
Sold all overthe world 

Send for Price List and Catalog 


22°24 North 4th St., 
PHILADELPHIA 


Standard Gas Fixture Co., BOUND BROOK, No J 


Staple Brass Gas Fixture Fittings, Brackets, Pendants, Etc, 


“GENUINE” BARNES 
3-Wheel Pipe Cutters 


@ Bear this registered trade mark. 


Made in 8 sizes, cutting 


pipe from 1-8 inch to 12 
inches in diameter. 
BARNES TOOL CO., “© \CGNN ED: s. a. ims 
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WRITE TO THE 
a! 
BOSTON, MASS. | 


Humphrey Crescent 
Instantaneous 
Water Heater, 


and learn how you can get 


Free of Cost 


a ‘‘Winchester” Heater 
either steam or water, that will be large 
enough to heat your residence. 


Every 
Heater 
Guaran- 


© | Has the largest heating capacity of 
teed. "= any Instantaneous Water Heater 
oe on the market. 


New York Office, Fuller (Flatiron) Building, Cor. 
Broadway and Fifth Ave. 


NIG@KEL PLATED 


ad | 
i 


$25.00. 


Nee  Saeee. 


IF SO, TRY THE 


CORSET 


They are made of A-1 metal. 
They are assembled by hand. 
They are thoroughly tested. 
We make a complete line of Globe and — 
Angle Valves, all sizes in both Standard 
and Competition; also Horizontal and Ver- 
tical Check Valves, both sliding and 
stationary stem. 


and 


BRACKET 


in} ee FREE 
WITH EVERY 
HEATER. 


Nihon rare 
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ALL ORDERS FILLED PROMPTLY. 
MAY WE SEND CATALOGUE AND DISCOUNTS? 


HUMPHREY MFG. & PLATING COMPANY, 
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American Valve & Meter Cc 


Cincinnati, O. 
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ares | Instantaneous Heater 


Is Good, but the 


GABEL’ 
AUTOMATIC 
STORAGE 

HEATER 


Is better for the following 
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1—The capacity is un- 
limited per minute. 

2—Takes no pressure to 
operate. 

3—Supplies hot water 
instantly. 

4—Cannot get out of 
order. 


5—Works under all con- 
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6—Same pressure on hot 
as cold water lines. 


7—VWill supply your resi- 
dence with all the hot 
water demanded at all 
times at a costof 40 per 
cent. in gas fuel of any 
other Automatic Water 
Heater on the market. 


MANUFACTURED BY 


Thos. Maddock’s Sons Co. 


Trenton, N. J. 


Write For New 
Catalogue. 


GABEL MFG. COMPANY, 
105 Market Street, - , . - Pittsburg, Pas 
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The Plumbers’ 


GOODS EFFICIENT, 


WORDS SUFFICIENT. 


FaRNAN Brass Works, 


23 CENTER STREET, - CLEVELAND, O. 


5 Best Herringbone Ticking—16 ply—75cts. postpaid 
Best Moleskin-heavy-No Rough Edge—$1 postpaid 

WIPI Ni G With each order we send sample of our 

CLOTHS Special Wiping Cloth Preparation. 


Write for Catalog of our Publications, Tools, etc, 
R. M. STARBUCH, e © Hartford, Conn. 


Read and Ponder 


Then Use The 
Acme Roof Flange. . 


No Lead Pot to carry on the roof, as it is complete in 
itself, wlth no joint to run and still makes a perfect 
- metal connection the same as if poured. 

Over 200,000 now in use. 

. WRITE FOR CATALOGUE, 
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sizes inclusive, 


MADE ONLY BY 


H. MUELLER MFC.CO.,DECATUR,ILL.,U.S.A. 
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FOR SUPPORTING and Fitter a chance to 


DRAIN PIPES, use the waste wrought, 
plore MAINS, iy and cast iron pipe. 
= M@: Can furnish fitting for 
Catalogs and discounts \\® . 


_ mailed. any desired pitch. 


DRAIN PIPE WITH OBERLE SUPPORT. 


TANK SUPPORT WITH OBERLE FITTINGS 
J- F. OBERLE, main Office, 78O Secor.id Avente, NEW YORE 
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PLATE 80 


Roll Rim Sink with 12-inch back, cast in one piece, 
enameled inside and out, 2 1-4-inch Roll Rim: con- 
cealed brackets and concealed air chambers. 
No cracks. No joints. 


Write for new vooklet, showing our complete line, together with sink shown above. 


New York Representative, 
THOS. H. HUTCHINSON, 101 Beekman St. 
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Two Column, 


. Three Column, 

a 0!) Four Column, 
Five Column, Window, 

Wall Radiator. 
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r) 
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a ON) Three Column, Direct-Indirect. 


Perfect Pin Indirect. 
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MANUFACTURED BY 


DUNHIRH, N. Y. 


BRANCHES: 
NEW YORK—1519 Fourier Buitpme. WASHING TON—63 Conceaan BuripinG. 
MINNEAFOLIS—432 Guaranty Burnpma. 
WAREHOUSES: 
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The Best Ad 
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Square Back, Oval Front, High Back Lavatory 
Every jobin which the Trenton Potteries Co’s Ideal Porcelainware is used, is @ 
stanaing advertlsement of your business. People see the work, like it. and re- 
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DRAWING j 
FOR PLUMBERS j 


MECHANICAL 


ARTICLE XV—BY R, M. STARBUCK 


NE of the most important ben- 

efits to be derived from a 

knowledge of drawing as 

applied to the plumber, is 

the ability to take a set of 

plans and from those plans 

make views of the work indicated, 
as it will actually appear. We do 
not mean to infer that every plan of 


Toalet Room 4 
Sars 


Fresh Air Irict ~ || 
Stee Detail 'e} 


Ou Ss Ss 
erdinary work will receive this attention 


from the plumber who is able to make 
such drawings, but even though he 
should seldom put his knowledge of the 
subject into actual use, the insight he has 
gained concerning the relation of plans 
and elevations will help him wonderfully 


struction are omitted, our aim being to 
present chiefly the details necessary to 
the plumber. It will be good practice 
for the student to draw up these plans 
on a larger scale. We have not drawn 
them at any given scale, but when we 
come to the figuring of work, a definite 
scale will be necessary. From the cellar 
plan, Fig. 78, the main drain and 


mMaim Drain 


XYWaAxt Lxrecp 


branches and risers with their respective 
sizes can be found. From Fig. 81, which 
shows the elevation of the house, can be 
found the total height of the building, 
the distance between floors, the pitch of 
the roof, etc. Thus far, such a view as 
that givenin Fig. 81, we have made little 


SUBUE Yous: 


in the figuring of work. This leads us to 
state that we shall soon take up in con- 
nection with the drawing from house 
plans, the figuring of stock on the same 
work. 

In Figs. 78, 79 and 80 we show respec- 
tively the cellar plan, first floor and sec- 
ond floor plans of a double house. We 
do not present these plans as finished 
architectural plans, for we appreciate 
that many minor details of house con- 


use of, but in scale drawings such as we 
must use in figuring work, it is of as 
much importance as the preceding views, 
for only from the elevation can the 
lengths of risers, etc., be obtained. From 
the two floor plans, it will be noticed that 
the plumbing is so arranged that there 
are four groups of fixtures. Each set of 
kitchen fixtures is separate from the oth- 
er, with its own stack, while the two lav- 
atories in the toilet rooms enter one 


stack, and the two bath rooms also one 
stack. 
of the work on one of the kitchen stacks. 
As the other kitchen work is the same, 
it is not necessary to show bath. The 


In Fig. 82 we give the elevation 
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pass up in the partition is shown from 
the location of this stack in the two floor 
plans. As there is in the cellar a stone 
or brick wall dividing the cellar space, 
and as this wall is directly beneath the 


DovsLE Movs 


connection of the kitchen stack with the 
horizontal line in the cellar we show en- 


. Jarged in size in Fig. 85 of our next arti- 


cle. In order to economize space we show 
the stack cut off with broken lines on the 
second floor and in the attic, and bring 
the roof and attic floor and attic floor 


i a 


| 


Elevation of Double House 


Fig. 81. 


and second floor closer together than the 
work below. This is often done where it 
is desired to save space. In Fig. 83 is 
given the elevation of the toilet room 
work, the figure showing the two lavator- 
ies back to back, and the stack going up 
in the partition. That this stack does 


partition above, it will be seen that an 
offset in the stack is necessary at the first 
floor. 

The connection of the toilet room stack 
is shown in enlarged detail in Fig. 86 of 
our next article. 

It will be quickly seen by the student 


See Fig. 85 


Fig. 82. Elevation of Plumbing in Kitchen 


that the clearest view of the toilet room 
work can be obained by viewing it from 
the direction of the arrow C in Fig. 79. 
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LIST PRICES: 


Have You Tried Our Low Priced Enameled Bath Tubs? 


Just the thing for cheap work, and for competition jobs. Made in all the usual lengths and with 2 1-4 or 3-inch rims. They are new tubs, not seconds, and are all right or vs woulé 
not sell them. Our increasing sales show that our customers like them. We carry them in stock and can ship promptly. 


4 Foot and 4 1-2 Foot 5 Foot 5 1-2 Foot 6 Foot 
$21.10 $22.00 $25.25 $31.20 
$21.50 822.85 $26.90 $31.20 

WRITE FOR DISCOUNTS. 
HAINES, JONES & CADBURY CO. 


OuTLET 


MAIN OFFICES AND SHOWROOMS: 
1136 RIDCE AVE., PHILADELPHIA, PA. 
We have also a large assortment of high grade tubs, “LUXURIA,” “LIBERTY,” “POINTER,” and other styles, 
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IRON FOUNDRY: 


A stock of several hundred always on hand. 


THE NAME THAT STANDS FOR THE ONLY “SELF-SCOURING” TRAP 


The expanded inlet produces a centrifugal 
action and lifting force which will remove 
nails, coarse gravel, etc., etc., and scours 
every portion of the interior at each flush. 


We claim that no condition can be pro- 
duced in the construction of plumbing 
systems that will break the water seal of 


the “SURE SEAL” Trap, and we are 
prepared to back up this statement. 


PROVIDENCE, R.I., U.S.A. 


NORRISTOWN, PA. 


om SURE-SEAL = 


MADE 


“That Cannot be Syphoned”’ 


| She SURE-SEAL TRAP CO.,, nc. 
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WW Mechanical Drawing For Plumbers ‘© 


(Continued from Preceeding Page) 


A view taken at right angles to this would 
show one lavatory behind the other, and 


Fig. 83. Elevation of Plumbing in Toilet Room 


the result of such view would not be 
nearly as clear as the one given. 

In the view shown by Fig. 83 the Y 
branch into which the waste of the two 


fixtures is carried, points toward the 
front instead of sidewise, and shows in 
the manner given. 

In getting Hig. 82 the work was viewed 
looking in the direction in which arrow 
A points in Fig. 79. This shows the two 
fixtures side by side, and not one in front 
of the other. Owing to lack of space, we 
shall consider the bath room work and 
the enlarged details of special parts of 
this work in the next issue of the Jour- 
NAL. 


(To be continued.) 
—_—_____@_ b- 0-¢~<_______ 


CAUGHT THE WATER COMPANY 


N. D. Wyman, of Montclair, N. J., sued 
the Montclair Water Company recently 
for the sum of $4.21, which he claimed 
had been overpaid to the company owing 
to a defective meter. It was testified 
that Mr. Wyman’s water bills had been 
gradually increasing and that he purchas- 
ed a meter and had it placed alongside of 
the company’s meter, after having it 
guaranteed as to its accuracy. 

The water company’s meter was ob- 
served, it was asserted, to register ahead 
of Wyman’s at the rate of 200 cubic feet 
a month. Wyman notified the company, 
who offered to test both meters, but it 
came out at the trial that the superin- 
tendent of the water company, after re- 
ceiving a complaint, sent two men to 
Wyman’s house who, without orders, took 
out the registering dial of the company’s 
meter and replaced it with another. Both 
meters were taken out shoftly afterward 
and tested and then both were found cor- 
rect. 

The company contended that the cause 
of changing the dial was that one of the 
hands was bent, but it was admitted that 
it must have been in that condition when 
the meter was put in, three years ago, as 
it could not have been tampered with. 

The jury awarded a verdict for the 
plaintiff for the amount claimed. 
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—CHAPTER II. 


HALL we continue to put in 
traps at the front cellar 
wall of buildings and claim 
their use is required by the 
exigencies of new century 

plumbing? We use them for the reason 
we are compelled to by the sanitary regu- 
lations of many cities but if left to our- 
selves do we think there is any sanitary 
necessity for them? 

Free untrammeled passageway for sew- 
age would naturally subject itself to the 
aborigine, let alone the sanitary engineer 
or plumbing inspector. Yet there are 
those of our craft who still pin their faith 
to that relic of barbarism and its twin 
brother “the fresh air inlet or foul air 
outlet rather.” Let us take into consid- 
eration a flat or even private dwelling 
where scarlet fever, smallpox or typhoid 
has attacked the inmates. Let us sup- 
pose, as is more than often the case, the 
trap at the front wall becomes clogged. 
The result is that unless the obstruction 


is immediately removed the germs will 
increase and multiply in an appalling 


TRAP AT FRONT CELLAR, STOPPED, 
PIPE FULL OF SEWAGE 
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Shall we as plumbers go on blindly in 
the new century and repeat the mistakes 
of the old, or shall we begin to throw off 
the incubus that has been weighing down 
the trade or cut the mill stones from our 
necks rather by asserting to the world at 
large that henceforward we will be more 
than the hewers of wood and drawers of 
water for every crazy sanitarian who has 
an ax to grind in the shape of an unsani- 
tary, or insanitary rather, invention? 

What will be the new century method 
of “staying up” heavy soil pipes along 


walls and in partitions? The lay world 
will never know of or imagine the in- 
genuity displayed by the plumber in coy- 
ering or getting in snug a heavy 4-inch 
soil pipe measuring nearly 6 inches across 
the hub or bell in a partition, the joists 
of which measured 5 inches scant. How 
many stacks of soil pipe do we know of in 
flats and private houses that have not a 


hook drawn under the hulls to hold them 
up for the reason there was no place to 
insert a hook? And the fault was not 
that of the plumber either. 

True there is a slight boon in the shape 
of the bend with, as one plumber face- 
tiously called it, a long understanding 
to build from but if anything should hap- 
pen to the upright support, which is at 
the best a poor quality of cast iron, down 
comes the apple cart. : 

Are we still to follow the methods of 
the nineteenth century in putting in soil 
pipe or are we to make a national protest 


WITH TYPHO/D AND SCARLET 
FEVER CERMS 


manner, enough in fact to not only poison 
the people of New York but all of the 
eastern and middle States as well. 


against the methods of architects and 
builders who curtail the plumber for 
space! space! space! so that he is at his 
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wits’ ends often to find a suitable and 
friendly corner to run his pipes in? 

Of what metal or material shall the 
baths, sinks, lavatories and laundry fix- 
tures be composed? Do we intend to 
plod on in the same old way and continue 
to use porous all absorbent goods or 
branch out in quest of things which are 
not porous and do not absorb? 

If a piece of putty or yellow soap be 


_ left on a new slab in a bath room we 


know what the result will be to the mar- 


ORDINARY KITCHEN 
SINK WITH TRAP 
CONIIECTED BY 
PUTTY SOVNT 


ble—a deep stain that can ever be erased 
on account of the porosity of the ma- 
terial. Will we continue using marble 
or adopt the glass slab that is being put 
on the market? ; 
The new slab is made from toughened — 
glass and is not fragile so it is claimed. 
The glass is colored red, green, blue, pink, 
etc., and is in line with the glass stalls 


WITH U2" TUBE 
CLOGGED. 


used for urinals in some of the large uD- 
to-date buildings. 

Shall we continue to use and put in 
the same old eternal style of closet that 
cannot be forced or must be turned down 
in many cases in order to remove a small 
brush or other household article which 
may be thrown in by accident? j 

As the craft plods along at present no 
particular member knows what is in 
style, what has gone out of style, or what 
is coming in style. There is no cohesion 
among the manufacturers for the reason 
each one is a business rival of the other 
and new ventures in their line and are 
generally kept secret until launched on 
the plumbing trade by the firms who get 
them up, assisted by bright young sales- 
men ever festive and ever alert. | 

And do we not give him and them an 
order when they tell us that there are 
over 23,000 in use and the factory is run: 


| 


ning night and day to supply the demand? 
All of which goes to show that really we | 
are absolutely without guile in most 
things relating to the trade. | 

The reforms in plumbing which we may 
reasonably expect to come in the new 


*| 
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The Ideal Trap Still in the Lead 
NO INTERIOR PROJECTIONS, TUBES OR OTHER OBSTACLES 


Self-Cleansing be- 
cause its Action is 
Centrifugal. 

Note Whirlpool ef- 
fect. | 

Safe Seal. 


Interior Surfaces 
are Polished, and 
grease will not ad- 
here to its sides. 


Che IDEAL MANUFACTURING CO. 


DETROIT, MICH. 


She Best 
Ohe Largest 
Most Powerful ip * 
Most Reliable Ry 
LinE OF Hot Water | 
Specialties Y ) 
ON THE MARKET. 


We are the pioneers in COMBINATION HEATING. Our system is absolutely successful. 
WRITE FOR CATALOGUE. 


CHARLES SMITH CoMPARY, 
122 Lake Street, F 


. CHICAGO. 


WINDSOR, CANADA 


The B. B. HIGH PRESSURE BALL COCK. 
THE SIMPLEST AND BEST COCK EVER MADE. 


No 
special 
packing 
required 
Ground 
joint 
coupling, 
which is 
always 
tight 


HAS ONLY ONE PACKING WHICH IS READILY REMOVED. 
No Hammering. Renewable Seat of best Steam Metal. No Singing or Whistling. 


The Boston ieee Company, 
40 Oliver Street, - . BOSTON, MASS. 


The SIEBEN GREASE TRAP 


Ceest ‘sg "weg poyaezeg) 


HIS trap is made of heavy brass, Sct or nickel-plated, and is furnished 


with coupling complete, and the handsomest trap in appearance ever 
made. To clean it is but the work of a moment. This grease trap is the 
most reasonable in price of any first-class trap ever placed on the market. 


NATIONAL BRASS MANUFACTURING Co. 
G617-19-21 Adams Street > - = KANSAS CITY, U, S.A. 
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century are WmMauny aud tue majority Yre- 
quire very little tact, time or trouble to 
adopt. Has any one in the supply trade 


placed on the market a boiler spud tapped 


for a % tube. This sketch shows the 
old and present method of setting up the 
average kitchen boiler. The tube at 
least should be % but the cold water 
spud is tapped only for 44 inch and in a 
short time there is rattling and divers 
other troubles not only in the kitchen 
but all through the house. Some plumb- 
ers are fortunate enough to own %-inch 
taps and cut a % thread in the hot water 
sput, but in nineteen cases out of twenty 
the 44-inch tube is used. 

There may be a boiler spud on the 
market which has been tapped for a %- 


inch tube but if there is the dealer or 


manufacturer has failed to let the trade 
know it through the proper channels— 
the columns of the papers devoted to the 
plumbing trade. 

It is in little things that we must get 
out of the nineteenth century ruts and the 
inch boiler tube will have to go. That 
it should have been sequestrated twenty- 
five years ago no one will deny, yet we 
have plodded on and simply tolerated for 
the reason that most of us were too busy 
or too slow rather to suggest a change. 


their use is not prohibited in certain 
cities and towns which have no sanitary 
laws or a very poor apology for them at 
the best. 

Are we doing ourselves justice, or our 
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New Century Plumbing Continued trom Preceeding Page 


for the reason that it is being manufact- 
ured more cheaply than ever to-day for 
small household utensils such as placques, 
card receivers, chafing dishes, etc. 
Then, again, there is the probability of 
a seamless drawn brass pipe with tinned 
ends to fit inside of a tinned hub, the 
whole to be poured with molten solder 


Nh 


HEAVY COLORED GLASS 
SLAB, BACK AND BOWL 
NON ABSORBENT. 


Si-| 


New Century Plumbing.--Showing Lavatory With the New Glass Slab and Back 


patrons as well, by not having at our 
finger’s ends an authenticated list of un- 
sanitary fixtures which, after due delib- 
eration by an unbiased and disinterested 
committee of the National Association 
have been weighed in the balance and 
found wanting, either as an innovation in 
plumbing parlance or sanitary appliance? 


and “sweated” with the aid of one or 
more blast torches which are now used 
for tank work instead of our old friends. 
the plumbing or ’round irons. : 
Soon we will see placed on the market 
either drawn brass or aluminum soil and 
waste pipes, or both, and when the success 
of their use is assured many of us will 
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ing and sanitary engineer, 23 West 24th 
street, Manhattan borough. By referring 
to the main plan, Fig. 1, it will be seen 
that the entire plumbing system is con- 
tained in the one building or wing, as it 
is understood that this building or wing 
was intended for the plumbing system 
only, thus insuring the best possible san- 
itary results. r 

There are nineteen water closets of the 
Peck Bros. & Co. “Atlas” seat action clos- 
ets, which are fitted with universal floor 
flange, 114 inch polished brass flush pipes, 
brass hold fasts and bumpers. The seats 
are of antique oak, as are also the tanks 
which are lined with heavy copper, and 
all soldering and seams being cone 
with asphaltum varnish. 

The ball cocks fitted to tanks are all 
of high pressure. All the closets are 
separated by partitions of Alberne stone 
1% inches in thickness and are of the 
height shown in the illustration. 


Behind the closets there is a % inch 
base three feet in height, while the base 
around the remainder of the room is one 
foot in height. Each of the closets is 
provided with a countersunk floor piece 
114 inches in thickness. 

Looking at the main plan it will be 
observed that the urinals are of a zig- 
zag design by the use of this arrangement 
only two partitions—without a back slab 


( ig 5” son. PIPE 
a 1 RETURN 
x F (c) HERTER yor 
x =| 
ao) Co 7 =| 
i suet} 
° 
Boutr Koo 


fait Gullaing 


Figure 1—Floor Plan of The Toilet Rooms Showing the Location of the {Closets and Other Fixtures 


The number of plumbers who are invent- 
ors is small, very small, and it is a sad 
commentary but a fact nevertheless that 
most of the really good inventions on the 
market are the product of those who have 
never served a day at the business. 


Let us gaze for a moment at the sketch 
of the ordinary kitchen sink and ask our- 
selves what we have done toward elimin- 
ating the old and present method of con- 
necting them to the waste pipe. The trap 
is plugged out with the plumbers turn- 
pin and joined to the sink by two slender 
sink bolts and small nuts. 

True a rubber washer something like 
a baby’s biting ring is used in lieu of 
putty, but the washer soon becomes flabby 
with hot water and requires renewal near- 
ly every time the sink collar is rémoved. 

Those of us who are stout and weigh 
a certain number of pounds avordupois 
ask for nothing more annoying than tak- 
ing out a broken sink strainer, where the 
bolts are rusty and half eaten. “Chisel 
them out,” some will say, but that very 
often means the breaking of the sink, 
and householders in these days know or 
imagine they do, too much, so any sink 
broken will in nine cases out of ten have 
to be replaced by the plumber. 

What efforts, if any, did we make as a 
body to banish unsanitary pan or plunger 
closets and if the dictum went forth for 
their relegation to oblivion it was through 
the health boards of the different cities 
and towns of the country. Even now 


Mary Bullding 


Will the cumbrous cast iron soil pipe 
have to go and its companion in evil, the 
wrought ‘iron screw joint? After all, 
price is no great object to the man who 
wants a really good job of plumbing done. 
What have we to offer him for his money 
outside of the three gaudy fixtures of 
the bath room—baths, basins and closets? 


We unload at his door as a preliminary 
heavy lengths of cast iron pipe or 
wrought iron pipe to carry off the sew- 
age. We tell him there are no other 
known pipes if we may except lead for 
soil and the plumber to-day who can in- 
stall a plant of lead soil pipe in a modern 
dwelling are scarce enough. Which of us 
stops to think that neither cast iron nor 
wrought iron fills the bill from a sani- 
tary point of view with being bulky and 
unwieldy. 

Do any of us think that aluminum is 
the coming metal for soil pipes for the 


reason that it is rustless, light, durable © 


and its cost should not deter its adoption 


THIS DRAIN 15 @ 
12°C" FROM Wha O 


rise up and ask to have the wreath of 
laurel placed on our massive brows and 
exclaim, “It was I! it was I! who first 
thought of it!” 

Ever and anon we read of certain old- 
time plumbers penniless, forlorn and for- 
saken who, so the story goes, are continu- 
inal and only inventors or discoverers of 
the wash-out syle of closet. 
ously proclaiming that they were the orig- 

Maybe they were, but what glory if 
any is attached to it? From whom and 


where do they expect their reward? Who 


in the new century will rise up and call 
them blessed and say: “Well done, good 
and faithful servants’? 

Probably the real inventors of the 
wash-out or kindred other closets prefer 
to keep in hiding rather than come forth 
to receive the plaudits of their friends 
in the plumbing trade and defer the re- 
ception awaiting them to some time in 
the future and not the near future by 
any means. 


(To be Continued) 
—— -@®> aa 


PLUMBING WORK AS INSTALLED IN THE POLYTECHNIC INSTITUTE, BROOKLYN, NEW YORK 3 


E are able to present in this 
issue illustrations showing 
the plans of the plumbing 
work and a description of 
the same as has been in- 
stalled in one of our great 

educational colleges, the “Polytechnic In- 


stitute of Brooklyn,” located at 99 Liv- 
ingston street, in the borough of Brook- 
lyn, Greater New York. 

This work, which is of the highest 
grade of workmanship and material, was 
designed and its installation superintend- 
ea by T. H. Stevens, the well known heat- 


in The Polytechnic Institute, Brooklyn, New York 


are used and we get the same results, 
that is, there is considerable saving in 
cost of material and there are three clos- 
ets in place of two, which would be the 
result if the regular idea was carried out. 

At one end of the toilet room there are 
ten basins, each being 14 inches by 17 
inches, having open flow with the neceg 
sary plug, chain,- chainstay and rubbe: 
stopper. 


These basins are trapped with 1% inch 
polished brass “Hydric” traps, and are 
supplied through self-closing faucets of 
polished brass, and the shanks of the 
cocks are threaded for 1%-inch iron pipe, 
and the supply pipe connected with heavy 
brass ground joint unions. 

The basins are set to “Alberene” slabs 
and are provided with all the necessities . 
required for convenience. 


All underground pipe, the house sewer, 
house drain, and their branches, connec- 
tions and traps, are of cast iron of the 
size and arrangements as shown on the 
plans and sections. These pipes have two 
coats of metallic paint. All soil, waste 
and vent pipes, are of galvanized wrought 
iron, the fittings being galvanized inside 
and out. The connections between 
wrought iron and cast iron pipes are 
made by screwing on to the end of the 
wrought iron pipe a one inch ring, which 
forms a spigot and may be properly 
caulked to the hub of the cast iron pipe 
or fitting. 


Wherever pipes cross floors, walks, 
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Lavatories of Every Description 
From our Plumbing Department 


And a large stock of 
goods is a strong in- 
ducement for you to 
give us orders. 


' Let us impress you 
there is nothing too 
good for our custom- 


ers. Carrying a stock 
of these goods we can 
‘fill your orders im- 


mediately. 
Write, telephone or 


come in and look at 
our Show Room. 


When writing, mention Dept.R. 


- JOHN SIMMONS CO., 


pars Bae || THE TEST OF SERVICE 
SUCCESSFUL JEFFERSON UNION INVARIABLY PROVES THE 


PLUMBERS anon FLANGE. ABSOLUTE SUPREMACY OF 


| Hersey |fATer METERS 
EVERYWHERE cen — 


( 


OUR DISC AND ROTARY METERS T H E {t RI D E N {f 
Just what every fitter has often hunted a bereits gaopted peguesy) W A T E R M E T E R S 


for. AUnion THAT IS TIGHT and STAYS Greater New York 


| 4 i h inci t . 
sellat the right price AllDealers. ||| | HerseyManufacturingCo. Constructed and Sold by 


JEFFERSON MFG. Coy Telephone 220 Broadway NEPTUNE METER CO; 


LEXINGTON, MASS. 1848 Courtlandt New York City POR POLL STINT Tad i 
r. os peas 


FLEMING SLATE Co., 
Mills and Quarries 
Poultney, Ut. 

Purple and Green Slate. 
WASH TUBS, .SINKS, URINALS, 


EVERYTHING THAT CAN BE MADE FROM SLATE. 


ROLL a fens g ||| StersaaWaeeetacica | [eis cuer tron simi moor 
= COLUMBUS and 


MANUFACTURED BY a — 
CHARLES GRAHAM, > NEW ERA 


, BUFFALO METER Co. || CHEMICAL Ko iy WROUGHT 


*. Water Meters POTTERY WORKS —_ J STEEL SINKS 
j =—« 290 TERRACE f : = the Kilbourn @ Jacobs Mfg.Co. 
BUFFALO, N. Y. 110 to 116 Metropolitan Ave., Made inti vices Columbus, Ohio. 


Send for Catalogue. Brooklyn, N. Y. 


@ Over 50,000 in Use. 
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ceilings or partitions there are brass, | 
(nickel plated) escutcheons. 
The connections between lead and iron 


Fig. 3—Showing the Wastes and Vents of Basins 
and the Closet Connections 

pipes are made by heavy brass ferrules 

and soldering nipples with wiped and 

screwed or caulked joints. The brass 


hole cleanouts, which are inclosed in 
‘prick boxes having covers of iron, thus 


making them easily accessible. 

The longitudinal section, Fig. 2, shows 
very distinctly the lines of pipe as they 
appear on line A B drawn through main 
plan. 

The back vents of the closets and ba- 
sins run straight up and are connected to 
the 4-inch vent near ceiling, this vent 
connecting with the 5-inch main soil pipe, 
just before it enters through the roof. 

On the section, Fig. 3, are shown the 
pipes through E F, the wastes and vents 
of basins and also closet connection are 
easily aiscernible. 

The cross sectional view, Fig. 4, on line 
C D, shows plainly the closet, urinal, 
leader, and area drain connection; also 
the height and width of the “Alberene” 
stone partitions. 

Plan, Fig. 5, is a sketch of the urinals, 
the construction of which must be quite 
plain to our readers, the angular part 
showing the “Alberene” stone partitions 
held in place by nosings of the same ma- 
terials. The gutter of the urinals runs 
through the center and discharges 
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inch vent, all of which is shown in 
sketch Fig. 4. 


DETAIL OF UPINAL 


Fig. 5—Showing the Construction of the Urinals 


The entire work is thoroughly sanitary 
in every detail and is only one of the 


Haswell gives the tensile strength of lea 
as 2240 per square inch. 
As to the construction of a tide trap 
they generally act much as an ordinary 
flap valve. The valve, being hung at th 
top, naturally swings open when th 
pressure from without is removed, an 
closes as the weight of water returns 
as would be the case with an incomin 
tide. 


THE RANGE BOILER PROBLEM AGAIN. 


Editor Ton PLUMBERS’ TRADE JOURNAL: 

I have a problem in a range which does no) 
burn properly. I haye put chimney tops or 
it, some with swivel tops and others of earth 
enware, but without success. It is a laundry 
range in an extension, and I have been puz 
zled about rectifying the fault. , 

Kindly show me on enclosed sketch you 
idea how to make that flue draw. By doin; 
so you will have earned my sincerest thanks 
Kindly mail your solution to me at your earlies 
convenience and oblige. , ' 

Hunry F. MAcur, New York City. 

In reviewing the sketch and communica 


tion sent us by H. F. M., we think hi 
trouble is quite apparent and we beliey 
the proper course to pursue is to rais 
the chimney above the roof of the mail 
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7 TALUMBING SECTION 
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~~ PLUHIBING SECTION 


Fig 2—The Plumbing Work as Installed in The Polytechnic Institute, Brooklyn, N. Y- Sectional View Showing The Piping in The Toilet Rooms, the Closet and Urinal Connections 


cleanouts are made up with graphite in 
oil alone. 

At the end of all branches of drain 
and soil, and waste pipes and traps at 
points in change of direction there are 
provided fittings for cleanouts. These 


© O AT GRADE 


Fig. 4 Sectional View of the Closet, Urinal, Leader 
and Drain Connections 


cleanouts are “Y” or “T” branches or 
trap hubs the same size at pipes and 
closed gas tight with special extra heavy 
cast brass plugs. 

The iron drain and traps have hand- 


fe Ore 


through 3-inch pipes at each end, which 
are connected to 4-inch trap having a 3- 


very many plumbing systems engineered 
by Mr. Stevens. 


All inquiries and sketches on practical and scientific subiects relating to plumb: 


ing, heating, and lighting answered in this column. 
No answers given by mail, but published in due time. 


only. 
must accompany each communication, 


JUST SOME QUESTIONS. 


Editor Tun PLUMBYRS’ TRADE JOURNAL: 

1. How much pressure will a common lead 
trap stand? 

2. What is the most sanitary grease trap? 
Give reasons. 

8. How is a tide trap constructed? 

4. What size flush pipe would you use with 
tank 1 foot 6 inches above water closet? 

JAMES McGnroucH, Attleboro Falls, Mass. 

Questions 2 and 4, Mr. McG., will have 
received answers to in the previous issue 


of Tue PLumBers’ TRADE JOURNAL, and 


Write on one side of paper 
Name and address 


the remaining two questions did not ap- 
pear in his first letter. These we will 
try to answer now. 

In answer to the question as to the 
amount of pressure a common lead trap 
will stand, we give the following rule 
given by Haswell, a high authority on 
matters of this nature. 

Rule.—Multiply the tensile resistance 
of lead in pounds per square inch by 
twice the thickness of the pipe and divide 
the product by the internal diameter of 
the pipe, both dimensions being in inches, 


part of the house. The reason is as fo 
lows: When the wind blows over the to 
of the chimney it strikes against the en 
of the main part of building, and natw 
ally sets back, meeting the wind that i 


H. F- M’s Sketch 


still coming toward the house. TR 
forms eddies that are forced down tl 
chimney and in every other directio 
With the chimney carried above t 
house, we think the trouble will be ove 
come and will work successfully. 


— 
Pon 
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eenfield, 
Mass. 


WELLS BROS. COMPAN 


This Will Interest You! 
READ 


WE HERE ILLUSTRATE FOR THE FIRST TIME OUR LATEST IMPROVEMENT IN 


PIPE STOCKS 2x0 DIES 


It is an Adjustable Die with Bushing Guides. 
To introduce them we offer to send to any point 
East ot Missouri River, Charges Paid, one No. O 
Plate cutting 1-8, 1-4, 3-8, I-2 Pipe. 


BMS VME VHUWS WHE 49s Fe 


COMPLETE IN CASE, AS SHOWN IN CUT, ON RECEIPT OF $2.80 IN CASH. 


“ This Offer to remain good until March Ist, 1904. 


ENAMELED IRON ONE PIECE 1! AVATORIES 


"ONE 


AA Complete Course 
IN 


Mechanical Drawing 


ROGERS’ “DRAWING AND _ DESIGN’’ 
thoroughly and clearly teaches the theory 
and practice of the Drawing and Designing 
required in the shops and drafting rooms of 
the engineering. machinery, electrical and 
kindred trades. 

Contains 506 Pages, 610 Illustrations, 
and a copious index. 

Clearly printed on superfine paper and 
handsomely bound in black vellum cloth, 
with full gold edges 

$8 postpaid. The money paid shall 
be refunded if the yolume is not found 
satisfactory. 


THEO. AUDEL @® Co., 


Educational Book Publishers, 
63 Fifth Ave., = NEW YORK. 


LAUNDRY TRAYS, 
= CLOSETS, Etc. 


We have otfser attrac- 
tive styles at prices 
that will please you. 


McVAY & WALKER, 


PLATE B 240 °c 
16x20 SLAB, 6 INCH BACK, ROLL RIM BRADDOLK ne ier 
BASIN 12x15. Manufacturers of Enameled Ware, Soil Pipe. Etc. 
SAMESTYLE MADE TOFIT CORNERS. 
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PUT INTO THE WHITE HOUSE BY THE U. S. GOVERNMENT, 


F. E. CUDELL’S 


Pat. SEWER-GAS and BACK WATER TRAP | 


For Wash Bowls, Sinks, Baths and Wash Tubs. 
WEST CLEVELAND, - - - - OHIO. § 


Experience may qualify a plumber to guard against bad and insanitary 
conditions, and it is against the unseen and unknowable that the 
pracest plumber seems to make provision, an ounce of prevention 

eing worth a pound of cure. One route to safety liesin using on your 
sinks and lavatories, etc., CLEAN SWEEP TRAPS. 


An expert writes us recently: “There are many good traps, but after 
all we think that CLEAN SWEEPS are the best all around trap in use 
at the present day,” a consistent opinion from an unbiased judge, and 
our FULLER WORK, the perfect kind, that’s silent when working, 
these are yours for the asking. ‘The Traps are sold in England, Scot- 
land, Germany, Canada and the United States. 


Detroit Sanitary Supply Co., Sole Manufacturers, 
27 Jefferson Avenue, = DETROIT, MICH. 


T is an acknowledged fact 
| that the weakest point ina 
Ball Cock is the seat, which 
becomes corroded by the 
water, wears out and generally 
in a short period of time, ren- 
dering the ball cock absolutely 
worthless. 
The N. C. is perfectly noiseless and can never wear out. 
Also a complete line of all plumbing material 


Joseph Hi. Young, 224 Franklin St., Boston, Mass. 


The “'N. C.’? Non-Corrodible Ball Cock 
with High Pressure Attachment. 


Wrought Steel, 
Kitchen and Pantry 
Plain: Painted (inside and out) 
Galvanized; 
Blue Enameled: Agate (Enamel- 
ed Gray); Crystal (Enameled 


Light Gray; White (Enameled 
blue outside). 


Combination Overflow, 
Overflow Protector, 


Send for Catalogue and mention | Strainer Outlet. 
’ For covering Steam and Water Pipes is superior to anything 
PLUMBERS TRADE JOURNAL MirChombin Reese in the Market Samples and Circulars Free, 


LALANCE & GROSJEAN MFG CO UNITED STATES MINERAL WOOL CO., 


143 Liberty Street, New York. 


1812 SOLDER SECRETS 1902 


It’s an open secret that nine times out of ten, solder branded half and half will not stand 
the assayer’s test. The buyer can be sure he is getting his money’s worth only by analysis— 
which is expensive; or by depending upon the maker’s word. 

Our solder branded “4 & 14 ’is half new tin and half new lead; nomore, no less. Our other 
brands are exactly what we say they are. 


Your Guarantee—Our reputation for straightforward dealing covering 90 years. 
Our Brands are: WARRANTED BRUCE & COOK 1g & 14; No. 1 BRUCE 
& COOK, a little cheaper in price, but excellent quality for general use; EXTRA 


WIPING, which we think a perfect plumber’s solder, though some say it needs 
more lead; REFINED METAL, a cheaper solder, but one that will do good work, 


BRUCE & COOK, 190 Water Street, New York. 


The Gas Fitters’ Question Book, with Answers 


A book on practical information specially prepared to enable 
any practical gas fitter to answer all manner of questions ap- 
plying to his profession. A valuable little book of questions 
and answers and tables that will be found of great advantage. 
Well illustrated. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE OF $1.36. 
THE PLUMBERS’ TRADE JOURNAL, {61 Beekman St., New York. 
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HOW SIPHONAGE AFFECTS OTHER FIX- 
TURHS, 


Iiditor Ton PLUMBERS’ TRADE JOURNAL: 

In reference to an article in the Nov. 1st edi- 
tion of THE PuLuMBERS’ TRADE JOURNAL in 
which it was claimed to be impossible for the 
discharge of one sink to siphon the trap of 
another sink on the same stack where the ven- 
tilation pipe continued through roof, one of 
the plumbing inspectors of the Chicago Health 
Department, while not questioning the theory 
upon which the writer’s deduction may be based, 
claims that in at least one instance which re- 
cently came under his personal observation, ex- 
actly the opposite results were obtained. 

With Jas. Carmichael, a plumber at 109 S. 
Western avenue, he recently called to inspect 
a complaint job at 504 Warren avenue, and 
through a practical demonstration the inspec- 
tor convinced the plumber before leaving the 
premises that the discharge of one fixture un- 


der the conditions named and as shown in the 
rough sketch herewith reproduced, would siphon 
the water out of the trap of the lower fixture. 
It may be of interest to describe the nature of 
the experiment by which the plumber and the 
inspector reached their conclusions, 

Partly filling the sink on the second floor 
with water and before discharging same, au 
ordinary glass or tumbler was placed under 
the first floor trap from which the cleaning 
screw had been removed. After allowing water 
to run in first floor sink to make gure trap 
of this fixture was full of water, the glass 
caught the water from the trap. The first 
floor sink was again filled with water, and the 
obstruction removed from the second floor sink 
so as to let water discharge through trap on 
top floor and through waste Pipe to lower fix- 
ture. We found after removing trap screw off 
first floor sink a glass was again used to learn 
how much water was left in trap, and in com- 
paring It with the amount of water in the 
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first glass, it was found to contain less than 
half the amount of water originally drawn 
from the trap, which proves conclusively at 
least in this case that it is possible for the 
discharge from one sink to siphon the trap 
of another fixture located on the same stack. 
R®WADER, Chicago. 


Considering the source from which the 
above statement comes,-we must admit 
the facts presented by Reader. Still, 
there is more to be said in relation to 
the matter. In the article referred to 
we used the word “practically,” meaning 
under the usual usage that the trap would 
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waste would carry om any additional 
water from the trap. In other words, 
while a certain amount of water has 
“slopped” over, it is a question whether 
the seal has been broken thereby, or 
would be broken by successive flushes. We 
do not understand that it is claimed that 
the seal was broken in the above test, 
and should be interested to hear further 
concerning the matter. 
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ON GREENHOUSE HEATING. 


Editor THe PLUMBHRS’ TRADE JOURNAL: 
Kindly give me through your valuable 
PLUMBERS’ JOURNAL the following information 
in reference to Greenhouse Heating: 
1. Is it advisable to place a boiler in a pit 
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Sketch No. 1—Answering W. B. H. Showing the Location of Boiler for Heating the Green House 


be subject to in an occupied house. Now 
we do not believe there is a trap made 
that will not at least partially syphon 
under certain exceptional and severe tests. 
But such extreme tests would be unfair 
to any trap, for they do not take place 
in the actual use to which the trap is 
put. We hardly think the case above re- 
ferred to can be called a straight case 
of complete syphonage, although possibly 
a partial one, due to the momentum of 
the water in passing the opening of the 
lower trap. Having had the result re- 
ferred to on the first passage of waste, 
it is a question whether a second flush of 


or cellar having no ventilation in regard to 
draft for the fire? 

2. Is the return pipes of a greenhouse count- 
ed as radiating surface? 
_ 8. Is it not advisable to place a pipe at the 
end of a line of four pipes of 4-inch to allow 
for expansion even if there is an expansion 
tank on the same job on opposite line? 

4. How many inches of pipe of the following 
size, pipes being cast iron, equals a square 
foot of heating surface: 


2 inch medium weight, 2 inch ex. heavy. 


3 a 3 ‘ “ 
A A rs a a “ 
a) es ns 5 * “ 
6° D « 6 “ “ 
I am one of your subscribers and a mechanic. 


in your journal line of business. By giving 
the above mentioned information in your next 


} 


issue, I will be very thankful to you for) 
Yours respectrully, | 
W. H. B., Philadelphia, pa 
First. In the heating of sreenhous 
or propagating houses with either ste 
or hot water the heater is frequen; 
placed in a cellar or pit. It is usual 
planning a greenhouse or houses, 
build a shed across one end of the hous, 
This is used as a potting shed, off 
storage and shipping room, and it is 4 
tomary to locate the boiler in a pit 
cellar under this potting shed (see gsket, 
No. 1). There will be a sufficiency of a: 
so far as draft for the boiler is co 
cerned. 


The boiler is located in this mann 
not only as a matter of convenience ; 
piping the houses but also with a vie 
of keeping all gas or dust which m:; 
escape from the boiler while firing 
cleaning away from the greenhouse, E 
often this pit has no other means of e 
trance except a trap door in the flo 
of the potting shed. 


Second. The return pipes, as well z 
the flow pipes, in heating a greenhous 
are counted as radiating surface, or y 
might say all pipes, flows, branches, or r 
turns. 


Third. It is not at all necessary t 
have an expansion pipe of the characte 
named in addition to the regular ¢ 
pansion tank. This tank should hoy 
ever, be of sufficient size for the wort 
About one gallon capacity for each 5 
square feet of radiation should be use 
or a 20-gallon tank for a 1,000-foot jot 
This rule will be found sufficient for al 
ordinary purposes. Another rule, prot 
ably a little nearer correct, but not s 


Sketch 2—A Stand Pipe or Cast Iron Tank — 


easily figured, is that the expansion of 
water heated from 40 degrees to 212 de 
grees (the point at which water boils) 
is equal to one gallon in twenty-three, 
therefore the tank should have a capacity 
equal to 1-23 (one twenty-third) of the 
amount of water in the entire system. 

We recommend the regular type of 
round galvanized iron expansion tank, 
and it should be located above the boiler 
in the potting shed, several feet above the 
piping in the greenhouse (see sketch No. 
1). The tank may be connected as show! 
in sketch, or it may be connected into 
the return pipe before it drops into the 
pit to return to boiler. 

A form of stand pipe or cast-iron tank 
sometimes used, we illustrate by sketch 
No. 2. This is the older method of pro 
viding for expansion where cast-iron 
pipes are used, but in our judgment the 
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sa Slow Combustion Implies Economy: 
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oo Rapid Combustion, Extravagance, =~ ROCOCO. 


A Radiator in which the artistic and practical are 
well combined. Excellent all-around value. Neat, 
graceful, tasteful, it pleases everyone, and is a win- 
ning feature in specifications. Made in 44, 38, 32, 
26, 22 and 18-inch heights—Plain or Ornamental. 


This pattern is also made Cir- 
cular, Corner, Curved, Dining 
room and Direct-Indirect (For 
Steam 44, 88 and 382 orna.). 
Also with lugs for marble tops 

a7 as or with carpet feet. 
Series 15-31-—7 Sizes. Series 019-019—5 Sizes. 
8q. ft. Water Rad., ° 800 to 1450 Sq. ft. Water Rad., . . 600 to 1800 
8q. ft. Steam Rad., ° Sq. ft. Steam Rad., : - 350 to 1100 


IDEAL Boilers, 
AMERICAN Radiators. 


Know that their rating are pretty safe propositions 
y— 


ta ee ans Ee he eat te MERICAN RADIATORCOMPANY 
MAG EE FURNACE CO. i 32-38 Union St., BOSTON. AMERICAN KADIATORCOMPANY 


estern Agency: J. D. LOTT & CO., 86 Lake Street, CHICAGO. LAKE AND DEARBORN STREETS, CHICAGO. 
Steam and Hot Water Heaters, Warm Air Furnaces. Combination (Warm Air and Hot New Yors: 42-44 E. Twentieth Street. MINNEAPOLIs: 204 Fourth Street, South. 
Water) Ranges, Stoves, Etc. Largest Line Under One Name in the United States, Byrrato: 1741 Elmwood Avenue. Denver: 831 Fifteenth Street 
PHILADELPHIA: 622 Arch Street. Boston: 44 Oliver Street Sr. Louts: 207-209 N. Tenth Street. 
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That’s what they all say when they have 
trouble with their hot water. First, it is 
“This water is scalding hot;” then it is “I 
can’t get any hot water at all; what is the 
matter?” 

The trouble is readily apparent to those who 
know. All that these unhappy people want 
(and they are remarkably numerous) is a 


D. & R. HOT WATER REGULATOR 


Write us about your troubles and tell your friends to dese 
too. We can make you all happy. 


DIAPHRAGM 
STEAM VALVE 


Davis & Roesch Temperature Controlling Co., 


276 New Jersey Railroad Ave. . - NEWARK, N. J 


Manufacturers of 


D. & R. HOUSE and CAR THERMOSTATS 
D. & R. HOT WATER REGULATORS 

D. & R. DAMPER REGULATORS 

D. & R. DRAFT CONTROLLERS 

D. & R. PRESSURE GOVERNORS 

D. & R. VACUUM AIR VALVES 


108 


Questions 2.4 Answers Continued trom Preceeding Page 


regular style of expansion tank is better 
adapted for the work. 

Fourth. We have no data at hand cov- 
ering all sizes of cast-iron pipe, both stand- 
ard and extra heavy as regards the amount 
of heating surface in a lineal foot of each 
size. As a matter of fact the standard 
size of cast-iron pipe for greenhouse heat- 
ing is 314 inches inside diameter and 4 
inches outside diameter, and each lineal 
or running foot contains approximately 
one square foot of heating surface. 

Should our correspondent wish to 
figure out the surface in the other sizes 
of pipe he may easily do so. Measure 


the circumference of any size of pipe and 
multiply by twelve. The result will give 
the area in square inches of each lineal 
foot of pipe. Divide this result by 144 
(the number of square inches in a square 
foot), and the result will be the amount 


of radiation or the square feet of heating. 


surface in each lineal foot of pipe. 

A word of caution to our correspondent. 
We believe we would get better results by 
using wrought-iron pipe, which is much 
easier handled and less liable to leak at 
the joints. We say this advisedly, as 
there are many greenhouse owners and 
builders who would take issue with us in 


Modern Practical Steam 


this respect. It is a matter of record, 
however, that a large majority of the 
greenhouses built during the last ten 
years have wrought iron pipes for heat- 
ing purposes. 

We would advise the use of the pipe 
chairs in connection with cast iron pipe. 
These are supported by brick piers (see 
sketch No. 3) and serve to properly sup- 
port the pipes in a manner which will 
not only allow the pipes to give the best 
results in heating but help to prevent 
leaky joints due-to expansion. 


TRY A LEAD PACKING. 


Editor Tom PLuMBERS’ TRADE JOURNAL: 
I would like to know which would be the 
best kind of packing to put in an air com- 
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pressor cylinder which has on {ft a constant 
thump of a piston, the pressure being 800 
pounds of air. This is pumped into the mines 
for use. I have failed to find any packing 
to hold. We have tried every kind. Last week 
we put in a wire and babbit joint and it is 
starting to blow out again. 


JOSEPH HOFFMEInR, Drifton, Pa. 


We would suggest that J. H. try a 
lead packing cut from heavy sheet lead. 
We have seen this material used many 
times and believe that it will help him 
out of his trouble. 

——_——__ =p §-4 ss 


The contract for the installation of the 
heating plant in Ingham county court 
house at Mason, Mich., has been awarded 
to Shields & Leadly of Lansing for $3. 
288. First-class material will be used. 


and Hot Water Heating 
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ractical Talks on Steam 
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ARTICLE IX—BY DON 


INISHING Work. Many fitters, 
those who have been years 
at the work, as well as those 
just beginning, do not under- 
stand the importance of 
neatly finishing their work. 

This is the one point which will be most 

liable to be commented upon by the 

owner of the work and others who are 
unfamiliar with the heating business. 

It may cost you.as a fitter a few more 

dollars on the contract to use neat and 

good trimmings, but this expenditure will 
come back to you a hundred-fold. 


Use nickel plated floor and ceiling 
plates throughout on the work, use good 
valves nicely finished and nickeled, and 
a good quality of bronze for the exposed 
pipes and radiators. If the piping in the 
basement is not to be covered, paint it 


Fig. 1. Carpet Cut for Floor Plate 


thoroughly with black asphaltum var- 
nish. Clean the boiler of any grease or 
dirt that may have accumulated on it 
and paint it also with the black asphal- 
tum yarnish. The result of following 
out these simple details will please the 
owner and will be favorably commented 
upon. 

Should you do a perfect job of piping 
and have sufficient boiler power and ra- 
diation to thoroughly do the work, and 
yet put on poor trimmings and leave the 
job with a dirty untidy appearance, while 
the heating contractor who does the job 
next door finishes his work well, the job 
he does will be called first class even 
though it may not be properly erected, 
while, in comparison with his, your work 
will be called second class, and at equal 
figures he will more than likely get the 
next contract in that vicinity. 


On all hot-water jobs place a thermom- 


»v 


REX 


eter and altitude gauge. This gauge 
placed on the heater tells at a glance the 
height of water in the system and the 
owner is saved the trouble of going up- 
stairs to the expansion tank to ascertain 
whether the system needs refilling or not. 
There are many little “tricks of the 
trade” which will help your reputation 
if you follow them out. 

Should you place a heating apparatus 
in a residence already occupied and car- 
peted, do not cut large irregular holes 
in the carpets when making openings for 
the piping to pass through. Sketch No. 
1 shows the proper way. Find the center 
of the opening necessary to be made (see 
letter E), then cut the carpet in lines 
FF, turning over the points as shown 
by D. It will be found that the floor 
plate will conceal these points and make 
the job have a neat appearance, while the 
carpet is not damaged, as these points 
may be turned back should the radiator 
be removed or the carpet turned. 

Radiator boards are largely. used to 
prevent the cutting of carpets. These 
boards are usually made of oak or maple 
and finished with oil or varnish. They 
should be about 5% to % of an inch thick 
and three inches wider than the radiator, 
and for one pipe steam ten inches longer 
than the radiator or twenty inches for 
two pipe steam. They should be long 
enough when used with a hot-water ra- 
diator to allow for valves and elbows. 
Many fitters have trouble with these 
boards on account of their warping. This 
difficulty is encountered owing to the fact 
that the boards have not been properly 
finished or fastened. They should be 
given one coat of wood filler, top and 
bottom, one coat of varnish, top and bot- 
tom, then rubbed with a little old sand- 
paper or ground pumice stone and finish- 
ed with a coat of varnish on top. As to 
the fastening, they should be secured to 
the floor with screws at the back edge 
only. (See sketch No. 2) Boards fin- 
ished and fastened in this manner will 
not warp. Should your contract make 
no mention of pipe covering, you should, 
as soon as your work is completed, take 
up this subject with your customer and 
explain the benefits derived from cover- 


ing the piping. All of the pipes in the 
basement, both flow and returns, should 
be carefully covered with a good quality 
of sectional pipe covering, neatly put on 
with brass bands. (See sketch No. 3.) 
This will effect a saving in fuel of from 
ten to twenty-five per cent., according to 
the quality of the covering used. This 
statement has been proven by actual tests, 
and the saving in fuel will in a few sea- 
sons pay the cost of the covering. 

When bronzing the radiators, the fitter 
should exercise great care in seeing that 
the walls and floors are not spotted and 
damaged. Get a large sheet of paper 
somewhat wider than the height of the 
radiator and a little longer than fhe 
largest radiator. A piece of building pa- 
per is specially adapted for this purpose. 
Place this behind the radiator to be 
bronzed and cover the floor underneath 
the radiator with cloth—some burlap or 
old carpet will do. By following these 
simple suggestions the possibility of dam- 
age of any kind to the floors or walls is 
obliterated. All radiators should be 
primed before  bronzing—yellow — ochre 
mixed with japan and turpentine is best 
where gold bronze is to be used, and 
white lead mixed with japan and turpen- 
tine when aluminum is to be used. Do 
not mix either with oil. A pound of 
bronze will cover more surface and give 
a better lustre when the radiators have 
been first treated with a coat of priming. 
Mix the bronze, a little at a time, to about 
the consistency of cream and apply with 
a fitch brush. Do not rub the bronze on 
but apply, if possible, with a single stroke 
of the brush. The radiators should be 
hot before the bronze is applied. 

The writer has found it a good plan, 
as soon as the radiators are connected, to 
wrap all nickel work, valves and elbows 


Fig. 2 Corner Radiator Board Fastened with Screws 
Along the Back Edge 

with newspaper securely tied on and 
leave it on until after all the contractors 
on the building have completed their 
work and the bronzing has been done; 
they will then keep bright and clean. 

Tur Frnat Test.—The work having 
been completed should be carefully tested 
in order to satisfy the owner that it will 


outsiue temperature is at zero the room 


do the work intended and enable the fit. 
ter to get a settlement for the job. The 
agreement with the owner, no doubt, calls 
for a temperature of 70 deg. in zero 
weather. A heating plant may be tested 


Fig. 3. For Covering Steam, Hot and Cold Wa'er Pipe 


as thoroughly on a warm summer day as 
in mid-winter. 

Prof. Carpenter, of Cornell University, 
has given a rule in his work, “Heating 
and Ventilating Buildings,” which the 
writer has found to be accurate and sim- 
ple. This rule or table shows the temper- 
ature a room should have for various out- 
side temperatures, provided sufficient ra- 
diating surface has been installed to heat 
the room to 70 deg. in zero weather. The 
steam pressure at the boiler is figured 
at three pounds; or if a hot-water job, 
the water at 160 deg. 


Temperature of Resulting temperature 


outside air. of room. 
10 64.7 
0 2 OR 
10 i (59 
20 81. 
30 86.5 
40 93.1 
50 } 98.7 | 
60 : 104.7 
va) 110.5 | 
80 117 
vO 123.5 


Example: The outside temperature be-| 
ing 70 deg. when the test is made, by) 
reference to the table it will be seen that 
the temperature of the room should be 
110.5, or higher, in order than when pe 


will have a temperature of 70 deg. under| 
the same conditions of firing. 

We might add that it is well to have 4) 
written agreement with the owner stat: 
ing the size and character of the boiler, 
and other material to be furnished, and, 
also, the terms of payment. This will 
prevent any misunderstanding and con 
sequent ill feeling. This agreement) 
should be made in duplicate and one left. 
with the owner and the other filed in 
your office. 

Before closing this chapter we want to 
urge the fitter to handle his work in an 
economical manner. Have 4 small draft: 
ing board made and set it up in some 
convenient place in the shop or office. and 
make. a practice of laying out. your work; 


\ 
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SPROUL & McCURRIN 


GRAND RAPIDS, MICH. 
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DURABILITY Also, all kinds of coils and 
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WRITE FOR CATALOGUE No. 6&. Manufactured by 


KINNEAR-HOOD STEEL COMPANY ff | TE NATIONAL PIPE 


BENDING CO., 
No. 144 Broadway NEW YORK, N. Y. 
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Smoke 
Machine 
for testing plumbing 


Every honest 
plumber needs one 
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THOMSON 
MFG. CO. 
Elmhurst, Pa. 


Vacuum Steam Heating System 
MORGAN @ CO., CHICAGO 
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FROST PROOF CLOSETS 


Adapted for Cellar and Yard Installation 


Heaters 


We build 
it for you. 


Pare 
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and Steel 
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Best in Use. 
All Steel. 
No Coils. 
No Flues. 


No Cast Tron 


Ready to set 
on trap. 
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come air 
bound. 
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Combination No. 3 


S. WILKS MANUFACTURING CO., 


S5TH STREET @ SHIELDS oneal CHICAGO. 
ELEPHONE YDS. 866 
N. 8. Bourton, President. ws Sxpewicg. V. P. & G. M. “a M. Szpe@wiox, Sec’y'and Treas. 
FOR SALE BY ALL JOBBERS. 


WRITE FOR PRICES AND DISCOUNTS. 


Pittsburg Brass Mfg. Co., 


—MANUFACTURERS - ; 
Penn Ave. & 32d St., = PITTSBURG, PA. 


Combination No. 1 
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Modern Practical Steam and Hot Water Heating 


(Continued from Preceeding Page) 


that is to say, make a working plan of 
the job, showing the location of boiler 
and radiators and the manner in which 
the piping is to be run. Mark on this 
sketch the sizes and location of the vari- 
ous valves and fittings. You will find 
that this method of procedure will prove 
of great benefit and a saving of time on 
your work. 

Use good tools and keep them in perfect 
conditions, as there is no money made in 
using worn out or broken ones. You can- 
not expect your men to make time on 
their work when you give them pipe cut- 
ters with the wheels worn out or broken, 
dies which will not cut a clean thread, 
or pipe wrenches will not take a grip on 
the pipe without several times trying. 
We have found it a good plan to have a 
complete kit (up to 2 inch) for each fitter 
and to hold him responsible for the care 
of the same. 

How frequently have we heard the fitter 


that if you think there is nothing in the 
above suggestions, try them on a job or 
two and see if the wrinkles in your face 
do not broaden into a smile of satisfac- 
tion over the work well and quickly done, 
without the innumerable causes for worry 
incident to a heating contract. 

The heating contractor in order to 
handle his work in an economical manner 
must know what the job is costing him 
and we suggest the keeping of a book for 
such a purpose. Have a book account 
for each job and see that all bills for ma- 
terial, labor, and expenses of whatever 
character are charged to the job, and, 
finally, after the work is completed, see 
that all material left over on the work is 
returned to shop and credited to the job. 

We present with this chapter sample 
pages of such a book and they will show 
at a glance the exact conditions of the 
work—whether a profit or a loss, whether 
the amount paid for labor overrun the 


JOHN BLANK JOB. ESTIMATE. 


One No. 10 XL boiler 

1050 radiator at 20c. 

Valves and ells and air vents 
Floor and ceiling plates 

Pipe and fittings 

10 lbs. bronze, 3 gal. liquid 
Smoke pipe 

Expansion tank and trimmings 


Carpenter work 
Labor 

Freight and cartage 
Incidental expenses 


Total estimated cost 
Profit, 20 per cent. 
Bid, $950.00 


Cost of job 
Less 
Material returned to shop 
Rebate on freight 


Net cost 


Ma- 


| terial | Labor 


247|50 
210/00 
55/00 
6 
110 
9 

7 


Contract 
Net cost 


Profit 


came level as are the flow pipes. 

From the 2%-inch main the flow pipes 
only are connected, all the radiator re- 
turns dropping to the main return, which 
is almost directly under them. 

In selecting the boiler, we must allow 
1,500 sq. ft. of direct radiation which 
boiler will have to take care of in cold- 
est weather. 

Of direct radiation there are 750 sq.. ft. 
Of indirect radiation there are 300 sq. ft. 


Of piping, approximately 300 sq. ft. 

Additional cooling power of in- 
direct stack 150 sq ft. 
Total 1500 sq. ft. 


For this size job, our preference is for 
a square, vertical, sectional boiler of fol- 
lowing proportions: 


Heating surface in boiler 94 sq. ft. 
Grate surface 5 sq. ft. 
Fuel capacity (anthracite) 350 Ibs. 


Area of round chimney flue 103 sq. in. 
Area of square chimney flue 144 sq. in. 

Chimney should be 40 feet in height 
from boiler grates and the outlet must 
be above all roofs in the near vicinity to 
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weight, causing at times heavy damage. 
The proper way is to take the weight oft 
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Fig. 18—Basement Plan Showing the Water Piping. 
Scale 1-8 = 1-inch 

the floor joists by using one or more 2- 

inch pipe columns fitted at each end with 

floor flanges, with a right and left coup- 


JOHN BLANK JOB. COST. 


Date 


Jan.|10| Bill for boiler, N. B. Mfg. Co. 
‘* {12| Bill for radiators, P. B. Rad. Co. 


“* 114) Freight and cartage on boiler 
“* 115) Freight and cartage on radiators 
** 115} Extra labor hauling radiators 
““ {18} Pipe and fittings from shop 

““ 118} Valves from shop 

““ 118) J. B. Co. bill valves, ete. 

“« 120} Cutting 4-inch pipe 

“« 120] A. R. Co. bill fittings 

‘« |22| Express charges 


23|/ Carpenter for labor 


‘ |23| Labor from time cards 
‘ |23| Labor expenses, car fare and candles 
““ |24) Bill for bronze and liquid 


24| Telegram 


* |26| Material from shop 
‘* |29| Labor from time cards 
“* 129} Labor expenses 
Feb.| 1 Smoke pipe 
ce at Expansion tank 
as 2| Shelf and brackets 
af 3; Labor from time cards 


Ma- x- 
| terial | Labor penses | Total 
| 247/50 | 
210/00 
12|75 
16]10 
2/00 
84/00 i 
14} 25 
36/40 
6|50 
6) 75 
70 
4|00 
42100 
40 
9} 00 
25 
4) 65 
4200 
| 60 
|| 6}00 
| 7|50 | 
1/50 
12|50 | 
627|55|}| 109]00 30|80 
[ 767/35 


“ TT ———————— 
Modern Practical Steam and Hot Water Heating Sample Pages of a Book Which Will Show atta Glance the Exact Condition of the Work —Profit or Loss—Whether the Amount Paid for Labor Overrun the Estimate 


(contractor) complain that his labor 
over-run his estimate and on examination 
found that he had figured ample time, 
provided he had handled the work in a 
business-like manner; therefore, we say 


estimate made. After records of a few 
contracts have been kept the fitter will 
find that he can estimate cost more close- 
ly and with better satisfaction to him- 
self. 


(To be Continued) 
“a <> ae 
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Practical Hints on House Heating 


By CHaruis B. THOMPSON. 


CHapTsr V. 


IGURES 16, 17, and 18 are floor 
and basement plans of a mod- 
ern residence, piped for water 
heating. 

The high point of both lines 
of pipe are at the boiler, from which they 
pitch down about one inch in ten feet to 
the point where they drop to the return, 
making a continuous circuit from top to 
bottom of the boiler. By arranging the 
piping in this manner we have three sep- 
arate drops to the return of the boiler, 
thus increasing the motive power which 
causes circulation. 

This is much better than to try to put 
all the radiation on one circuit, because 


where that is done, the radiation on the 
end of the line is always slow in heat- 
ing. 

To relieve the mains of air, the two 
outlets on top of the boiler are connected 
with %-inch pipe from which a line is 
run to the expansion tank in the attic. 
All the flow branches are taken off the 
top of the 3-inch main, except the 1%4- 
inch riser in front of basement, which is 
taken out of the side to retard the flow 
and give the first floor radiators time to 
return. The three returns 114 inch, 1% 
inch and 1 inch at front of basement are 
dropped to the lower level of the 3-inch 
return instead of being connected on the 


insure a steady draft. 
Figure 19 shows details of the indirect 
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Fig. 16—First Floor. Scale 1-8 inch = 1-inch 
installation, Care should be observed in 
suspending heavy stacks to floor joists, as 
the floor is liable to sag from the undue 


ling in center for adjustment, the hang- 
ers need not be so heavy when the sup- 
porting columns are employed. 


Ceaot-rv. 


mee 4. 
Bea Room 
\S-G %\3-6 


Scale 1-8-inch = 1-inch 
Galvanized boxing is preferable to wood 

lined with tin, and can be done at less 

cost by metal workers of experience in 
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Have you 


Had the 


Free Sample 


We are sending any one in 
the trade who will write for 
it—a free sample of the 


Allen 
Valve.” 
Seeing it work is the best 
Salesman we have. Orders 
always follow. 


“Automatic Air 


Write To-Day. Mention The Plumbers’ Trade Journal. 


NORWALL MFG CO., 
40 Dearborn Street, CHICAGO, 
346 Broadway, NEW YORK, 


SHIRLEY 


/RLEV RADIATOR& FOUNDRY CO’ 
‘INDIANAPOLIS, IND......8 =. 


JISEDANDENLARGED 
TOWER'S 
IBERS’ MANUAL_AND 
TEXT BOOK. 


mtary and condensed articles on metals’ 
vater and its distribution, pumps, hydraulic 
eters, boilers, filtration, electrolysis, friction. 
2ge, houseandsubsoil. Trapsandsiphonage. 
‘ion as applied to plumbing. Fixtures: Proper 
sirable material for their construction and 
tion. 

cellanéous Matter, Rules, Etc. 
ers’ dictionary, very convenient. geeuone 
wers suitable for Plumbers License Examina- 
All in compact form, Size 4x6 inches. A 
reliable and convenient reference book for 
rs and apprentices. 


$1.00 POSTPAID, TO ANY ADDRESS. 
No C. O. D. Orders. 


»ss, Plumbers’ Trade Journal] 
Publishing Company, 


ekman St, NEW YORK 


You can control 
with the Reliable 
Water Pressure Reg- 
ulator, and wh.en 
you do this, all your 
troubles of water 
hammer,  bursted 
pipes, leaky faucets 
and valves are at an 
end, 


Descriptive  Cir- 
cular for the asking. 


Aneshaensel & Co., 


Indianapolis, Ind. 


911 Filbert Street, PHILADELPHIA. | 


Water 


SCO »>2Heaters 


ALL STEEL, 
SELF FEEDER. 


Shaking and Dumping Grates 


Automatic Regulators. 
KEWANEE BOILER CO., 


CHICAGO STORE: 
169 East Lake Street. 


THE WILHELMI THE MODERN 


TWO BEST- BOILERS 
The “Wilhelmi” is a high-grade copper range boiler 
tested to 250 pounds and guaranteed to stand a working 


pressure of 150 pounds. There.can be no better boiler 


made. 


The “Modern” is for use where the pressure does not 
exceed 100 pounds, as that is the guaranteed working pres- 
sure. It is tested to 200 pounds. 


Wlustrated Catalogue. 


- Kewanee, III. 


Has given the 
best satisfac- 
tion wherever 

used. 


Send for Catalog 
and discounts. 


SeYVeT<E 


When 
writing, 


mention 
Dept. R. 


John Simmons Co., 
108 Centre St. ~ - NEW YORK. 


Tt SISSON — 


INSERTABLE JOINT | 


Send for 


OLD METHOD - ANY OLO WAY 


“MANUFACTURED BY 


‘R.ESTABROOKS SONS 


FIRST -& O STREETS — S° BOSTON.MASS. 


BOTH BOILERS GUARANTEED NOT 
TO LEAK AND AGAINST COLLAPSE 


‘Very Attractive Discounts Furnished 


FOR SALE ONLY BY JOBBERS OF PLUMBERS’ SUPPLIES 


HAYES MFG. CO., 


The GORTON 


SIDE FEED 


For Steam and 


Subscribers 


Hot Water Heating 


Send for New Catalogue and Prices. 


GORTON @ LIDGERWOOD CO., 


96 Liberty Street, New York. 
Beston. 


Profitable Patent and Trade-Mark for Sale. ! 
Ghe Rex Basin 2" Bath Waste 


PaTenTepD 1896 CopPvRIGHTED 1897. 
Patent ALLowep OctTosBer, 1903. 


. Paterson, N. J. 


Fits any Basin, and 
has never been 
equaled in simplic- 
ity and selling 
features. 


A simple tuming 
handle on the slab 
moves the slide G 
against and under 
the cone Fof basket 
E to open the stop- 
per D. 


BOILER 


The basket pre- 
vents loss of rings 
or jewels, is instant- 
ly cleaned, and re- 
moval of stopper D 

‘ andbasket E withthe 
slide G moved back, affords a clear pas- 
sage and clean sweepdo wn to the trap. 

Thousands in successful operation, 

and endorsed by many leading Plumbers. 

The Patent, Trade-mark and every 
thing pertaining to it will be sold with- 
out reserve. 
FOR PARTICULARS ADDRESS 
Ss. W. LEWIS, 
51 ELDERT ST., BROOKLYN, WN. Y. 


Chicago. 


Will Please Mention 
This Journal when 
Writing to Advertisers 
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(Continued from Preceeding Page) 


that line. Fig. 20 shows an excellent 
way to make the corner seam of galvan- 
ized boxing, and Fig. 21 shows a good 
way to insert the bottom, using 4% inch 
stove bolts. A dust box with hinged bot- 
tom should be provided under the regis- 
ter, as shown in sketch. This box should 


i 


4 


Partitior 


ia Deslector 


Cola Qir Duct 
Qrea 300°" 


and the stack, the air will enter He room 
by that route aritbout being perceptibly 
warmed. 

The best way to shut off the air around 
the bottom of stack is to rivet flanges to 
the galvanized boxing or tin lining which 
will press up against the bottom of the 


SSE pair 


Ira. Stack 


NOs 
ped 


Hirged 
Cleam-out Door 


Detail of Indirect Boxing and Air Filter. 


always be of metal, or if wood, must be 
carefully metal lined as matches may be 
dropped through the register, and ignit- 
ing, cause serious damage. 

It is bad practuce to put the register 
directly over the stack; of course it is 
a litute cheaper to do so, but very unsan- 
itary. 

To prevent the dust from a register 
soiling the adjacent wall, a very small 
deflector can be used, which need not 
project over the register more than two 
inches. 

Before the stack is put up, the head 
lining should be securely fastened to 
floor joists, and neatly covered with tin- 
ned sheets with grooved edges. It seems 
almost unnecessary to mention this, but 
the writer has seen large indirect stacks 
hung within two or three inches of the 
joists, where an attempt had been made 
to fasten sheets of tin with carpet tacks 
over the stack after it was in place. Such 


Galvanized 
Boxing for 
Irmdirect - 
Removable 
Corrmer Piece, 


oN 
EBrlargea View 
fe) 5 Corner Lece 


Fis. 20. 


work is of the most slovenly character 
at best, and in a short time, the tacks fall 
out and the tinned sheets drop on the top 
of the stack effectually cutting off the 
air passages. 

Between the top of stack and head lin- 
ing, there should be at least 6 inches of 
space, and 4 or 5 inches space at the bot- 
tom. 

A few wood screws used to fasten the 
tin to the board lining overhead, will 
make a permanent job. The boxing 
should be fitted to the stack so the air 
must all pass between the sections, air 
will follow the lines of least resistance, 
and 'f a space is left between the boxing 


, Cut-off Damper 


Nara Couplix 
ea Sox OAyustimere 


2. Pipt Bupport 


Corcrette Flo ox 
SORTS Fi 


7 eoia OAax lriet 


Weskh Oxta 225°" 


Creeste Cloth 
Screers or 
Yroveable Fram 


the 
4 


Qir Filter 
Qrea \s00°” 


s Gal. 
wire Wratins- 


Scale 1-4 Inch=1 Foot 


stack. See Fig. 22. 
Where the pipes pass through the box- 
ing, fit the opening with split ceiling 


plates and cement carefully all air inlets. 
The air filter shown in Vig. 19 is an in- 


expensive and excellent device to prevent 
dust entering the house through the reg- 
ister. The screens are of cheese cloth 


Galvu. Box 
Ore reckw 
Hour to Attack 
Bottom. 


Fis. el. 


fastened on removable wood frames 
placed as shown. A hinged door, the full 
size of the filter box, permits the removal 
of the screens for cleaning or renewal. 

The area of the cold air inlet should be 
% of a square inch to 1 square foot of 
heating surface in the stack, but where 
the duct is 10 or 15 feet in length, this 
may be increased to 1 square inch, which 
latter is the proper proportion for the 
clear openings in the warm air register. 
Where the register is too large, the veloc- 
ity of the rising air will be low and cold 
currents of air are uxely to drop through 
some portion of register. 

Fig. 23 shows a hot water one-pipe cir- 
cuit as frequently installed. If a flow 


Re 


Tic. 22. 


/ : 
Galv. Boxing 
ox. Lredairet, 


Srow ir Flarogtes 
to BWowcluae Ar 


pipe be taken off at A and attached to a 
radiator, and the return be connected at 
B, the circulation of the circuit will be 


very feeble. The water in the circuit of 
pipe circulates because the column D is 
cooler and consequently heavier than is 
the column E. Therefore if the return 
from the first radiator is connected at B 
the temperature of water in column D 
will be raised almost as high as that of 
column E, which of course destroys to a 
great extent the motive power. In fact 
such connections have been known to 
stop entirely the circulation in the cir- 
cuit. 

To avoid any such trouble, connect re- 
turn pipe F to bottom of column D at 
point marked C, as shown by dotted line. 

When a one-pipe circuit is run in this 
manner, the pipe leading from top of 
boiler should be first taken around the 
coldest side of house, so the radiators on 
that side will get the hottest water. The 
better way, however, is to run two circuits 


Fig. 23—A Hot Water One-Pipe Circuit 


as shown in Fig. 24, where the returns 
from both circuits drop to within two 
feet of basement floor, and return along 
the wall in one pipe, H. If not conven- 
ient to bring the return back along the 
wall, drop both circuits to floor and re- 
turn in a trench M, which will make a 
lift of 18 to 24 inches at boiler. To 
lighten this lift use the starting pipe N, 
the use of which was explained in a form- 
er article. 

If the circuits are run with the return 


Return trun 2 
trench ,vratet Te 
pacement Sloor.- 


re eee een 
77 OE Watt 


i 
Starting " 
Pipe tl 


Fig. 24—Showing Two Circuits Connected 


H, Fig. 24, then circuit K should be on the 
cold side of the house, as it has only to 
feed the radiators, the returns dropping 
to dotted return H while circuit L has 
to carry the return water as well. 

If the amount of radiation be equal on 
each line the line L should be one or two 
sizes larger than line K. 

Suppose there are 900 square feet on 
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each line, we would run line K 3 inches 

line L 4 inches and the return line £ 

inches. 
————————(q- > 8 + ——______. 


IMPROVEMENT IN THE SANITARY CONDITIONS 
OF NEW YORK LESSEN THE DEATH RATE 


The decided improvement in sanitary 
conditions in New York City in recent 
years sufficiently demonstrates the yalue 
of the measures taken from time to time 
to improve the health of tha great muni- 
cipality. The records of the Department 
of Health show that the percentage of 
deaths for each 1,000 of the population 
for 1903 will probably be 18.15. ‘The per- 
centage for 1902, and the lowest record- 
ed up to that year, was 18.75. The sig. 
nificance of the figures is made Clearer 
by the statement that the death rate of 
the city in 1900 was 21.7. The death 
rate of the old city in 1890 was 26.7. 

The consolidation of the various com- 
munities that constitute Greater New 
York has lowered the average death rate 
—the average being a little higher in 
Manhattan and the Bronx than in the 
other “boroughs.” After allowing for 
the exceptionally healthful summer of 
1908, which reduced measurably the 
death rate of infants, the enforcement 
of sanitary regulations, the better hous- 
ing of the masses, improvements of tene- 
ment life, the opening of parks and air 
spaces, the supervision of the milk and 
food supply and the advance in medical 
knowledge, particularly in the direction 
of prevention, were the great factors in 
in life saving in the metropolis. 

A death rate of 18.15 is an exceedingly 
favorable showing in view of the vast 
newly arrived foreign population, which 
demands sanitary oversight. It appears 
from the census of 1900 that the death 
rate in the registration cities having a 
greater population than 200,000 was as 
follows: Boston, 20.1; Buffalo, 14.8; 
Detroit, 17.1; Jersey City, 20.7; Newark, 
N. J., 19.8; Washington, D. C., 22.8; Bal- 
timore, Md., 21; Chicago, Ill., 16.2; Cin- 
cinnati, 19.1; Cleveland, 17.1; Louisville, 
20; Milwaukee, 15.9; Minneapolis, 10.8; 
New Orleans, 28.9; Philadelphia, 21.2; 
Pittsburg, 20; St. Louis, 17.9; San Fran- 


cisco, 20.5. 
te 


SYRACUSE, N. Y., BOARD OF PLUMBERS me 
REPORT 


The Examining Board of Plumbers of 
Syracuse, N. Y., filed their report for 
the year 1903. The board consists of 
City Engineer Frank J. Schnauber, as 
president; F. W. Waggoner, E. B. Dun 
kerton, S. B. Thomas, Walter Coling, as 
inspector and R. C. Chope as secretary. 

The following is a resume of the work 
of the department in tabulated form: 

There was received at the office from 
Jan. 1, 1903, to Jan. 1, 1904: Number 
of applications for examination, 15; T¢ 
ceived certificates, 6; made second appli 
cation, 2; made third application, 1; 
failed, 7; have not finished examination, 
2; certificates of company to date, 84; 
deposited with City Treasurer, $75; 
meetings held, 42; rough work inspection, 
761; sewer inspections, 486; final inspec 
tions, 417; water tests rough work, 761; 
specifications filed, 323; jobs found de: 
fective, 43; jobs remedied, 40; jobs not 
ready for inspection, 65; extra visits, 63; 
cesspools inspected, 3; complaints Tre 
ported, 60; closets abandoned, 185; to 
tal number of inspections, 1,830. 
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- NONE BETTER. FULLY GUARANTEED. 


Rundle’s Enameled Iron One 
Piece Corner Apron Lavatory 


PLATE-R126 


With N. P. MODEL WASTE. 


sength on side 20 inches, height of back 8 inches, 
oval bow] 11x14 inches. 


RUNDLE MFG. CO. - Milwaukee, Wis. 


THIS IS THE GENUINE 
Kewanee Air Pressure Tank 


For supplying water to farms, country homes, and all points beyond the reach of 
city water mains. 

The tank is placed in the basement, and delivers water by force of compressed 
air. Itcosts less than an elevated tank and tower, cannot freeze or blow over, and 
lasts a lifetime. Furnishes water supply and fire protection equal to city water 
works. 2,000 inuse. Send for catalogue. To secure trade discounts mention 
this pzper. 


KEWANEE PREUMATIC WATER SUPPLY COMPARY, 


KEWANEE, ILLINOIS. 


WHEN ORDERING 


ANTI-FREEZING 
CLOSETS 


iil 
i 
ee 


SPECIFY WITH 
Star Hopper Valves 


The success of a closet depends largely on the valve used. 
Star Hopper Valves have no equal for durability 


and simplicity. 
MERIT MAKES THEM POPULAR 


MANUFACTURED BY 


CRAMPTON-FARLEY BRASS CO. 


KANSAS CITY, MO. 


THIS IS AGEGENSTROM” INSTANTANEOUS WATER HEATER 


operated by means of Steam. 


1 ile rine 
pO 


Can furnish in varying forms to supply any kind of fuxture or for furnishing hot water forentire building 


Chicago Office, RUNDLE-SPENCE MFG. CoO., 
52 Dearborn St. _ | MILWAUKEE, WIS. 


HE Hon. Wm. Burrows, of New 
York City, celebrated in his- 
tory as a plumbers’ woodwork 


manufacturer, and noted in 

divers others ways for being 

a “devil of a good fellow,” 
notwithstanding his five or six score 
years and ten, celebrated for the twen- 
tieth time on the evening of January 17th 
his 47th birthday. 

We should like to speak of him as 
“Mr. Burrows,” but we are afraid that 
no one would know to whom we refer. 
Therefore, that, and not that we are pre- 
sumptious, is the reason that we shall 
speak of him as “Bill.” Bill got together 
about 25 pretty good chaps, whose names 
we wouldn’t dare mention, to use a jour- 
nalistic expression, “unfit for publication,” 
owing to what followed, but no one in 
the trade would have to go far from 
Beekman street to locate any and all of 
them. With this beautiful bunch the oc- 
casion was made a memorable or scand- 
alous one, just as you want to put it, at 
the Lantern Club rooms on Franklin 
Square and Pearl street, Manhattan Bor- 
ough, on the evening in question. 
The celebration was somewhat on 
the style of the line so aptly laid 
down by the Ancient and MHonor- 
ables of Boston; although, instead of 
charging straight to the bar and bravely 
standing up for every high-ball that 
came along, all hands comfortably seated 
themselves and equally as bravely with- 
stood the furious. onslaughts made upon 
them until the last. The last came with 
a dull sickening thud, although each one 
of the twenty-five fought gamely to hold 
his own. How many were successful in 
the holding is not stated. 

These twenty-five look upon Bill Bur- 
rows as the “Wellington” of the present 
day, and it seems evident that Bill con- 
siders each and everyone his Napeoleon, 
for his annual birthday is each one’s 
Waterloo, although divil a dhrap of 
wather even in the finger bowls is ever 
to be seen. The gentle reader may im- 
agine that Bill had fun with the gang. 


At any rate, all hands enjoyed themselves, - 


and on this last occasion they wished 
him luck, success, old age, young age, 
798 times, or as long as the waiters put 
enough in the glasses to enable them to 
toast, and as long as they were able to 
hold the glasses to their lips. If any- 
thing ever happens to Bill, there is cer 
tain to be 25 disconsolate and deep- 
stricken mourners, besides the vast con- 
course of friends who admire the Veteran 
Burrows, notwithstanding that they are 
not admitted to the inner and sanctified 
circles of the annual dinner party. 

The evening’s entertainment began 
with a song by the company to the tune 
of “Sweet Marie.’ It was dedicated to 
Mr. Burrows, and was as follows: 

There are worse old goats than you 
Dear old Bill! 


But we rather think you’ll do, 
Dear old Bill! 


For you’re about the best there is, 
And we need you in our biz, 
So we’ll drink your health in fizz, 
Dear old Bill! 


Your teeth may all fall out, 
Dear old Bill! 

And your feet be full of gout, 
Dear old Bill! 

But as long as you’ve the price, 

To put the old wine on ice, 

We'll vote that you’re damned nice, 

Dear old Bill! 


Your hair is growing scant, 
Dear old Bill! 

But this check will make you pant, 
Dear old Bill! 

Holks say you’re getting mean, 

That you cling to your long green, 

That you’re a regular old has-been, 

Dear old Bill! 


But I claim that it’s a lie, 
Dear old Bill! 

You still can make the ladies sigh, 
Dear old Bill! 

For the girls you always please, 

You can win them with grace and ease, 

With them you’re just the cheese, 

Dear old Bill! 


Now the evening’s wearing on, 
Dear old Bill! 
But we’ll hand you lots of con, 
Dear old Bill! 
And we'll let you air your views, 
If you will kindly let us choose 
A somewhat better brand of booze, 
Dear old Bill! 

The menu was a thing of beauty and 
a joy forever. Following the “Cock taille 
Martine Sec” came the “Potage a La Saw- 
dust” from the vintage of 1841. The 
“Fille des Sole” quartered with “Cabinet 
finish Sauce” and “Pommesde Terre” rub- 
bed and polished were sort of thrown in 
to keep up appearances. The Class B. 
Duck with cherry stained sauce taxed the 
efforts of everyone of the party, but full 
justice was done to the bird by all ex- 
cepting a few who had false teeth. The 
punch was called “Horse de Combate” 
and it did certainly put the finishing 
touches to two or three, especially Jim 
Clark, of Indianapolis, who happened to 
be in town and having bought a seat and 
part of a tank from “Bill,” was generous- 
ly invited to be present at the festivities. 
We will speak more of our friend Clark 
later. 

The “Trotting Horse Stake” with 
“Blankete Sauce” wound up a few of the 
remaining squad, and when the Rotten 
Stone Pudding was served hardly a cor- 
poral’s guard was left to do it justice. 
Of course, understand that these delica- 
cies and choice seasonable viands were 
all this while being washed down by copi- 
ous draughts of “Brut,” “Sec,” and 
“Mum’s” the word. When it came to the 
“Demi-tasse,” master plumber Clark was 
called upon for a toast, which, translated 
into English, was something on the fol- 
lowing line: 

“As I quaff this nectar of the gods, this 
magnificent old-time vintage, I am 
brought back in memory to my boyhood’s 
days “down on the farm.’’ They say that 
Russia will beat Japan, but what the 
deuce do we care, J haye not had the 


honor of ‘Bill’s’ acquaintance for a very 
long period, yet, as we say in Hoosia 
Town, I can plainly see he is one of us. 
If I live after this day and can be re- 
stored to health by the time of his next 
birthday, I will esteem it an honor to be 
an invited guest. May he live forever,” 
and with these remarks he poured the 
demi tasse down his collar. At this mo- 
ment one of the well-known traveling 
men present, feeling the occasion an au- 
spicious one, with a few well-chosen 
words, presented Bill with a magnificent 
phantom Morris chair, silk lined, valued 
anywhere from sixty to $62.50. It was in 
behalf of his fellow~ constituents, as he 
stated, that this beautiful present was 
promised Bill. 

Other addresses and animated speeches 
followed by each and everyone, except- 
ing by Bill, who talked all the time.. It 
is claimed he made a speech for every 
one of his birthdays, and if it had not 
been for the punch Horse de Combate he 
might have been speechefying still. The 
magnificent foresight of Bill saved the 
lives of many of the guests, hansom cabs 
having been provided for each one. Jim 
Clark, of Indianapolis, was placed in his, 
the gate locked and the driver given 
proper directions. Up to this present 
time of writing, which is four days after 
this historical affair, Clark has not been 
heard of. And thus passed into the an- 
nals of history the annual dinner party 
of Bill Burrows, of Manhattan Burrow 
of Greater New York, plumbers’ wood- 
work manufacturer. This account is no 
“ad,” for Bill, as he has not paid a cent 
for it, but is a graphic indictment of one 
of the greatest evenings ever known in 
New York City. 


The Thomas P. Ford Company, of New 
York, has been incorporated with a capi- 
tal of $10,000. The incorporators, who 
are also the directors, are C. L. Burn- 
ham, J. M. Barron, and F. E. Mygatt, of 
Plainfield, N. J. This company manu- 
facture and deal in steam specialties. 


Thomas F. Murphy, who was elected 
secretary of the Kenney Mfg. Co., of 36 
East 22d street, New York, is an old-time 
master plumber. He resigned as super- 
intendent of parks of Manhattan and 
Richmond boroughs to accept his present 
position. Mr. Murphy has held several 
public offices in New York and at one 
time was superintendent of Bellevue 
Hospital. 


The Pierce, Butler & Pierce Mfg. Co., 
of Syracuse, N. Y., will move their New 
York office this month from 48 East 20th 
street to more commodious quarters at 
254 Fourth avenue. 


A. W.S. Huffman, of the Huffman-Conk - 
lin Co., of Columbus, O., came to Greater 
New York last week for the purpose of 
securing the most modern plumbing 
goods, to be installed in the Steelbach 
Hotel at Lousiville, Ky. This is a fifty- 
thousand dollar job. Mr. Huffman was 
attending the heating and ventilating 
convention. 


On Thursday evening, January 14th, 
the Master Plumbers’ Association of New- 
ark, N. J., held its first meeting for the 
year. After the routine business had 
been attended to, National, State Vice- 
President installed the officers for the 
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ensuing year, George §S. Aldous, of 
Passaic, president of the State associa- 
tion, gave the boys an interesting talk, 
as-also did vice-president J. H. White and 
“the only” John Campbell, of Paterson, 
and State Secretary J. F. Mills, of South 
Orange. After this the members, who 
had turned out in large numbers, with 
their guests, sat down to a “Dutch 
Lunch,” which was enjoyed by Yankee, 
Scot and Irish alike, and with story 
and song a very enjoyable evening was 
passed. Those who were absent certain- 
ly missed a treat and it is “up to them” 
to have a share in the good things prom- 
ised in the future: 


The sixteenth annual convention of 
the New York State Association of Mas- 
ter Plumbers will be held at Albany, N. 
Y., on February 9th and 10th. The meet- 
ing will be called to order in the Com- 
mon Council Chamber of City Hall, cor- 
ner of Eagle street and Maiden Lane. 
The headquarters will be at the new Ken- 
more Hotel. A reduction of a fare and 
one-third from all points in the State 
has been secured for those attending this 
convention. 


The Manhattan branch of the Greater 
New York Master Plumbers’ Association 
at a recent meeting elected the follow- 
ing delegates to the State convention: — 

A. H. Brown, B. F. Donahue, T. A. 
Hill, Phillip Brady, A. W. Reynolds, T, J. 
McCormack, William Kirchof, T. J. Tuo- 
mey, E. J. Brady, Alex Bryant, T. J. Cum- 
mins, Frank Reynolds, J. D. MclIntee, I. 
O. Shumway, T. F. Gaynor, C. F. Sheldon, 
Julius Berliner, J. F. Griffin, A. E. Jack- 
son, W. J. McDermott, T. Ff. McCaul, J. 
W. O’Brien, Jno. Renahan, Chas. Walsh, 
P. J. Andrews, Jno. Boyd, J. F. Barry, 
Jas. C. Collins, Jos. 'T: Coyle, Josaen: 
Duffy, M. F. Donohue, Paul Hwell, Adam 
Huston, Jno. J. Hannigan, J. F. Kelly, 
P. F. Kenny, Frank Lasette, E. J. Mc- 
Cabe, Jno. A. Rossman, Louis H. Stroh, 
James Smith, E. J. Henahan, W. P. 
Smale, Thos. Martin, Geo. J. Essig, I. J. 
Barth. 


Samuel J. Corcoran, 328 Court St., Secy. Brooklyn 
Master Plumbers’ Association 
The genial—W. S. Newkirk—has sev- 
ered his conenction with the United 
States Heater Company and has accepted 
the position of general representative of 
the Prizer-Painter Stove & Heater Com- 
pany, of Reading, Pa., manufacturers of — 
the Henderson steam and hot water heat- 
ers. Mr. Newkirk will call upon the 
trade in the interest of this firm and will 
be located at 160 Fifth avenue. 


A. L. Schellhammer, of Warren, Pa. 
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RAINBOW PACKING 


MAKES A STEAM, FLANCE, AND HOT WATER JOINT INSTANTLY. 


Don’t Have to Use Wireand Cloth 
to Hold RAINBOW. 


Theusands of Imitators 
No Equal 


Can’t Blow it Out 
Will Hold Highest Pressure. 


THE COLOR OF RAINBOW PACKING IS RED. 
Notice our trademark, the word “‘“RAINBOW” in a dlamond in black in three rows of diamonds, extending throughout ‘he entire length of each aud every roll of RAINBOW Packing. 


i i joi i i hat when steam is applied every joint will be perfectly tight, saving 
. sg can make thousands of joints in new plates without the use of steam, with the assurance and guarantee £ € 
ose Papen aka folowing up, ete., as is the case when usudurian or plumbago packings are used, thereby saving from 100 to 300 per cent. of labor and time. 


MANUFACTURED, PATENTED AND COPYRIGHTED EXCLUSIVELY BY 


| THE PEERLESS RUBBER MFG. CoO., 


‘i : i Keri i -23 Beale St. and 18-24 Main St. 634 Smithfield St., 
- : -412 Common St., and 201-207 Tschoupitoulas St., 202-210S. Water St., 1221-1223 Union Ave. 36S Meridan St. 17-23 é 
pe Lae Sec Mch, a aes NEW ORLEANS, LA. ; CHICAGO, ILL. : KANSAS CITY, MO. INDIANAPOLIS, IND. SAN FRANCISCO, CAL. PITTSBURG PA. 


MAJOR’S CEMENT 


is the Best for Repairing 
PLUMBERS’ PORCELAIN WARE 
’ Price, 15 cents. 

ORS CEM Ey, Major’s 
| Rubber Cement, 

Major’s 
Leather Cement, 


Same Price 
Sold Everywhere 


Alphonse Major, proprietor. 


NEW YORK CITY. 


(-LEAK _| 
D MPOUND| 


—s Price $128 a_ 


MANUFACTURED BY TRADE MARK REGISTERED 


I , | 
DEORE CHAN qa e I 


om Can CO rae 


The Pipe-joint Cement that is Warranted. Every can 
is sold under the guarantee that it will do all we claim for 
it, or your money back. We will send a sample can on 
thirty days’ trial to any responsible firm. You need not 
invest a penny until you know it will doall we claim. Not 
an old article under a new name, but a new material which 
will fully meet the requirements of today. Unaffected by 
heat, acids, alkalis, superheated steam and electricity. 
Every can bears a label like the above cut. 

Put on the market in July, 1903, and four months later 
it was in use from the Pacific Ocean to England. Not a 
single complaint up to the present time. ‘those who try it 
adopt it, and advise others to adopt it, and we can cite instan- 


{A 


(i = 
ossouaace + / 
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PATENT APPLIED FOR 


GALVANIZED (RON COVERS 
FOR LAUNDRY TUBS. 


The only all iron cover made, ab- 
solutely no part wood. 

Strong, Durable and Attractive. 

This cover makes the laundry tub 
perfectly sanitary. 

Prompt shipments on regular sizes. 


RECULAR SIZES 
2134 in. x 4 ft. with 4 in. back strips 
24in. x 4ft. with 4 in. back strips 


EXTRA SIZES 


ces where the users were so well pleased with the results 
the sample can gave them, that their first order was for 
two dozen cans. 

It takes real merit in an article to produce results like 
the above. 

Ready to use when bought, and remains so until used up. 
No waste, and no time lost in getting it ready to use. 

Can you afford to cling to old methods, and Red Lead? You can- 
not make the most out of your business if you do. 


We shall be pleased to send you a free sample upon 
request. 


FOR SAMPLE and BOOKLET WRITE 


CISTERN SUCTION WASTE 


If you are having trouble with Water Lifts 
that you have been using, why not try one of the 
new Improved “‘Triumph” Water Lifts? 

Their price is lower than any other good water 
lift made, and other plumbers are using them, 
with profit to themselves and satisfaction to 
their customers. Read what they say: 


“Your motor arrived and put it in yesterday. 
Glad to say thatit started off at once and worked 
to perfection.” 

Glendale, O. PETER ScHATZMAN & Son. 


“We have installed fifteen (15) of your ‘Tri- 
umph’ Water Lifts in the last two years, and as 
yet have never had to send aman to see what the 
trouble was with one water lift. This wasa very 


common occurence with the other lifts that we 
formerly used. Weconsider them top-notchers.” 
Somonauk, Ill. CanLirornia WIND MILL Co. 


The new Improved “Triumph” Water Lift may 
be purchased through your jobber, or direct from 


THE OHIO PUMP AND BRASS 60., 


Oak & 18th Sts. COLUAIBUS, O. 


made to order on short notice. Send 
for full information and prices. 


GREASON MANUFACTURING 6O., 


108 W. 99THST. NEW YORK,N.Y. 


Geo. Qwen @ Co., rta. 


95-97 Liberty St., New York. 
SOLE AGENTS FOR U.S. EASTERN TERRITORY. 


. 


Ghe Charlier Patent Rolling Furnace 


Saves 50 per cent. of the cost of melting your brass 


The Haggerty 


Plumbers’ Furnace 
For Sale by all Up-to-Date Jobbers 


] He the most econom- 
ical method of melt- 
ing, and will pay for 
itself every three months. 


/s the Invention of a Plumber 

Will outwear six of the Ordinary kind 
Saves Solder 

/s free from the Danger of Explosion 
Saves Time and Trouble. 

’s Price is Right 

/s the BEST IN THE MARKET 


CHARLIER 


Buy no more crucibles. 


Send at once for catalog 
containing full informa- 
tion, as you cannot afford 
to be withouta 


et 


Charlier Furnace 


JOHN A. MURRAY, 


SOLE MANUFACTURER 


Plumbers’ Steam and Gas Supplies, 
625 and 627 Sixth Ave., New York. 


MEDBERY @ SON, General Sales Agents, 
45 Broadway - ° ° ° NEW YORK. 
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visited New York City the past week, 
purchasing supplies for his new twenty- 
thousand dollar contract for plumbing in 
the State Insane Asylum in his city. 


McNeill & Collins is a synonym for 
rushed to death. Happiness is frequently 
produced in the hearts of the many sales- 
men, who have made it a point to drop 
in on our good friends at least once a 
day. Mr. McNeill, whose fame as a 
dancer and globe trotter is international, 
is as well a bowler par excellence, many 
times tossing the caber, pardon, mowing 
down the pins to the tune of 220 or so. 
In October last in Scotland, from which 
Mr. MeNeill recently returned, Glasgow, 
the city, one day was heralded the cham- 
pion of them all—Malcolm had just per- 
petrated the world’s bowling record. 
With an uninterrupted succession of 
strikes, he assailed the pins so fiercely 
on the last attempt that number 10 jump- 
ed the barrier, so to speak, and knocked 
down six pins on the adjoining alley, 
amid an enthusiastic outburst of approval 
from the many spectators. As the au- 
thorities present could find but one rule 
covering this marvelous incident, Mal- 
colm will appear for all time as the great- 
est bowler in the uinverse—being credited 
with 306 pins for ten frames. Ayers Al- 
manac, page 17. 


Upon entering a certain shop on Broad- 
way, Brooklyn, one is impressed with the 
idea that a portable bath, or nickel-plat- 
ed fixture could be smuggled out very 
easily, so apparently unlooked after 
is this remarkably neat and attractive 
establishment. Suddenly a sharp voice 
causes one to look up and around, and 
then is discovered the store’s custodian 
—the Franz Abt of the trade, in size so 
small that the boss in a spirit of jocular- 
ity one day said, “you are so little you 
could be drowned in a fountain pen.” 
Can you guess? 


Fee & Mason, plumbers’ supplies, 68 
Beekman street, New York city, are get- 
ting out a new catalogue of their goods. 
The company’s specialty is the F. & M. 
malleable iron beam clamp, and this will 
be given a prominent place in the new 
publication. The little book will be com- 
pletely illustrated to show off at best ad- 
vantage the goods described. 


Regarding healthfulness of plumbing, 
and from a point of longevity, investiga- 
tion will bear out the fact that in J. T. 
Williams, of Atlantic and Albany ave- 
nues, and Isaac Reynolds, of No. 124 
Broadway, Brooklyn, can boast, and 
proudly so, of having two of the oldest 
licensed plumbers, actively engaged, in 
the United States. 
ly came to town, but Mr. Reynolds has 
never known any other home. When a 
boy Uncle Isaac was apprenticed to a tin- 
smith at the foot of Broadway, the house 
being directly over the river, permitting 
the boys to fish through holes in the cel- 
lar floor, and the fine messes of eels 
caught and eaten for breakfast were with- 
out number. Uncle Isaac is a good story 
teller, and can relate many interesting 
anecdotes of prominent old Brooklynites. 
A more enjoyable and instructive half 


Mr. Williams original-. 


hour than listening to his discourse upon | 


early Brooklyn and Williamsburg history 
could not be spent. May his shadow 
never grow less. 


B. J. McBride’s Sons, located at 150 
York street, Brooklyn, are the successors 
to B. J. McBride, who died about a year 
ago. They inform a _ representative of 
Tur PLUMBERS’ TRADE JOURNAL that they 
have had a very successful year and are 
rapidly increasing their business. 


The delivery wagons of the Thos. Greg- 
ory Galvanizing Works, of Brooklyn, are 
among the trade sights in the streets of 
Manhattan. This indicates good business 
as well as the accompanying synonym, 
good goods. The Gregory plant, which 
is located in the northern district of 
Brooklyn, 63-67 Front street, is one of 
the busiest concerns in the city. 


One of the finest plumbing jobs in New 
York city has just been completed by John 
Tucker, 248 Fourth avenue, in the new 
J. H. Hammond house in 91st street, near 
Central Park. ‘The contract was one of 
the most complete filed in Manhattan, and 
called for the finest line of material to the 
tiniest detail. A Journan representative 
was shown over the house upon com- 
pletion of the work, and the entire plant 
gone over from the basement to the roof. 
Tho building is one of the largest private 
residences in New York and resembles 
in many ways an old Italian palace. The 
heating is regulated by the Hitchings hot- 
water heater with tank and street pres- 
sure pipe. There is an auxiliary electric 
pump and Loomis improved filter. Screen 
pipe is used throughout the sewer work. 
In the kitchen, an immense apartment, 
the Tucker grease trap is under all sinks. 
A feature in the scullery is the sink in 
floor beneath ice box, also supplied with 
the Tucker trap. A word here might be 
said concerning this trap. It is one of 
the most unique and effective contrivances 
in the market. It use has been uniformly 


guest room bath, in second floor, has three 
waste pipes, the same as in the Carnegie 
house, which, by the way, is upon the 
opposite side of the street. Two of these 
pipes which go into the third are one and 
a half inches. A peculiar feature of the 
entire job is that all supply pipes are of 
tin brass. The second floor contains four 
baths, each of them perfectly fitted up. 
A novel feature is the medicine closet, 
cunningly placed behind the mirror above 
the washstand. One of these rooms is 
specially attractive. The slab is made of 
blank O. P. marble three and one-half 
inches thick, set on nickel stand. The 
room has shower and needle bath. The 
tone of the apartment is elegant, and 
shows simplicity rather than ornate dis- 
play. In the third floor are two toilets 
and two baths, one of them portable. The 
diet kitchen is a sight for the medically 
inclined, and the infirmary an additional 
joy. This latter room has waste floor 
drain for portable bath, and the diet 
kitchen is supplied with Cooper faucet at 
sink. In the attic are the two great tanks 
into which the pumps contribute a pos- 
sibility of twenty-five hundred gallons per 
hour. 
——__ + > $+ >—____ 


WATER SUPPLY AND SEWER SYSTEM UNDER 
STATE CONTROL 


To place the water supply and sewer 
systems of New York State under the con- 
trol of a State board similar in make up 
and powers to the State Railroad Com- 
mission is the purpose of a bill introduced 
to-day by Senator Stewart, of Ithaca. 

This commission is given almost abso- 
jute control over improvements, filtration 
systems, new sewage arrangements, sew- 
age disposal plants, extensions of exist- 
ing systems and plants, and, in general, 
abatement of everything which may be 
regarded by the commission as inimical 
to public health so far as it concerns sew- 
age or water supply. 


—_—_—_————o_>-$+ 2s __——_——_ 


HEATING AND . VENTILATING ENGINEERS 
CONVENE 


The tenth annual meeting of the Am- 


The Bone and Sinew of The A. Y. McDonald & Morrison Mfg. Co., of Dubuque, la. 


marked with complete satisfaction. 

Off the dining room, upon the ground 
floor, is a semi-circular conservatory sup- 
plied with a Tucker floor drain. The 
toilet upon this floor is furnished with a 
Vortex closet with York waste basin. The 
room is handsomely fitted up with porce- 
lain tiles, mirrors and glass towel bars 
over wash basin. The Vortex closet is in 
use entirely throughout the house. In 
the silver pantry in mezzanine floor is 
a Tucker trap with silver tray. The 


erican Society of Heating and Ventilating 
Engineers was held in the Hall of the 
Society of Mechanical Engineers, at 12 
West Thirty-first street, New York City, 
on January 19th, 20th and 21st. 

When the reading of the minutes of 
the previous meeting was finished the 
president made his annual address, which 
was followed by the reports of the secre- 
tary, treasurer and the various commit- 
tees. 

There were several interesting papers 
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réad by Messrs. R. C. Carpenter, Anders 
B. Reck, Charles F. Hauss, G. M. Ayleg. 
worth, M. D., of Collingwood, Canada, 
Hugh J. Barro and C. E. Oldacre. 

The election of officers resulted ag fol. 
lows: President, Andrew Harvey; first 
vice-president, John Gormly; second yice. 
president, R. C. Clarkson; secretary, Ww, 
M. Mackay, and treasurer, J. A. Goodrich, 

The Board of Governors—John Gorm- 
ly, R. C. Clarkson, A. E. Kenrick, H, DP, 
Crane, R. C. Carpenter, J. J. Blackmore 
and C. B. J. Snyder. 


a Oe ; $ 


ENERGETIC SALESMEN OF THE WEST 
x N this page we present the repro. 
QO duction of a photograph of the 

traveling salesmen of the A. 

Y. McDonald & Morrison Mfg, 
Co., of Dubuque, Ia. The picture is 
taken from a card which they sent to 
their friends and customers in the trade 
during the holiday season. The card car- 
ried greetings and their good will, con- 
vincing the many that they called upon 
that they had not forgotten them during 
the heliday season. The photograph its- 
self is not a good one, by any means, as 
it is a reproduction, but still it will give 
our many readers an idea of the healthy, 
well-fed looking lot of energetic fellows 
who hustle for the A. Y. McDonald & 
Morrison Mfg. Co. They have a substart 
tial appearance, and offhand, there is 
not a one of them but whom any plumber 
would be pleased at any and all times 
to enjoy meeting. 

On the top row is found G. L. Pixley, 
to the extreme left, who travels through 
Michigan and Northern Indiana. To ‘his 
right is L. Harper, who has Iowa as his 
field of operations. Next to him is J, 
Wiedmer, who goes into South Dakota 
spreading the gospel of his sanitary code, 
The last one on the upper line is H. ¢, 
Kretschmer, who also takes cares of ai 
excellent trade in Iowa. ; 

Beginning with the second line, to the 
left, we introduce to our readers H. F 
Hodges, who is in this picture a might 
youthful looking chap. He might in facl 
be taken for the office boy, but he is con 
sidered one of the stars and is no spring 
chicken by any means. In addition to é 
portion of Iowa he covers Northwest Mis 
souri. Next to him is one of the daddy’ 
of the bunch, E. N. Davis. He steps inti 
Illinois every time he wants to get al 
order and seldom returns empty-handed 
In the center is W. E. Locke, who hai 
Southwestern Minnesota to handle. Nex 
to him comes P. H. Christy, whose joke 
and would-be jokes have convulsed man} 
an Illinois master plumber. Next to hin 
and the last on the middle line is B. 7 
Lawler, who handles most capably th 
trade of Southwestern Wisconsin. 

On the bottom line to the extreme lef 
we meet Mr. M. Cowing, who keep 
mighty busy in Northeastern Nebrask 
and a part of Iowa. Next to him is: 
A. Blickman, another representative fo 
Iowa. Then we have R. T. Johnson, 02 
of the best natured traveling men in th 
business. Master plumbers in lowa an 
Southwestern Minnesota keep many 
order for him, knowing that what he sa) 
is to be relied on. Beside him to th 
right is R. C. Woolmer, who submi 
many an order from the portion of Ill 
nois he travels in. The last, but not Tea‘ 
in the group, to the extreme right of th 
lower line, is W. Heinds, who makes 1 
headquarters in the state of Wisconsin. 
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Books on Plumbing, Heating, 
Lighting and Ventilation 


To anyone sending one new subscriber to THD 
PLUMBERS’ TRADE JOURNAL, we will mail 
with our compliments, any one of the 50c. books 
named below. 

For two new subscribers, we will give either of 
the following books: ‘‘Kitchen Boiler Connections; 
Hot Water Supply,’’ by Dye; or ‘‘Plumbers’ Text 
Book,’’ by Tower. 

For three new subscribers, we will give either of 
the following books: ‘‘Lawler’s Hot Water Heat- 
ing, Steam and Gas Fitting,” or ‘‘Plumbing 
Problems.’’ 

For four new subscribers, we will give either of 
the following books: ‘‘Steam Heating for Build- 
ings,’’? “Steam Heating Problems,’’ or ‘‘American 
Plumbing Practice.’’ 

All new subscriptions must Le sent by a paid up 
subscriber to entitle sender to any of above 
premiums. 

Acetylene—The principle of its Generation os 

ime te eee eiaice ics Gesu ieee seieisiees esis “ 
Acetylene Gas—Its Nature, 

Uses, by G. F. Thompson.......+-+e++-seeeee $1.50 
American Steam and Hot Water Heating 

Practice; 585 illustrations........ ACSDOREOrA 3.00 
American Plumbing Practice.........++eeeeeee 
C. S. Mersick’s Estimating Book............+ - 1.25 
Contract and Estimate Record Book, by B. H. 

Jessup 
Dean’s irsteth of Greenhouse Heating, by M. 

Dean 
Drainage and Plumbing, by N. R. Maguire.... 
Estimate Books for Plumbers and Heating 

Men, by B. H. Jessup; 200 pages.........-- 2.00 
Examination Charts. For Boards of Health 

and Plumbing Examiners. Price per set, in- 

cluding key to each chart......+..sseeeeves 5.00 
External Plumbing Work, by John W. Hart... 
Greatest Instructor in Plumbing, Our bound 

volumes for 1899-1900 (now ready). Two 

volumes each year; 800 illustrations. Special 

rate for each Volume.........sccccccceceres 2.50 
Heating and Ventilating Buildings, by Car- 

penter 


Heating and Ventilation. Tables and Formu- 


las. By F. Schumann.......ccecccsceccsces 1.50 
Hood on Warming Buildings, by F. Dye...... 6.00 
Hot Water Circulation, by R. M. Starbuck... 
by W. J. 


Hot Water Heating and Fitting, 

SAWN depts tinicic'c/dln ajc sae nc ccc cee 
Hot Water Supply, by F. Dye 
Kitchen Boiler and Water Pipes, by H. Grim- 


SHAW ERE Tee sive ailiticcisn sicinaclccvcedicnecreseces -40 
Kitchen Boiler Connections..............++++: 1.00 
Lawler’s American Sanitary Plumbing (revised 

second edition) for plumbers.............+. 2.00 
Lawler’s Hot Water Heating, Steam and Gas 

PUCEIOE Heirs cats scwinadeincscccectsccecveecee 2.00 
Lead Burning by the Autogenious Process.... 1.00 
Lectures to Plumbers, by J. W. Clarke........ 3.00 
Lighting by Acetylene Gas, Electric Furnace, 

Generators and Burners, by W. E. Gibbs, 

pete cite Rien aiclt vininsis < ocle eielewpe ct cele edie 1.50 
Mechanics’ Companion, by J. M. Scribner..... 1.50 
Modern Sanitary Appliances, by Colyer....... 2.00 
Modern Sanitary Plumbing, by James J. Law- 

TEP Sete rita aicfotule Grelel closets close seins Glave siexejeveleleisie's 5.00 
Modern Methods of Sewage Disposal, by Geo. 

FOV MESO ol Kern a! djalkta leis [eleieley.0\g:0/9ie\e.c1a.siavele'b eie\e 2.00 
Modern Plumbing, by R. M. Starbuck; illus- 

GEE CGC Oe iat ciao tela e/dielais/etninleisiole'd's's.u's/s|s/s o1v's sielecsis 3.00 
Plumbers’ Text Book, 3800 questioas and an- 

swers, by Frank Tower.....cscccsscccsssesee 1.00 
Plumbing, House Drainage, by W. P. Buchan. 1.75 
Plumbing, by S. S. Hellyer.........sscsceoes 1.50 
Practioal Gas Fitting. ......cccccccccsscrcsnes 1.00 
Practical Hygiene, by Currier..............+. 1.50 
Practical Hints on Joint Wiping, for begin- 

HTP MAN TDI ID Ricieille sinisiswsic‘e's wale lsinveln oie ole sisitie 25 
Sanitary Engineering of Buildings, by Ger- 

HAE Ge VO be CLO e's siaclc cin sity cle ois 0 'ele 6d. 5i0 5.00 
Sanitary House Drainage; Its Principles and 

Practice, by T, E, Coleman................ 2.40 
S. E. Hendrick’s Directory for Buyers and 

Sy a9 ac HOR UODBOOD CODON COODOOAC Iceccnc 6.00 
Steam and Gas Fitters’ Price Book, by Brown 

AC MRATEGIMONO ae ae, cia voisiei sites oie/eie)e isle aistsis s/s e.eiaie 5.00 
Steam Fitters’ Computation and Price Book, 

POY CENs io aie alse alsin sls vee! o,u'e\a 015) 0 bin '<.0itia'G.0/eiw ore 
Steam Heating for Buildings, by W. J. Bald- 

Az) AGRO OULD O OEE DB OTDUS AO OCOUROCDROR UR OGOG 2.50 
Steam Heating Problems... .. 0... ccccescscccess 1.50 
Steam and Hot Water Fitters’ Text Book, by 

‘THOMA ME TUS LIVCINGLIL, «sc sicro'e 0.0.0.6 c esineclsiwiiseia's 1.00 

The Gas Fitters’ Question Book, With Answers, 

DyPAWMerh Dan bar ss. cle csje ereieislepalee syeleie 1.35 
The Steam and Gas Fitters’ Price Book, by 

Brown & Greene Co... .cccsevesecseccces .. 5.00 
The Turkish Bath, by R. O. Allsop... 


The Plumber, by 8. 8S, Hellyer............... 
The Plumbers’ Trade Journal bound volumes 
for the years '92, '93, '94, '95, '96, contain- 
ing hundreds of sketches of plumbing and 
plumbing devices, practical letters, ete., 
each 
Questions and Answers on the Practice and 
Theory of Sanitary Plumbing, by R. M. 
BEAPDUICE Nis sisieciccisecwedecveste ne Maiattata mnie +75 


ANY OF THE FOLLOWING BOOKS FOR 50c. 
Boilers, Incrustation and Corrosion, by F. J. Rowan. 
Domestic Electric Work, by W. R. Wittbecker. 
bob Fitting and Lighting, by William Paul Ger- 

ard, 
House Drainage and Sanitary Plumbing, by W. P. 

Gerhard. ® 
Hot Water and Steam Cooking Apparatus, by F. 


Dye. 

Hydraulic Tables, by P. J. Flynr. 

Recent Practice in the Sanitary Drainage of Build- 
ings, by William Paul Gerhard, 

Sanitary Condition of Dwelling Houres, by Geo. BP. 
Waring. 

Sewer Gases, Nature and Origin, by De Varona. 

Sewerage and Sewage Purification, by M. N. Par- 
ker, Ph.B. 

The Treatment of Sewage, by Dr. C. M. lidy. 

The Disposal of Household Waste, by W. 
Gerhard, 

Water and Water Supply, by W. H.  cfield. 
These books are for sale by THE PLUMBERS’ 

TRADBH JOURNAL, P. O. Box 715, New York City, 

and will be sent to any address on receipt of out 

list price. No books sent C. O. D. While these 

books are thoroughly good and instrvetive reading, 

still we want it understood that we do not recom- 

mend any special one. 


Paul 


“Absolutely safe and reliable. Ask your friends.’ 


YOUR REPUTATION 


is staked on the tank and tower outfit you specify, 
and you run a big risk if it fails. 


| ; Caldwell’s Tanks and Towers 


are reliable. The tanks are safe on top of the 
towers and the tower can safely hold the tanks. 
And they are attractive in design and construction, 
too. Whatever part of the country you are in a 
Caldwell outfit is near you. Look at it, and send 
for our catalogue. 


Caldwell Co. 


Louisville, Ky. 


te op eee ERS: ERS 


\Z Loyedah, 


This compound has given such good satisfaction and become so well knewn 
that several parties have taken the liberty of infringing on our rights. 


There is only one perfect Pipe Joint Compound—and we make il. 


NATIONAL BRASS MANUFACTURING Co. 
617-19-21 Adams Street - - - HANSAS CITY, U.S.A, 


Manufacturers of 


High Grade Closet 
Combinations 


(Prices on Application) 


FERGUSON SUPPLY CO., 


Successors to 


Lid., 


Ferguson—Marcellus Co., Ltd. 
GRAND RAPIDS, - - a MICH. 


Manufacturers and Jobbers of. Hign Grade 
Plumbing and Heating Supplies. 


SANITA ECONOMIC 


Will Please Mention 
This Journal when 
Writing to Advertisers 


Subscribers 


GOULDS 


Brass Force Pump 
For Plumbers’ Use. 


All working parts are 
brass. Discharge 
is furnished with 
brass-cased 
check valve, 
and fitted for 
hose. coup- 
ling. 


Send for 
Catalogue. 


Ghe Goulds Mfg. Co., 


SENECA FALLS, N.Y. 


NEW YORK: 16 Murray ST. 
CHICAGO: 22-24N. CANAL ST. 


HOOKS 


AND 


STRAPS 


both 
Malleable 

and 
Wrought. 


No imperfeot 
pieces in our goods. 
Quality the best 
that can be had. 


Send for catalog. 


Berger Bros. Co., 
Philadelphia. 


Manufacturers. 


USE OUR BRONZING LIQUIDS 
AND MAROON JAPAN 
For Radiators. 


O. J. FERRIS, Manufacturer 
Hamiiton Co. . PLAINUILLE, O. 


w WAYNE © 
WATER HEATERS 


oe ev 


Econ- 
omy, 

Efficien- 
cy, 

Durabil- 
ity. 


Work 


Equally 
Well 
With 
Artificial 
Gas, 
Gasoline 
or Con- 


Easily 


Natural nected, 


Easy 
to 
Cperate 


ae & 


ALBERT ROLF, 
1026-28 Broadway, - FT. WAYNE, IND. 
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HE plumbing in the handsome 
new Nixon Theater, Pittsburg, 
owned by Nixon & Zimmerman, 
the well-known theatircal pro- 

- prietors, is now being finished. 

The plumbing contract for this work was 

awarded to the Wells & Newton Co., of 

New York City, who have a number of 

large plumbing contracts in Pittsburg. 

J. W. Matthews, of New York, who was 

formerly connected with W. H. Spelman 

& Co., of that city, has charge of the 

Pittsburg operations of Wells & Newton 

Co. W. J. Ashton, an old Bostonian, is 

head plumber on the Nixon Theater job. 

The Wells & Newton Co. in order to 
complete their work in Pittsburg, signed 
the scale agreeing to the demands of the 
plumbers and the Nixon Theater job is 
now about finished. 

The plumbing in the new theater is of 
the very best throughout. There are 26 
stacks through the roof, affording excel- 
lent protection in the event of fire break- 
ing out. The stacks consist of 2 six-inch, 
8 four-inch, 5 four-inch and the balance 
three-inch. There is a six-inch drain 300 
feet long on four sides of the building 
and a 5-inch drain about 100 feet long 
and fifty-four fixtures lead to the “Shone” 
ejector in the basement. 

Brass pipe is used for all supplies. 
Bach dressing room contains an Italian 
marble lavatory, and each floor of every 
dressing room contains a complete toilet 
room. The Durham system of drainage 
fittings is used in the building. Italian 
marble lavatories are installed in all the 
offices in the building. There is a private 
bath room for Manager S. A. Nixon, on 
the second floor, and a bath room has also 
been fitted out in the rathskeller in the 
basement. 

In all there are 190 fixtures, such as 
lavatories, baths, urinals, and closets in 


the structure. The plumbing contract 
amounted to about $25,000. Wells & 
Newton Co.’s “Eldridge” high tank 


closets, Standard Mfg. Co.’s porcelain en- 
ameled iron bath tubs and Mott’s wash- 
stands and urinals are installed. 

The New Nixon Theater is one of the 
most magnificent and costly playhouses 
in the country. The opening took place 
on Monday evening, December 7th, with 
Francis Wilson and Company in “Er- 
minie.”’ Seats were sold at auction for 
the opening performance and fabulous 
prices were paid by persons eager to be 
on hand at the initial performance. The 
best box in the house brought $750 for a 
single night, and seats in the orchestra 
circle brought as high as $25. 

The interior of the theater is very 
beautiful in furnishment and the decora- 
tions are extremely handsome. A gen- 
tlemen’s cafe and rathskeller has been 
established in the basement. White mar- 
ble is used in the lobby and in the bal- 
cony rail at the entrance. In every way 
the new theater is the most complete and 
magnificent edifice of its kind in the 
country. 

A movement to end the strike of the 
plumbers in this city, and thus end the 
lockout of the building trades ordered 
by the Builders’ Exchange League, was 


started on January 15th, and it is hoped 
will prove successful. Outside interests 
have taken a hand in the matter, and the 
workers, for the first time since the 
strike was declared on October ist, 1903, 
have made a big concession. 

A conference between committees of 
Local Union No. 27 of the plumbers, and 
the Master Plumbers’ Association, was 
held on January 15th. The men asked to 
return to work at $4, the old rate for 
the first month, $4.25 for the next three 
months, and $4.50 for the rest of the 
year. The terms were not accepted, but 
it was agreed that another conference be 
held on Wednesday, January 20th, which 
conference shall not include any who 
were in the conference on January 15th. 
The master plumbers were represented 
by Hugh M. Hay, D. G. Deeley, James 
Kennedy, J. D. Riley, and M. Purtill. The 
workmen were represented by President 


The total is about $8,000. Mr. Shickler’s 
case is but one of many. When the 
strike was commenced on October ist, 
1908, it caught him with thirty-three un- 
finished dwellings on hand, most of 
which could have been sold since then if 
completed. Progress to that end is now 
being made, as plumbers are working on 
the houses every night. They will not 
work by day because of the strike, but 
there seems to be no provision prevent- 
ing their working after dark. Mr. Shick- 
ler states that owing to the plumbers’ 
strike he has not sold a house since early 
in November. He cited an unusual inci- 
dent growing out of the strike. A ten- 
ant in one of his apartment houses em- 
ployed a plumber to connect the natural 
gas feed pipe to the artificial gas pipe in 
the suite. The plumber was a non-union 
man, and when the union plumbers 
learned of his having worked in the 
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36 The New Nixon Theatre, at Pittsburg, Pa. Plumbing Work Installed by Wells & Newton Co. <6 
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Edward F. Welsh, Business Agent Jas. 
J: McKee, J. W. Slattery, S. J. Kennedy, 
and L. J. Lawler. 


A. Scrimgeour, who was for seven years 
connected with Paul S. Bolger, the well- 
known plumber of New York City, is now 
with Weldon & Kelly, of this city, in the 
capacity of estimator. Mr. Scrimgeour 
is one of the best posted and most expert 
men in the country in his line and in 
securing his services Weldon & Kelly have 
added another very capable head to their 
efficient staff. 


Jack Roebel, of Campbell & Roebel, 
plumbers of Coraopolis, Pa., has returned 
from a two weeks southern trip, having 
visited at Asheville, Norfolk and Wash- 
ington, D. C. 


George H. Shickler, the well-known 
building contractor of Pittsburg, has just 
counted up what the plumbers’ strike in 
Pittsburg has cost him so far in the way 
of interest on money invested in realty 
and unfinished dwellings and in rents. 


apartment house, they declined to enter 
it, even though Mr. Shickler had not em- 
ployed the non-union workman. Through 
this stand of the plumbers much delay 
was occasioned in finishing the building. 
It is due to such tactics that many archi- 
tects are advising patrons not to build. 
They say it is best not to prepare any 
plans—until the labor question is defi- 
nitely settled. 


George Frishkorn, the- well-known 
plumber of Beaver avenue, Allegheny 
City, sustained a sad loss on January 
10th in the death of his mother, Mrs. 
Johanette Frishkorn, aged 78 years. 


It is reported that a concern has been 
organized at Waynesburg, Pa., called the 
Porcelain Sanitary Co., with a capitaliza- 
tion of $20,000 for the manufacture of 
bath tubs and other articles from Green 
County clay. 


The sudden death of Thomas E. Red- 
man, of Washington, Pa., one of the best 
known plumbers in this end of the State, 


for the evening meal. 


on January 12th, of heart failure, yas || 
a great shock to his many friends in| 
Pittsburg and Western Pennsylvania, 
Mr. Redman had been established jn 
Washington for 17 years, and had built” 
up a large plumbing business. He was. 
40 years of age, and came to Washington 

from Wheeling, W. Va., where he learned | 
the plumbing trade. He was very popu: | 
lar, both among business men and in a 

social way. He was a Heptasoph and ap | 
Odd Fellow. He had previously been 

connected with the Citizens’ Water Co., of 

Washington, Pa. as superintendent, and 

when the latter concern gave up its 
plumbing business Mr. Redman assumed 

that branch of the work. He was a man 

of sturdy qualities, of sterling integrity 
and a good citizen and will be greatly 

missed among his friends and throughout 

the trade. 5 


W. S. Zimmerman, of Waynesburg, Pa,, 
has secured the heating contract in the 
Auld residence at Waynesburg. 


W. J. Bryar and Victor A. Harder, of 
the Bailey-Farrell Mfg. Co., have been 
busy recently making a collection of fine 
chinaware and bric-a-brac. They attend- 
ed a sale of service vases in Wood street 
recently and both invested heavily in rare 
pieces. Mr. Bryar bid $420 for a beauti- 
ful blue and gold vase 4 feet high, but 
Mr. Harder secured the same for $450. 
Both gentlemen have been badly struck 
with the collecting fad and in their spare 
moments are eagerly ransacking the an- 
tique and curio shops of the city. 


W. HE. Weaver, of the well-known plumb- 
ing firm of Cummins & Weaver, Glass- 
port, Pa. who was found unconscious 
in the home of his partner, Frank Cum- 
mins, at Glassport on January 4th, from 
the effects of gas fumes, died at the 
McKeesport Hospital on Sunday, January 
10th. As stated in the last issue of Tur 
PLUMBERS’ TRADE JOURNAL, when the 
house was entered by neighbors on Janu- 
ary 4th, Mrs. Cummins was found dead 
and her husband in so serious a condi- 
tion that he died the same evening. It 
was thought that Weaver would survive. 
His home was in Blairsville and the 
body was taken to that place for burial. 

After being unconscious for over 100 
hours, Mr. Weaver recovered conscious- 
ness in the McKeesport Hospital on Janu- 
ary 7th and gave an account of the 
tragedy on January 4th. He stated that 
when he arrived at the Cummins’ home, 
where he had been boarding, it was after 
11 o’clock Sunday night. He did not 
see either Mr. or Mrs. Cummins, and as 
the house was dark he supposed they had 
retired. He said he went dirct to his 
room, but did not detect any odor of gas 
fumes in the house. Weaver had eaten 
dinner with Cummins and his wife Sun 
day noon, but did not return to the house 
He was of the 
opinion that Cummins and his wife were 
dressing to attend an afternoon meeting 
at the Presbyterian Church when over 
come by the gas, as both the victims were 
dressed when found Monday morning. ~ 

“It required several gallons of oxyget 
to bring Mr. Weaver back to conscious 
ness. 

Mr. Weaver was 30 years old, and was 
a member of Monongahela Valley Lodge 
No. 147, I. 0. O. F., and the Royal Ar 
canum. He is survived by his aged 
mother and three brothers, Roy of Pitts: 
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5 No Mechanical device to get out of order, but simpJe constructio ) 

We Claim on 8 scientific principle. Its water seal cannot be broken by 8) 
onage. It is self-scouring and will withstand long evaporation 
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The King Manufacturing Co., 


Broadway, cer Winth Street, WATERVLEIT, N. Y« 
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SUBSCRIBERS “trisJoaral when 


writing to Advertisers 


5. P, STAMBACH, ROBERT LOVE 


STAMBACH & LOVE, 


Plumbers’ Supplies -~ Sanitary Specialties 
50 and 52 North Seventh Street, PHILADELPHIA. 


che A. Rosenberg Co., 
BALTIMORE. MD., U.S.A. 
MANUFACTURERS OF 


WATER MOTORS=*WATER FANS 


Beware of Infringements! 


Seven (7) inch diameter Motor 
guaranteed to run for five (5) 
years WITHOUT REPAIRS. 


14 i PIPE 


Price $7,50 retail, with 12-inch 
rass Fan and’ Guard. 
C3 
J 


igulator oe DISCOUNT TO PLUMBERS. 
se ES SEND FOR CIRCULARS 
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use a painted Iron or Steel cased tub when 
you can buy a 


SECOND ENAMELED IRON TUB 


for less money. 


3-inch Roll Rin—30-inch wide—Flat Bottom. In 41-2, 5 and 6 ft. sizes. 


Your Opportunity 


We have in stock 10 car loads of these Tubs, 
and now offer them for sale at an EXCEP- 
TIONAL PRICE. You have customers look- 
ing for just such a tub. Take advantage of 
Your Opportunity or your competitor 
will. 


FLECK BROS. CO., 


PHILADELPHIA, PA. 


Se 


It Costs You Nothing 


if not satisfactory after 10 days trial. 


There is not a plumber inthe 
United States that can afford 
to be without the 


SUCCESS 
CARBORUNDUM 
GRINDING WHEELS 


Equipped with two Carborunduim Wheels 
and complete polishing outfit, consisting of 
felt wheel coated for use, and cloth buffers 
with the necessary polishing compound for 
plumbers to polish up rough or finished brass. 


We ship the machine free for 10 days trial. If satisfactory, send 
us $9.00, or if not satisfactory ship the machine back to us at 
our expense. 


A FRIEND IN NEED 
1s 


Luther’s Combination Brace 
and Force Feed Drill 


Far superior to the breast drill. Bull strength not required because the 
chain does the pressing on, you don’t. Any pressure desired is had by sim- 
ply turning the feed wheel. Ball bearings between the chuck and feed 
wheel sleeve reduces friction toa minimum. Drills holes up to 4 inch in 
iron easily asin wood. Chain can be instantly detached and brace is 
then used as any other for general use. Weight about 4 lbs. 


LUTHER BROS. CO., = NORTH MILWAUKEE, wis. 


ZENITH 


Highest Price Gas Rangs’.. __ 
CheapestsGas Range 
y Best Gas Range 


RANGE AND OLOSET 
WE WANT THE, PLUMBERS’ TRADE 


HY? 
Becausa they always Recommend the Best Goods in their line 


STEPHENSON MANUFACTURING CO., 


209 Sandusk t,A 
Send for Descriptive tietaioenee batched at enter tall Straits this Paper. 
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burg, and Thomas and Kaiph of Biairs- 
ville. 

The bodies of Mr. and Mrs. Frank 
Cummins were taken to Indiana, Pa., on 
January 5th for burial. Services were 
.onducted by Dr. F. Swartz Crawford, of 
_~he Presbyterian Church, at the home of 
Mi . Cummins’ mother, Mrs. Julia Tew- 
great, ludiana. A great many friends 
were present to pay their respect to the 
dead. The burial was made in Oakland 
“~zmetery. A large delegation of Odd Fel- 
lows from Blairsville accompanied the 
bodies to the single grave in which both 
were buried. 

A coroner’s inquest was held at Glass- 
port on January 13th to inquire into the 
death of Mr. and Mrs. Cummins and Mr. 
Weaver, ard the verdict was that the 
former die at asphyxiation and that 
Weaver died vf pneumonia resulting from 
asphyxiation. Imperfectly consumed nat- 
ural gas, resulting from clogged furnace 
pipes entered the house, causing asphyxia- 
tion. 


Mitchell & Busby, of Washington, Pa., 
are doing the plumbing and heating jobs 
in the new Jacobs residence at Wash- 
- ington. 


J. E. Neff, of Washington, Pa., is about 
completing the plumbing in the Connors 
apartment building, which contains ten 
apartments. 


Following their annual custom, the 
Pittsburg Supply Co. paid all of their 
employees their weekly salary in advance 
of Christmas, and also presented each 
of them, ‘numbering about 300, with a 
box of cigars. They also distributed 
among the plumbing and mill supply 
trade a very handsome imported clothes 
brush. 


The plumbing contract for the Belle 
field Club was awarded to John A. Roon- 
ey & Co., Pittsburg. The plumbing fix- 
tures for this building was specified from 
the catalog of the Pittsburg Supply Co., 
and high grade closets and lavatories 
will be used. 


Chas. A. Bruce, plumbing and gas fit- 
“ing contractor, formerly at 240 Fourth 
myenue, Pittsburg, announces a change of 
address, to 522 Second avenue. He wishes 
to thank his patrons for past favors 
and a solicitance of continuance of same. 


R. S. Harper, Hagerstown, Md., who 
represents the Pittsburg Supply Co. in 
the States of West Virginia, Virginia, and 
Maryland, was at the home Office in Pitts- 
burg during the past week preparing his 
new cost book, and getting general in- 
formation to solicit trade among his cus- 
tomers during the present year. Mr. 
Harper is very popular in a society way, 
and was the recipient of much social at- 
tention during his stay. 


J. D. O’Reilly, salesman for the Pitts- 
burg Supply Co., has been at Mt. Clem- 
ens for the past four weeks, and is ex- 
pected back Monday, when he will again 
call on his trade in Pennsylvania and 
Ohio. 


Edmunds & Williams, Braddock, Pa., 
were awarded a very large contract for 


steam heating in the new factory of the 
Dawes Mfg. Co., at Swissvale. They 
have just completed the plumbing in this 
building, which was done in a creditable 
manner. 


1a 


The Keystone Sanitary Supply Co., who 
have their warerooms and office in the 
Arrott Power Building, suffered a loss of 
several thousand dollars by fire. 


Mr. Day, of the Day-Ward Mfg. Co., 
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reporter was at their works a short time 
ago, and was pleased to note a very large 
increase in their plant, which was made 
necessary owing to the large demand for 
their high grade enameled goods. They 
quantities steel-clad, copper-lined bath 
are also still manufacturing in good-sized 
tubs. 


M. L. Moore, formerly sales agent for 
the Spang Chalfant Co., went East dur- 
ing the holidays to visit his parents at 
Bayonne, N. J. 


The Drummond Cycle Co., of Punxsu- 
tawney, Pa., are erecting a three-story 


ave e es py 


Warren, 
week, soliciting trade for enameled iron 


Ohio, was in Pittsburg last 


bath tubs, lavatories and sinks. Your 


Representatives of The Borden Co., of Warren, O., Taken at Their First Annual Dinner 
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brick store and apartment buiidIng. This 


is to replace the building which this con- 
cern lost by fire a short time ago. 
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Baltimore Plumbing News and Gossip 
Edited by J. C. M. 
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The salient fact about the sewer situa- 
tion in Baltimore as it now stands is 
that Mayor McLane and City Solicitor 
Bruce have been concentrating their ef- 
forts on the production of a bill that will 
secure the sewers. A bill as good as they 
could make, and that would have a chance 
of actually being enacted into law. 
There is no question of the excellency 
of the motive of either of these gentle- 
men. If they have not made a bill that 
is perfect and pleasing to everyone it is 
not because of any deficiency in their de- 
sire to do so, and now it is up to the 
public and the press to help forward the 
project. The time has now arrived for 
action on this urgently-needed improve- 
ment and failure to secure it at this time 
would be a disastrous blow to Baltimore. 


There has been two master plumbers 


elected to the house of delegates and they 
should exert every effort on their part 
to see that this important bill does pass 
at this session. They are James O. Dur- 
ham and William G. Hunkel. Both are 
members of the master plumbers associa- 
tion of Baltimore. 


The executive committee of the Atlantic 
Coast Association held an executive ses- 
sion in Philadelphia on December 10th. 
The following members were present: 
Morgan R. Mills, of Richmond, Va., the 
president of the association; Van Buren 
Giffen, of Atlantic City, N. J., vice-presi- 
dent; William H. Rothrock, of Balti- 
more, treasurer; Walter Nolan and E. J. 
Hannan, of Washington, D. C.; John 
Trainor, E. Mitchell, and Chas. H. Fred- 
erick, of Baltimore. 

The convention did considerable work, 
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which will be productive to the interest 
of the association. After the meeting 
they attended, in a body, a meeting of 
the Philadelphia local association. There 
were several speeches made by the yvisit- 
ing plumbers, which were responded to 
by the members of the local association, 


We regret to state that there is yery 
little improvement in the health of Mr, 
P. T. Barry. He is now at Asheville, 
N. C., and is likely to remain there for 
several weeks, according to his physi- 
cian’s orders. There is no doubt, if Barry’s 
health improves during his sojourn, that 
he will go prospecting for oil, as this 
is his hobby. 


OS 
THE BORDEN CO. OF WARREN, O., ENTERTAIN 


On New Year’s Eve the Borden (Co., 
of Warren, O., gave its first annual din- 
ner at the Park Hotel, at which all the 
representatives of the company and a 
few friends were the invited guests. An 
excellent menu was served and following 
which toastmaster, F. J. Ellsworth, who 
is manager of the company, introduced 
W. A. Neracher to reply to the toast. 
Mr. Neracher, whose wings are steadily 
growing, regaled the gathering with a 
bright speech and was followed by Supt. 
Andrew Abelson, with a song and skirt 
dance, which is one of the latest novel- 
ties in Warren, O., entitled, ““Down Where 
the Wurtzburger Flows.” The western 
representative of the concern, W. J. Al 
len, next gave a few reminiscences and 
also sprung a few of his Western yarns, 
which are parlor gossip in every city 
after he leaves. The toast, “The Ladies,’ 
was just the proper thing for W. E. Mur- 
ray, the Central States representative, to 
do justice to. It is easy telling tnat 
Murray is a favorite with the fair sex. 

One of the entertaining little skits of 
the evening was the Eastern representa- 
tive, Fred. F. Howe’s story of “Fritz in 
Ireland.” This was illustrated by kineto- 
scope views from a new electrical ma- 


Frank J. Ellsworth, Manager of The Borden Co., 
Warren, O. 


chine of which Howe is the inventor. 
Other speakers were B. T. Borden, the 
genius who brought into being the ex- 
cellent pipe-cutting and threading ma- 
chine which is making the Borden Co. 
famous; E. W. Jones, Fred. Downs, and 
I. W. Nonnemen. It was the wee small 
hours of the morning when the lights were 
put out. The Borden Co. all during the 
holiday week took the greatest care of 
its representatives, entertaining them in 
every possible way, and getting a little 
better acquainted with each other. 
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Permits were issued the past week for 
four buildings at the corner of Iliff and 
Washington avenues, Denver, Col., which 
will constitute the State Home for De- 
pendent Children. The aggregate cost 
will be $40,000, which was appropriated 
by the last legislature. The main build- 
ing will cost $15,000, the boys’ dormitory 
512,000, hospital $8,500, and boiler house 
54,500. The old and reliable firm, The 
irving Plumbing and Heating Co., of 
the above city, secured the contract for 
he plumbing and heating in all the above 
juildings. The report is that the work 
vill be pushed as rapidly as possible. 
[The above firm also has the plumbing 
‘contract on the “Webster” school house 
yf this city. 


Loser Bros., Denver, Colo., who have 
een located at 1759 Champa street, have 
noved on upper 15th street, which’ gives 
hem a much better location for their 
ine of business. 


Johnson & Davis, Denver, have been 
nstalling several fine plumbing fixtures 
t Ft. Logan, which is 9 miles from 
Jenver. The old and reliable firm al. 
jays get a good share of the business. 


The Cheyenne plumbers who went on 
strike on the 8th of this month, and 
emanded shorter hours and more pay, 
»-day effected a compromise with the 
1aster plumbers, who granted them the 
ight-hour schedule. The rate of pay re- 
1aing the same. 


Albert Herrod, who started in the 
lumbing and heating business in Chey- 
nne, Wyo., about a year ago, is enjoying 
very satisfactory trade and the pros- 
ects are encouraging for the coming 
ear. Mr. H. is a good mechanic and en- 
ys the reputation of having the con- 
dence of his town’s people. 


W. J. Dallimore, Ogden, Utah, who 
; an “old timer” in the plumbing busi- 
ess in that enterprising city, has had a 
ary successful business the past year. 
here has been several fine residences 
lilt there the past year, and as Mr. 
. makes a specialty of plumbing resi- 
mces, he therefore secured his share of 
ie work done there this year. 


Mr. I. M. Higley, the honest plumber, of 
ult Lake City, Utah, has the reputation 
being one of the best trout fishers and 
arksmen in the West, and has recently 
ght a ranch near his city, and expects 

build a large trout pond on same. 
he pond will be fed by a mountain 
ring with pure water, and Mr. Higley 
pects to stock the pond with the best of 
e finny tribe, and live on his ranch 
rt of the year and enjoy life. 


The City of Salt Lake, Utah, awarded 
James Kennedy & Company, of Fargo, 
D., the contract for both the sewer 

d water main extensions, which are 
be commenced at once. The contract 

ice for the sewer was $18,801, and for 

e water mains $24,486. It is reported 

at the above prices are much lower 
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than the contract price was last year. 


The Fishe Burke Plumbing and Heat- 
ing Company, of Pueblo, Colo., have sev- 
eral fine plumbing jobs on hand, which 
include some fine residences of their city. 
They enjoy the confidence of the best 
trade of their city. 


Mr. H. G. Diercks of Ft. Collins, Colo.., 
reports having the best trade the past 
year he ever had. He also has plenty of 
work still on hand most of which are 
several residences, 


The new Springdale water system, 
which was recently put in and supplies 
the city of Sterling, Colo., with pure 
water, was,tested the other day. The 
water is conveyed a distance of six miles 
under a gravity pressure and in the test, 
with no other force save the gravity, 
water was thrown over two-story build- 
ings. The city fire board was well pleased 
with the plant and will accept same. 


The San Luis Valley, in Southern Col- 
orado, is noted as being one of the 


these wells into houses for domestic use. 
The pressure is sufficient to carry the 
water to the second story, but is not 
great enough to afford very good fire 
protection. 
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MECHANICAL DRAWING AND DESIGN 


Theo. Audel & Co., of 63 Fifth avenue, 
New York, are the publishers of “Rogers’ 
Drawing and Design,” a book which thor- 
oughly and clearly teaches the theory and 
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ters with information which they might 
not be able to express offhand. Experi- 
ence has shown that men known to have 
sérved many years at gas fitting have 
been unable to successfully pass an ex- 


amination. The intention of the “Gas 


Fitters’ Question Book” with its answers 
is to supply material which will enable 
the most practical man to answer off- 
hand any practical question which might 
be submitted to him in conjunction with 


( 


sa? NIMVU SwaDOY \ 


ND 


See 


Illustrating Rogers’, Drawing.,and Design’ Published by Theo. Audel & Co 
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practice of drawing and designing as re- 
quired in the shops of engineering, ma- 
chinery, electrical and plumbing trades. 
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largest agricultural valleys in the world 
at so high an elevation. It is over one 
hundred miles long and averages about 
sixty miles in width, and most of the 
surface looks to be as level as a floor, 
though there is a gradual fall toward the 
east and south of several feet to the 
mile. The valley is 7,500 feet and up- 
wards above the sea level, and among 
other things worthy of note is the fact 
that there are a great many artesian 
wells, some of which are as large as six 
inches in diameter, from which flows a 
stream of water that at a short distance 
from the wells appears to be a natural 
brook. 


It is the practice where modern plumb- 
ing is used to pipe water direct from 


It is practical and a complete self-in- 
structor. 

This book contains five hundred pages, 
six hundred illustrations, and an index. 
It is clearly printed on superfine paper, 
and beautifully bound in black vellum 
cloth, with full gold pages. The price 
of this book is $3 post paid, and the 
money will be promptly refunded if the 
volume is not found satisfactory, pro- 


vided it is promptly returned. 
—_———e+> Ito —_—__—_— 


GAS FITTERS QUESTION BOOK 


THE PLUMBERS’ TRADE ‘JouRNAL is in 
receipt of the “Gas Fitters’ Question 
Book” with answers, compiled by Albert 
Dunbar, of Dorchester, Mass. The book 
is a 95-page, well arranged and _illus- 
trated affair, destined to supply gas fit: 


his business. The book contains, in ad- 
dition, rules and tables that are of value, 
and sells for $1.35. Any of our readers 
desiring a copy can have same by writing 
direct to Tur PLUMBERS’ TRADE JOURNAL 
and forwarding the amount. 
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THE GROWING SOUTH 


The growing part of our country to-day 
is unquestionably the South. It is of- 
fering such unusual facilities, both 
through locations and sites, and the man- 
ner in which prominent railroads cover 
the territory, that the eyes of the manu- 
facturers are turning southward from all 
parts of the country. Even foreign en- 
terprise is coming into this growing part 
of our grand country. 

The “Southern Field,’ a paper publish- 
ed weekly at Washington, D. C., by the 
Southern Railway, gives magnificent de- 
scriptions of the South and instructive 
detail as to the best parts and places in 
which to locate. In many instances not 
alone is ground offered free, but assist- 
ance given in the way of construction and 
railroad facilities. The editor of the 
“Southern Field,’ M. V. Richards, is an 
able journalist, and the “Southern Field,” 
which, as he states, is devoted to the 
enterprise and development of the coun- 
try traversed by the Southern Railway, 
is a mighty bright paper under his edi- 
torial management. The paper will be 
sent free to any of our readers who may 
desire to send him their names for his 
mailing list. 

—_——"—_o + + -- 


GOODS OF THE BRUCKLEY-HART MFG. CO. 
FOR SALE 


The Detroit Trust Co., of Detroit, noti- 
fies THE PLUMBERS’ TRADE JOURNAL that 
they are offering for sale the entire 
properties of the Buckley-Hart Mfg. Co., 
of Detroit, for the benefit of their credi- 
tors. These properties consist of vari- 
ous assortment of tools, patterns, sanitary 
supplies, brass goods, etc. Our trade 
would do well to communicate with the 
Detroit Trust Co. if they desire further 
information along this line, 
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@ EDITORIAL AND 


N the “World’s Work” for January 

| appears an interesting article anent 
the “Open Shop” in Chicago. The 

writer has for his hero the Employers’ 
Association, and calls attention to Chi- 
cago as a city that should give a great 
object lesson to other cities. To sum 
in total the expressions of this able writ- 
er in the ‘“World’s Work” it would seem 
that it has been his object to convey 
the correct impression that the Employ- 
ers’ Association has opposed an organ- 
ized resistance to intolerable organized 
aggression of Chicago labor. A year ago 
the labor union was dominant, active and 
commanding. To-day they ask for what 
they then demanded. The Employers’ 
Association has taught them that the em- 
ployer and the public have rights which 
unionism must always consider. He 
sums up the concrete results of the work 
of the Employers’ Association as fol- 
lows: 

1. The sympathetic strike has 
been abolished in Chicago. 

2. The movement of capital from Chicago 
on account of labor troubles has been checked. 

8. The effectiveness of the lockout as a 
means of breaking a strike has been proved. 

4. The non-union man has been protected in 
his desire to work wherever he pleases. This 
is the open shop. 


5, The employer has been educated to ap- 
preciate the value of organization. 


No more important of these five clauses 
can be considered than that one estab- 
lishment, the rights of the non-union 
man. This has been the rock upon which 
the waves of unionism have dashed in 
relentless fury, and the question of the 
right of any man being prohibited from 


practically 


Albert N. Chambers, New York. 

P. Gormly, Philadelphia, Pa. 
Henry L. Hall, New York. 

John D. Hibbard, Chicago, Ills. 
Alfred E. Kenrick, Brookline, Mass. 
Harvey Middleton, Baltimore, Md. 
John T, Sadler, Elmira, N. Y. 
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selling his labor where he desired, and 
the employer’s right to hire or discharge 
as best suited him, have been the cause 
of more than one strike and more than 
one suit at law. The result, therefore, 
of the conflict between the union and the 
Employers’ Association in Chicago can 
prove of great moment to every city. It 
has demonstrated that the employer has 
his rights and the non-union man has his 
rights. While any conflict between capi- 
tal and labor, between employer and em- 
ployee, can only be regarded as deplor- 
able, it seems almost inevitable that the 
issue of the open versus the closed shop 
must be met and fought to a finish. 


VERY interesting booklet called 
A “Bulletin No. 1 of the Citizens’ In- 

dustrial Association of America,” 
issued by the publication department of 
the association at Indianapolis during the 
current month, has been sent to various 
employers’ associations throughout the 
country. It contains a history of the 
organization’s birth at the meeting of 
October 29th and 30th in Chicago, of the 
causes that led to its organization and 
of the good to be effected when thorough 
accord and unison in ideas and action is 
secured from the great number of em- 
ployers’ association who have already 
sought membership. Mr. D. M. Parry, of 
Indianapolis, is at the head of the org- 
anization and the introductory remarks 
show that his ideas and ambitions will 
in all probability result in the permanent 
organization of the greatest association 
of employers eyer conceived, 


HE booklet contains an extract from 
T a speech made before the Citizens’ 
Industrial Association of America 
by the president, D. W. Parry, in which 
an interview with the late Herbert 
Spencer is cited to show that that great 
thinker was keenly alive to the dangers 
besetting his favorite theories of pro- 
gressive evolution and individual liberty, 
through the spread of Socialism. Mr. 
Spencer is credited with saying that 
State Socialism was fast superseding in- 
dividualism, and that it would result 
in a form of government tyrannical 
beyond conception; that this would be 
followed by military despotism, but not 
until a struggle terrible to contemplate 
had first been enacted! Mr. Parry points 
out that America with its free educational 
system and republican form of govern- 
ment is best fitted to cope with the So- 
cialistic tendencies menacing our institu- 
tions, and makes a strong appeal to pa- 
triotism for the upbuilding of an or- 
ganization that will in his opinion be- 
come a permanent bulwark of American 
liberty! 


UCH stress is laid upon the fact that 
ih | labor unions as such are not and 
will not be antagonized but it is 
made. equally plain that movements of 
labor unions relative to the closed shop 
and other plans calculated to interfere 
with a competitive labor market will be 
persistently opposed. The claim is made 
that practically all employers’ associa- 
tions can be classed under one of three 
heads and that therefore the interests of 
all can be protected through affiliation 
with this one great central body. The 
three classifications are: 1st. Those 
whose principal purpose is that of educa- 
tional propaganda, opposition to socialis- 
tic legislation and the enforcement of 
law and order. 2d. Those that render 
practical assistance to members in putting 
down strikes, carrying on litigation in the 
courts, reimbursing members for losses 
sustained and in dealing with the unions 
direct; and 3d, organizations that have 
not been formed for the particular pur- 
pose of dealing with the labor question, 
but which nevertheless have a deep in- 
terest in the proper solution of labor dif- 
ficulties. 
T would be a grand achievement for 
] civilization if the great forces now 
at work could reach a peaceable solu- 
tion of the many vexing and perplexing 
problems concerning the relations of cap- 
ital and labor to each other and of both 
to the great unorganized masses who con- 
stitute the balance of the community. 
Labor has of course the same right to or- 
ganize as any other class—the all-reach- 
ing productive organizations of corpora- 
tions and of railroads, for instance. It 
has the same lesson to learn as many of 
the other unfortunately have in the light 
of their presumed higher intelligence, 
that only injury can result if they work 
contrary to economic or evolutionary law. 
In the words of Prof. Gunton, president 
of the Institute of Social Hconomics, 
“No amount of coercion, no power to 
shut down industries and embarrass busi- 
ness; no control, however complete, can 
raise wages permanently and improve the 
conditions of the wage class that does 
not operate upon and through the oppor- 
tunities and influences that develop the 
character, broaden the intelligence and 
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raise the social standard of living and of 
citizenship!” 


E believe an organization such as 

we have been discussing to be 

' capable of much good to the 
country as a whole—as a nation, pro- 
vided that the welfare of all is considered 
of first importance rather than the par- 
ticular welfare of the afflicted bodies as 
against all other interests. If the latter 
tendency develops there will be as much 
to fear from abuse of its power and pres- 
tige as there is now in some of the mis- 
guided and entirely selfish movements 
of organized labor, such as the tendency 
to make arbitrary demands—not always 
of a financial nature—for other than 
economic reasons! The Citizens’ Indus- 
trial Association of America will need to 
be conservative and as just as the names 
of the many brilliant men identified with 
it would indicate its ability to be. It 
must remember always that the labor 
movement is one of civilization’s living 
forces; a force to be studied and reck- 
oned with by men of judicial tempera- 
ment, if its errors are to be rectified and 
its power for good centered in right chan- 
nels. Strife of any character, particu- 
larly when it becomes acute, abnormal 
and far reaching, tends to disrupt the con- 
fidence and security of general business. 
Its bad effects are felt primarily by the 
business and laboring classes, but ulti- 


mately by the whole community. 
—_——_ & 24 <3—___—_ 


(@ THE CAMERA AT CONVENTIONS 
No. 1. (i 
CG ee ee ere 
Photographs submitted to THe Prumps- 
ERS’ TRADE JOURNAL taken by delegates of 
interesting places and characters at our 
national conventions: 
Figure one: This illustration is taken 
from the Pullman car steps in the State 


of Kansas by Wm. Brooks, of Passaic, 
N. J. The Eastern delegation had just 
been taken through the flooded territory 
and were leaving Fort Scott. This illus- 
tration gives our readers a partial idea 
of how the great flood last May covered 
the State of Kansas. 
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MASTER PLUMBERS OF MUNCIE, IND., 
ELECT OFFICERS 


The Muncie (Ind.) Master Plumbers’ 
Association held its annual meeting and 
elected the following officers: President, 
E. L. Clevenger, and secretary, J. A. Gal 
livas. Delegates to the national conven- 
tion at St. Louis, H. H. Hylands and R. 
I. Hoyt. 
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You remember some time ago a West- 
erner came east and took away with him 
a very pretty cup. Well, a short time 
ago we had the good fortune to have a 
man from the East go out and win that 
back. And whisper—have you seen it 
yet? They say it’s a beauty. 


Look out for 42d street and vicinity. 
They say it’s very bad for black eyes— 
with the subway and trolley cars. I won- 
der how he is. 


Mr. W. J. Fowler, of the W. J. Fowler 
Co., has just returned from an extended 
trip through Philadelphia, Baltimore, 
Washington and Pittsburg. He reports 
all well along the line, and plenty of 
business. Also informs us that he has 
landed two very large contracts for apart- 
ment houses on Seventh avenue and vic- 
inity. Hurrah for Billy! 


Hush! It’s rumored around that “Lar- 
son” has decided to raise a beard to 
keep the cold out, and also evidently run 
- up his expense account. 


Lost, strayed or stolen—that congenial 
little man, Tom Cliff. Was last seen 
Thursday evening, 4 G. M., going home. 


It never rains, but it pours. What 
a shame! Not only a fire, but we re- 
gret to say, Mr. Allan P. Smith, Secre- 
tary of the Henry McShane Company, lost 
all his furniture and valuable paintings 
in the fire, having them there in stor- 
age while his house was being overhauled. 
It amounts to $10,000.00. We extend our 
deepest regrets. 


Well! Did you see Frank Merwin, 
alias “Buster’? When he was in town 
with Mrs. Merwin, he dropped in for a 
few moments’ chat. Oh, yes, he came 
up in the elevator. Understand, though, 
it was inspected the next day. 


My! Have you seen those lovely 
knives that Mr. Fred. B. Mueller is giv- 
ing for Xmas? I wonder if he has enough 
for his lady friends. Mention the Jour- 
NAL and hurry and get one. 


Hockey? Must be an awful rough 
game, according to reports. I don’t won- 
der that Walton sprained his ankle. 


Look out for Archie Maddock, ye golf- 
ers. He is still practicing and with a 
red golf ball, the snow has no terror for 
him. 

J. H. Comstock, president of Comstock- 
Oberndorf Co., manufacturers of high 
brass goods, formerly of the Henry Mc- 
Shane Mfg. Co., and now of Pittsburg, 
was in the city last week and reports 
good business. Anybody wishing good 
prices, we would advise writing and men- 
tion the JOURNAL. 


Mr. J. J. Horan, of Troy, we notice 
wandering around the city last week, in 
all the rain. We imagine worrying over 
his hotel job in Troy. 


Fred. Mueller, of the H. Mueller Mfg. 
Co., stopped off on his trip to Hot Springs, 
his usual mid-winter vacation, to pay 


a visit of two or three days. The girls 
around the Arlington Hotel had better 
beware. They tell me he is a “heart 
breaker.” 


The Magee Furnace Company, of Bos- 
ton, Mass., are ably represented in New 
York City by E. N. Cokefair, who is lo- 
cated at 39 Cortlandt street. 


Thomas G. Knight, of the Thos. G. 
Knight Company, of Brooklyn, is on a 
hunting trip through the south with 
some friends. He will spend several 
weeks. 


M. S. Surrey, who severed his connec- 
tion with the Colwell Lead Co., has ac- 
cepted a position with M. Reynolds 
Plumbers’ Supply Company, of 25 Centre 
street, New York. 


The John Simmons Company, of 110 
Centre street, New York, are calling the 
attention of the trade to their line of 
Cornell heaters. Drop them a line to De- 
partment R, and they will send a copy of 
their catalog. 


The Thatcher Furnace Co., of 240 Wa- 
ter street, New York, has purchased the 
entire line of patterns of the Rossmore 


steam and hot water heaters and will 
manufacture them hereafter. This adds 
to their already extensive line eighteen 
steam heaters from 200 feet to 2,100 feet, 
and eighteen hot water heaters from 325 
feet to 3,300 feet. Mr. Frank Shay, for- 
merly secretary of the Rossmore Co., 
which is now dissolved, is now connected 
with the Thatcher Furnace Co. 
6 


BURNED OUT—WANTS CATALOGS FROM 
MANUFACTURERS 


J. E. Albright, a master plumber of 
Greensboro, N. C., was burned out on Jan- 
uary 13. His tools were nearly a total 
loss, although he saved most of his stock. 
He writes Tor PLUMBERS’ TRADE JOURNAL 
that he is in the fight again but wants to 


( 
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A.E. Vespers, Master Plumber of Pasadena, Cal., Posing for The Plumbers’ Trade Journal Camera. 
‘Mr. Vesper is Very Patriotic, as Will be Seen by the Manner in Which he Has Decorated His 
Store in Honor of The Rose Carnival, Held in Pasadena on New Year’s Day of Each Year. 
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receive catalogs and price lists from 
plumbers’ supply houses. 


MR. AHRENS, JR., ELECTED PRESIDENT 


Theo. Ahrens, Jr., president of the 
Standard Sanitary Mfg. Co., and of the 
Ahrens & Ott Mfg. Co., of Louisville, Ky., 
was recently elected president of the 
Board of Trade of that city. 

—__ > 904+ —_ 


CHATTANOOGA, (TENN.,) ASSOCIATION 
ELECTS OFFICERS 


Editor of Tur PLUMBERS’ TRADE JOURNAL: 

At the last meeting of our local here 
the old set of officers were elected for an- 
other year, as follows: 

President, R. O. Carlin. 

Vice-president, D. J. Murphy. 

Treasurer, Fred Fox. 

Secretary, John C. Knoedler. 

Joun C. KNOEDLER. 
Chattanooga, Tenn. 
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ASSOCIATION NEWS 


The following is a list of state conven- 
tions which are to be held: 

Arkansas Association at Hot Springs, 
Ark., on April 11. 

West Virginia Association at Fair- 


mont, W. Va., on Feb. 16. 

Ohio Association at Toledo on Febru- 
ary 9 and 10. 

Indiana Association at Terre Haute in 
March. 

Iowa Association at Dubuque on Feb- 
ruary 8, 9 and 10. 

Oklahoma, at Guthrie on March 15. 

New York Association at Albany on 
February 9 and 10. 
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KANSAS CITY, MO., ASSOCIATION 


At a recent meeting of the Kansas City 
Master Plumbers’ Association the election 
of officers resulted as follows: President, 
R. J. Cathcart; first vice-president, E. 
Doherty; second vice-president, C. L. 
Smith; treasurer, O. J. Sutter; sergeant- 
at-arms, Thomas H. Walker. 
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CHICAGO FIRM GIVES BANQUET 


The Street & Kent Mfg. Company, of 
Chicago, gave a banquet to the various 
department managers last week. This is 
an annual event and is looked forward to 


with much pleasure. 
———e > ++ —>—_____—_ 


JERSEY CITY MASTER PLUMBERS ELECT 
OFFICERS 


At a meeting of the Jersey City, N. J., 
master plumbers, held January 21st, 1904, 
the following members were elected offi- 
cers for this year: 

Jas. A. Joanes, president; A. E. Becker, 
first vice-president; Jos. A. Sprouls, sec- 
ond vice-president; C. H. Lealing, third 
vice-president; Wm. J. Cross, treasurer, 
re-elected; M. B. Moran, secretary, re- 
elected; V. Werner, sergeant-at-arms. 
Trustees—J. J. Sharrock, R. McDonald, 
W. L. Renker. Sanitary Committee—J. 
L. Dietz, R. H. Chandlers, F. S. Wurth. 

ee 


A NEAT LITTLE CALENDAR FOR FEBRUARY 


The Borden Co., of Warren, Ohio, is 
sending to the trade a neat little caten- 
dar for the month of February. it is a 
crackerjack “ad.” for their splendid line 
of pipe-threading machinery and high- 
grade dies. Attached to the calendar are 
a few words concerning the “Borden” 
geared stocks and what they will do. The 
calendar represents the celebrated cherry 
tree in course of demolition through the 
excellent wielding of George’s hatchet. 
Get this calendar hanger, as it will be 
sent free to any of the trade writing the 
Borden Co. and mentioning THr PLuMB- 
ERS’ TRADE JOURNAL. 

——_--—e pee wm -—-—— 


AN ALUMINUM BOOK MARK FREE 


The Lennox Machine Co., of Marshall- 
town, Ia., are sending out to the trade a 
very neat little aluminum book-mark and 
a pocket-book calendar of aluminum for 
1904. As will be remembered, the Len-- 
nox Machine Co. are the manufacturers 
of “pipe cutting machines, tapping ma- 
chines” and other devices known to our 
trade. Any of our readers writing them 
and mentioning Tur PrLumBers’ TRADE 
JOURNAL will be sent these little souvenirs 
without expense. 

ee 


A FEW FUNNY ONES 


It is an actual fact that a certain 
woman in a nearby Jersey town refused 
to pay a bill for plumbing work done in 
her residence, claiming that she was justi- 
fied owing to the plumber’s helper mak- 
ing faces at Fido, her pet poodle. 


Several months ago THE PLUMBERS’ 
TRADE JOURNAL editorially acknowledged 
the receipt of 25 cents from “A Stricken 
Conscience.” We hereby acknowledge the 
receipt of another 25 cents from the same 
party, he claiming that several years ago 
he got the best of us for quite a sum, 
and is paying us back little by little; 
that he has been converted and has seen 
the error of his ways. We want to again 
thank “Stricken Conscience,’ and sin- 
cerely hope it was several million dollars 
that he got the best of us, and that he 
gets it all back to us in lumps of 25 cents 
at a clip. Are there any more who got 
the best of us? If so, now is the time to 
get in line. Back payments will be ac 
knowledged as they are received. 
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¢ Bowling in New York City 


[pert statnomenntaetiar tint fim tm tien art aghast 9S) 


The New York Plumbing and Steam 
Supply League met at the Monarch Pal- 
ace alleys on Tuesday, January 19th. The 
first game was between the John Simmons 
Co. and H. P. Read Lead Works. It was 
won by the former with a score of 806 
against 568. In the next game the Metal 
Worker scored 791, winning from the 
Colwell Lead Co.’s 758. In the game be- 
tween the H. P. Read Lead Works and 
the Metal Worker, the former scored 571 
and a handicap of 74, making a total of 
645 against 814 made by the Metal Work- 
er. The John A. Murray team scored 671, 
and with a handicap of 89 made a total 
of 760 and defeated Tur PLUMBERS’ TRADE 
JOURNAL team with 702. The Arthur L. 
Perkins team with 709 defeated the Met- 
ropolitan Supply Co. with 488 and a han- 
dicap of 17, a total of 505. The Ashcroft 
Mfg. Co. won the last game, with 759, 
from the Colwell Lead Co.’s 6438 and a 
handicap of 46, making a total of 689. 


The following is the schedule for the 
second half of the season: 


Tuesday, Feb. 2—Ronalds Johnson, Du 
Bois & Co., Simmons & Co. 

Tuesday, Feb. 9—A. L. Perkins, Ash- 
croft Mfg. Co., Metal Worker. 

*Thursday, Feb. 18—Met. Supply Co., 
THE PLUMBERS’ TRADE JOURNAL, Kenny 
Mfg. Co. 

Thursday, Feb. 25—Locke & Smith, J. 
A. Murray, H. P. Read Lead Works. 

Tuesday, March 1—Colwell Lead 
Works, Ronalds & Johnson, A. L. Perkins. 

*Thursday, March 8—Du Bois & Co., 
Ashcroft, Met. Supply Co. 

Thursday, March 10—J. Simmons & 
Co., Metal Worker, THE PLUMBERS’ TRADE 
JOURNAL. 

Thursday, March 17—J. A. Murray, 
Ronalds & Johnson, Ashcroft Mfg. Co. 

Thursday, March 24—Read Lead 
Works, Du Bois & Co., A. L. Perkins. 

Tuesday, March 29—J. A. Murray, 
Kenny Mfg. Co., J. Simmons & Co. 

*Wednesday, March 30—Metal Worker, 
Locke & Smith, Met. Supply Co. 

Thursday, March 31—THE PLUMBERS’ 
TRADE JOURNAL, Read Lead Works, Col- 
well Lead Co. 

Friday, April 1—Ronalds & Johnson, 
Kenny Mfg. Co., Metal Worker. 

Monday, April 4—Du Bois & Co., J. A. 
Murray, Colwell Lead Co. 

Thursday, April 7—J. Simmons & Co., 
A. L. Perkins, Locke & Smith. 

Friday April 8—Ashcroft Mfg. Co., 
Kenny Mfg. Co., Read Lead Works. 

Monday, April 11—Locke & Smith, 
THE PLUMBERS’ TRADE JOURNAL, Ronalds 
& Johnson. 

Wednesday, April 183—Colwell Lead Co., 
Met. Supply Co., J. Simmons & Go. 

Thursday, April 14—Du Bois & Co., 
and THE PLUMBERS’ TRADE JOURNAL, Du 
Bois & Co. and Metal Worker, J. A. Mur- 
ray and Metal Worker. 

Friday, April 15—A. L. Perkins and 
Kenny Mfg. Co., A. L. Perkins and J. A. 
Murray, J. A. Murray and Met. Supply 
Co. 

Monday, April 18—J. Simmons & Co. 
and Ashcroft Mfg. Co., Ashcroft Mfg. Co. 
and THe PLUMBERS’ TRADE JOURNAL, A. 


L. Perkins and THe Piumpers’ TRADE 
JOURNAL. 
‘Wednesday, April 20—Read Lead 


Works, Met. Supply Co., Ronalds & John- 
son. 

Thursday, April 21—Du Bois & Co. 
and Kenny Mfg. Co., Du Bois & Co. and 
Locke & Smith, Ashcroft Mfg. Co. and 
Locke & Smith. 

Friday, April 22—J. Simmons & Co. 
and Read Lead Works, Metal Worker 
and Colwell Lead Co., Metal Worker and 
Read Lead Works. 

Monday, April 25—THr PLUMBERS’ 
TRADE JOURNAL and J. A. Murray, A. L. 
Perkins and Met. Supply Co., Ashcroft 
Mfg. Co. and Colwell Lead Co. 

Wednesday, April 27—Kenny Mfg. Co., 
Locke & Smith, Colwell Lead Co. 

* To be rolled on 8 and 4 alleys. 

PLUMBING & STEAM SUPPLY LEAGUE 
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Tuesday, on the 19th, Peck Bros. came 
in contact with the Dalton-Ingersoll 
brigade and met their Waterloo. Galli- 
son took two from Cambridge, and the 
Locke-Stevens vs. Young game was post- 
poned. The total scores were Dalton- 
Ingersoll, 1,248; Peck Bros., 1,172; and 
Gallison, 1,128; Cambridge, 1,199. 

On Thursday, the 21st, the match of the 
night was between Smith & Anthony and 
Jas. Barrett Co., and evidently both 
teams were on their very best behavior 
and keyed to the highest pitch for the 
occasion. S. & A. made two record 
strings and won two in three, just 
enough to break the top tie and let Dal- 
ton-Ingersoll have that proud position 
alone. Four hundred and forty-five is 
good enough to win, so that Barrett. ac- 
cepts defeat gracefully. The Salesmen 
seem to have struck the tobaggon for fair. 
Hubbard got two by good bowling, but 
eased off too much in the third. The 


total scores were: Smith & Anthony, 
1,834; Barrett & Co., 1,246; Webb Co., 
1,228; Salesmen, 1,152, and Hubbard 


Sons, 1,248; Hoey Co., 1,174. 

On Thursday the center of interest was 
in the game between Dalton Ingersoll 
and F. W. Webb Co. Dalton’s good work 
held on, however, and they took three 
straight, leaving the first place tie still 
unbroken. The Salesmen team took on 
awful slump and lost three straight to 
Gallison. Young also applied a coat of 
whitewash to Cambridge. Scores: Dal- 
ton-Ingersoll, 1,233; Webb, 1,196; Galli- 
son, 1,223; Salesmen, 1,072; Young, 1,193; 
Cambridge, 1,132. 

On Tuesday evening, January 12th, 
there were two important matches in 


the Boston Plumbing and Steam Supply 


Bowling League—Smith & Anthony vs. 
Locke, Stevens & Co., and Peck Bros. Co. 
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vs. W. B. Hubbard & Sons Co. L., S. & 
Co. were thought to be good for at least 
one out of the three from §S. & A., but 
disappointed their well wishers by drop- 
ping all three. Hubbard was supposed to 
have the short end with Peck, but proved 
a surprise by taking two out of three, 
while Barrett got all three from Hoey Co. 
Scores: Smith & Anthony, 1,281; Locke 
Stevens, 1,183; Barrett Co., 1,251; Hoey, 
1,163; Hubbard & Sons, 1,189; Peck Bros., 
1,189. 
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: Bowling in Philadelphia 3 
Cee 3 


The bowling tournament of the Phila- 
delphia Plumbing and Steam Supply 
League, held Monday evening, January 
1ith, bubbled over with exciting con- 
tests. 

Harry Logan, Jenkins Bros.’ genial 
manager Byrne, of Froelich, and Par- 
sons, of the Salesmen’s teams were the 
only ones to land in the exalted 200 so- 
ciety. The 209 made by Harry in the 
first game must have used up all the ex- 
cess steam, as he dropped to 140 and 143 
in the last two games. 

His games were played on the Central 
Alleys. 

Haines, Jones & Cadbury’s teams easily 
won all the games from Fleck Bhos. team. 
Total 2,299 to 1,898. Jenkins Bros. won 
all three games from Ronalds & Johnson. 
The McCambridge first team barely won 
the three games from the McCambridge 
second. The Standard Plumbing Supply 
Co. team cleared up Perkes team to the 
tune of almost 300 pins on the total 
score. The Salesmens team took all 
three games from Rainear & Co. Froe- 
lich Bros. won two out of three from 
Walls & Pearsall. 

The weekly tournament of the Plumb- 
ing Supply League, rolled at the Central 
Alleys on Monday evening, January 18th, 
resulted as follows: 

Froelich Bros. won two from C, J. Rai- 
near Co.; Walls & Pearsall took two from 
Jenkins Bros.; three straight were lost 
by McCambridge second to Haines, Jones 
& Cadbury Co.; the Standard Plumbing 
Supply Co. won two out of three from 
McCambridge first; the Salesmen took 
all three from Fleck Bros.; two out of 
three were won by Charles Perkes from 
Ronalds & Johnson. 

The total pin scores up to date are as 
follows: Salesmen, 29,718; Jenkins Bros., 
29,332; Walls & Pearsall, 29,240; H., J. & 
CoCo 19143 Stdae Ba SamCO.miao- Sis 
Froelich Bros., 28,493; McCambridge 1st, 
28,158; C. J. Rainear & Co., 27,145; Ron- 
alds & Johnson, 25,456; Fleck Bros., 25,- 
289; Chas. Parkes, 24,775; McCambridge 
2d, 23,294. 


oe OH 
THE “SURE-SEAL” TRAP A WINNER AT RICH- 
MOND, VA. ; 


An official test for syphonage, which 
proved extremely interesting to the 
plumbers and architects of the city of 
Richmond, Va., was held on January 
22d and was made under the special 
direction of the Board of Examining 
Plumbers of the Health Department. 

The test was made in the shop of the 
Richmond Plumbing and Mantle Com- 
pany, and was witnessed by most of the 
prominent plumbers of Richmond. Among 
those present were noted the classic fea- 
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tures and genial countenance of Morgan 
R. Mills, the worthy president of the 
Atlantic Coast Association. Also J. A, 
Phillips, Jr., who was recently elected 
president of the Richmond Master Plumb- 
ers’ Association, and J. M. Landers, the 
chief inspector of plumbing for the city. 

This syphonage test was a comparative 
test between the “Newton” and the “Sure 
Seal” traps. The first trap tested was 
the “Sure Seal,” and with the result 
that after repeated flushing under a 
vacuum of 18 inches, the water seal main- 


tained was 1% inches above seal line. 

The “Newton” trap was next tested and 
showed about % inch of water seal above 
seal line. : 

Mr. McAuliffe, the representative of 
the Sure Seal Trap Company, then demon- 
strated the scouring qualities of his trap 
by filling the same with gravel. One 
or two gallons of water easily displaced 
the gravel, and in the twinkling of an 
eye was as clean as before tested. The 
plumbers of Richmond were extremely 
interested in this test and were quite 
enthusiastic over the showing made. 


} OBITUARY 


THOMAS E. REDMON 

Thomas E. Redmon, one of the best 
known master plumbers in western Penn- 
sylvania, died January 12, 1905, very 
suddenly of heart trouble at his home in 
Washington, Pa. Mr. Redmon served his 
apprenticeship with Broke HE. Adams, at 
Wheeling, W. Va., that being his former 
home. He was engaged before entering 
into business for himself as superinten- 
dent of construction and repairs for the 
Citizens’ Water Co., of Washington, Pa. 

At the time of his death he was enjoy- 
ing a lucrative business. He leaves 4 
wife and one son. His remains accom- 
panied by a full delegation of the Wash- 
ington Master Plumbers’ Association, of 
which he was an active. worker, was 
taken to Wheeling, W. Va., where the 
interment was made in Greenwood Ceme- 
tery. Mr. Redmon was aged about 37 
years. 


WILLIAM LOUGHEED 

William Lougheed, a well knowa 
master plumber of Camden, N. J., died 
on January 9th, after a lingering illness. 
Mr. Lougheed was fiity-ono years of age, 
and had been engaged in the plumbing 
business for the past twenty-five years. 
He was born in New York and moved to 
Camden when he was quite young. A 
widow and four children survive. 
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Illinois State Association 


NCE again the master plumbers 

of Illinois assembled at Peoria 

in annual session after a 

lapse of nearly ten years to 

continue and renew their ef- 

forts to promote the welfare 

ind advancement of the plumbing trade 

»f this State. It was here the first an- 

qual convention of the association was 

neld in June, 1894, and the recent gather- 

ing was animated with some of the old- 

rime enthusiasm which marked the oc- 

casion of their initial meeting. Some 

of those who participated in the forma- 

tion of the State organization were again 

present to lend encouragement and sup- 
port. 

The convention was called to order in 
the assembly room of the City Hall by 
President C. J. Boyd, Tuesday, January 
19th. E. B. Hazen extended a cordial 
welcome to the visiting delegates on be- 
half of the Peoria local association. He 
referred to the up-hill fight which the 
Peoria master plumbers have had in 
bringing the sanitary conditions of Pe- 
oria to its present high standard of ex- 
cellence, and closed by presenting to 
President Boyd the gavel which had been 
used at the meetings of the Peoria local 
for the past ten years. 

He was followed by Andrew O’Neill, 
president of the local, who echoed the 
sentiments of the preceding speaker and 
hoped the deliberations of the’ conven- 
tion would be both harmonious and bene- 
ficial to the master plumbers throughout 
the State. Referring to the sanitation 
of the city Mr. O’Neill stated the mayor 
had done a great deal for the plumbing 
interests of Peoria. In spite of political 
preferment he had kept in office the 
present plumbing inspector, E. H. Dona- 
hue, who was complimented on his effi- 
cient work in enforcing without fear or 
favor the plumbing ordinance of Pe- 
oria. 

In the absence of Mayor Woodruff, who 
was indisposed, the City Clerk, W. H. 
Kirk, extended a cordial welcome to the 
delegates and promised to assist in carry- 
ing out the provisions of such ordinances 
as the inspector would recommend and 
the council would adopt. One of the 
great problems of the age, he said, is 
plumbing in the cities. The congestion 
of population and growth of large cities 
makes this an important matter to the 
nation and this complex question was 
one that must be solved by the plumbing 
fraternity. It is an important question 
and pertains directly to the health of 
the people. Sanitary legislation, he con- 
tinued, must be adopted by legislatures 
and put into wise and provident ordin- 
ances and enforced by the strict letter of 
the law. 

On behalf of the State association T. 
C. Boyd, of the Chicago delegation, ac- 
cepted the hospitality so generously tend- 
ered, and thanked the representative of 
the mayor. He accepted the icy hand of 
hospitality of the mayor (who is in the 
ice business). 

President Boyd then appointed as 
sergeants-at-arms John H. Boyd, of Pe- 
oria, and Timothy Kirkham, of East St. 
Louis, and C. D. Prownell, of Cham- 
paign, as reading clerk. A committee on 


credentials, consisting of A. C. Dillman, 
of Joliet, Mat. Brongart, of Lasalle, and 
John W. Hays, of Monmouth, was then 
appointed, and while the committee were 
preparing their report a recess was 
taken. 

After dinner the Credentials Commit- 
tee reported the presence of the follow- 
ing delegates at the convention: 

BLOOMINGTON.—M. C. McCarthy, J. P. 
Lowry, V. L. Peterson, of Peterson & Wadding- 
ton. 

AURORA.—W. J. Mullen, Jas. Ruddy, D. A. 
McGuire, of Taylor & McGuire; T. E, Walters, 
Gus Mylius, of Zack & Mylius; Geo, Ziegler, 
of Ziegler Bros, 

BELLEVILLE.—W. J. Schlegel, Champaign 
and Urbana; C. D. Brownell, R. L. Dunlap, of 
Dunlap & Reinhardt; J. D. Green, H. G. Post. 

CHICAGO.—W, J. Lang, T. C. Boyd, D. J. 
Hickey, A. C. .Hickey, J. W. Brunt, C. T. 
Byrne, J. B. Ryan, J. R. Alcock, P. Sanders, 
P. J. Foley; Thos. E. Duffy, Wm. Redieske, C. 
J. Boyd. 

DANVILLE.—Jobn Carson, of Carson & Co, ; 
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at Peoria, Iil., on January 19th and #0th. 


MATTOON.—Gill R, Capen, of B. L. Capen 
& Son. 
MENDO'VA.—S, J. Madden, 


MONMOUTH.—J. W. Hays, of Hays & 
Eastman, 

MORRISON.—Geo, A. Hauber. 

OTTAWA.—J. M. Dougherty, Wm. Wilson. 


PEKIN—George A. Heilman, R. D. Lackman. 

PEORIA.—W. W. Hitchcock, of Hitchcock 
Bros.; Daniel O’Connor, of O’Connor Bros. ; 
Andrew O’Neil, of John O’Neil & Sons; W. D. 
Dixon, of H. Sandemeyer & Co. 

PETERSBURG.—J. G. Smith. 

ROCK ISLAND AND MOLINE.—J. D. Blake, 
of Blake & Murphy; E. HB. Lamp, Geo. Red- 
dig, John W. Ward, of Ward & McMahon. 

VERMONT.—E., J. Cox, of Cox Bros. 

PONTIAC.—Frank Morrison, C. H. Miller, 
P. D. Bagnall. 


The following committees were next 
named by the chair: Committee on 
Resolutions—Chas. T. Byrne, Chicago; 
Wm. Schlegel, Belleville; T. E. Walters, 
Aurora; W. D. Dixon, Joliet. 

Press Committee—EH. B. Hazen, Peoria; 


(NESE, 


W. H. Carson. W. S. Hannum, A. P. King, of 
King Bros.; E. J. Ryan, L. W. Straw. 

DECATUR.—1T. E. Downing, O. J. Zimmer- 
man, of Zimmerman & Seaforth. 

EAST ST. LOUIS.—J. C. English of City 
Plumbing Co.; Jos. P. Heeney, M. J. Kick- 
ham, Timothy Kickham, F. G. Turner, Ben 
Vodde. 

EDWARDS VILLE.—!I. A. Desmond. 

ELGIN.—Henry Platt, J. R. Scanlan. 

ELMHURST.—W. J. Hilliard. 

JACKSONVILLE.—E. E. Beastall, of Beas- 
tall Bros. 

JOLIET.—B, C. Barrett, of Barrett Hard- 
ware €o.; A. D. Dillman, of Poehner & Dill- 
man; Geo. P. Smith. 


LASALLE & PERU.—Mat Bungart, Thos. 
Hynds, Geo. Saedler, Chas. Stoecklin. 
MACOMB.—John A. Bean, R. FE. Harris. 
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O. J. Zimmerman, Decatur; Gill R. Cap- 
en, Mattoon. 

Auditing Committee—L. W. 
Danville; W. J. Lang, Chicago. 


While waiting the report of the Reso- 
lution | Committee, the by-laws of the 
National Association, as recently incor- 
porated and printed in Tur PLUMBERS’ 
TRADE JOURNAL, were read for the infor- 
mation of the delegates. The apprentice- 
ship question, as covered by Section 27 
of the National by-laws. came up for dis- 
cussion. President Boyd stated that 
conditions varied in different parts of the 
country and cited the condition now pre- 
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vailing in Chicago, where for several 
years no apprentices had been hired to 
learn the plumbing trade. He thought 
there should be some national movernent 
in line with Section 27, compelling the 
adoption of a universal system. He also 
believed that care should be exercised in 
the selection of boys with a view of not 
only’ training them to be practical, but 
also good business men. 

Mr. Hazen, of Peoria, believed that the 
apprenticeship question was one which 
could only be controlled by local asso- 
ciations, as the varying conditions in 
different localities made it impossible to 
have a system that would be universally 
applicable. Other delegates who spoke 
on the question believed it was a problem 
that could only be solved by the locals 
themselves. The convention then went 
into executive session to consider the re- 
port of the Executive Committee and the 
report of the Committee on Resolutions, 
all resolutions offered being previously 
referred to this committee without de- 
bate. 


Tuesday evening the delegates were the 
guests of the Peoria local at the Main 
Street Theater, where an excellent vaude- 
ville programme was rendered. The per- 
formance was thoroughly enjoyed by all, 
and was enlivened by some appropriate 
witticisms directed at some of the local 
plumbing fraternity. 

The Wednesday morning session was 
called to order by President Boyd at 10 
o'clock. The dampness of the weather 
did not dampen the ardor of the dele- 
gates, and they entered into the business 
of the convention with their usual en- 
thusiasm. The report of Secretary Wm. 
Redieske was read and showed the prog- 
ress of the association during the year. 
Gains in membership were made at 
Bloomington, Galesburg, Joliet, Mattoon, 
Vermont, Macomb, Petersburg and Pon- 
tiac. The report of Treasurer John C, 
English showed the association to be in 
sound financial condition, the total in- 
come for the year being $2,128, with a 
balance on hand of $623.93, 

The report: of the delegates who at- 
tended the San Francisco convention from 
Illinois was made, and a vote of thanks 
was tendered them for their efforts on 
behalf of the State association. 

President Boyd in his annual report re- 
viewed the events of the year which 
affected the interests of the plumbing 
trade in Illinois, and was pleased to 
announce that the organization was no 
less prosperous as far as numbers were 
concerned than it was a year ago. Al- 
though the increase in membership had 
not been as great as the previous year, it 
was a source of gratification for them 
to know that they were going forward 
instead of backward. 

“Tf we expect to attain individual pros- 
perity in our business it is necessary,” 
Mr. Boyd continued, “to follow the meth- 
ods adopted by men in other lines of 
business, and lay through organization 
and centralization the foundation of suc- 
cess.” The need of maintaining a strong 
organization in the plumbing trade, he 
pointed out, was just as great as it ever 
was, and that the association was real:3 
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the principal bulwark of their security 
and preservation. 

Many of the locals, he stated, had been 
strengthened by the addition of new mem- 
bers, and besides those joining the as- 
sociation through affiliating with locals, 
a number of individual members had also 
been admitted, but that notwithstanding 
the fact that considerable progress had 
been made during the past two years, 
there was still a great deal of room for 
improvement, and much organization re- 
mained to be done before they reached 
the degree of efficiency they were seek- 
ing to attain. 

"Mr. Boyd recommended in his report 
that in addition to building up locals 
which were weak, the efforts of the in- 
coming executive committee be specially 
directed to organization work in towns 
throughout the State which at present 
are not represented in the association. 
He thanked his colleagues on the execu- 
tive committee and the members of the 
association for the many courtesies ex- 
tended to him during the two years he 
had been their presiding officer. He 
stated the two years he had been officially 
connected with the Illinois State Associa- 
tion would always occupy a pleasant and 
treasured place in his recollections in the 
years to come. In closing, Mr. Boyd hoped 
the association was entering upon a new 
era of prosperity, and that before another 
year had passed they would be sufficiently 
strong to ensure to those engaged in the 
plumbing trade all the protection neces- 
sary to make their business a success. 


AFTERNOON SESSION, WEDNESDAY. 

The afternoon session opened with a 
general discussion of the Illinois plumb- 
ing law and the proper method of its en- 
forcement. The law provides that in 
towns or cities with a population of 5,000 
inhabitants or more master and journey- 
men plumbers must pass a State exam- 
ination, and that in towns or cities hav- 
ing a population of 10,000 or more a 
board of examiners must by ordinance 
be established to carry out the provisions 
of the act. 

A number of towns throughout the 
State were reported as having failed to 
comply with the law, including East St. 
Louis and Aurora. The plumbers from 
these places stated they had been en- 
deavoring for some time past to secure 
the passage of a plumbing ordinance, and 
suggested that the State association take 
some action toward compelling towns and 
cities to comply with the State law. The 
East St. Louis delegates reported having 
obtained an opinion from the Attorney- 
General of the State, who believed the 
law constitutional. The discussion re- 
sulted in the executive committee being 
empowered to co-operate with some city 
in the State which desires to make a 
test case and compel by instituting man- 
damus proceedings the enforcement of the 
law. 

Upon coming out of executive session 
the committee on resolutions recom- 
mended the adoption of the following 
resolutions, which were unanimously 
passed by the convention. 

“Whereas, The following bill has been pre- 
sented to the present house of Congress and is 
known as House Bill No. 8136, which is exactly 
similar to the one presented by Congressman 
Grosvenor, of Ohio, in the last Congress, and 
known as the Anti-injunction Bill No. 89, and 
which was favorably reported upon by the 


committee and is at present before the Judiciary 
Committee of the House, John J. Jenkins, Chair- 
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man, and upon which the date of hearing has 
been set by said committee February 24, 25 and 
26 next at 10:30 A. M., the opponents of the 
bill to be first heard. 


“That no agreement, combination, or con- 
tract by or between two or more persons, to 
do or procure to be done, any act in contem- 
plation or furtherance of any trade dispute 
between employers and employees, shall be 
deemed criminal nor shall those engaged therein 
be indictable or otherwise punishable as a 
crime, nor shall such agreement, combination 
or contract be considered as in restraint of 
trade nor shall any restraining order of in- 
junction be issued with relation thereto. 

“Whereas, eminent legal authority has de- 
eclared that it means the legalization of the 
picket, boycott and mob rule, and the multipli- 
cation of the riot statutes and the overthrow 
of the principles of common law that have ex- 
isted for generations, 


“Therefore, be it resolved, That the Illinois 
State Plumbers’ Association in convention as- 
sembled denounce this bill as the most danger- 
ous and revolutionary measure ever brought be- 
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fore the House of Congress and will use all hon- 
orable means in our power to prevent its pass- 
age. 

“Be it further resolved, That a copy of these 
resolutions be mailed to the chairman of the 
said committee and also a copy mailed to each 
member of our Association in the State re- 
questing them to use their influence on their 
respective representatives in Congress to defeat 
this measure, and that a copy be spread upon 
our records, 

“Be it further resolved, That the Association 
lend all possible assistance to the citizens’ 
Industrial Association of North America in 
their efforts to defeat this measure.” 

“Whereas, It is a known fact that ineligible 
applicants for certificates of examination for 
master plumbers have succeeded in obtaining 
certificates without being examined and through 
political influence or otherwise have fraud- 
ulently engaged in the plumbing business to the 
detriment of the craft, 

“Therefore, be it resolved, That the Preside ! 
and Executive Committee of the State of II- 
linois be instructed to notify all members of 
the Examining Board through the State that in 
future the law must be enforced in every re- 


William Redieskie, Chicago, Ex-Secretary of The Illinois State Association 
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spect, and that each Board will be held re- 
sponsible for the certificates they issue. 

Recommended by Hast St. Louis Master 
Plumbers’ Association. 

“Whereas, We learn with regret that among 
the large number who suffered by the great 
loss of life in the recent Iroquois Theatre dis- 
aster in Chicago were members of the families 
of Ludwig Wolff and A. F. Gartz, long and 
favorably known in the plumbing supply trade, 

“Therefore, be it resolved, That we, the IIli- 
nois Master Plumbers’ Association in convention 
assembled, hereby extend to them and the sur- 
viving members of their families our sincere 
sympathy in their great affliction, and be it 
further 

“Resolved, That the above resolutions be 
spread upon the records of this convention and 
a copy of same be sent to the bereaved fam- 
ilies.” 

The following resolution, presented by 
the Peoria local, was unanimously 
adopted: 

Whereas, the grim messenger of death has en- 
tered our circle and laid his icy hand on one of 
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our earnest and faithful members, Mr. John A. 
Nailor, of the Peoria Local, 

Resolved, That the members of this Associa- 
tion feel that, in this visitation they have 
been bereft of a valued member and honest 
business man, and one who has endeared him- 
self to all with whom he has come in contact. 

Be it further resolved, That the foregoing 
resolutions be spread full on our records and 
that a copy be conveyed to his bereaved family 
in testimony of our heartfelt Sympathy in the 
late bereavement, 


The convention also decided to recom- 
mend to the National Association the fol- 
lowing amendments to the by-laws of the 
National Association. 


Amendment to Art. 5.—Strike out “or the 
Board of Directors” and add “the Board of Di- 
rectors may by giving sixty days’ notice in 
writing to the different State and local asso- 
ciations, change the date of the annual meet- 
ing.” 

Art, 9, Paragraph S8—National Otticers.— 
Strike out the word “and” after the word 
“legislative” and add after the word committee 
the words “and State Vice-Presidents.’’ 


Art. 13.—Strike out all of paragraph two 
and substitute, “They shall represent the Na- 
tional Association in their States and where 
State associations exist must co-operate with 
State officers. 

Art. 24—Referring to new members.—Strike 
out the words “in full” in the second and fifth 
paragraphs, : ; 


ELECTION OF OFFICERS. 

After nominating speeches had been 
made, in which the fitness and ability 
of the various nominees were lauded, 
the following officers were unanimously 
elected for the coming year: 

President, H. J. Ryan, Danville, 

First Vice-President, T. E. Walters, 
Aurora. : 

Second Vice-President, Edward Barrett, 
Joliet. 

Treasurer, John C. English, Hast St. 
Louis. 

Mr. E. J. Ryan, the newly elected presi- 
dent, announced the appointment of |, 
W. Straw, of Danville, as his secretary, 

The above, with Mr. C. J. Boyd, the 
past president of the association, will 
constitute the executive committee, A 
strong effort was made to induce Mr. 
E. B. Hazen, of Peoria, the outgoing 
vice-president, to accept the presidency 
of the association. Mr. J. M. Dougherty, 
in a glowing tribute, referred to the yalu- 
able services rendered by Mr. Hazen dur- 
ing the three years he had been a mem- 
ber of the executive committee. Although 
he was unanimously tendered the office, 
Mr. Hazen, for business reasons, found 
it necessary to decline. ; 

The following delegates at large were 
elected to attend the national conyen- 
tion in St. Louis next September: ©. J. 
Boyd, Chicago; E. B. Hazen, Peoria; al- 
ternates, Daniel O’Connor, Peoria; M. 
C. McCarthy, Bloomington. 

In the selection of a place in which to 
held the next State convention, quite a 
spirited contest took place between Dan- 
ville and Bloomington. Mr. EH. J. Ryan, 
on behalf of the Danville local, and Ald. 
M. C. McCarthy, of the Bloomington as- 
sociation, each urged the merits of their 
respective cities, and promised to do 
everything in their power for the enter- 
tainment of the delegates. By a close 
vote, in which there was considerable 


-electioneering, Danville was selected as 
.the next convention city. 


A vote of thanks was accorded the 
Peoria local for the royal manner in 
which they had entertained the delegates 
and visiting friends. A vote of thanks 
was also given to the retiring officers for 


‘the good work which they had done, and 


a similar vote to the press, after which 
Tom Boyd, of Chicago, claimed his cus 
tomary privilege of moving the adjourn- 
ment of the convention sine die. 


THE BANQUET. 

Not the least enjoyable event on the 
entertainment programme furnished by 
the Peoria local was the banquet held 
at the Hotel Fey Wednesday evening 
after the adjournment of te convention. 
The presence of so many ladies added 
luster to the occasion and presented quite 
a pretty picture in the banquet hall. 
Daniel O’Connor, of the Peoria local, in 
the capacity of toastmaster introduced 
the various speakers with good-natured 
sallies, which were generally repaid and 
hurled back with interest. : 
After the State officers had responded, 
some of the local aldermen, who were 
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specially invited, made humorous 
speeches. Among them was Thos. N. Gor- 
man, who related an anecdote at the ex- 
pense of the toastmaster. Alderman 
Thos. O’Connor, ex-president of the local 
plumbers union, stated that the Master 
Plumbers’ Association had accomplished 
a great deal of good in securing sanitary 


plumbing laws, and that the examina-: 


tion of a journeyman plumber as required 
by the present State law was just as 
necessary for the maintenance of sani- 
tary conditions as that of the master 
plumber. Wm. T. C. Boyd, of Chicago, 
gave the following toast to the ladies 
present: 

“Here’s to the girl that’s kind and sweet, 

Here’s to the girl that’s true, 
Here’s to the girl that rules my heart, 
Here’s to all of you.” ‘ 

Preston Woodruff, the humorist, enter- 
tained the banqueters by a number of 
humorous stories. Miss McPhail, of 
Peoria, rendered a violin solo to a very 
appreciative audience. : 

THE PLUMBERS’ TRADE JOURNAL ar- 
ranged with a local photographer, who 
took a flashlight picture of the delegates 


and their friends at the conclusion of the . 


banquet. Among the ladies who attended 
the banquet were the following: 

Miss Myrtle McKee, Miss Margaret Carney, 
Miss Winnifred McPhail, Miss Louise Scranton, 
Miss Lulu Kickham, Miss Maggie Kickham, 
Mrs. C, W. O’Neill, Mrs. Dan’l. O’Connor, Mrs. 
W. W. Murphy, Mrs. T. F. McQuellon, Mrs. 
W. D. Schafer, Mrs. J. A. Bean. Macomb, Miss 
Francis Negley, Mrs. H. C. Negley, Mrs. J. C. 
English, East St. Louis; Mrs. Ben. Vodde, 
Miss May McLaughlin, Miss Eva McLaughlin, 
Mrs. Frank McLaughlin, Jr., Miss Emma An- 
cliffe, Miss Gustie Ancliffe, Mrs. A. T. Ancliffe, 
Mrs. J. W. Hayes, Monmouth, Ill.; Mrs. J. G. 
Kasjens, Mrs. ©, B. Hazen, Mrs. W. D. Dixon, 
Mrs. H. R. Dillon, Mrs. Frank McLaughlin, 
Mrs. W. W. Hitchcock, Mrs. Wm. Rickards, 
Mrs. Albert Schori. 


PEORIA CONVENTION NOTES 


A spark from a match used by Wm. 
Schlegal in lighting his cigar in the con- 
vention hall struck one of the delegates 
on the back of the ear. F. G. Turner, of 
East St. Louis, who was standing near, re- 
marked it was perhaps a good thing it 
did not hit “Straw,’ of Danville, other- 
wise there might have been a conflagra- 
tion. 

Among the prominent manufacturers 
who were guests of the Peoria local 
at the banquet were Messrs. Kinsley, 
Mahler and Roberts, of the Kinsley & 
Mahler Mfg. Co., and Chas. W. O’Neill, 
of the O’Neill Water Heater Mfg. Co., 
who, by the way, is also a member of 
the Peoria Master Plumbers’ Association. 

On account of the thaw which set in 
on the morning of the convention, the 
sleigh ride which had been arranged for 
the visiting ladies in the afternoon was 
transformed into a carriage drive. The 
warmth of the reception accorded by the 
Peoria local to the delegates it was 
thought had something to do with the 
melting of the snow. 

At the conclusion of the introduction 
of the trade press representatives to the 
delegates, F. G. Turner, the irrepressible 
humorist, of East St. Louis, remarked 
that the only difference between the 
plumbers and Tur PLrumpers’ TRADE Jour- 
NAL representatives was that the one 
used hot and the others cold lead. 

M. J. Kickham, the young master 
plumber of East St. Louis was initiated 
into some of the mysteries of the Orien- 
tal Lodge of Peoria. Those who were 
with him on the occasion of his debut as- 
sert that everything in connection with 


the ceremony went off without a hitch. 

The visiting ladies who attended the 
convention were Miss Maggie and Miss 
Lulu Kickham, of East St. Louis; Mrs. 
Benj. Vodde and Mrs. John C. English, of 
East Louis; Mrs. J. W. Hays, of Mon- 
mouth, and Mrs. John A. Bean, of Ma- 
comb. The Peoria ladies who looked after 
them to Peoria with the excuse it was 
the entertainment of the visitors were: 
Mrs. C. W. O’Neill, Mrs. Daniel O’Connor, 
Mrs. Frank McLaughlin, Mrs. W. W. 
Hitchcock, Mrs. W. D. Schaefer, Mrs. 
Henry Negley, Miss Francis Negley, Mrs. 
H. R. Dillon, Mrs. William Rickart, and 
Miss Bernice Horstman. 

The local Entertainment Committee to 
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A Pretty Picture—Master Plumber Turner’s Daughter, Mlss 
Zoie Turner, of East St. Louis, Ill. 


overhauled by the now thoroughly aroused 
Tim. 

With true thoughtfulness and hospital- 
ity, the “Peoria boys” had carriages in 
waiting at all trains to convey the dele- 
gates to their several hotels. All other 
arrangements for the comfort and con- 
venience of the delegates were planned 
in the same handsome style. 

On President Andrew O’Neill of the 
Peoria local devolved much of the respon- 
sibility of arranging for the entertain- 
ment of the visitors and the burden could 
scarcely have been carried on _ better 
shoulders. Andy was always in evidence 
to attend to the wants of the delegates 
and their friends during the day, and in 
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whose excellent arrangements the visit- 
ing delegates are greatly indebted for 
their enjoyable stay in Peoria was com- 
posed of the following gentlemen: An- 


‘drew O'Neill, M. Hitchcock, Frank Mc- 
Laughlin, John H. Boyd and E. B. Ha- 
zen. 


Explanations will be in order from 
some of the Chicago delegates who dis- 
suaded their wives from accompanying 
them to peoria with the excuse it was 
purely a business affair, especially when 
they learn that quite a number of ladies 
attended the convention. 

Tim Kickham, of East St. Louis, had 
his share of hard luck. While poring 
over some scientific works in the public 
library, some person surreptitiously pur- 
loined his overcoat. To add insult to in- 
jury, some gentleman absent-mindedly 
took his hat by mistake, but was quickly 


the evening was generally found acting 
as guide to some party of delegates who 
were anxious to avail themselves of the 
freedom of the city. 

The O’Neill Water Heater Mfg. Co. dis- 
tributed to those who attended the ban- 
quet an elegant advertisement souvenir 
which had been specially prepared for the 
convention in the shape of a descriptive 
pamphlet and views of the different points 
of interest in Peoria. The souvenir also 
contained the photographs of the officers 
of the Illinois State Association, in addi- 
tion to a number of prominent plumbers 
of Peoria. The pamphlet also gives an 
elaborate description of the O’Neill In- 
stantaneous Water Heaters. Chas. O'Neill, 
the inventor of the heater which bears 
his name, and who is.a practical plumber, 
has devoted considerable time to per- 
fecting a heater which is absolutely in- 
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stantaneous, and whose merit he has suc- 
cessfully demonstrated to the public. 

Another unique souvenir given away at 
the banquet was that of Kinsley & Mahler 
Co., brass manufacturers, of Peoria. At 
each plate at the banquet table was placed 
a candle stick, the base of which was sup- 
ported by a small brass turtle which can 
also be used as a paper weight. The 
candles were lit during the banquet and 
made an effective and brilliant display. 

Thos. E. Duffy and W. J. Lang, of the 
Chicago delegation, attended their first 
State Convention, and from the active in- 
terest with which they followed the pro- 
ceedings, it is not likely it will be their 
last. 

Among the new individual members 
who attended the convention for the first 
time were E. J. Cox, of Cox Bros., J. G. 
Smith, of Petersburg, and Geo. A. Hauber, 
of Morrison, and John A. Bean, of Ma- 
comb. All of them were deeply inter- 
ested in the manner in which the busi- 
ness of the convention was conducted, 
and it will be strange indeed if they do 
not become regular attendants at the 
annual meetings of the State Association, 

As chairman of the Resolution Commit- 
tee, Chas. T. Byrne, of the Chicago dele- 
gation, had lots of work to do, and was 
always prompt in attendance at all ses- 


W. W. Hitchcock, of Peoria, Ills. 


sions of the convention. In gatherings 
of this kind, Charles has generally quite 
a lot to say, and the transcript of the 
proceedings will likely be several pages 
longer than they were last year. 

As a delegate from East St. Louis, 
Jos. P. Heeney renewed his acquaintance 
with many of the delegates from Chicago 
local of which he was formerly an active 
member. It is more than a pleasure to 
record that Joe is doing well “at the 
other end of the big sewer,” and the fact 
of his success in a business way, will 
be no doubt learned with much satisfac- 
tion by his many friends in the plumbing 
business in Chicago and elsewhere. 

Tim Kickham, “the prince of good fel- 
lows,’ was accompanied to the conven- 
tion by his two charming nieces, Miss 
Lulu and Miss Maggie Kickham, both of 
whom were immensely popular with the 
delegates, especially the unmarried ones, 
and when we publish the photographs of 
the young ladies in this column in the 
near future, the reason of their popu- 
larity will be easily recognized. 
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The Manufacturers of Plumbers’ Wood- 
work Association held a meeting on 
Wednesday, January 20, at Detroit, Mich. 
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HE tenth annual convention of 
the Wisconsin State Association 
of Master Plumbers was held at 
the St. Charles Hotel, Milwau- 
kee on January 13th and 14th. 
The early morning trains began 

to unload the various delegates from the 
surrounding towns, and by ten o’clock on 
Wednesday, January 13th, a goodly num- 
ber were on hand awaiting the opening 


Phil. fl. Murphy, Secretary Wisconsin State Assn. 


of the first day’s sessions, which were to 
be held in the spacious club room of the 
hotel. 

At precisely 11 o’clock Vice-President 
Green brought down his gavel and the 
convention was on. Chairman Green in 
a neat little speech introduced Acting 
Mayor Connelly, who, in the absence of 
the mayor, welcomed the delegates to 
Milwaukee, a city, he said, soon destined 
to be the greatest in the country. He 
stated that what Manchester was to Eng- 
land, Milwaukee was to the United States, 
as during the past year the output of its 
factories was one million pounds ahead 
of the tonnage of Chicago. In glowing 
colors he painted the harbor of Milwaukee 
as a companion piece to the beautiful 
bay of Naples. In speaking of the sani- 
tation of the city, he said that the plumber 
was rapidly forcing the physicians to the 
wall and compelling them to seek new 
fields. In closing, the mayor offered the 
plumbers the freedom of the city and re- 
quested the boys to call him up on the 
*phone if the police acted unruly. The 
mayor’s remarks were heartily received. 

The first order of business, being the 
reading of the president’s report, was 
omitted, as President Smith, of Milwau- 
kee, was absent in the far West and no 
communication had been recieved from 
him. 

The minutes of the previous convention 
were read by Secretary Murphy, but on 
motion the minutes of the executive ses- 
sion were omitted. 

On motion of Mr. Goodman the conven- 
tion adjourned until the afternoon ses- 
sion, when the report of the Credential 
Committee showed the following delegates 
present: ; 


APPLETON—W. S. Patterson & Co., Ryan & 
Long. 

BARABOO-—ZJ. Arnott, O, Schadde. 

BERLIN—J. Ferguson. 

COLUMBUS—FE. L. Pine. 

DELAVAN—Rouk & Searles. 


Tenth Annual Convention 


EAU CLAIRE—Eau Claire Cornice & H. 
Company. 

FON DU LAC—A,. Ahearn & Son, W. A. 
Seresse. 

GRHEN BAY—Thomas & Sons. 

JANESVILLE—George & Clanous, F. FE. 
Green. 

KENOSHA—C. H. Goodman, H. Reber. 

LA CROSSE—Phill & Papitz. 

LODI—Mickel Bros. 

MADISON—W. J. 
W. J. Meltzer. 

MANITOWOC—H. L. Larson & Co., Merz & 
Knecker. 

MARSHFIELD—J. J. Mettelka. 

MENOMINEE—A. F. Schoenhoff. 

MILWAUKEE—William Beck, J. Belz, W. C. 
Boettcher, H. Clausen, A. 8. Dahl, Dearsley 
Bros., E. Diel, O, H. Dittmar, Dorrler & Cook, 


Hyland, George Kraft, 
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of the Wisconsin State Association of Master Plumbers, 


Held at Milwaukee January 13th and 14th. 


STURGEON BAY—J. 8. Hay Hardware Com- 
pany. 

TWO RIVERS—Two Rivers Plumbing and 
Pump Company. 

The next order of business was the 
reading of the reports of the secretary 
and treasurer. A motion was made and 
seconded that these reports be read in 
executive session. ‘The convention then 
went into executive session, which lasted 
the remainder of the day. 

On Wednesday, the second day, the con- 
vention opened in executive session and 
remained so until 4.30 o’clock, when the 
doors were opened and the convention 
proceeded to the election of officers, the 


5. V. Hanley, President of the Wisconsin State 
Association of Master Plumbers 
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E. Downer, W. H. Hgan, HB. HB. Fischer, J. J. 
Fischer, L. R. Friend, Phil. Fuchs, W. E. Good- 
man, Grassler & Geselschap, F. Griebel, W. H. 
Halsey, P. Jensch, Klumb & Droese, T. Kuette- 
meyer, Lehan & McNally, Hugo Lippert, A. J. 
Maag, G. Mastenbrook, A. J. Meloy, L. F. Mey- 
er, Murphy Bros., W. S. Nickolson, B. O’Reilly, 
D. Polacheck, F. W. Pripps, J. HE. Robertson, 
Schroeder & Suelflow, C. R. Schroeter, J. 
Schuh, C. G. Schumann, A. R. Schwind, L. 
Soergel, H. Theis, Thill Bros., I. Toussaint, 
Trapschuh & Barsch Company, M. Van Roo, 
Voelz Bros., Wenzel & Henoch, W. T. Werner, 
J. R. Williams, M. Winnermann, J. Wittig, 
Wittig Plumbing Company, J. Zavadill, O. P. 
Zimmerman. 

NPENAH—C. W. Nelson. 

OCONTO—Delaporte & Son. 

OSHKOSH—Mueller Bros. 

RACINE—Belle City Plumbing Company, 
Gleason & Hughes, H. Raymond, O. S. Davis. 

SHEBOYGAN—Honold Bros., L. Sontag, 
Vowinkel Plumbing Company. 

S. MILWAUKEBR—A, W. Kuhn. 

STEVENS POINT—Stevens Point Plumb- 
ing and Heating Company. 


following being elected to serve the en- 
suing year: 

President—S. V. Hanley, of Milwaukee. 

Vice-President—O. C. Davis, of Racine. 

Treasurer—Geo. C. Kraft, of Madison. 

Secretary—Philip Murphy, of Milwau- 
kee. 

In the executive session matters were 
brought up, mest of which of course is 
not intended for publication. but that 
which is given to our representative, with 
permission to print, pertains to the efforts 
which the association will make the en- 
suing year towards reorganizing towns, 
and if possible increasing the strength 
of the association. Every effort will be 
made to have Wisconsin represented at 
the St. Louis national convention as one 
of the strongest, if not the strongest, or- 
ganized States in the association. The 
various matters brought up in the presi- 
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dent’s report and the various committees’ 
reports were considered and agreeably 
figured out. The incoming executiye 
committee is authorized to prepare suit- 
able material, in which a strong effort 
may be made to amend the present build- 
ing lien. Resolutions by the State organ- 


ization will be suitably engrossed and 


presented to the families of the late Chas, 
Polacheck, John Schunk and Andrew 
Weidner, members of the organization, 
who have died during the past year. 

The following were elected as delegates 
to the national convention to be held at 
St. Louis: W. H. Egan, of Milwaukee, 
and F. E. Green, of Janesville; alternates, 
I. Toussaint and F. W. Pripps, of Mil- 
waukee. P 

A vote of thanks was given to the Mil- 
waukee ladies and the committee on en- 
tertainment, after which the convention 
adjourned to meet in Milwaukee next 
year. 

THE BANQUET AT MILWAUKEE.—The 
banquet was one of the grandest affairs 
ever held by any association in Milwau- 
kee, which means a great deal when tak- 
ing into consideration that Milwaukee is 
one of the greatest convention cities in the 
country. Being such it is her preroga- 
tive to establish precedents in the man- 
ner of conducting entertainments. Last 
year the Milwaukee plumbers inaugurated 
the custom of having their wives and 
sweethearts attend the social functions 
of their association, and this year showed 
the popularity of the rule. To the un- 
initated it would seem strange and out 
of place to have the ladies attend such 
an entertainment as a banquet, thus put- 
ting an end to the time-honored “stag,” 
and in some cities the ladies would hold 
up their hands in holy horror at the 
mere thought of such a thing. Not so 
with the Milwaukee ladies. Their demo- 
cratic spirit once aroused they sounded 
the tocsin and got together. They adopted 


George Kraft, Treasurer of the Wisconsin State Assn } 


the motto of “Whither thou goest I go,” 
which they pasted in their bonnets, and 
awaited developments, which, happily, 
resulted as above. The conceited men 
will claim all the credit for this innova- 
tion, but don’t believe ’em! They simply 
had to do it. | 

At 10 o’clock the grand march to the 
banquet hall began, and to the inspiring 
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strains of Hambitzer’s orchestra two hun- 
dred and twenty-six people, of which 
seventy-six were ladies, filed in and took 
their places. It was a merry party that 
sat down to the tables, and the peals of 
laughter that resounded through the room 
indicated that the bonds of reserve had 
been torn asunder and all were living 
in the happy present. It was like one 
large family that had once more come 
back to the old home to bask in the sun- 
shine of their youth. 

After the cigars had been lighted the 
banquetters sat back in their chairs and 
awaited the “feast of reason and fhe 
flow of soul,” which came to them in a 
measure that overflowed with rhetoric 
and eloquence. 

Toastmaster Philip H. Murphy started 
the leak in the pipes by calling on Mr. 
John F. Donovan, who responded to the 
toast “The American Boy.” It was an 
eloquent discourse and one that kept his 
hearers enthralled. Mr. Donovan said 
that it was not the boy who was born 
with a silver spoon in his mouth that 
made American history, but the hard- 
working American boy. He spoke of the 
blacksmith father who, while hammering 
out a living on his anvil, sent his son to 
college to hammer out a destiny. That 
blacksmith father is now a_ respected 
judge, while his son is a prominent law- 
yer. The American boy is one who makes 
our country great. He is the one who 
fights his way to the front, and this coun- 
try will not die because the American 
boy, of an American father, will stand 
by it. 

“Education” was the theme of R. G. 
Spencer, who spoke at length of the ad- 
vance that the plumber has made in the 
past few years in the science and de- 
velopment of his profession. 

“Sanitation” was the toast responded 
to by Mr. Fiedler, of the Health Depart- 
ment. He said that the most important 
part of a buildings was the plumbing, 
and the most essential man was the 
plumber as an aid to sanitation, and 
cited the sanitary arrangements of the 
buildings in foreign countries with our 
Own aS a comparison. He made a strong 
plea for pure water, and in speaking 
of disease he stated that the plumber was 
the greatest factor in preventing same, 
as the greatest enemy of mankind (sewer 
gas) was in the plumbers’ hands to pre- 
vent. The health department, said Mr. 
Fiedler, was to be congratulated on hay- 
ing such an ally as the master plumber 
to co-operate with it. 

Mrs. A. R. Schwind responded to the 
toast “The Ladies,” and made an able 
plea for the wife of the master plumber. 
She claimed the right of the ladies to 
share in the doings of their husbands on 
all social occasions. , 

“The Plumber” was responded to by 
H. J. Killilea. Mr. Killilea handled his 
subject in a masterly manner, depicting 
the plumber as a public benefactor. In 
closing he paid a glowing tribute to the 
late Charles Polacheck, which was lis- 
tened to with great attention. It was a 
scene that will long be remembered by 
those who participated in the banquet. 
Every word of the speaker sank deep into 
the hearts of his audience, as amid the 
most intense silence they listened to the 
soul-inspiring tribute to one of their 
most beloved members. At the end of 
the peroration the audience arose en 
masse and bowed their heads out of re- 
spect for their late brother, C. Polacheck. 


“The City of Milwaukee” was the last 
toast on the programme, and was re- 
sponded to by J. H. Stover. Mr. Stover 
said that he had been tricked by the ban- 
quet committee by being placed at the 
end of the list, for it was embarrassing 
for him to stand up and face such an 
audience after the eloquent gentlemen 
who had preceded him. But the com- 
mittee knew its business and had ar- 
ranged a grand finale to a most success- 
ful affair. Milwaukee could find no better 
champion than Mr. Stover to herald to 
the outside world the great possibilities 
of the Cream City. In no other city, said 
Mr. Stover, was the death rate so low; 
in no other city was the criminal record 
so small; in no other city were the law- 
yers so few; in no other city was the phy- 
sician obliged to live up close to his in- 
come. In closing Mr. Stover said: “A 
great many years ago I came to Milwau- 
kee with my wife, and here, please God, 
I will remain until called to the other 
side.” 

At the request of Toastmaster Murphy 
all joined in the singing of “America,” 
and the banquet of the Wisconsin State 
Association of 1904 was but a pleasant 
memory. 

THe LaApirs.—There were seventy-six 
ladies at the banquet. 

Mesdames May, Schwind, Polacheck, 
Kuetemeyer and Riley, at the conclusion 
of the banquet, held up the orchestra and 
hypnotized the musicians so that a little 
dance music followed, which the ladies 
enjoyed very much. 

On Wednesday afternoon the ladies at- 
tended a matinee at the Davidson Theatre 
to see John Drew. John Drew a big audi- 
ence, aS he always does. 

On Thursday afternoon the visiting 
ladies were entertained by the Ladies’ 
Auxiliary Committee at the home of Mrs 
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S. V. Hanley, where a cinch party was 
given in their honor. The prize was car- 
ried away by Mrs. Raymond of Racine. 
Other ladies who graced the occasion from 
out of town with their presence were: 
The Misses Clara and Lena Vowinkel, and 
Mrs. Louise Sontag, of Sheboygan; Mrs. 
Anton Mertz, of Madison; Mrs. G. A, 
Mueller, of Oshkosh; Mrs. W. J. Metzer, 
of Madison; Mrs. J. J. Mettelka, of Marsh- 
field; Mrs. Otto Schade, Baraboo; Mrs. J. 
C. Koch, Appleton; Mrs. Wm. Michel, 
Lodi; Miss Wacholz, Madison. 

A new dance was inaugurated at the 
“cinch party,” which at once bounded into 
popular favor. 

The following is a list of the ladies who 
were present at the banquet: Mesdames 
S. V. Hanley, A. R. Schwind, F. Keute- 
meyer, A. W. Kuhn, I. Toussaint, J. R. 
Williams, H. Deasley, C. W. McNally, R. 
H. Killilea, H. S. Dahl, L. Wachseller, H. 
N. Hennekemper, D. Polacheck, E. M. 
Fisher, J. S. Savage, A. J. Maag, C R. 
Schroeder, W. Miester, H. Wagner, C. H. 
Hoverson, H. A. Clauson, G. Mastenbrook, 
C. H. Kunkel, A. G. Snelflow, P. Jensch, 
C. Voelz, N. F. Wierner, E. F. Henoch, 
R. G. Wenzel, J. Massino, A. F. Brin- 
linger, W. Beck, O. P. Zimmermann, W. 
Michel, C. H. Tyson, J. Zerridel, W. C. 
Boettcher, M. Van Roe, Wm. Huebner, H. 
Lippert, P. Fuchs, A. Voelz, H. Julien, C. 
Lindner, J. J. Fischer, H. Brenner, J. A. 
Stemper, T. G. Griebel, S. Soergel, W. J. 
Hyland, F. W. Pripps, Misses Ella M, 
Riley, Jennie H. Murphy, Ella Phillips, 
M. Gardner, R. Knapp, R. Schroeder, 
Annie Foster, A. Wittig, Catherine Far- 
ley, N. Bohms, Nettie Kemp, A. Williams, 
M. Pierson, Helen Mertz, H. Donahoe. 

The Ladies’ Auxiliary Committee was 
composed of Mesdames S. V. Hanley, A. 
R. Schwind, D. Polacheck, P. Murphy, W. 
H. Halsey, A. Polacheck, A. Hennekemper, 
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H. Deasley, F. Kuettemeyer, D. May and 
W. H. Egan. 


Notes AMONG THE DELEGATES AND 
OrHERS.—The Wisconsin boys are not 
superstitious about the figure 13, as the 
convention was started on that date 

I. Toussaint has given “Pa’’ Goodman 
the sobriquet of ‘The Man With the Iron 
Hand.” “Pa” is the well-known treas- 
urer of the National Association of 
Master Plumbers. 


The boys swear that Raymond and 
Riley will have to remove their sideboards 
before the next convention, or they will 
have to hire a larger hall. Other side- 
boards were enjoyed during the conven- 
tion. 


B. Riley claims the distinction of being 
the only journeyman in Milwaukee at one 
time. 

Vice-President Davis, of Racine, is very 
popular with the trade. He distributed 
lead. pencils bearing the name of his 
heater at the convention. 


The city’s welcome to the visiting dele- 
gates was displayed in large letters on 
the city hall. 

As a toastmaster Philip Murphy was a 
great success. He did himself proud. Mr. 
Murphy’s oratorical powers are well 
known. He has been heard at many a 
national convention. 

Patrick Kenney received a warm wel- 
come from his friends at the convention. 
It was his first day out since his re- 
covery from a severe case of sickness. 


Jake Schuh, president of the Milwau- 
kee local, wore a smile a yard wide. A 
committee was appointed to investigate, 
and reported that Mrs. Schuh had pre- 
sented the genial president with a fine 
boy. Both Mr. and Mrs. Schuh are doing 
well it is reported, and so is the baby. 


Delegates to the Tenth Annual Convention of the Wisconsin State Association of Master Plumbers, Held at Milwaukee January 13th and ,4th.f 
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Although suffering from a severe attack 
of quincy sore throat, W. H. Halsey could 
not be kept away from the convention, 
Mr. Halsey is considered one of the hand- 
somest men in the trade. At any rate, 
he is one of the most polished. 

Louie Meyers has offered a reward for 
the return of his rubbers. It isn’t the 
loss so much as the inconvenience that 
troubles Louis. He has to have them 
made to order. 

President Hanley makes an ideal pre- 
siding officer. Everything goes with a 
rush when he is in the chair. 

The Entertainment Committee consisted 
of W. H. Egan, chairman; Charles Voelz, 
James Robertson, O. P. Zimmermann, J. 
R. Williams and D. Polacheck, and right 
well did they provide for everyone’s com- 
fort and entertainment. They simply 
sustained the well-deserved reputation 
that the master plumbers of Wisconsin 
have of being the soul of hospitality and 
good fellowship. 

Alec Buchmann, of the Glauber Brass 
Manufacturing Company, of Cleveland, 
was at the convention renewing old ac- 
quaintances. Alec does not do much tray- 
eling, only an occasional trip now and 
then, as he is kept busy at his desk at 
the home office. Time makes many 
changes, but he don’t ring in any on Alec, 
for he is just as young and chipper as 
the day he first packed his grip and 
started out to convince the plumbing 
world that he carried the best only. 

Mr. Halsey of Anaconda, Mont., was an 
interested guest of the convention. 


W. J. Meltzer, of Madison, kept the 
pin boys on the jump during the game 
between the Milwaukee boys and the 
scrub team. One of his scores was 307. 

Billy Klumb is using the Three Sisters 
Hair Restorer. Billy says that three ap- 
plications softens the scalp and starts 
the hair growing. 

Peter Murphy, of Murphy Bros., was on 
hand showing the boys the workings of 
his flushometer and drain traps. 

L. R. Friend always has one up his 
sleeve for his friends. A good story is 
told on the Smoothking—it isn’t true, of 
course not—that the first time he went to 
take the salt water baths at old ocean he 
was averse to going into the water, not 
because he would have to cough up a big 
round plunk that it cost to use the bath 
house, but—well, that’s another thing. So 
he bargained with the caretaker of the 
bathing house for two bits to bring a pail 
of the briny up to the hotel and put it 
in his bath tub. After enjoying the lux- 
ury of his bath Smoothking invested him- 
self with his pretties and strolled down 
to the beach. In the meantime the tide 
had gone out several feet, and observing 
the wet sand that marked the fall of the 
tide. Smoothking stood transfixed with 
astonishment. Looking intently at the 
broad expanse of ocean and then at the 
man who had sold him the water, he was 
heard to exclaim: 
must do!” 

The Milwaukee Master Plumbers’ Bowl- 
ing Club is out with a sweeping challenge 
to meet any bowling club in the country 
that is composed exclusively of master 
plumbers. The following are the mem- 
bers composing the Milwaukee Master 
Plumbers’ Bowling Club: D. Polacheck 
(the piker), president; Frank Fuch 
(booze clerk), captain; Walter Dusold 
(the kid), treasurer; Frank Gall (Buck- 
skin Joe), A. Kraatz (Rainmaker), L. R. 


“What a business he ~ 


Friend (Smoothking), L. R. Stover (the 
famous 252 and 110 bowler), Charles Pe- 
lunek (Plunk), A. Voelz (Potatoes), A. 
A. Johnson (the man with the curves). 
>_> 4+ > 
The annual meeting of the Kansas 
Master Plumbers’ Association was held at 
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Topeka on January 26th and 27th, and 
was attended by delegates from all parts 
of the State. It was one of the most en- 
thusiastic meetings ever held, and a com- 
plete report of same will appear in an 
ensuing edition of THE PLUMBERS’ TRADE 
JOURNAL. 


Nex JAGR PPG OLD O RR Greg fsa AGORA POS 


New England Plumbing News and Gossip 
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ASKEY, Whittier & Jackson, 
the steam fitters at 152 A 
Franklin street, have just 
moved into their new office 
on the first floor immediate- 

ly above their shop and old office. Mr. 

Whittier is around again after a severe 

attack of pneumonia and is raising a Van 

Dyke besides regaining some of his form- 

er strength. 


The annual ball of the Master Plumb- 
ers’ Association of Boston and vicinity 


mittee, has appointed committees, whose 
duties it will be to see that every par- 
ticipant is in every way afforded the ut- 
most facilities to enjoy him or herself. 
Mr. Serves is the secretary of the com- 
mittee and Mr. Touchet is giving the 
committees the aid of his valuable ex- 
periences. The popular Scully’s Orches- 
tra has been engaged to discourse the 
music of the evening. ‘Tickets admitting 
lady and gentleman are but $2 each, and 
may be purchased through any member 
of the association. Come early and stay 


Presents Which Were Distributed by H. Mueller Mfg Co. of Decatur, II!. to Their Employees 


for 1904 will be held in Berkley Hall, Odd 
Fellows Building, corner of Tremont and 
Berkley streets, on Thursday evening, 
February 9th. The concert will begin at 
8 o’clock and continue until 9, when danc- 
ing will begin and be in force thereafter 
until 2 o’clock. Supper will be served at 
11 o’clock. In connection with the Mas: 
ter Plumbers’ Association of Boston there 
are but two occasions during the year 
when any considerable social features 
are to be enjoyed—the picnic and shore 
dinner of the summer season and the 
dance of the winter—and each in turn 
should have the support of every master 
plumber and supply dealer in New Eng- 
land. That social features cement friend- 
ships, and that friendships strengthen 
trade relations has become recognized al- 
most as business axioms throughout the 
civilized world; there is therefore a some- 
thing beyond the mere most. enjoyable 
time that these balls have always afforded 
that should be considered and allowed to 
act aS a strong drawing power to the 
attendance of 1904. 


Mr. J. Barry, chairman of Ball Com- 


late, so that the full measure of enjoy- 
ment may be yours. 


Mr. Geo. Simes, the sanitary engineer 
who followed Mr. Frederick Tudor as 
manager of Sanitary Agency Co., with 
offices in the Colonial Building, died on 
Friday night, January 22, of heart dis- 
ease. Mr. Simes had been confined to 
his home for some five or six weeks past 
by an attack of sciatic rheumatism, but 
was supposed to be on the rapid road to 
recovery when the attack of Friday night 
carried him off. Since the death of Mr. 
Tudor about a year ago, Mr. Simes has 
been carrying forward his business, and 
has met with flattering success. His 
plans for next spring’s work embraced 
the alteration of many Brookline and 
Back Bay residences that it is doubtful 
now if they will be carried through as 
his personality and business acumen 
were features to be reckoned with. Mr. 
Simes was buried from his home in New- 
ton on Monday, January 25. 


During the past two years Many new 


members have been added to the Stat¢ 


. . : : 
and local associations and it is particu’ 


larly hoped that the committee will bx. 
able to welcome not only the old an¢ 
tried habitues of the ball, who come be 
cause of the enjoyment they have had 
but that many new. faces may be seen. 
Let everyone add the stamp of his indi. 
vidual approval to the association and 
its committees by his support and pres 
ence. 


Boston is the trade center of a large 
populace and as such is the logical center 
of the association in New England, so 
that it is hoped that nearby associations 
will embrace the opportunity and send 
representatives. A large attendance has 
been arranged for, as past experience 
proves the necessity, but this year a par- 
ticularly loud call is made to every mas. 
ter plumber to be on hand and bring 
with him his wife, sweetheart or daugh- 
ter. 


At the annual meeting of the master 
prumber) association for Boston and vi 


will be installed at the next mee 
president, R. F. Brown retiring. — 
Curtin, of Page & Curtin, will be t! 
vice-president. Secretary Jno. P. 
was on hand, it being the first m 
he has been able to attend for th 
three months on account of the 
attack of typhoid fever from wh 
is just recovering. He was the reci 
of many congratulations and a 
some jibes on the postals that ca 
near being sent out. It is hardly 
for to undertake to make any sort 
introduction of the new officers. W 
has attended a convention of recent 


Andrew Curtin is equally well, 1 
not so aggressively, known. é | 
After the election of officers a general 
discussion of measures for the vetlamen 
of the association and an increase of 
membership was indulged in until late in 
the meeting adjourned. ; 
National Vice-President Craig brought 
with him as a visitor ex-National Presi: 
dent P. Tierney, of Providence. Mr. 
Tierney is looking well and he says en 
joying much better health than for some 
years. His many friends gaye him a 
most hearty welcome. | 


eee | 
H. MUELLER EMPLOYEES RECEIVE PRESENTS 


The H. Mueller Mfg. Co., of Decat 
Ill., on the first of year distributed three 
hundred and twenty hams among the em 
ployees. Each married man received 4 
ham in a basket and the single men wert 
presented with the equivalent in cash. 

The hams weighed about twelve pounds 
each. They were wrapped in white paper, 


-on which was printed the H. M. trad 


mark, and each was tied with a blu 
ribbon and placed in a basket. with 

sprig of holly. The accompanying ph 
tograph was taken before they were di 
tributed. There was not enough root 
on the shelves for all the baskets so al 
hams were piled on the floor on th 
second floor of the warehouse buildint 
and placed in baskets as they were hand 
ed out to each of the employees. 
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PLUMBERS 


CALIFORNIA 


HE plumbing trade has pro- 
duced a number of excellent 
amateur photographers. In- 
cluded among them is Mrs. 
J. B. Ryan, wife of the presi- 
dent of the Chicago local as- 

sociation, who numbers among her many 
other accomplishments the art of picture 


Mrs. G, C. Dallamore, of the San Francisco 
Ladies Auxiliary 


taking. We reproduce with this issue 
some specimens of her work taken while 
attending the recent National Convention 
in California. The scenes of the pictures 
in which some of the Illinois delegates 
and their friends prominently figure, were 


Mrs. J. M. Dougherty, J. L. Corcoran, 
Miss Goldberg, and Thos. E. Duffy 


laid around Camp Taylor, which will 
long be pleasantly remembered by the 
delegates to the San Francisco Conven- 
tion. 


The many women folks to the conven- 
tion had plenty of time and opportunity 
to thoroughly enjoy themselves. That 
they did goes without saying. Most of 
their time, to say nothing of a few dol- 
lars of their husbands’ hard earned coin, 
was spent in the vicinity of Chinatown. 
They thoroughly did up the stores in that 
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BETTER 
HALVES 


the party sallied forth. The trail is a 
rather dangerous looking one, being sim- 
ply for the most part a ledge hewn out 
of the solid rock walls varying from two 
to five feet in width and rarely at a less 
angle than 45 degrees, but for all that 
the guides will tell you that they have 
never had an accident, thanks to the 


Mr. and Mrs.'J. M. Dougherty, Mrs. J. B. Ryan, Miss Gold 
berg, J. L. Corcoran and Thos. E. Duffy 


section of San Francisco and purchased 
many souvenirs. They were chiefly de- 
lighted with the cute little Chinese boys 
and girls. As Bret Hart says, the heath- 
en Chinee is innocent and bland, and 
never were they more innocent and 
bland than when they saw the women 
folks of the delegation in their midst 
with well-filled pocketbooks. 


A certain’ manufacturer’s representa- 
tive who had an exhibit at the California 


wonderful sure-footedness of the patient 
little burros. 

When the party had descended about 
half way down most of them were physi- 
cally tired or in nervous dread—some of 
them were both—though all were making 
a stiff bluff of feeling fine. 

Our manufacturing friend was very 
brave outwardly, but at one point, when 
his burro, as-is their habit, stepped very 
close to the edge of the trail, cocked his 
ears and poked his head over to see the 


Some of the Chicago Delegation Crossing the Bay onthe Ferry at Porta Costa 


Hotel was one of a party of ladies and 
gentlemen who took in the Grand Canon 
of Arizona on the return ourney. 

A trip on burros down the Bright An- 
gel trail into the canon was decided 
upon and after the necessary preparation 


next descent, he was seen to bend over 
until his mouth was fairly in the little 
animal’s ear and then was heard to ex- 
claim in solemn seriousness “You —— 
little fool you! Don’t go so close.” 
The situation was far more ridiculous 


than the mere recital of it can portray 
and the great wonder is that the con- 
vulsed auditors didn’t drop off the trail 
before their normal composure returned 
to them. 


We are more than fortunate in being 
able to present a few pictures of some of 


“*Isn’t He The Cute Dear!”’ 


The Ladies of The Convention 
Chinatown 


Visit 


the charming women folk who helped to 
entertain at California on this page. The 
members of the Ladies’ Auxiliary Local 
Association, to whom the visitors were 
so much indebted, were as follows: Mrs. 
J. E. Britt (president), Mrs. J. Ahlbach, 
Mrs. J. B. Butterworth, Mrs. J. H. Brook, 
Mrs. W. G. Bayreuther, Mrs. A. Baum- 


J. L. Corcoran, Mr. and Mrs, J. B. Ryan 
Mr. and Mrs. J. M. Dougherty, 
T. E. Duffy and D. J. Hickey 


steiger, Mrs. W. Buick, Mrs. C. McCar- 
thy, Mrs. N. T. Carr, Mrs. G. C. Della 
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more, Mrs. E. Eckelman, Mrs. L. E. Fir- 
min, Mrs. H. Hufschmidt, Mrs. J. J. 
Hahn, Mrs. E. L. Hays, Mrs. F. Koch, 
Miss D. Koch, Mrs. F. Klimm, Mrs. C. 
Mayer, Mrs. J. H. Mulholland, Mrs. Jos- 


Mrs. J. L. Albrecht, of the Ladies’ Auxiliary 


eph McCusker, Mrs. A. Newmark, Mrs. 
S. Petersen, Mrs. G. G. Stuhr, Mrs. G. C. 
Sweeney, Mrs. R. A. Vance. 

We don’t wish to relate all the many 
little amusing incidents which happened 
at the convention, for the reason that we 
haven’t space and some of them have 
been printed in our early editions, but 
we do want to tell of how those promi- 
nent citizens from Boston, Touchet, Man- 
ning, Martin and O’Connell met with 
mishap while chaperoning the genial 
Muldowney about Chinatown. It was 
necessary to go through a Chinese Thea- 
ter in order to get into the bowels of 
the earth where the Chinamen dwell, 
and it was while descending three floors 


. 


Mrs. Fred. Koch,Treasurer Ladies’ Auxiliary 
San Francisco Master Plumbers’ Assn. 


below the theater, through crooked and 
ghostly stairways, that the ever thought- 
ful and brave O’Connell insisted on Gas- 
ton Muldowney leading. Muldowney 
started, but slipped on the top stair, and 
when he fetched up found himself plump 
in a large bowl of chop suey, which sey- 
eral pig-tailed heathens were industrious- 
ly stirring over a hot fire. With one 
Harvard-like rush the rest of his bold 
compatriots made a dive after the dis- 
appearing form of Muldowney to rescue 
him, but the Chinamen objected. They 
claimed that Muldowney was a Buddhest 
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Thos. E. Duffy, Mrs. J. B. Ryan, J. L. Corcoran and!J. B. Ryan 


W.E. Goodman, Milwaukee, With J. L, Corcoran Buttin’ in 


a eS gs See ye ee a 


Thos. E. Duffy, J. B. Ryan and J. L. Corcoran 
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god that they had been expecting for a 
long time. It was only when their Bos- 
ton friend was on the point of making 


Mrs. J. E. Britt, President of the San Fran- 
cisco Ladies’ Auxiliary 
good stew that the delegates were able 
to yank him out and away from the jab- 
bering celestials. 
— Ss 
BUSINESS OUTLOOK IN DENVER, COL. 
USINESS in the new year seems 
to be opening quietly in Den- 
ver, but there are many reasons 
for believing that conditions 
will improve as the season ad- 
vances. No one expects to do much busi- 
ness immediately after the holidays, but 
preparations are being made for an act- 
ive spring trade. So many bitter experi- 
ences resulted last year from labor 
troubles that it is fair to conclude that 
there will be much less of that this year. 
Working men are learning that they have 
little to gain and much to lose by pro- 
longed strikes, and if the results show 
that this season has been fully mastered 
in the building trades the present year 
will be marked as one of great activity 
in the erection of new buildings in this 
city. 

A year ago at this time found Denver 
in a very prosperous state. In a few 
months, however, disturbed industrial 
conditions produced an unrest among the 
labor unions, which culminated in an al- 
most universal strike in this city and 
the organization into the citizen alliance 
of employers and workingmen who aid 
not believe in strikes and boycotts. Com- 
mittees from labor unions and citizens 
alliance met in conference, and normal 
conditions again resumed in the city, al- 
though the failure of the legislature to 
enact an eight-hour law and the activity 
of the labor agitator, with the encourage 
ments of certain newspapers whose poli- 
cies are controlled by purely personal 
motives, have resulted in strikes in cer- 
tain smelting and reduction works, fol- 
lowed by sympathetic strikes in the 
metalliferous mines and later in all the 
coal fields of the State. The prompt ac 
tion of the Governor in sending troops 
to certain districts to protect life and 
property and enforce the laws, has met 
with unversal commendation and restor- 
ed confidence. 

Therefore the opinion heretofore ex 
pressed, that the outlook for 1904 is 
brighter for greater activity is based 
upon comparisons with the year just 
closed, 


— he 
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66 | $9 
Standard 
PORCELAIN ENAMELED LAVATORIES 


are characteristic in dignity and daintiness of de- 
sign and possess the highest sanitary efficiency, 
being made in one piece without a crack or 
plaster paris joint. 


The “‘Lenox’’ 


is designed for use on marble or tile wainscoting, 
having apron on all sides with a space between 
wall and rear apron, thus exposing the entire fix- 
ture to view and permitting ready access to all 
parts. This feature is in harmony with the latest 
applied methods of modern sanitation. 


RRR RRR 


KX 


RX 


CEG 


The ‘‘Lenox’’ Plate 1004 G. 


PATENTED FEBRUARY 11, 1902. 
Ilustrated and described on page 8 “Standard” Porcelain 
Enameled Lavatory Catalogue. 


66 on) 
The “Ophir 
1s modeled like the “‘Lenox,’’ except that it has a back, 
the complete fixture being one piece. The “Lenox” 


and “Ophir’ and other “Standard” Porcelain Enameled 
Ware are shown in our beautiful book 


“MODERN BATHROOMS” 


copies of which will be sent to those about to build or 
remodel, with your compliments, if you will send us 
their names. Your co-operation in this plan will ad- 
vertise your business witkout cost to you. 


The “Ophir” Plate 1027 G. 


PATENT APPLIED FOR. Every piece of “Standard” Ware bears our *GREEN and GOLD” 
Wlustrated and described on Page 17 “Standard” Porcelain guarantee label and has our tradesmark “Standard” or initials ‘‘S. S. 
Enameled Lavatory Catalogue. M. Co.,’’ cast in relief onthe exterior. No others are genuine- 


Standard Sanitary MM)fg, Co. 


a Pittsburg, U.S. A. 
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The J, A. Abler Plumbing Company has 
been incorporated at Nashville, Tenn., to 
carry on a general plumbing business. 
The capital stock is $15,000. 

Doran & Shaw, plumbers at Pittsfield, 
Mass., have dissolved partnership. The 
latter retiring, the business will be con- 
tinued by Mr. Doran. 

E. P. Trautman and Frank Crane have 
opened a plumbing shop under the firm 
name of Trautman & Crane at Menom- 
inee, Wis. 

E. C. Chapelle; of Ithaca, N. Y., has 
opened a branch shop in the Gainey 
block for the convenience of his Hast Hill 
trade. 

W. W. Snell will soon start in the 
plumbing and heating business at Jersey- 
ville, Ill. He was formerly located at 
Carlinville. 

C. G. Smith, master plumber at Dixon, 
{ll., has taken his son Fred. M. into part- 
nership and the firm name will be C. G. 
Smith & Son. 

At Nashville, Tenn., the J. A. Shea 
Plumbing Company has filed articles of 
incorporation. It is capitalized at $15,000. 
The incorporators are J. A. Ahler, Chas. 
R. White, G. Reiche, J. A. Warwick and 
C. A. Smoot. 

At Denver, Colo., the Smith Plumbing 
and Sewering Company has been incor- 
porated with a capital of $3,000. The in- 
corporators are W. H. Smith, Walter Ord 
and A. H. Smith. 

Waltz & Morton, plumbers and gas fit- 
ters of New York City, have moved their 
business from 258 West 30th street to 
250 West 31st street. They will be 
pleased to receive catalogs from the 
trade. 

At a meeting of the Syracuse (N. Y.) 
Heater Company, held on January 5, the 
capital stock was increased from $30,000 
to $50,000. The company will extend its 
business by utilizing the entire building 
on South Clinton street. 

The Street & Kent Manufacturing Co., 
cf Chicago, has been incorporated with a 
capital of $20,000. They manufacture 
plumbers’ supplies and other mé‘al goods. 
The incorporators are Conrad D. Street, 
Thomas M. Kent and William B. Dale. 

Vaux & Co., of Buffalo, N. Y., have 
filed articles of incorporation. The cap- 
ital is $10,000, and they will manufacture 
heating and ventilating apparatus. The 
directors are #. J. Vaux, A. J. De La- 
plante and W. H. Bean, all of Buffalo. 

Messrs. O’Shea and Larkin, who have 
been in the employ of J. J. Herbrecht at 
Rome, N. Y., haye purchased the plumb- 
ing business and will continue at the old 
stand. Mr. Herbrecht will re-enter the 
employ of the Pierce, Butler & Pierce 
Company at Syracuse. 


THERE IS A LOT OF DIFFERENCE 

in castings. This difference is just what 
makes some heaters good heaters and others 
dear at) any cost. For years the ‘‘Win- 
chester” has stood at the top. We think 
we can make good castings. Won't you 
try them? Made by Smith & Thayer Com- 
pany, Boston, Mass. —Adv. 
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STRALEY, HASBROUCK & SCHLOEDER, 


John A. Straley 

L. B. Hasbrouck 
Nicholas Schloeder 

©. Augustus Dieterich 


748,671. Wrench. A. L. Vinyard, Sli- 
dell, La. Filed April 18, 1903. Serial No. 
153,246. 

748,781. Acetylene 


Gas Generator... W. 
D. Packard, War- 
ren, Ohio. Filed 
December 25, 1902. 
Serial No. 136 683. 


Cc. R. Bannibr, New 
Serial No. 


748,835. Heater. 
York. Filed March 2, 1903. 
145,736. 


748,936. Combined floor drain and back 
water trap. F. C. Edelen, Kansas City, 
Mo., assignor to Crampton-Farley Brass 
Company. Filed Nov. 22, 1903. Serial 
No. 132,447. 


Alfred E. How- 


Gas burner. 
ard, Detroit, Mich., assigner to A. E. How- 
ard, Detroit, Mich. Filed May 23, 1903. 
Serial No. 158,510. 


748,607. 


Counselors-At-Law 
Solicitors of American and Foreign Patents, 


257 BROADWAY, NEW YORK,N.Y. 
Patents, Designs, Trademarks,Labels and Copyrights. 


PATENTS 


and | 
Patent Causes 


748,636. 
W. L. McDonald, Chicago, Il. 
7, 1903. Serial No. 168,636. 


Receptacle for idigineectants 
Filed Aug. 


748,857. Filter. R. J. Goade, Allen- 
town, Pa. Filed Aug. 24, 1903. Serial 
No. 170,586. 

748, 888. Steam trap 

William M. Still, Lon. 

ee = don, England. Filed 

Sa. March 31, 1903. Serial 
No. 150,482. 


748,579. Joint for lead pipe. Geo. 
Bryar, St. John, Canada, assignor of one- 
half to Matthew A. Harding, St. John, 
New Brunswick, Canada. ‘Filed June 1, 
1903. Serial No. 159,445. 


Acetylene gas generator. H. 


749,007. 
W. Webb, New York. Filed March 18, 
1908. Serial No. 148,418. 
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The Kelsey Heating Co., of Detroit, 
Mich., has been awarded the contract to 
install the new heating plant in the Cam- 
eron avenue public school at Windsor, 
Canada. ; 

Plumbing Inspector Thomas Hulme, of 
Portland, Ore., recently filed his annual 
report. The totals are as follows: New 
buildings inspected, 961; old buildings 
with new fixtures inspected, 787; closets 
connected, 448; sewers connected, 947; 
written notices served, 496; special per- 
issued, 6; total number licensed 
plumbers, 49; reports defective plumbing, 
220; plumbing remodeled on notice, 99; 
total number of visits per month, 5,957; 
total number of fixtures connected, 3,499. 

William Groscup Co. is a busy firm at 
Baltimore, Md. Among the contracts 
they have at present are: Steam heating, 
plumbing, ranges and roofing, fourteen 
house, N. Calvert street, for Mr. F, H. 
Yewell; a thermo grade steam heating 
plant for the C. P. Telephone Co., Balto 
and Gilman streets; hot water heating 
plant for the residence of N. B. Grenshaw, 
Govanstown, Md.; hot water heating 
plant for the residence Mrs. M. H, Re 
quardt, Hebbville, Md.; low-pressure 
steam heating plant, C. & P. Telephone 
Co., Madison and St. Paul streets; heat- 
ing, plumbing, ranges and metal work, 
fourteen houses, Calhoun and Saratoga 
streets, for the United Real Hstate Co., 
and a steam heating plant for 411 N. 
Charles street for the Misses Grafiling. 


—_———— oe +o 


ANNUAE CONVENTION OF THE OHIO STATE 
MASTER PLUMBERS’ ASSOCIATION 


The executive committee of the Ohio 
tate Association of Master Plumbers has 
sent out the following call for their an- 
nual convention: 

To the Master Plumbers of the State of 
Ohio, Greeting: 

The thirteenth annual convention of 
Ohio State Association of Master Plumb- 
ers will meet at the Elks Hall, Valentine 
Building, Toledo, Ohio, Tuesday and 
Wednesday, February ninth and tenth, 
nineteen hundred and four. 

The attending delegates will convene 
Tuesday, February ninth at ten a, m. 

Appoint. your delegates promptly, send- 
ing to the secretary-treasurer, Eb. Hllen, 
950 Central avenue, Cleveland, Ohio, their 
names, so that they may be known when 
credentials are presented to the Creden- 
tial Committee. Any member of the 
State Association in good standing will 
be admitted to the hall, but delegates 
only will be allowed to vote. It is & 
sential that every local in the State be 
represented by the best of its member 
ship. Individual members in towns where 
there are no other members are entitled 
to be delegates to this convention. Toledo 


local extends a cordial invitation to all 


members whether delegates or not to 
attend. 
Headquarters at Body House. 
Yours fraternally, 
Es. ELLEN, JAMES R. FITTEN, 
H. P. Canmz, A. S. W. HurrMan, 
J. M. McVey, RicHARD MURPHY, 
I. C. Metssner, Executive Commi 
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A Few Reasons Why You Should Use the 


“SCULLY” TRAP 


E guarantee them absolutely non-syphoning, 
for the fact that it has a deeper water seal 
than any other Trap on the market, together witha 
very large deflecting or air chamber, or space 
above water in trap; features which you must have 
; : _ to guarantee these results, or else a partition 
They are beautiful in (which collects filth). One is sanitary and the 
design, highly finished, other a menace to up-to-date sanitation. We Ask your a obber for 
and the cheapest high guarantee them self-cleansing, because the water the “Scully” Trap. If 
grade trap on the enters the trap body with such force that coffee he does not handle it 
market. grounds, hair, lint, grease, etc., are carried out of write us for prices. 
trap, thereby preventing its 
stopping up and becoming foul 
or contaminated in event of 
evaporation. Withour trap you 
have the advantage of using it 
as eithor an S or P Trap, as you 
can take out ell and run the out- 
let direct to wall, thereby saving 
the carrying of more than one 
style in stock. 


WRITE FOR A SASPLE 
AT SAMPLE PRICES. 


Scully Stops and Stop and Waste Cocks 


are made of the best red metal, are carefully 
ground, and have an even bearing on the 
entire surface of the core, and are absolutely 
guaranteed not to stick or leak, on either hot 
or cold water, 


Strong and durable. : Sure to give satisfaction. 
Can always be depended on. re Tested at 200 lbs. pressure. 
Used once, always used. € Open and close easily. 
Leaders in quality and Price. i Pays to use them. 

Less trouble to reverse than any. fae ; Saves you time and money. 
You should never be without them A 


Our Compression Work is the best on the market. 
We excel in workmanship, quality and finish. 
Our sill cocks are strong and beautiful in design 
and finish. With our large and up-to-date plant, 
we areina position to make prompt shipments. 
Write us for Catalogue and Prices on our com- 
plete line. 


THE W. J. SCULLY VENTILATOR & MANUFACTURING CO., 


DETROIT, MICH. 
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CHICAGO 


News and Gossip From Plumbing, 
Heating and Lighting Trades 


Western 
Representative 
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HE annual meeting of the Chic- 
cago Master Plumbers’ Associa- 
tion was held in their hall in 
the Schiller Building on Friday 
evening, January 8th, and was 

largely attended by the representative 
plumbers of the city. J. B. Ryan, the 
retiring president of the association, in 
his annual report reviewed the principal 
events which had affected the interest of 
the organization during his administra- 
tion. He was happy to be able to report 
a slight increase in the membership of 
the association, which he hoped would 
be still further strengthened in this re- 
spect during the coming year. Comment- 
ing upon conditions which have prevailed 
in the building industry for the past 
twelve months, he stated that while the 
year was not one of unexampled pros- 
perity, still the contractors in the build- 
ing line had enjoyed a fair degree of 
success. Considerable building, he said, 
had no doubt been deferred through the 
publication of pooling arrangements 
among contractors in various branches of 
the building business, which had natur- 
ally curtailed the volume of work done. 
After thanking the members for their 
support throughout his term as president, 
Mr. Ryan closed with the hope that the 
year upon which they were now entering 
would prove more prosperous for the 
plumbing trade in Chicago, and especially 
for the members of the association, than 
that which had gone before. The election 
of officers resulted: President, Jas. H. 
Baggot; vice-president, W. J. Lang; secre- 
tary, T. C. Boyd; assistant secretary, 
Peter M. Munn; treasurer, L. R. Bain; 
sergeant-at-arms, A. W. Bahn. The 
above named, with R. F.. Thorogood, Thos. 
E. Duffy, Chas. E. Bachtold and the re- 
tiring president, J. B. Ryan, will con- 
stitute the Board of Directors. On as- 
suming the gavel, Mr. Baggot, the new 
president, thanked the members for the 
honor they had shown him, and prom- 
ised, with the support of the members 
and his colleagues on the Board of Di- 
rectors, they would be able to accomplish 
some real benefit for the plumbing trade. 

The closing, but not the least interest- 
ing event of the evening, was the presen- 
tation of a fine diamond ring to the re- 
tiring president, J. B. Ryan. The presen- 
tation speech was made by Mr. L. R. 
Bain, the treasurer of the association, 
who stated that it was his privilege to 
perform one of the pleasant duties of life 
in thus presenting the ring as a token 
of appreciation for the valuable services 
rendered by Mr. Ryan as president dur- 
ing the past year, and hoped the recipient 
would always see reflected in the diamond 
the faces of those with whom he was 
associated during the year 1903. Mr. 
Ryan accepted the jewel in an appropriate 
speech of thanks and hoped that condi- 
tions in the plumbing trade would im- 
prove to such an extent that it would not 
be long before all the members of the 
eraft could wear as large and beautiful 
a diamond as the one he had just re- 
ceived. 


The strike of the chandelier makers, 
brass molders and polishers, which began 
shortly after the first of January, has 
resulted in closing temporarily the fac- 
tories of the sixteen chandelier manutac- 
turers in Chicago, who are prepared to 
close down indefinitely pending a settle- 
ment of the trouble. An agreement which 
had existed for the past four years be- 
tween the fixture manufacturers and their 
employees, under which the men enjoyed 
a nine-hour day and also an understand- 
ing that only union men would be em- 
ployed, expired December 31st. The men 
demanded a renewal of the agreement and 
an eight-hour day with no reduction in 
wages, and when this was refused, a 
nine-hour day with a 10 per cent. increase 
in wages. This was also refused by the 
employers, who offered to renew the 
agreement providing the men waived the 
clause relating to the closed shop. The 
manufacturers claimed that the output 
of their factories has been diminished by 
over 40 per cent. as a result of their 
agreement to employ only union men, and 
have announced that hereafter they will 
not permit unions or their employees to re- 
strict the amount of work a man shall 
do. 

The decision of the manufacturers, 
announced to their employees, led to the 
issuance of an order by the business 
agents of the union for a general strike, 
which has involved 1,800 men. Wm. M. 
Webster, commissioner for the Brass 
Manufacturers of the United States, is 
acting for the chandelier manufacturers, 
who are affiliated with a branch of the 
Chicago Brass Manufacturers. He states 
the rank and file of the workmen were 
not really in favor of the strike which 
was called by the business agents at a 
meeting which was attended by less than 
a hundred members of the union. He 
also states that the manufacturers are 
not seriously affected by the strike, as 
they can get all the material and sup- 
plies they need. Among the concerns 
affected by the strike are the following: 
Beardslee Chandelier Company, 233 Canal 
street; David J. Braun, 135 West Wash- 
ington street; Central Chandelier Com- 
pany, 513 Fulton street; Chicago Gas and 
Electric Fixture Company, 19 Jefferson 
street; Chicago General Fixture Com- 
pany, 169 Adams street; E. Baggot Com- 
pany, 171 East Adams street; W. S. Ed- 
wards Manufacturing Company, 21 Lake 
street; Garden City Chandelier Company, 
297 Wabash avenue; Illinois Gas Fixture 
Company, 850 West North avenue; Moran 
&- Hastings Company, 61 Washington 
street; R. Williamson & Co., 452 Mil- 
waukee avenue. 


A feeling of widespread sympathy per- 
vades all classes toward those who lost 
friends and relatives in the recent 
Iroquois Theater disaster, in which nearly 
600 lives were sacrificed. Expressive of 
their condolences to those affected in 
the plumbing supply trade, whose loss 
was particularly heavy, the Chicago 
Master Plumbers’ Association at their 


annual meeting held January 8th unani- 
mously adopted the following resolutions: 

Whereas, We learn with regret that among 
the large number who suffered by the great 
loss of life in the recent Iroquois Theatre dis- 
aster were members of the families of L. Wolff 
and A. F. Gartz, long and favorably known in 
the plumbing supply trade, therefore be it 


tesolved, That we the Chicago Master Plumb- 
ers’ Association in regular meeting assembled 
do hereby extend to them and the surviving 
members of their families our sincere sym- 
pathy in their great affliction, and be it fur- 
ther 

Resolved, ‘That the above resolutions be 
spread upon the minutes of the meeting, and a 
copy of same be sent to the bereaved families. 

A letter of sympathy was also ordered 
sent to Mr. L. R. Bain and Mr. J. H. 
Roche, two prominent members of the as- 
sociation, who lost relatives in the same 
disaster. 

At the annual meeting of the Building 
Contractors’ Council of Chicago, held re- 
cently, the following officers for the year 
1904 were elected: President, W. D. 
O’Brien; vice-president, John Ramcke; 
secretary, E. M. Craig; treasurer, R. E. 
Harrsch; sergeant-at-arms, M. Benner. 
With the exception of President O’Brien 
and Secretary Craig, who were re-elected, 
all of the others selected, while not here- 
tofore actively identified as officers of the 
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council, are prominently connected in the 
various branches of the building industry, 
The council, which is organized to pro- 
tect the interests of contractors in the 
building line, was never in a more pros- 
perous condition than it is to-day, accord- 
ing to Secretary E. M. Craig, who pre. 
dicts its sphere of usefulness will be 
greatly enlarged through its affiliation 
with the National Contractors’ Associa- 
tion. 


The building occupied by the Kellogg: 
MacKay-Cameron Company, manufactur- 
ers of boilers and heating supplies at 
Lake and Franklin streets, was damaged 
by fire on January 8th, the loss being esti- 
mated at $25,000. The fire started on the 
fifth floor of the building about ten o’clock 
in the evening and originated, it is sup- 
posed, through spontaneous combustion 
in oil-soaked cotton waste. The fire was 
first discovered by Mr. Morris Ebersole, 
the advertising manager of the firm, who 
detected the odor of burning waste from 
his office, and quickly turned in an alarm. 
It was due to the presence of mind of 
Mr. Ebersole that the building was not 
destroyed. When the fire department ar- 
rived flames were bursting from every 
window on the two top floors. The fifth 
floor is used by the firm as a packing 
room, and the straw there added to the 
blaze. The floors of the building, all of 
which are occupied by the Kellogg-Mac- 
Kay-Cameron Company, are stocked with 
heavy fittings and supplies, and the dam- 
age to the building, as well as the loss 
to the company would have been much 
greater were it not for the prompt ar- 
rival of the fire department. ; 


RESOLUTIONS 
EMPHASIZED! 


Whereas, the Almighty Dollar is necessary for the support 
of my family and the successful operation of my business, and 
Whereas, Nature has for thousands of years been at work in 


the production of Euclid stone, that is of sucha texture to resist 
the expansion and contraction caused by heat and cold, and to 


combat the action of acids, and 


Whereas, a firm has been formed and incorporated, who with 
the proper appliances, construction and workmanship, in combina- 
tion w A this superior stone, are producing a Laundry Tray and a 
Kitchen Sink that can be guaranteed in every particular, therefore 


be it 


Resolved, That I will earn as much of a surplus as possible by 
only handling a Laundry Tray or Kitchen Sink in which there is a 
good profit, and that is a combination of a Natural product with 
A No. 1 Workmanship, free from blemishes and all complaints 
connected with the other makes in the same line, further be it 


Resolved, That I will atonce write for a Catalogue describing the 


EUCLID LAUNDRY TRAYS and KITCHEN SINKS 
MADE BY 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 133 


As a gentle reminder that he is still in 
the plumbing business, Chas. C. Breyer, 
of Chicago, the well-known Northwest 
plumber, has distributed among his cus- 
tomers a handsomely embossed calendar 
for the current year, together with a com- 
bination match box and calendar. While 
the practice of advertising is a compara- 
tive innovation in the retail plumbing 
trade, its efficacy in extending business 
is not doubted, and it is not surprising 
that it should be taken advantage of 
by the most progressive members of the 
trade, 


In their “one-bolt sewer connection,” 
which they are placing on the market, 
F. W. Carlson & Co., 1531 West Clark 
street, believe they have succeeded in 
producing a simple and economical device 
for connecting the house drain with the 
tile sewer. Some of the principal claims 
made for the new connection is that it 
has no complicated parts, and can be ad- 
justed instantaneously. That it is per- 
fectly gas and water-tight, and is a posi- 
tive guarantee against sewer gas and 
back water at the points of connection. It 
is also claimed it makes a compact con- 
nection, required to counteract expansion, 
contraction and friction, to which the soil 
waste pipe is subjected, and is specially 
adapted for use in recesses. A full de- 
scription of this useful device, for which 
a patent has been applied for, will be 
cheerfully furnished on application to 
subscribers or others mentioning THE 
PLUMBERS’ TRADE JOURNAL. 


The Dugger-Clark Supply Company, 112 
Dearborn street, Chicago, which acts as 
manufacturers’ agents, have recently been 
appointed Western sales agents for the 
Kennedy Valve Manufacturing Company, 
Pittsburg Valve and Fittings Company, 
Federal Manufacturing Company, and the 
Modern Iron Works, of Quincy, Ill., and 
will be pleased to furnish catalog and 
discounts to the trade of anything manu- 
factured by these companies. 


The firm of Bunnell & Shober, of Mor- 
ris, Ill., has recently dissolved partner- 
ship, Mr. J. N. Bunnell purchasing his 
partner’s interest. Mr. Shober, who has 
embarked in business for himself in the 
same town, recently came to Chicago for 
the purpose of taking the examination re- 
quired by the State law, and succeeded 
in securing his certificate from the local 
Board of Examiners. Mr. Shober served 
his apprenticeship at the trade in Chicago 
and was at one time engaged in business 
for himself at 42d street and Cottage 
Grove avenue. 


Mr. J. Macauley, for a number of years 
engaged in the plumbing business at 619 
Larabee street, Chicago, has recently sold 
out his plumbing shop and has left Chi- 
cago for Denver, Col. 


————— OO 


WANT PRICES ON WOODWORK, BRASS TRIM- 
MINGS, ETC. 


The W. J. Hyland Mfg. Co., of 23 Elm 
street, Springfield, Mass., are about to 
place a complete line of water closets on 
the market and are desirous of receiving 
prices on woodwork, brass trimmings 
and earthenware. Please mention Tur 
PLUMBERS’ TRADE JOURNAL when writing 
this firm. 


BLOTTERS FOR THE TRADE 


Send to Theo. Andel & Co., 63 Fifth 
avenue, New York, and they will mail 
one of their handsome lithographed cal- 
endars which they have issued. This 
firm publishes a book on drawing and 
design which should interest the plumber. 
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EDITED BY 
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EG OVERNOR GEO. C. PARDEE and 


G. B. Daniels, publisher of the 

Oakland, Cal., Enquirer, have 

been notified by the city board 

of health of Sacramento to ap- 
pear before that body and tell what they 
know about sewer gas and bats. The pro- 
ceeding arises from formal charges filed 
recently with the board of health by Gov. 
Pardee against City Plumbing Inspector 
Chapman. Soon after he installed his 
family in the new executive mansion Gov. 
Pardee was struck by the foul odors which 
filled his apartments. He sent for a local 
plumber, who informed him that his new 
home was infested with bats. The Gov- 
ernor, not satisfied, called in the plumb- 
ing inspector who coincided in the bat 
theory of the local plumber. The odors 
increasing, the Governor sent to Oak- 
land for Fred. Pierce, a plumber, and the 
latter after an inspection of the prem- 
ises discovered the seat of the trouble in 
an open sewer under the mansion. The 
Governor was indignant over the situa- 
tion, and expressed himself in strong 
language concerning the peril in which 
his family had been placed from the 
deadly sewer gas. When Plumbing In- 
spector Chapmen learned of the Govy- 
ernor’s action in sending to Oakland for 
a plumber his official dignity was offended 
and he announced that unless Pierce came 
back and did his work over again ac- 
cording to local regulations he would 
place him under arrest. The Governor 
met this threat of the plumbing inspector 


by formally charging him with incom- 
petency and appearing before the board of 


health in person to substantiate his 
charges. He was accompanied by Editor 
Daniels of Oakland, who was his guest at 
the time the sewer gas pervaded the 
mansion, and Daniels told of his detection 
of the odors with his inspection with the 
view of finding the cause. The Goy- 
ernor’s charges are formal in character, 
and uttered with great regard for legal 
exactness. The Governor signs’ the 
charges in his capacity as a doctor of 
medicine. Chapman’s defence will be that 
he is not supposed to hunt for sewer gas. 
That is the sanitary inspector’s duty. 


*D. J. Hall has purchased the interests 
of Mr. Russell in the firm of Groom & 
Russell at Salsalito, Cal., and the new 
firm have moved into larger quarters on 
Princess street. 

Blumve & Jay Co., of Los Angeles, Cal., 
have been awarded the plumbing and gas 
fitting in the new California Club’s new 
home on the corner of Hill and Fifth 
streets; amount $11,775. 

The Nevada Hardware and Supply Co. 
have secured the contract for installing 
a heating apparatus in the new county 
hospital at Reno, Nev. 


The Nashville “American” 


says that it} This merely determines the opportunity 


can name southern cities in which not]our trade has in eliminating such an un- 


one residence in six has a bath room. 
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fortunate condition of affairs. 
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AND ELECTRIC FIXTURES. 


CATALOC ON APPLICATION. 


The Right Heat 
For Any Temperature 
THE TRANE VACUUM HEATING SYSTEM 


gives the right heat for any tem- 
perature—you have vapor at 130 
degrees up to steam at 5 pounds 
pressure automatically.» 


Get our hookiet, 


/ 


‘JAS. A. TRANE VACUUM HEATING CO.,. 
LA CROSSE, WIS. 


Will Please Mention 
This Journal when 
writing to Advertisers 


FOR 


Heating Material 


OF 
Every Description. 


SEND FOR CATALOGUE AND PRICES. 


Also full line of Plumbing Fixtures 


CAHILL, SWIFT MFG. CO. 
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Money Saved 


you willbe lucky if you don’t have 
a dollar’s worth of trouble with itP 
v 


Send usa sample order for steam 
brass goods—if you want 


* 
v ¥ ¥ 
Is it worth while to save ten 
cents on a valve when you know © 


to dodge trouble. 
- KINSEY & wegU TER COo., 
PEORIA, - - ILL. 
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HE newly elected officers for 
1904 of the St. Louis Master 


Plumbers’ Association were 
installed on the evening of 
January 7, the installation 


ceremonies being followed by 
an entertainment and luncheon. The offi- 
cers are: President, Alfred F. Fettig; 
First Vice-president, William Norris; 
Second Vice-president, Thomas Hoban; 
Treasurer, Chas. P. Abel; Rec. Secretary, 
John F. Corrigan; Fin. Secretary, Thos. 
J. Sheehan; Sergeant-at-Arms, John J. 
McCune; Conference Board, Messrs. Jas. 
P. Carroll, John F. Reardon and S. L. 
Kiernan; Auditing Committee, John 
Frost, Wm. Norris and Gustave Breitt. 
The newly elected president is a young 
man who has given a great deal of 
time and attention to association work 
in the past five years, during all of which 
period he has been an active official either 
as treasurer, vice-president or chairman 
of the Executive Board. This training 


Alfred F. Fettig, President St. Louis M. P. A. 


fully qualifies him for the exacting duties 
ef a president during a year that is of 
more than ordinary importance due to the 
national convention coming to this city 
anil to the peculiar trade problems affect- 
ing us from an Association standpoint. 
Personally, he is held in high esteem as 
aman of broad mind and view. He is a 
hard worker without being an aggressive 
one, relying on diplomacy rather than 
harsh methods. This quality has. resulted 
in his possessing few if any enemies and 
will be of much service to the Association 
at this time when unity of purpose and of 
action is a prime essential. He is a suc- 
cessful young business man under obliga- 
tions to nobody in or out of the trade and 
consequently can be expected to admin- 
ister the affairs of his office without fear 
or favor. 

Mr. Wm. Norris the First Vice-presi- 
dent and chairman of the Executive Board 
is a charter member of the St. Louis 
Association. That he consented to again 
become an active official in the organiza- 
tion he helped give birth to is a matter 
of pride to our members. Mr, Norris is a 
man of strong convictions and keen dis- 
cernment who has kept in close touch 
with the trade’s history for almost half 
a century. He is perhaps the wealthiest 

‘ plumber in St. Louis, and is a power in 


the city’s commercial life, aside from his 
enviable position in the trade. As chair- 
man of the Executive Board all matters of 
an executive character will pass through 
his hands and the rulings of the commit- 
tee will no doubt be in a great measure 
influenced by his long experience in the 
craft and his unusually strong business 
qualifications. 

The remaining officers are young men 
who have been advanced from positions 
held in 1903 with the exception of Thos. 
J. Sheehan, the newly elected financial 
secretary, who assumes office for the first 
time. Mr. Sheehan is a bright aggressive 
member, possessing every requisite for 
rendering a good account of himself dur- 
ing the life of the present administration. 


PRESENTATION TO EX-PRESIDENT JOHN F. 
REARDON, 


Immediately following the installation 
ceremonies, the doors were opened to non- 
members, the supply trade and representa- 
tives of other trade organizations. Presi- 
dent Fettig addressed the gathering along 
lines eulogistic of the self-sacrificing ef- 
forts of his predecessor, John F. Reardon, 
in perpetuating the organization through 
a most critical period in its history. The 
remarks were extremely well chosen and 
when at their conclusion the president 
in the name of the Association, presented 
Mr. Reardon with a beautiful diamond 
stud, the applause greeting the act was 
hearty and sincere, and of a nature to 
demonstrate better than mere words the 
fact that Mr. Reardon’s services were both 
recognized and appreciated. Mr. Rear- 
don’s response was characteristic of the 
man, modest and simple, yet eloquent in 
the renewal of his pledge to continue his 
efforts to assist the organization and its 


Photograph Taken at the Annual Ball of the St. Louis Master Plumbers’ Association, Held at Liederkranz Hall on December 9th 


officers in securing such trade conditions 
as we consider ourselves justly entitled to. 


THE ENTERTAINMENT AND LUNCHEON. 

And now behold in immaculate evening 
dress, large of girth and broad of smile, 
the commanding general, Jacob Ruedi! 
The man who loves all good things and 
good fellows, even those who possess the 
otherwise questionable virtue of being 
“Trish.” Jake and his committee had 
secured the services of the Philip Mohr 
Catering Co., and the spread provided for 
us embraced everything from blue points 
to “Budweiser.” He had the French 
menu translated into English, so that his 
information bureau might work smoothly, 
but the translation had such a South St. 
Louis flavor that quite a few of us had 
to “eat things” with which we had only 
a palate acquaintance. After the over- 
flow had been reached, a smoke test was 
applied by the commissary general under 
supervision of Plumbing Inspector My- 
kins, who passed upon the job as far 
as it had proceeded as ‘‘A—1,”’ Professor 
Karbach, the pianist, rendered two pleas- 
ing selections, one a Mozart sonato to 
please the musical cult, and the other a 
“warm rag” to tickle the “gang.” Mr. 
John Ikeniven and Harry Freese rendered 
vocal selections and were followed by 
D. F. Monahan in character impersona- 
tions. Jos. Kenney sang “Bedelia” in ex- 
cellent style and as an encore gave “Down 
Where the Wurzburger Flows” with a 
grand chorus of one hundred from the au- 
dience. Harry Woods, of the Columbia 
Theatre Co., gave some clever Hebrew 
impersonations. Harry is very good or 
very bad, depending upon the point of 
view, but there’s little doubt that the 
toughest Sunday School in town—the one 
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in the City Bastile—would be inclineq 
to blackball his application for member. 
ship on account of the “very good gooa. 
ness” referred to. Mr. Wm. Stamm, presi- 
dent of the National Plumbing Supply 
Co., sang a beautiful ballad, “My Old Time 
Sweetheart,” in acceptable style, Mr, 
Stamm being a vocalist of no mean abil 
ity. John Moran gave recitations, “The 
Heathen Chinee” and “The Face Upon the 
Floor” in a very creditable manner. Billy 
Mykins, after some little pressure, gaye 
us the old familiar, “You’ve Got to Keep 
Me Drunk to Keep Me Dead.” He sang 
“Violets” as an encore and their odor 
is with us yet! The hit of the night came 
at the finish when the great German team 
Paul Becker and Jake Ruedi sang the 
“Watch on the Rhine” in the German 
tongue. Some say that one sang High 
and the other Low Dutch and that either 
one of them would be jailed for “Les 
Majeste” if it happened in the Kaiser’s 
domain. For my part, speaking for and 
representing the intelligent, appreciative 
and critical element of the audience (???) 
I declare it to have been the most enjoy- 
able number on the programme, Mr. Fred 
G. Turner, of East St. Louis, was called 
upon and sang us a prose song descriptive 
of the beauties and greatness of the Hast 
Side, and promising us cordial support 
in our laudable efforts to achieve like 
prominence. He said they’d all be with 
us at the convention and help-us demon- 
strate “anything and everything” to our 
visiting brethren. It was early morning 
when the crowd finally dispersed in ex- 
cellent humor with themselves and with 
the manner of their entertainment, 


Brick buildings for December, 1903, 
show a value of $852,000 as against $827,- 
000 for the corresponding month of 1902. 
Frame permits in December, 1903, are 
valued at $310,500, as against $30,790 for 
December of 1902. The great increase of 
frame structures is accounted for by the 
temporary hotels and exhibits on the 
“Pike” at the World’s Fair Grounds, all 

(Continued on Page 136) 
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THE “COOD” IS 


MONEY AND TROUBLE. 


88-92 LINCOLN AVENUE, 


SPECIAL NOTICES. 


RATES FOR SPECIAL NOTICES. 
Special notices, such as “wants,” “for 
sale,” etc., are inserted at the rate of 50 
cents per issue for regular subscribers. To 
non-subscribers the rate is $1.00 per inser- 
tion, to not exceed five lines. Cash must 
accompany order. 


ANTED—A POSITION AS SALESMAN, PLUMB- 

ing and Steam Goods, with established trade 

alon: Mabon River. Address “H. G. W.,” care of 
The Plumbers’ Trade Journal. 


ATALOGUES—ON SANITARY GOODS AND 
lumbers’ supplies are solicited by Santiago 
Webb, Echaurren 45. Santiago, Chile, 8. A. 


OR A LIMITED NUMBER OF THE SEPTEMBER 

1st edition of Tam PLumBrrs’ TRADE JOURNAL we 
will pay 25cts. apiece. We want one dozen copies of 
the Gentral Edition of Taz PLuMBEeRs’ TRapE Jour- 
nau for September ist. Each copy sent us must bein 
perfect condition, and have the writer’s name and 
address attached to the wrapper, which must securely 
protect it from harm in mailing. 25 ets. is the price 
we will pay. Should we receive more than the num- 
ber we require, will return the copies without ex- 
pense to those who may send them. Address M. A. 
Rocks, P.O. Box 715, New York City. 


FOR SALE CHEAP—Patterns 
for a full set of DURHAM 
HOUSE DRAINAGE FITTINGS 
—Ells, Tees, F.Y’s, etc. If in- 
terested, will send full informa- 
tion and price. Address‘‘J.S.”’ 
care of The Plumbers’ Trade 
Journal, 64 Beekman St. 


LUMBERS’ WOODWORK— 
Wanted by one of the best- 


known selling agents in the East, the 
agency for a good line of plumbers’ 
woodwork—to sell to jobbers only 
on a commission basis. _ Address 
“J.D.R.,”? care of The Plumbers’ 
Trade Journal. 


I CAN SELL YOUR PLUMBING BUSINESS, NO 

matter where it is or what it is worth. Send de- 
scription, state pce and learn how. W. M. Os- 
trander, 847 North American Building, Philadelphia. 


LEAD BURNING 
IN 


ALL ITS BRANCHES 


Will teach by mail practical 


LEAD BURNING 


as it is done, can be done, or ever has 
been done, 


Will take charge of any LEAD BURN- 
ING work, overseeing the proper me- 
chanical construction, at reasonable 
tates. Am considered the authority in 
the United States and Canada on the 
subject. Have worked at it for twenty 
years. Will give instructions at moder- 
ate rates, and invite correspondence 
from any part of the country. 


RICHARD A. LEGARDE, 


1509 N. 10th St., 


IF YOU ARE NOT USING THEM, SEND SAMPLE 
ORDER AT ONCE, YOU WILL SAVE 


GOOD MFC. CO., 


NEW YORK CITY. 


PHILADELPHIA, PA, | excellent seller. 


For SALE—ONE-HALF INTEREST IN ESTAB- 
lished plumbing business in a thriving North 
Carolina town, where water and sewer have just been 
put in; good reason for selling. Address P. O. Box 
281, High Point, N. C. . 


ANTED—POSITION TO REPRESENT A RE 

sponsible manufacturer of heating specialties 

and supplies, as sales agent, branch manager or 

traveling salesman. Can furnish first-class refer- 

ences. Address “S. B. D.,”’ care of The Plumbers’ 
Trade Journal. 


Journal 
Copies 
Wanted 


We Will Purchase 


Copies of THE PLUMBERS’ 
TRADE JOURNAL in good 
condition to a limited num- 
ber, paying 


One Dollar Apiece 
FOR 


November 45th, 1889, 


We have received all the 
copies needed of Feb- 
ruary 15th, 1896. 


These copies must be sent carefu./y done 
up with the sender's name and address 
marked thereon to 


THE PLUMBERS’ TRADE JOURNAL, 


67 Beekman St., NEW YORK. 


HERE IS H.K.POWELL? ANYONE KNOWING 
the whereabouts of H. K. Powell will confer a 
favor by Se eee all information concerning 
him to Mrs. H. K. Powell, Barboursville, Ky. 


GALESMAN WANTED — WE DESIRE A GOOD 

man to cover territory along the Coast and East 
as far as Salt Lake City, selling a high grade line of 
Plumbers’ Brass Goods. Address “Brass Goods 
Manufacturer,” care of The Plumbers’ Trade Jour- 
nal, 61 Beekman St., New York City. 


yy ANTED—AN EXPERIENCED AND PRACTICAL 

young man to take an interest in a Plumbing 

and Heating business already established. Inventory 

about Five thousand Dollars ($5,009; four hundred 

(400) good customers. Best of references required. 

rheade! “H. G. W.,”fcare of The Plumbers’ Trade 
ournal, 


ee ee ee ee eee 

“ea pallenrin J bei tien ed Staak PLUMBER DE- 

sires a position. m willing to go to any part 
of the country where I can sectire patents Job at 
reasonable and regular income. Am sober, indus- 
trious, and_thoroughly understand the business. 
rece A. M. Harris, 7530 Jackson Avenue, Chicago, 


| WANT CATALOGUES FROM PLUMBER®’ SUP- 
ply houses; was burned out on January 13th, but 
have started again, and desire catalogues from the 
trade; please send them to me, with price list. Ad- 
dress J. E. Albright, Greensboro, N. GC. 
peti 5 Sh eS eS el ee 
DESIRE TO SELL MY PATENT BASIN CLAMP: 
| My Penang and heating trade makes it impos 
sible for me to devote time to the clamp, which is an 
Address John M. McVey, Lima, O. 


THE VERY BEST HOT WATER 


ANTED—SALESMEN TO SELL IN GREATER 
New York as welllas infNew York, New! Jersey 
Delaware and Washington, the Economy Granite 
Wash Tray, whose compensation will be a share of 
Address 


Economy GRANITE TRAy Co.. 
New Haven, Conn. 


(el=/\ Nz I: 
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A) Market Quotations 
@ For The Trade 
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IG IRON.—An_ unsatisfactory 
condition of business has 
been experienced in the iron 
market. The orders received 
have been almost exclusively 
for small lines and northern 

furnaces have been receiving relatively 
the larger share of the business. Prices 
have shown considerable irregularity and 
for No. 2 northern sales have been made 
at from $12.60 to $14.50, according to lo- 
cation of foundry, some of the Eastern 
Pennsylvania furnaces receiving the out- 
side figure, while central western furnaces 
have sold at from $12.60 to $13.50. The 
prices ruling for No. 2 Southern iron 
have been $9.75 to $10.00, with most of 
the business transacted at the inside fig- 
ure. Well informed interests in the iron 
trade are inclined to look upon present 
prices as law. It is claimed that there 
is scarcely a Northern furnace that can 
make and sell iron at present prices at 
a profit, and it is understood that some 
of the business booked by furnace men 
represents a loss to them. 


Coprer.—During the latter part of the 
month a reactionary tendency to prices 
developed, due to a sharp falling off in 
the demand. The export business for the 
past week or so has been practically nil, 
foreign buyers evidently having their 
wants covered for the present and the 
large domestic buyers also have with- 
drawn from the market, it being under- 
stood that they have covered their wants 
well up into March. Reflecting the re- 
cent large export business in copper, the 
shipments of copper to Europe during 
January promise to be the largest for 
any, one month in the history of the 
business, approximating 24,000 tons. The 
market closed weak, and at this writing 
prices quoted for carload lots are 12% 
to 12%c. for Lake, 12% to 125¢c. for 


electrolytic, and 12% to 12%4c. for cast- 


ing. Smaller quantities were held at % 
to %ec. per pound higher prices. 

Pia Tin.—A quiet market has been 
experienced and there has been a slight 
weakening of values. Owing to the re- 
cent advance in prices, the consumptive 
demand from the American trade has 
shown a considerable shrinkage, it being 


WASHER Fur 


Tt not SE! gives a high, glowing,dur- 
able polish to all metals, but the polish 


Bar Keepers Frieud: 


lasts, it will shines on! It benefits all metals, minerals 0: 


wood while eleaning them. 2¢11b box. For sale by drug- 
di d 2¢ stamp for sample to Ge 
295 E. Washington St.,1 nepolia, 


iT 
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estimated that the January meltings by 
domestic furnaces will not exceed 2,500 
tons. Owing to the falling off in the 
American demand, and anticipating the 
offerings at the Banca auction sale which 
was held at the close of the month, the 
reactionary tendency to prices developed. 
At this writing prices quoted are 27.90 to 
28.10c. for carload lots, at 28.50 to 29.00c. 
for smaller quantities. 

Pia Leap.—Business has been fairly ac- 
tive and prices have been firmly main- 
tained. Spot supplies have continued 
limited and for carload lots 4.55c. to 4.60c. 
have been the ruling prices and 4.50c. 
has been the quoted market price for Feb- 
ruary shipment from the West. Prices 
quoted for smaller lots for prompt deliy- 
ery are 4%c. to 5c. 


MN) 
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SPELTER.—Business has been slow and 
there has been a slight decline in prices 
to 4.90c. for carload lots and 5.15 to 5.25c. 
for smaller quantities. 

No changes have occurred in the 
prices quoted for nickel, closing steady 
at 40c. to 47c. for round lots and 50c. to 
60c. for smaller quantities. 


PipE.—A good volume of business has 
been transacted in cast iron pipe. Sev- 
eral good sized contracts have been re- 
ported placed by independent gas and 
water companies. The Water Department 
of the city of Providence has placed a 
good order and the city of Washington 
also has placed an order for a consider- 
able tonnage of medium and large size 
pipe; in fact a general good inquiry is 
reported and a large business is expected 
during the next two months. Prices have 
been well maintained at $23 to $25 per 
net ton at foundry for large to smaller 
sizes. Lead pipe and sheet lead have 
been in moderately active demand. Prices 
have been unchanged and firm. Quoted: 
Lead pipe, 4%4¢. to 5c. per pound: sheet 
lead, 5%4c. to 6c. per pound; tin-lined 
lead pipe, 10c. per pound and block tin 
pipe, 38c. to 34c, 

—_—_—_—e—?-4-+. ——___... 


CINCINNATI, (O.) PLUMBERS WANT OPEN SHOP 


The Cincinnati Master Plumbers’ As- 
sociation at a meeting held last month 
elected the following officers: President, 
Richard Murphy; vice-president, Martin 
Daly; secretary, William Wanner; war- 
den, Thomas -Lynn; trustees, Clifford 
Schlemmer, Ben Lanmann and Thomas 
Harlow. 

It was decided that the Association 
should fight out to the end the contest 
for the “open shop” system. 
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of which are being constructed under spe- 
cial permits, bonds being furnished the 
Building Commissioners guaranteeing 
their being wrecked and removed within 
90 days after the close of the Exposition. 


Assessor of Water Rates Selewaritz has 
appointed Chas. H. Specht as Chief Dep- 
uty to succeed James R. Harris, who has 
resigned to accept an important position 
with the Anheuser Busch Brewing Asso- 
ciation. Mr. Specht is a civil engineer 
and draughtsman 31 years of age, who 
has been connected with the engineering 
corps of the St. Louis Water Department 
for five years. He is not a practical poli- 
tician and was tendered the appointment 
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purely on merit—a plan that our present 
city government has been very consistent- 
ly following. Plumbers transact a large 
part of their city business through Mr. 
Specht’s office, and it is to be hoped that 
our relations with him will be of the 
pleasantest. 


“Tim”? Kickham, of East St. Louis, is 
the proud father of a healthy, handsome 
baby boy. Pre-natal influence should re- 
sult in this youngster becoming a favored 
son of Illinois—its governor, for instance 
—just as the genial father is a favorite 
son of Illinois’s most promising city and 
in line for its mayoralty. No, Tim, thank 
you. I’m on the water wagon! 
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HE West Side Sanitary Club held 
its annual meeting Monday 
evening, January ilith. The 

- regular business was early dis- 
posed of and the evening given up to 
social pleasures. The following officers 
were elected: President, Joseph Winter- 
bottom, who is also president of the Mas- 
ter Plumbers’ Association; vice-presi- 
dent, James O’Neil; secretary, HE. H. Ben- 
hoff; treasurer, J. Greene; sergeant-at- 
arms, W. Rutenbeck. A banquet was 
served by one of the leading caterers of 
the West Side and vocal and instrument- 
al music was furnished by the club quar- 
tette. There were thirty members of the 
club present out of a roster of thirty-two. 
The organization has had a very success- 
ful year. The meetings have been full 
of life and well attended, regular meet- 
ings being held every two weeks. 

Many of the Cleveland plumbers, in 
addition to the regular appointed dele- 
gates, are planning to attend the State 
convention at Toledo. It is quite prob- 
able that the Cleveland association will 
be well represented on the 9th and 10th 
of February. 

EH. H. Benhoff, 1073 Pearl street, has 
completed his contract with the Glauber 
Brass Manufacturing Company for the 
plumbing at its new plant on Superior 
street. Mr. Benhoff has several jobs on 
hand. He was recently awarded the con- 
tract for the plumbing and hot water 
heating for the handsome new residence 
for Dr. McCartney on the Clifton Boule- 
vard. He is putting in the finishing 
goods and completing the hot water heat- 
ing system for the residence of H. 
Braum in Glenville, and has been award- 
ed the contract for hot water heating and 
plumbing for lL. Meier’s residence in 
South Breoklyn. He is also installing 
a hot water system in the large barn of 
Fries & Schuele, on McLain street. 

The Scholl & Semple Company, 116 
Market street, Youngstown, O., has been 
awarded the contract for installing steam 
heating plant in the new store and apart- 
ment building which is being erected for 
Max Shagrian. This is a four-story 
building, containing 8 bath rooms. 


Mr. Charles C. Bailey, president and 
treasurer of the Cleveland Steam Heat- 
ing Company, 1084 Hamilton street, spent 
the week of January 18th in New York 
City in order to gain a much needed rest 
after a very busy season. 


The Mouat-Squires Company, 43 Acad- 
emy street, has secured the contract for 
pipe lines for power plant and heating 
connections for the new plant of the Am- 
erican Ball Bearing Company, on the 
West Side. 


I. Koblitz & Son, 347 Prospect street, 
have been awarded the contract for 
plumbing at the Hungarian Reform 
Church on East Madison avenue. 


Eb Ellen, secretary and treasurer of the 
Ohio State Association of Master Plumb- 
ers, has just issued the call of the execu- 
tive committee for the thirteenth annual 
convention of the organization, to be 
held at Toledo, O., Tuesday and Wednes- 
day, February 9th and 10th, 1904. The 
meetings of the convention will be held at 
the Elks Hall, Valentine Building. Head- 
quarters will be maintained at the Body 
House. A cordial invitation has been 
extended by the Master Plumbers’ Asso- 
ciation of Toledo to all members of the 
State association to attend the convention 
whether delegates or not. The members 
of the executive committee are as fol- 
lows: A. S. W. Huffman, Columbus; H. 
P. Cahill, Akron; J. C. Meissner, Toledo; 
Richard Murphy, Cincinnati; J. M. Mc- 
Vey, Lima; James R. Fitton, Bellaire; 
and Eb Ellen, 950 Central avenue, Cleve- 
land. 

The present officers of the State asso- 
ciation are: A. S. W. Huffman, presi- 
dent; H. P. Cahill, vice-president; and 


-Eb Ellen, secretary and treasurer. 


At the meeting of the Master Plumbers’ 
Association of Cleveland, held Tuesday 
evening, January 12th, the following dele- 
gates were elected to attend the State 
convention at Toledo February 9th and 
10th: David Roberts, John J. Comerford, 
of the firm of R. F. McMahon & Co.; 
John Leese, of the firm of Warden & 
Leese; E. H. Benhoff, Charles Armour, 
Frank C. Fellers, Charles Siefried, of the 
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firm of Sweesy & Siefried; Edward E. 
Hill, and Charles Striever. Joseph Win- 
terbottom, president of the local associa- 
tion, and Eb. Ellen, secretary and treas- 
urer of the State association, will attend 
the convention by virtue of their office. 


R. F. McMahon & Co., 371 Wade Park 
avenue, are working at the new apartment 
on Fourth avenue for D. S. Wertheimer. 
This is a four-story building containing 
eight suites, and is being finished with 
high-grade plumbing fixtures. They are 
also doing the plumbing in the fine resi- 
dence on Giddings avenue for David Auld. 


The Burrows & Bosworth Company, 
1271-1273 Euclid avenue, have been 
awarded the contract for the plumbing 
at the new “Automobilium” building, 
which is being erected on Euclid avenue, 
opposite Olive street, for the Chisholm- 
Phillips Automobilium Company. The 
contract for the steam heating apparatus 
has been let to M. G. Holbrook, The Ar- 
cade. 


The question of apprenticeship has en- 
gaged the attention of the Cleveland 
plumbers for some time, and at a recent 
meeting of the Master Plumbers’ Associa- 
tion it was referred to the conference 
committee. A joint meeting of the com- 
mittee of the master plumbers and the 
conference committee of the journeymen 
plumbers was held Thursday evening, 
January 14th. The committee agreed upon 
a code governing apprentices, which will 
be referred to each association for rati- 
fication. It is quite probable that the 
rules will be adopted by each association 
and this question settled to the satisfac- 
tion of the employer and employee. The 
members of the committees are: Master 
Plumbers’ Conference Committee—H. 
Ward Daykin; John Leese, of the firm of 
Warden & Leese; Joseph Winterbottom; 
Charles Armour; David Roberts; J. J. 
Comerford, of the firm of R. F. McMahon 
& Co.; August C. Caleb, of J. L. Croft & 
Co. Conference Committee of the Jour- 
neymen Plumbers’ Association—William 
Rose, John Mooney, Thomas McGrath, Al. 
Manny, Frank Poplowsky, Thomas Rob- 
erts and Frank Herberger. 


The plumbers of Cleveland are deeply 
interested at this time in the new build- 
ing code which has been drafted by the 
Code Commission, and is about to be pre- 
sented to the City Council. A set of rules 
pertaining to plumbing and sewering have 
been drafted in joint session by the Sani- 
tary Committees of the master and jour- 
neymen plumbers, and presented to the 
Building Code Commission, with the re- 
quest that they be incorporated in the 
new code. If the suggestion of the com- 
mittees are favorably received the new 
code will do much to elevate the trade 
in Celveland. 


The annual report of the plumbing in- 
spector, John J. O’Neil, shows that there 
are in Cleveland 171 licensed plumbers 
and 161 licensed sewer builders. Plumb- 
ing permits were issued during the year 
1903 to the number of 8,948. 

There has been considerable conjecture 
among those interested in the building 
trades, in regard to the prospects of a 
busy season for 1904. A large amount of 
public work has been advertised by the 


city engineer, and contracts for sewers 
in many city streets have been let, while 
there are many more streets to be in. 
cluded in this list. There will also be 
a large amount of paving done during the 
year, which will give the plumbers in. 
terested in street connections and this 
class of work plenty to do. The outlook 
in the architects’ offices is not as bright 
as in the two previous years, although 
many good building projects have been 
announced, for which plans are now being 
prepared. 


At a recent social gathering of the 
builders of Cleveland, the “Builder-ine- 
ograph” furnished the entertainment for 
a part of the evening. The accompany- 
in “photograph” was thrown on the 
screen and explained by the lecturer, as 
follows: “In the good old days when 
bowling was all the fad, we had a Build. 
ers’ Bowling League. Some of the mem- 
bers were so devoted to the sport that 
they spent their lunch money at noons 


on the bowling alleys. One of the most 
earnest bowlers of the lot was John 
Leese, who was vice-president of the ex- 
change, aS well as president of the Mas- 
ter Plumbers’ Association. He had his 
picture taken in one of the noted con- 
tests, but it happened to be the night 
that the other team won. ‘The view 
shows his famous curved ball, which cre- 
ated such a furor among the expert roll- 
ers of the country in 1902. 
FROZEN PIPES THAWED OUT BY ELECTRICITY | 


The Edison Electric Illuminating Com- 
pany, at Altoona, Pa., began thawing out 
frozen water pipes last week by means of 
electricity. At the residence of John W. 
Law the service pipe had been frozen for 
two weeks and the plumbers could not 
get it open. A circuit was established 
through a water rheostat. In ten min 
utes the pipes were opened and water 
was flowing freely. The company will 


make a business of this work. 
— ————_ >_> +4 -= 


BOARD OF HEALTH AT ELMIRA, N. Y. 
Two master plumbers have been ap- 
pointed on the board of health at Elmira, 
Messrs. John A. Walker and Fred Le Val- 
ley. The plumbing inspector is James A. 
Campbell, who was formerly in the plumb- 
ing business in that city. : 
4 


A BOOK FOR BOYS, YOUNG AND OLD | 


a | 
From the Everett Press, Boston, Mass., 
we have received a copy of ‘“‘A Real Diary 
of a Real Boy,” by H. A. Schute. It is a 
most enjoyable little book, a welcome ad- 
dition to the humorous literature of to 
day. Any man who was a real boy oF 
who knew the joy of real boyhood will 
recognize their own boyish tendencies 
when they read this book. There are 
many laughs on each page, 


\ 
\ 
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Copy of this very desirable Catalogue 
will be sent to dealers, upon request. 


SS 


CATA LOGUE 
No. 15. 


PITTSBURG CHICAGO 


NEW~YORK 


. Electric and Gas Globes, 
Shades, Etc. 


The Phoenix Glass Co. 


15 Murray St, s s NEW YORK. 


CLEANING 


whether given frequently by the care- 
ful housemaid or strenuously by the 
zealous janitor, does not destroy the 
original brightness of 


BENEDICT-NICKEL 
Seamless Tubing. 


It is ‘white metal clear through,”’ 
and there is no plated surface that 
can be worn away by rubbing. 

All products, including Seams 

less Brass and Copper Tubing 


are described in our 
‘Table Book,’* 


BENEDICT & BURNHAM MFG. Co. 
WATERBURY, CONN. 
NEW YORK, 253 Broapway.- 
BOSTON, 172 HicH St. 


will save you the cost 
of a damage bill from 
overflowing tanks. It 
is made with a view of 
standing high pressure. 


A Reliable Tank 
Valveisa Cheap 
Luxury. 


THOMAS P. FORD COMPANY, 


BOSTON: 
Edward P.Brock &Co., 104 HighSt.. &/ Centre Street, NECU YORK ea cir fy aot 
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The Kenney Manufacturing Company, 


MANUFACTURERS OF THE 


FLUSHOMETER 


TRADE-MARK, 
JOBBERS IN PLUMBERS’ SUPPLIES 


OFFICE AND SALESROSIN: 
36 East 22 Street, NEW YORH, 


OFFICERS: DIRECTORS: 
George S. Terry. President. Edmund C. Converse. George R. Sheldon, 
N. Melman Shaffer, Jr., Vice-Pres. & Treas. Newton M. Shaffer, M.D., Theodore B. Starr, 


+ ae Renee: Ooetling Gagne George S. Terry, N. Melman Shaffer, Jr. 
NOVEMBER 1st, 1903. 


NOTICE-BEWARE OF INFRINGERS. 

To Tut TRADE AND PuBLic:—We desire to call the attention of the te, _e to the fact that we are 
now the owners of all the United States and Foreign patents granted \_ D. T. Kenney for flushing 
valves. It is our intention fully to protect these patents and prome. z to prosecute all infringers 
of thesame. Suits have already been begun in the United States Circuit Court of this District against 
The J. L. Mott Iron Works for infringement of the Flushometer patents, and against The ells 
& Newton Company of this city for selling the so-called ‘‘Aquameter’’ valve made by The Fed- 
eral Company of Chicago, Suits against other infringers are to follow. 


TELEPONE—6818-18th St. THE KENNEY MANUFACTURING COMPANY. 


YOTTO 


Stands ior the best and most 


Perfect Incandescent Gas Mantles 


Each and every one sold means a 
‘**“Permanent Customer”’ 
gained. We make them and other brands also. 


Better write us to-day and get our 
prices. They will interest you. 


AMERICAN INCANDESCENT Lamp Co., 


92 Fulton St., BROOKLYN, N. Y. 


Lawrence Gas Fixture 
Manufacturing Co. 


Designers and Manufacturers of 


Gas, Electric and 
Combination Fixtures 


129, (31, 133 and 135 N. Twelfth St. 
CORNER CHERRY ST. 


Write forCatalogue Philadelphia 


THE HORN -& BRANNEN MFG.C2 


DESIGNERS & =—— FACTORY & 
MAKERS °F aa SALESR°°MS - 


LIGHTING 427-429-4516455 
FIXTVRES- N-BR°AD ST- 


PHILADELPHIA 
PA: 

SPECIAL: DESIGNS 
SVBMITTED- FOR 


RESIDENCES - AND 
PVBLIC: BVILDINGS 


GAS- ELECTRIC 
AND 
(COMBINATION: 


WRITE-FOR 
CATALOGVE- 


POINTERS ON A GENERATOR 8 
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HE least attention required and 
greatest results obtained are de- 
manded by the American Yankee 
more than any other people on 
earth. 

Acetylene, as a comparatively new Ssys- 
tem of lighting, is required to withstand 
the most crucial tests and scrutiny of all 
interested or concerned. 

The cry of the calamity predictor must 
be quieted by evident facts; and the rea- 
soning public will demand to be con- 
vinced that too much time and attention 
will not be required in operating a gen- 
erator, and that they will get the best re- 
sults and the greatest possible amount of 
good gas from the carbide and the best 
of good lights at the burner tips. 

The customer or prospective buyer who 
does not insist he is “from Missouri and 
must be shown” the good features of a 
system, that will save him time and 
money, or that insists on low prices 
rather than good points in a lighting sys- 
tem, is one to be “suspected” of having 
more time than money to invest, and is 
from, or on his way to, a worse country 
than the Ozark region. 

While the crude principle of making 
acetylene is simply to bring carbide and 
water together and store the gas result- 
ing from such contact, for use, there are 
other accessories of vital importance to 
be considered; that are important to the 
perpetuation of acetylene as the ‘devil’ 
is to the perpetuation of printing, and 
as the “cub” is to the continued ad- 
vancement of sanitary plumbing and 
fitting. 

An apparatus or contrivance that will 
make for you “while you wait’—and per- 
haps take you with it when it goes—is 
not essentially a proper’ generating 
| system. 

The accessory parts and attachments in 
connection with a properly proportioned, 
properly arranged and properly con- 
structed carbide-holder generating cham- 
ber and gas receiver or holder constitute 
the true merit of a modern acetylene ap- 
paratus. 

GENERATOR PROpORTIONS.—The carbide 
receptacle should have capacity in pro- 
portion to the rated lighting capacity 
of the generator; not less than half-pound 
or over one pound of carbide capacity 
for each light. 

The generating chamber should have 

capacity for the amount of water re- 
quired to properly dissolve the carbide 
and for the residuum to be kept in a com- 
paratively cool state, but should have 
very little excess space for gas storage 
in the generating chamber. 

The gas receiver should be large enough 
to contain all gas made at any one opera- 
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tion; when the carbide and water are al- 
lowed to come in contact, and for water- 
to-carbide, generators should have excess 
capacity to contain the “after generation,” 
if any. 

ARRANGEMENT.—To arrange these three 
parts so as to bring a certain quantity 
of carbide and water together at the 
proper time and produce a limited quan- 
tity of gas; to pass the gas produced into 
the gas receiver and then into the pipes 
clean and pure for consumption at the 
burners is the practical part of producing 
acetylene, requiring the following detail: 

Accessory. 1. The flow of water to the car- 
bide or the feeding of carbide to the water 
must be governed. 

2. The quantity of gas produced at any one 
time must be regulated. 

3. Over production of gas must be provided 
for—in all large apparatus. 

4. Escape of gas from any parts of the ap- 
paratus (except through an open pipe provided 
for the purpose) must be prevented. 

5. The gas pressure must be regulated. 

6. The gas must be cleansed of impurities. 

7. A thorough cleaning system is required. 

8. A safe and simple method of recharging 
must be arranged for. 

9. Cleaning and recharging should be so ar- 
ranged for as to prevent escape of gas in the 
building, and so that each operation is simple 
and can be done only in proper order. 


COMPACTNESS.— With these features pro- 
vided and assembled a certain degree of 
compactness is also required. 

Acetylene, unlike “mountain dew” and 
“Jersey lightning,” though of a cheering 
character when properly used, does not 
improve with age; hence, to produce it in 
quantity only as consumption requires is 
desirable, and is a prominent feature in 
the modern generator, except the non- 
automatic storage system for large plants 
which stores the gas for a few hours 
only. 

Other reasons for producing a compact 
apparatus are: To economize in space and 
reduce the hazard to a minimum by hav- 
ing a small quantity of gas in the gas- 
holder in case of fires or accidents, such 
as any household or building are subject 
to. 


SIMPLEST CONSTRUCTION.—The simplic- 
ity of a generator is not always shown in 
its external appearance; neither is it at 
all necessary that a system should be 
complex or intricate when all the neces- 
sary attachments have been added. The 
gas will pass on through the different 
accessory operations almost simultane- 
ously without any change of disarranging 
the operating parts or causing undue 
friction; to accomplish this open pipes 
devoid of mechanical valves or cocks and 
depending on the natural pressure of the 
gas and the always certain water-seal 
have been universally adopted, and are 
required by the expert inspectors. 


Propucine Pure Gas.—When in the op- 
eration of a generator a quantity of 
carbide and water are brought together 
without over-heating, the acetylene so 
made is termed “chemically pure” gas, 
but the folly of claiming that any ap- 
paratus makes a superior quantity of gas 
in the generating chamber, under like 
conditions, has been conceded; and it is 
also conceded that acetylene rising from 
carbide and water in contact is not—even 
from cool generation—clean and pure to 
the desired degree. 

Every dealer can readily judge from 
the complaint of an acetylene user that 
his burner “carbonize’ and the flame 
“gets yellow” that he is using gas that 
has not been generated in a cool genera- 
tor, or that the gas has not been treated 
properly in being cleansed and dried, or 
that both these conditions exist. 

When the gas is produced by disintegra- 
tion of the lime and carbon, the agita- 
tion of the process necessarily develops a 
water vapor which carries with it a cer- 
tain quantity of small lime and coke dust 
particles, which should not be carried into 
the pipes or burners. 

To remove these mechanical impurities 
the manufacturers provide a wet cleaning 
and a dry cleaning by passing the gas 
through a body of clean water, dividing 
the gas into small particles so as to thor- 
oughly scour it, and then through dry- 
ing materials of the nature of cotton or 
felt, or porous chemical substance. The 
gas thus properly “laundried” is ready for 
consumption, and the best results should 
be attained. 

Gas generated from carbide in an over- 
heated state is not pure acetylene, and 
cannot by any known method be im- 
proved to equal gas generated in a com- 
paratively cool state, but can be im- 
proved by a thorough cleansing and puri- 
fying process. 

CLEAN Pires.—The importance of hav- 
ing clean pipes, to prevent stopping the 
burners, should not be underestimated; 
all pipes should be cleaned by air pres- 
sure after testing and before the acety- 
lene burners are put on. 

Gas PressureE.—Twenty-five-tenths to 
thirty-tenths (21%4 to 3 inches) water- 
column pressure, equaling about 1 2-3 
ounces to 2 ounces gravity pressure per 
square inch, is required at the gas holder, 
which pressure is obtained by weights 
on the floating gas bell or holder and by 
the elevation of a water column in reces- 
sional gas holders, and is governed to a 
few points of variation in the different 
working parts of water seals of varying 
depth. 

In recessional or direct gas pressure 

water-feed apparatus the varying pres- 
sure is governed by graduating weights 
bearing on that floating holder as re- 
quired. 
“EXCESSIVE PRESSURE VENT.—To prevent 
possible accident by undue pressure in a 
generator: All systems permitted by the 
insurance interests have an escape or 
safety attachment, which consists of an 
open pipe extending into a water cham- 
ber—forming a water seal—in the ap- 
paratus, and connects the generator with 
the open air, outside of the building. 

The water seal holds the gas in the 
apparatus, only allowing the amount in 
excess of four or five-inch water column 
pressure to escape. 

In old type generators the safety device 
(“blow off”) was in constant service to 
relieve the pressure, but in most modern 
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systems is of service only as a safety 
device in case of accidental pressure by 
interference. Some systems will op- 
erate for an indefinite time without any 
waste of gas through the escape pipe. 


Pane UP! $2,000 PER YEAR 
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A PLUMBER TO A PLUMBER, 


Editor THe PLUMBERS’ TRADE JOURNAL: — 

I am pleased with your acetylene de- 
partment. The plumbers are liable to 
let this valuable branch of their business 


get into the hands of the bicycle repairer, — 


pump man, machine shop or the general 


utility man, if they don’t wake up and — 


take hold of this growing business. 


I have held back, by making quotations _ 
allowing a nice commission for the ~ 


plumber, but as yet have not been able to _ 


J 


+ 


interest any considerable number of them, — 


and have been strongly tempted to quote 
direct to consumers, and probably would, 
had it not been for my education to “pro- 
tect the trade.” But what are you going 
to do when the trade will not co-operate? 


I wish you would try to impress this 


upon the minds of your readers. 

To illustrate what a plumber can do, 
I may only cite my own case. I have 
sold 100 machines in two years and the 
profits have exceeded $2,000 and kept my 
men fully employed. We have never laid 
a man off a day, as the bulk of the busi- 
ness comes in after the rush of building 
is over. 

Every plumber should order a sample 


machine of some good make and install it _ 


in his shop. If in a city, 


pany, but co-operate with them. There — 


are places outside of their line of gas — 
mains, and in suburban towns, where the 
pushing of acetylene will not affect them. ‘ 


I would advise telling the truth about 


cost, ete., of the light. Acetylene is meri- 
It ig 
not necessary to make any false state — 


torious and will stand the truth. 


ments. 


I use city gas, and where the price is 
moderate and quality is good, should — 
recommend others to do so; but where — 
conditions are different, acetylene is the — 


“proper caper,” and there are thousands a 
of places where this is true. 


My advice to the plumber is to sell 
a large size machine where possible, be- 
cause the profit is greater and the cus- BS 
tomers will be better satisfied; use good 


burners and install them in the best 
manner. Get the underwriters’ rules and 
follow them. By doing this it will be 
but a few years until a valuable branch 
of your business is installed. 

A. P. Exper, Ottawa, Kan. 


——_—_-& pb 0 ¢ <«—______ 


WANTS ACETYLENE CATALOGS 


The Gacubrell Hardware Company, of 
Greenwood, S. C., writes this JourRNAL 
that they are interested in acetylene gas 
and are desirous of receiving catalogs 
and other information regarding this 
light. 

0 

The plans and specifications for an 
acetylene plant to be installed in the new 
army post at Chattanooga, Tenn., have 


I would — 
not recomménd antagonizing the gas com- _ 


+ 


been received by Captain French, quarter- 


master in charge, and it is thought that 
the office will be ready for bids about 


February 1. The plant will be used for — 


lighting the entire post at Chattanooga. a 


‘ 
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A Few 
of Its 
Advantages 


Patented Metallic 
Loop which cannot 
break or burn out. 

Nickel Wire Sup- 
ports which will not 
bend. 

No visible shrink- 
age. 

——— 
nitnerg ‘ Highest possible 
ROA AEA candle power. 


Will outlast 10 
other mantles. 


Superior Facilities en- 
able us to give Bet- 
ter Quality for Less 
Money than any 
other Manufacturer 


Write for our 
new Illustrated 
Catalogue 


ARITAN MANTLE CoO., 
’&8& Chatam Sq., NEW YORK CITY. 
Largest Mantle Manufactory In New York Clty. 


DDL Ge ke de de de de Ge Ge So Se 


SEND FOR OUR 


CATALOGUE |) 


GAS FITTER’S 
HANDY REFERENCE BOOK .« 
ILLUSTRATING, 4 : 


GAS FIXTURES | 


INCAN tal GAS BURNERS, 


C ANTLES, 
5) ACETYLENE BURNERS\C 
GLASSWARE 
IRON PIPE FITTINGS. 
( TOOLS, ETC. 
- 62S Os) —): 


4 


& RWilliamson & Co> 


MANUFACTURE RS OF 


( GAS ELECTRIC & COMBINATION/A (| 
e —-? U 


LUE FIXTURES Ans 
Zi STAPLE, FITTINGS Pica 
iS “e. BRACKETS xe 77 


454-452 MILWAUKCE AVE, 52-54 LAKE STREET 
CHICAGO.U.S.A. 


Milbradt’s Rolling 
Shelf Ladders 


are made to fit all kinds of high 
shelvings. and are guaranteed to be 
satisfactory in every respect. Send 
for catalogue and prices. 


JOHN CALANDER, 
146-148 E. 8th St., St. Paul, Mian. 


CYPRESS Water Tanks 


Best in the world. Sznp ror Cararocun 
Write for delivered prices. 
H. F. LEWIS & CO., Lrp. 
316 Baronne St., NEW ORLEANS, LA 


ay" kx o 2 DO YOU KNOW THAT GEURGE BRAY & COM- 
CATT GAA PANY MADE THE FIRST BURNER 
4 P nee Kip Manurg- C0} USED FOR ACETYLENE GAS 2 
eer NG, 
RAY FOR 
Weare Headquarters for all kinds of Gas Burners URNERS ACETYLENE 


(for Acetylene, Coal Oil, Water or Machine Gas) as 
well as for Lamps and Posts of all descriptions. 
Weare also manufacturers of an extensive line 
of Gas and Electric Light Supplies, including a 
large variety of Globes and Shades. 
In fact we make a specialty of anything 
pertaining to Light and Heat. 


(ple the highest ef- aes 
ficiency and are 
the most satisfactory. 
The fine gas apper- 
tures in the Bray 
Acetylene Burners 
will not stop up so 
readily as is the case 
with other Acetylene 
Burners in the market. 
Bray Acetylene 
Burners are protected 
by numerous PAT- 
ENTS THIROUGH- 
OUT THE WORLD, 
and are all stamped 
with Bray's Name and 
Trade Mark. 

Bray Acetylene Burn- 
ers, in their several 
kinds, are the cheapest 
in the market. 


ESTABLISHED INCORPORATED 
1851. 1871. 


Write for Catalog ‘‘S No. 3” just issued. 


E. P. GLEASON MFG. CO., 


181-185 Mercer St., NEW YORK. 


WRITE FOR PRICES, 
WILLIAM M. CRANE Co., 
Sole Agents for the United States 
1131 Broadway, New York 


It Sells 
Itself 


Wherever introduced. 


iti) 


Our agents make 


friends and money in 
/ TER, \ the sale of it. If 

ty i. t 
aN your county is no 


taken there is money 


in it for you. 


Ghe PROFITS 
are LARGE 


If so, are you inter- 
ested in Cutting 
costs? Then please § 
investigate the 
merits of this com- } 
bination of Reamer f 
and Tap. No backing 
out; no changing 
from tap to reamer. 
It does all in one 
operation and auto- 
matically collapses. 


WRITE US. 


She RUSH 
HoMES CHURCH ACETYLENE GENERATOR 
= LIGHTED: 85 C0, 
= THERUSI Vee 20 Bristol St. 
CANANDAIGUA, W.Y. 


PATENTED 


Will reduce 
costs from 50 
to 75 per cent, 


A Trial Order 
Solicited. 


Descriptive 
circular sent 
on application 
to 


mill 


* es 


The MURCHEY MACHINE & TOOL CO., 


64 Second Street, - DETROIT, MICH, 


Lighting Problem Solved by 


Carter’s Cellular ~ 
Acetylene Gas System 


CHEAPER THAN COAL OIL, BETTER THAN GAS 
or ELECTRICITY, ECONOMICAL, SAFE, 
S/MPLE and RELIABLE. 


PLUMBERS’ TRADE JOURNAL, will be sent 
FREE to any subscriber sending us x e 


UR NEW BINDER. a serviceable and 
0 handy arrangement for holding THE ] 
new subscription. TRY AND GET ONE 


DO YOU REMEMBER 


how busy you were during the 
cold snap last winter? How 
much did you lose by not being 
able to promptly attend to all 
the calls you had? Do you 
remember the customers who 
could not wait for you and 
were obliged to go to your 
competitors? Are they your 
customers now, or did they stay 
with yourcumpetiior? Turn to 
your books and see what you 
‘Sera have donefor them since. Do 
not lose your customers in this 
_ $2.50 Net way. Be prepared to eerve them. 
See that you have a good supply of torches and fire 
pots—they cost but little. Jobbers sell at factory 
price, or we will ship direct if cash accompanies the 
order. Money back if you are not pleased. 


CLAYTON & LAMBERT MFG. CO., Detroit, Mich., U.S.A 


We want Reliable Plumbing Firms 
as Agents to sell fhe best Acetylene 
Apparatus on the market. 


Write for terms and territory 


Niagara Falls Acetylene 


Gas Generator Co. 


Niagara Falls, . * * N.Y, 
4 
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ACETYLENE QUERIES 


w 


IT 1S NO DISGRACE TO BE IGNORANT, BUT A CRIME TO eels So 


yom > ee ee oo 


IS A BREAD BAKER. 


Editor THn PLUMBERS’ TRADE JOURNAL: 

We have heard much of acetylene for heat- 
ing and cooking, and have been told of the 
“heat units” in the different gases until we are 
hungry for some actual facts of cooking food 
by acetylene; will acetylene in an oven bake 
bread? 

GENERATOR AGENTS, Springfield, 111. 

We know of a number of tests having 
been made in boiling water by acetylene 
flame, and know the claims for efficiency 
and economy made by the manufacturers 
to be conservative. 

A bread baking test made by A. C. Lotz 
& Co., gas engineers, 163 Randolph street, 
Shicago, using a No. 300 Haris’ acetylene 
range with oven, resulted in making two 
large (1 1-5 pounds) loaves of bread 
thoroughly in fifty-three (53) minutes, 
the consumption being four cubic feet of 
acetylene. 

™he bread was not only perfectly baked, 
but pronounced by competent judges as 
of a superior quality and the best that 
could be produced, quality of flour con- 
sidered. 

This test was made in comparison with 
a first grade gasoline stove oven, and it 


Lighting Co., 


ances 


is well to note that while the expense of 
gasoline was but a mere trifle less than 
that of acetylene, the quality of the 
bread was acknowledged to be much 
superior.—Ed. 


BLECTRIC GAS LIGHTING. 


Editor THE PLUMBERS’ TRADE JOURNAL: 

Will you kindly inform us of the manutac- 
turers of electric gas lighting attachments 
adapted to acetylene; also what dealers handle 
the same, and if practical and satisfactory to 
the user, obliging yours, etc., 

Dpatyrs, Dallas, Texas. 

John Y. Parker & Co., 724 Cherry 
street, Philadelphia, and the Electric Gas 
Devonshire street, Boston, 
manufacture electric gas lighting appli- 
especially adapted to acetylene 
burners. All gas fixture houses supply 
the outfits, but do not generally carry 
them in stock. 

[Both of these manufacturers’ goods are 
quite practical and are extensively used 
in some localities—where recommended 
by the acetylene dealers—and give ex- 
cellent satisfaction with reasonable small 
amount of care and attention.—Eb.] 


Philadelphia Plumbing News and Gossip 
By J. B. COLLADAY. s 


EORGE W. SLACK, architect, 

Trenton, N. J., has placed the 

steam heating work for the 

Jewish Synagogue, Front and 

Stockton streets, Trenton, in 

the hands of F. S. Katzen- 

bach & Co. The building when finished 

will be occupied by the Har Sinai con- 
gregation. 


The Keystone Supply & Mfg. Co., of 
which Frank W. Dows, formerly of the 
Ronalds & Johnson Co., is -president; 
Thos. J. Berkstresser, formerly of Fleck 
Bros., vice-president, and Charles: A. 
White, formerly of Crane Co., is secre- 
tary and treasurer, is located at 927 North 
9th street. This new house to enter the 
general supply business will carry a full 
line of plumbers’ steam and gas supplies 
and with their large assortment just from 
the manufacturers are prepared to fill all 
orders promptly and at bottom prices. 

The members of the firm are well 
known to the trade and THE PLUMBERS’ 
TRADE JOURNAL wishes a full measure of 
prosperity to this young and energetic 
trio. 


The Wirt & Knox Mfg. Co., of 22 North 
4th street, report most satisfactory 
business conditions. They are the larg- 
est. manufacturers in the world of metal 
hose reels and racks for factory and 
warehouse use. Their goods are now in 
use in every country on the globe. 

One of the finest and most complete 
sanitary exhibits in this country is to be 
seen at Messrs. Fleck Bros., 50 North 5th 
street, in their new show rooms. Situ- 
ated on the ground floor with access di- 
rect from the street or from other parts 
of the general warerooms, it reflects 
great credit on the firm. The practical 


and artistic arrangement of the exhibit 
tends to show the immense strides that 
have been made of late years in the do- 
main of domestic science. 


John P. Rickards & Co., 2709 N. Broad 
street, still keeps busy. He is about wind- 
ing up his plumbing contract in the new 
city fire house at Bustleton and hot water 
heating plant for Mr. Irwin, 1616 N. 15th 
street. He has also been awarded the 
contract for heating the residence, 423 N 
63d street. 

T. C. Swing will install a low-pressure 
steam heating plant in the buildings, 1712 
and 1714 Chestnut street, for Theodore 
Proser, the contract amounting to $4,000. 


Boon & Sample, 11th and Walnut 
streets, have been awarded the work of 
placing a low-pressure steam heating sys- 
tem in Stokes & Parrish Building, 1228 
and 1230 Race street. 


Robert Scott & Co., 607 Arch street, 
have been awarded by Architects Morris 
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& Vaux, Stephen Grand Building, the con- 
tract for the steam heating in the build- 
ing being erected at Cheyney, Pa., for the 
Home for Colored Children. 


In the new packing house erected for 
Cudahy & Co., southwest corner 9th and 
Girard avenue, the heating apparatus was 
installed by William H. Heine, Wilming- 
ton, Del., and the plumbing, which was 
very extensive, was handled by James 


- Flynn, 13th and Sansom streets. 


The new fire house for the city of 
Philadelphia, in course of erection in 
Frankford, will be heated by J. W. Cuff 
& Co., 23d and Fontain street, who are 
also to make a number of alterations to 
the high-pressure steam plant in -the 
building occupied by George Kelly, the in- 
stallment man at 7th and Market street. 


Bouers Bros. & Co., Real Estate Trust 
Building, has closed a nice contract for 
heating with hot water the country resi- 
dence of Robert McConaghy, located at 
Primos, Pa. 


If we were to believe all we hear, 
plumbers on the coast are terrors and a 
dread to humanity in general as noted 
in the following: 


A BAD SCARE. 

“John!” whispered Mrs. Swackhammer 
hoarsely, “John, wake up! In the base- 
ment—hear them—they’re—they’re work- 
ing in the basement——” 

“‘Wh-wh-what!” gasped Swack. He 
dived under the pillow and clutched his 
pocketbook—“‘what is it?” 

“B-b-burglars!” chattered poor Mrs. 
Swackhammer. “Don’t you hear 
them——” 

“Aw, rats!” said Swack as he lay dowd 
and prepared for sleep again. “You 
scared me nearly to death. I thought it 
was plumbers.”—San Francisco Bulletin, 


Harry P. Lentz, 


with hot water the residence of Lewis 
Rudolph, 939 N. 4th street, at an esi- 


mated cost of $475. 


D. A. Munzer, of Lansdowne road, who 
has recently embarked on the rocky road 
of proprietorship, reports that up to the 
present time he has not encountered any 
squalls. His jobbing trade in the plumb- 
ing end is increasing rapidly and in the 
heating branch he is doing nicely. At 
the residence of W. H. Davenport, Hast 
Lansdowne, he has just completed a 1,000- 
foot hot water job and prospects are very 
favorable for considerable more of the 
same class of work in this locality. The 


A Couple of Views of the Exterior of the Plumbing Shop of Pressler & Pfeiffer Toledo, Ohio 


of 4th and Poplar 
street, has taken out a permit for heating ! 


firms of Toledo, 
- Pfeiffer. On this page is shown two Pl 


| 


BS 
| 
/ 
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result of his new venture have exceede 
his most sanguine expectations. a | 


Collector William McCoach, 1607 Sar 
som street, has been awarded the plumt 
ing work in the new Isolating Building a 
the Jewish Hospital on Old York road. 


E. M. Nichols, 639 Arch straellign 
the lucky one to land the contract for th 
steam heating in the new Bell Telephon 
Co.’s sub-station, 254 and 256 §. at 
street. 


Newton & Gray have removed ‘thei 


' shop from 10th and Arch streets to 121 


Sansom street, a much larger place t 
take care of their steadily increasin 
business. 


F. J. Eustace, 4417 Lancaster avenu 
West Philadelphia, has quite an extensiy 
plumbing contract in the new ice plan 
being erected at 44th and Girard ayvenu 
for the Union Ice Co. 


Owner Samuel Stern, of Riverside, h 
J., who is building a two and a half-stor 
store and dwelling, has awarded the cot 
tract for heating with hot water to Ben 
Bishop, of the same town. 


iH. C. Worrell, Mooretown, N. J., wi 
heat the residence of Mrs. Mary Willian 
of same town with hot water. The res 
dence was designed by Norris & Vau 
Stephen Girard Building, Philadelphia. 


John J. Daly, 3062 Germantown avenu 
has recently installed in Stulls restaurat 
and light. lunch cafe, 23 N. 11th stree 
an entire new hot water heating pla 
and also a new vertical boiler and co: 
nections for the kitchen work. ~ 


P. Gormly, 155 N. “toth street, has s 
cured the contract for placing a low-pre 
sure steam - heating apparatus in th 
$150, 000 church located at Tennessee al 
Pacific avenues, being erected for the § 
Nicholas R. °C. congregation. E. ¥F. OD 
rang, 1200 Chestnut street, architect. 


Robert Scott & Co., Fe and Azch Biro 
has taken out $4,700 worth of permi 
for the following work: Low-pressu 
steam plant, 1211 Walnut street, for We 
son & Huckel; low-pressure steam plat 
621 and 623 Kater street, for Bedfo 
Street Mission, and indirect hot wat 
heating plant for Joseph M. Huston, ‘Le 
man lane and Chelten avenue, Germa 
town. ae 

1 SO 


A:HUSTLING OHIO PLUMBING FIRM 


One of the busy enterprising plumbi 
“Ohio, ish Pressler 


tographs of the exterior of their ests 
lisment, which is located at 1615 Ada! 
street. This firm has recently complet 
a number of large contracts, among whi 
are the heating of. the Grudjurski scho 
the C. M. Cook building, the Wendt 
Rousch building and the plumbing f 
the new St, Clair building. 


—— >_> 0+. _—_—_ 
The P. A. Barnhart Plumbing and He 
ing Company, of Johnstown, Pa. be 
some nice work on hand, includi gt 


Glazier job at Johnstown, and other re 
dence work, which will keep them bu 


IF YOU ARE 
HAVING TROUBLE|# Delightful 


With tank linings giving out 
Comfort 


an account of the action of 
Nowhere can a piper 


secure more real com- 
fort and ease in thread- 
Ing pipe than in the 
great Geared Die Stocks 
manufactured at War- 
ren, Ohio. And this is 
due to our excellent de- 
sign—fundamentally the 
best, mechanical equip- 
ment and nicety of ad- 
Justment, features 
wherein we excel all 
others, and which makes 
every days use one of 
pleasure and profit. 


water or electro.ysis, you 
can overcome it by using 


our acid, alkali, and electric 
proof lining, guaranteed for 
2 years. It costs no more 
than lead and will not give one-half the trouble, and weighs 
less. It iS no experiment. 
Send for descriptive circular of this and our new style bent tanks. 


Findeisen @ Kropf Mfg. Co., 


Main Office and Factory, 
2ist Place and Rockwell Street, CHICAGO. 


When you have occa- 
sion to get another 
“a” pipe machine, by using 

the ‘Borden” you will secure absolutely the best in pipe threaders 


| that money can buy. 
Viumber Seen) 
BORDEN COMPANY, WARREN, 


Should have our 
new catalogue illus- 
trating a complete 
line of cast iron en- 
ameled ware 

New Factory. 


Illustrates our Oval Lavatory with No, 4 Fuller Basin Cocks, New Goods, 
Adjustable Brass Legs, Supply Pipes with Air Chambers 
and Flask Trap 


Write us To-Day for Prices on Plumbers Brass Goods. 


HUMPHRYES MFG. CO., - Mansfield, O. 


All the produc- 
tions of our fac- § 


tory are up-to- 
date, in point of 
elegance, practi- 
cability and qual- 
ity. 


THE WHEELING 
POTTERIES C0., 


RIVERSIDE DEPARTMENT 
Wheeling, W. Va., 
Wes, A: 


WRITE Us. 


GENERAL 
MANUFACTUR- 
ERS OF 


PLUMBING 


And Jobbers of- 


PLUMBING 
SUPPLIES 


Eastern Agents: 
0. CHAN. WELLS, 
and 


ZB 
<TD WM. A. LOCKE, 
: 100 William Street, 
New York, N, Y. 


J. REGESTERS’ SONS CO.. Baltimore. Md 


PEDESTAL URINAL SELPeACTING 
241-2inchhigh 29inch back 
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THE JULIAN D’ESTE CO.’S AUTOMATIC 
CELLAR DRAINER 


- The Julian D’Esté Company, of 24 
Canal street, Boston, Mass., are manu- 
facturers of the cellar drainer which is 
shown in the accompanying illustration. 
It automatically forces out water that 
may accumulate from any source in cel- 
lars, wheel-pits, foundations, pit excava- 
tions and such places. 

As soon as the water to be removed 
accumulates the float-ball will rise to a 
given point; at which point it opens wide 
the valve, admitting the water under pres- 


WATER SUPPLY 
FROM ane 
STREET MAIN Qiaxo 


OUTLET 


Re i 


which 


sure through the supply pipe, 
being forced through the small jet, causes 
a partial vacuum or suction, and draws 
the accumulated water into the vacuum 
chamber, then forcing it through the dis- 
charge pipe, continuing until all the water 


accumulated is removed. The float-ball 
will then fall, closing the supply at a 
given point, which shuts off the water 
supply, and the drainer stops lifting. This 
starting and stopping continues auto- 
matically as water accumulates and is re- 
moved. 

Mention THe PLUMBERS’ TRADE JOURNAL. 
o—>-¢ += —__ —___- 


HAVE YOU HAD THE FREE SAMPLE? 


If any of our readers have not received 
a free sample of the Allen automatic air 
valve they should write to the Norwall 
Manufacturing Company, 40 Dearborn 


street, Chicago, or 346 Broadway, New 
York, or 911 Filbert street, Philadelphia, 
and mention THr PrLumsBerRs’ TRADE 
JOURNAL. This company state that see- 
ing is their best salesman, as orders 
always follow. Write to-day if you have 
been overlooked in their distribution. 


THE EUREKA PORCELAIN-LINED BATH 
“The Three Baths” is the title of a leaf- 
let issued by McVay & Walker of Brad- 
dock, Pa., 
Laguna, Nysa and Eureka bath tubs. 


illustrating and describing their 
All 


@li=| the excellencies and beauties of the most 


up-to-date baths are found in these three 
specialties. They mark a new departure 
in practical and attractive bath tubs. 
The Eureka, which is shown herewith, 
is porcelain-lined with a 2%-inch roll 
rim, more elliptical than round, a some- 


Perfectio Sanitary Basin Waste, Placed on the Market by T. W. Hutchinson 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ 


and mention THr PLUMBERS’ TRADE 


JOURNAL. 


THE PERFECTIO SANITARY BASIN WAIST 


The accompanying illustration shows 


a new basin waste recently placed on 
the market by Thos. W. Hutchinson, 101 
Beekman street, New York. The trade 
will no doubt appreciate the advantages 
of this fixture. 

From a sanitary point of view there is 
nothing that can equal the old style 


McVay & Walker’s Eureka Porcelain-Lined Bath 


————— | 


what square effect. They are made in 
lengths (over rim) 48, 54, 60, 66 and 72 
inches. The depth inside is 17 inches, 
and width over rim 29 inches. The 
height from floor to top of rim is 22 
inches. The tubs are furnished with or 


patent overflow basin, with the overflow 
glazed in and outside, and the only ob- 
jection to this basin is the chain, which 
is impossible to keep clean. 

The fixture has been designed to be 
used in connection with a patent over- 


Illustrating Some of the Sanitary Earthenware Manufactured by Thomas Maddock’s Sons 


without fittings, and are painted in two 
coats. 
Send for prices and further particulars, 


flow basin, and is operated from the slab, 
thus doing away with the chain. It is 
adjustable, and can be made to fit any 


REVIEW | 


size slab or basin. The plug is rem 
able, and can be easily taken out a 
cleaned. 

The Perfectio waste is no more expe 
sive than the ordinary bi-transit was. 
and is made more sanitary. If our re: 
ers write to Thos. W. Hutchinson he w 
gladly send prices. Mention Typ Proy 
ERS’ TRADE JOURNAL. 

—_e_ 9 e ¢ = ___ 
THE LAWSON GAS WATER HEATER 


It is with the utmost confidence th 
the Lawson Manufacturing Company, | 
222 Hast Eighth avenue, Homestead, P; 
offer their gas water heater as a most ef 
cient and economical device. 

As the storage system has proven { 
be a practical and economical meth 
of furnishing hot water for domestic co 
sumption the Lawson heater is designe 
especially to be used in connection wit 
a reservoir of some kind, particularly th 


ordinary range boiler now in use in s 
many houses. To install the Lawson gas 
water heater and thermostatic valve iv 
a house already fitted with a range boiler 
all that is necessary is merely to discon: 
nect the pipes from the water-back in 
stove or range and connect to the heater 
and valve; and you are assured of a con: 
stant and unfailing supply of hot water, 
it is stated. No special connections or 
fittings of any kind are necessary. 

The Lawson Manufacturing Company 
of the above address will mail further 
particulars and prices on application. 
Mention THE PLUMBERS’ TRADE JOURNAL. 

eet es 
SANITARY EARTHENWARE 

That up-to-date firm, Thos. Maddock’s 
Sons Co., of Trenton, N. J., are turning 
out a very fine line of sanitary earthen 
ware, which has taken very well with 
the trade. They also manufacture rail- 
way and marine earthenware and make 4 
Specialty of china trimmings for brass 
work. On this page we illustrate a few 
designs, showing tooth brush holders and 
soap dishes. 

Our readers should write the Mad- 
dock’s Sons Co. for a catalogue and 
prices, which will interest every plumber. 
Mention Tur PLUMBERS’ TRADE JOURNAL: 

_ Oe Oto 
THE TORRID HEATER 

The Torrid heater, which is illustrated 
herewith, can be used for either steam 
or hot water. It is practical in desiga 
and safe, being tested to two hundred 


=" 


Every Master Plumber 
SHOULD HANDLE THE 


PADDOCK WATER FILTER 


Not adrop of Solder nor a particle of 
Iron or Steel in our ‘‘ALDINE”’ 
Mechanism, it is all 
Brass, Good Red Brass 
(except the Copper float ball) 
Quiet and effective 
under any pressure. 
BUILT RIGHT, 


LOOK RIGHT, 
WORK RIGHT. 


Found only in the 


“HAMILTONGEM” line 


of Low Tank Closets 
Gne Sanitary Mfg.Co. 


Hamilton, Ohio. 
It Heads the Class, Mr. Plumber! 


WE MAKE A SPECIAL 


OUR ALDINE MECHANISM 


PATENT APPLIED FOR. 


FITTER FOR CLAY WATERS. 


It is designed to be placed in the basement 
to filter the entire supply for any size 
building, steam boilers, etc. 


THE PADDOCK WATER FILTER CO. 


330 Vermont St., Buffalo, N,Y. 


To Thread 
Steel Pipe 


it is necessary that dies are 
made of the BEST STEEL 
which we can afford to use 
because we use less 


CLEARANCE FOR CHIPS 
and a place to OIL where it 
will do the most good, are 
two other reasons, which 
alone would make ECON- 
OMY DIES superior to all 
others for threzding steel 
or iron pipe, 


PLUMBERS WANTED 
To Use Allbe’s Wiping Cloths 
Moiestin, 


A. 
Herring Bone. 
314x3 and Smaller. 
15 .20 -10 
314x316 to 4x5 


i A 15 
In ordering state size of wiping edge first. 
U. 8. stamps taken, Of your jobber or 
direct from 
CHAS. A. ALLBE, 
S3 Stebbins St. SPRINGFIELD. MASS, 


UR NEW BINDER. A serviceable and 
Q handy arrangement for holding TsE | 


Common Tick. 


Uf 
Li 
Outside Sizes same as 


Regular Solid Dies. 
A GUARANTEE WITH EVERY SET 


Send for Catalog and Prices of 


Economy Stocks and Dies 
for Steel or Iron Pipe. 


F.E.WELLS & SON CO. 


12 Ridell St. Greenfield, Mass, 


PLUMBERS’ TRADE JOURNAL, will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 
35 cents 


To convince you beyond a doubt that The 
onderful Doran Light will light your 
store better and at less cost than with any 
other kind of light, we will send our outfit 
free on 30 days trial. Let it prove our 
claims. If it fails,send it back at our ex- 
ense. Jf it succeeds, send us the price. 


end for caialogand price list. 
ACORN BRASS MFG. CO., 
61 Green St., Chicago, Ill, 


Our remarkable recent inventions enable us ‘to 
offer the public an intensely brilliant, smokeless gas, 
at much less cost than city gas, better, safer and 
cheaper than electricity and costing but one-fourth 
as much as Acetylene. Most durable and least ex- 
pensive apparatus to maintain in effective perpetual 
operation. Gives all services of lighting, cooking 
and heating. Fullest satisfaction guaranteed and 
easy terms. The very apparatus for suburban 
homes, institutions, ete. We construct special ap- 
paratus for fuel gas for manufacturing, producing 
gas equivalent to city gas at 50 cents per 1,000 cubic 
feet and made to respond to very large demands, 
also for lighting towns, etc. 


C,M. KEMP MEG CO. 


’ Guilford Avenue and Oliver Street, 


BALTIMORE, - - MD. 


25 Years of Experience 


THE MASTER PLUMBERS DIRECT 


ENTIRELY OUR OWN PRODUCTIONS. 


Closets, Basins, Urinals, Hoppers, Etc. 
Closet Tanks, Seats, Tank Boards, Etc. 


We Manufacture Our Own 


all our SANITARY EARTHENWARE to be VITRIOUS. 
We Guarantee 


Horn on outside of closet, the acme of perfection in sanitary ware. 


principles and guaranteed not to sweat or pull apart. 


ALL OUR GOODS bear our 
REGISTERED TRADE MARK 


In the SANITARY CLOSET LINE enables us to now offer to 


CLOSET COMBINATIONS COMPLETE of every description, 


Tank Valves, Ball Cocks, Nickel Plated Pipes, Etc. 


our Tanks and Seats to be UP TO DATE IN DESIGN AND PERFECT IN OPERATION. 
our Tank Valves TO WORK OUR CLOSETS TO PERFECTION. 


We call your attention to our SILENT SYPHON JET, patent applied for, without Jet Pipe or Rams 


We call your attention to our CLOSET TANK of wood as well as of earthenware, built on scientific 


No Order too large for our Capacity. None too small for our prompt and careful attention. 


Columbia Pottery & Mfg. Co.., Kokomo, Ind. 
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pounds before leaving the factory. The 
heater. is durable, made in section and 
ean be easily handled. It is self-feed or 
surface burning, and has no packed 
joints. The Torrid patent rocking and 
dumping grate is used in this heater. 

W. H. Drake, of 36 Clinton street, New- 


ark, N. J., is the manufacturer of this 
heater, and he also makes a boiler es- 
pecially adapted for burning fine anthra- 
cite coal.. A request for catalogue and 
prices will meet with a prompt reply 
when THE PLUMBERS’ TRADE JOURNAL iS 
mentioned. 
——o_ + +> _________ 
THREE WHEEL PIPE CUTTER 

The Barnes improved three wheel pipe 
cutter, which is shown herewith, is made 
in eight sizes, cutting pipe from 4% inch 
to 12 inches in diameter. Nos. 1 and 2 
are used for various sizes of pipe up to 
2 inches;; No. 3 from 1% to 38 inches; 
No. 4 from 2% to 4 inches; No. 5 from 
4 to 6 inches; No. 6 from 6 to 8 inches; 


JULY "84 [5 
No. 6% from 8 to 10 inches, and No. 7 
from 9 to 12 inches. 
The best workmanship and material are 


used in making these cutters. The wheels 
are drop-forged from Jessups best tool 
steel. 

A copy of an illustrated price list, de- 
scribing these and other tools, will be 
sent upon request if Tue PtLtumsers’ 
TRADE JOURNAL is mentioned. Address 
the Barnes Tool Company, New Haven, 
Conn. 


———“>+4+ 2. —______.. 
ASBESTOS THEATRE CURTAIN 


The asbestos theatre curtain has un- 
doubtedly prevented more fire disasters 
than any other single protective device. 
This statement is endorsed by the nu- 
merous reports on this subject by the fire 
underwriters throughout the country. 


Testing a Curtain at Majestic Theatre at 1,000° Fah. 


The H. W. Johns-Manville Company, of 
100 William street, New York, are the 
manufacturers of these curtains, which 
are used in many of the theatres in 
this country. They are made of pure 


asbestos interwoven with brass wire, and 
under actual fire conditions have never 
failed, as recent searching tests have 


Fig. 1. The Cahill Iron Works Southern Beauty Lavatory 


demonstrated this conclusively. This cur- 
tain with woven strands of brass wire 
has sufficient tensile strength to with- 
stand the wind blasts common to theatre 
fiires. The wire insertion makes it much 
stronger, and also protects it from punc- 
ture from falling timber, etc. 

The H. W. Johns-Manville Company, of 
the above address, will gladly send a free 
sample for test and quote prices to any 
of our readers. when THE PLUMBERS’ 


TRADE JOURNAL is mentioned. 
ot 


SOUTHERN BEAUTY LAVATORITIES 


The Cahill Iron Works, of Chattanooga, 
Tenn., recently brought out an extensive 
line of one-piece iron enameled lavatories 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ 


under the name of Southern Beauties, 
and they have met with great success. 
Fig. 1 shows one of their lavatories 


= 


Fig. 2. Sectional Shara Arrangement of Brackets 


on concealed brackets with tumbler hold- 
er and soap dish. The slab is 18 x 2 
inches with 12-inch recessed roll back 
and a 4% inch apron. It has an oval 
basin 12 x 15 inches with outlet at back. 

Fig. 2 is a sectional view, showing the 
concealed brackets supporting the fixture. 
This is quite a feature, dispensing with 
the exposed brackets, affords a firmer sup- 
port and adds to the cleanliness of the 
lavatory. 

Mention THE PLUMBERS’ TRADE JOURNAL 
and send for a copy of this catalog illus- 
trating this line of goods. 


Bromgin & Schultz, of ‘Bloomington, 
iu, have the plumbing contract for the 
new Davis building. 


Advertisers in The Plumbers’ Trade Journal can have their catalogs and trade 
literature reviewed with our compliments in these columns by sending first copy 


off press to our New York office. 


One of the most interesting little book- 
lets we have ever seen is that which the 


A NEW YEAR 
GREETING 
tron i 


N. 0, NELSON 
SMEG, CO. 


SAINT LOUtS 


1904 


well-known manufacturing and jobbing 
house of the N. O. Nelson Mfg. Co. of 
St. Louis, is sending out to the trade, It 
is a thirty-page booklet of half-tone views 


of the “World’s Fair” to be held in St. 
Louis this year. In addition some -valu- 
able hotel information is given of the 
city and a map of the Fair grounds. 
Other information appears concerning 
some of the fine lines of goods which 
the N. O. Nelson Mfg. Co. manufacture 
or handles. This book of views is one 
of the most desirable articles we have 
seen, aS we have stated, and we advise 
every one of our readers to send for a 
copy before the demand becomes exhaust- 
ed. It will be sent to any of our readers 
mentioning THe PLumpBers’ TRADE Jour- 
NAL. 


A catalog which will interest the plumb- 
er is one just issued by the Millers Falls 
Company, of Millers Falls, N. Y., and 
28 Warren street, New York. Among the 
numerous articles illustrated are their 
patent Star hack saw blades and frames, 


_old ones. 


REVIEW 


which are used for cutting lead pipe, 
sheet lead, etc. This firm has made gey. 
eral improvements in their Star blades 
and they are now offering to the trade 
an article which is No. 1. A number of 


MILLERS FALLS 
* COMPANY 


Mandfacturers of 
seek 
Tools and 
Light ‘Machinery 


pages are also devoted to their line of 
vises, which are made in various styles 
to meet all demands. Mention this 
JOURNAL when writing to the above firm 
for a copy of their catalog No. 28. 


From H. Adler Co., Inc., of 241 First 
avenue, Pittsburg, Pa., we have received 
a copy of their new catalog No. 39 for 
1904. The frontispiece is a view of 
“The House of Adler,” their factory 
which, it is stated, is the largest and 
most complete plant in this country de 
voted to the exclusive use of gas appli- 
ances. To their line of Acme gas appli- 


OFFICE 241 FIRST AV! 
FITTSBURG. PA, \\! 
FACTORY. CARNEGIE.PA| 


ances, which is illustrated in this cata- 
log, there have been added a number of 
new designs and have improved on the 
The burners in all the ranges 
are constructed and adjusted in such a 
manner that they will operate perfectly 
on the lowest or highest pressure. Hvery 
plumber should have a copy of this cata 
log, which may be obtained for the ask- 
ing. Mention THe Pxtumpers’ TRADE 
JOURNAL. ae: 


aca _— - 

D. L. Hamill, manufacturer and j be 
of plumbers’ supplies at 62 Delaware av 
nue, Buffalo, N. Y., has issued a very | 
tractive calendar. It is printed in se 
eral colors and adorned by a very or i 


a 


their 1904 calendar. It is a very : 
one and if any of our readers have 


to his customers. 
graph is printed on the top, show! 
bath room scene. 
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SPSS 


WELL made supply and waste fixture adds ; 
greatly to the appearance of a modern bath. A N N O U N eS E M E N od baa 
We make everything required in Fuller or Com- 
TS al alla for both enameled and solid por- 1h rt (4505 fenestra theSouthern 
| Trade we have established a 


branch warehouse at Savannah, Ga. 


Orders will be shipped promptly 
from either Charlotte or Savannah. 


THe Downe Kine Suppty COMPANY. 


LLL EF Oe 


CHARLOTTE, N. C. = SAVANNAH, GA. 


CHARLES MILLAR, # SON co., retina anenta Utica, ¥. ¥. 


Feakine Bros.’ RValves 


The metal and workmanship are the best. All parts are interchange- 
able. Need no regrinding, as they are mure effectively repaired by re- 
newing the disc, which can be easily and quickly done without removing 
valve from the pipe, and costs but a trifle. Insist on having the genuine, 
which always bear our Trade-Mark. 

JENKINS BROS., New York, Boston, Philadelphia, Chicago, London 


RICE LEWIS & SON, “= 


IMPORTERS AND DEALERS IN 


PLUMBERS’ SUPPLIES, HARDWART TILES, MANTLES, ETC, 


32 King Street, ° , TORONTA, CANADA 
ine 


SPEAKMAN SUPPLY & PIPE CO., Plumbing Material 


WILMINGTON, DELAWARE Lead /te2- | *° Sanitary Specialties 
Our complete line is shown in Catalogue E. Have you a copy ? JA The JAM ES ROBERTSON M FG CO., Baltimore, Md. 


66 2? SOIL PIPE CEMENT—Sure Cure 
SECURO for Leaky Joints, Sand Holes, Cracks, etc, 
Trial Order of Half Doz. Sticks $1.00, Postpaid. 
Write for Catalog of our Publications, Tools, Ete. 


R, M. STARBUCH, = a = Hartford, Conn. 


20 OF ST. LOUIS MODERN SCHOOLS’ 
BESIDES MANY PUBLIC INSTITUTIONS THROUGHOUT THE COUNTRY 
. ARE EQUIPPED WITH . 


on Ny Ventilated Individual 


¥ ' ° e 
Yas eet Bowl Latrines and Urinals 


AN INSTANTANEOUS AUTOMATIC 


Gas Water Heater 


Represents the Acme of Home Comforts and Conveniences 


The ‘“‘RUUD” represents the acme 
of perfection on Gas Water Heaters, 


NEW SYSTEM # PERFECT SANITATION 


Our patented Combination Pressure and Thermostatic 
Control! positively insures perfect automatic action. 


Every Plumber should write for new Catalog. 


ARCHITECTS ARE INVITED TO WRITE FOR 
**Nelson’s Blue Book on Sanitary Appliances’’ 


Allow us to communicate our plan for increasing 
your business by the sale of ‘‘RUUD’’ Heaters. 


RUUD MANUFACTURINGCO. 


307 Wood St., PITTSBURG, PA. 


E.H. OSWALD, General Agent, Greater New York 


20 Warren Street. 


JUST PUBLISHED 


N.0. NELSON MFG.CO., St. Louis. 
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OFFICERS OF THE BINGHAMTON, N. Y., 
ASSOCIATION 


The master plumbers’ association of 
Binghamton, N. Y., at a recent meeting 
elected the following officers for 1904: 

President, George Croppin. 

Vice-president, F. P. Kelly. 

Recording Secretary, T. J. Cronin. 

Financial Secretary, M. D. McCullough. 

Treasurer, William Liddell. 


Be 


SECURED A COUPLE OF CONTRACTS 


The contract for heating and ventilat- 
ing the new Beacon Hill school at Seattle, 
Wash., has been secured by W. Morgan & 
Co. for $3,445. They also received the 
contract for heating the Columbia school, 

8 


TO INCREASE THEIR CAPITAL STOCK 


The New York Central Manufacturing 
Company, which was organized in Utica, 
N. Y., four months ago, and which has 
since been doing business at 44 John 
street, has found its orders increasing so 
rapidly unat it has to increase its capital. 
It started in with a capial of $6,000, but 
at a meeting recently in was unanimous- 
ly resolved to increase it to $25,000. The 
company occupies the whole of the Geary 
building, Nos. 44 to 50 John street, four 
floors high. It manufactures flush and 
supply pipe of all kinds, including light- 
ing fixtures. It has all new machinery 
of the latest improved pattern and a large 
nickel plating plant. 

The company has employed twelve 
men, all skilled mechanics, but its num- 
ber will no doubt be increased to about 25 
in due season. R. T. Parker, the secre- 
tary and treasurer of the company, is 
general manager. 

SR AS Pe 
A PROTECTIVE COVERING FOR DRIVE WELL 
POINTS 


A new device recently patented by C. 


H. Redfield, of Westhampton Beach, N. 
Y., is a protective covering for drive 


well points, an illustration of which is 
shown herewith. The object of the inven- 
tion is to prevent the perforated metal 


and the wire-gauge strainers which in-_ 


close the perforated pipe section carrying 
the point proper from being torn and 
rolled back during the well driving opera- 
tion. 

It is a well-known fact that in driving 
well points the strainers become easily 
injured by stones and similar hard bodies 
engaging with them as the point is forced 
downward and tearing them free from 
their lower attachments. Thus both 
strainers crumple upward as the pipe 
descends, exposing large openings which 
remain unprotected when the point 
reaches its final position. The conse- 
quence is that the pump draws sand read- 
ily through the openings and the well 
pipe becomes choked and useless. This 
new invention of Mr. Redfield obviates 
this difficulty. 
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THE REED PIPE WRENCH 


The Reed standard pipe wrenches 
which are well known to the trade are 
made of tough iron with jaws and facings 


are finished outside in dark blue and 
gold with bronze trimmings. 

This firm carries a full and complete 
line of plumbers’ supplies and their goods 
having been before the trade for twenty 
years, speak for themselves. They call 
the attention of the trade to their re- 
pairing department, which is run in con- 
nection with their factory, where with 
their facilities and long experience, guar- 
antee prompt service and thorough work- 
manship. Mention THe PLUMBERS’ TRADE 
JOURNAL when writing to this firm for 
prices and catalogs. 

—_——__@_ 9-24 


THE ECONOMY DIE FOR THREADING PIPE 


The accompanying illustration shows 
the Economy die for threading steel and 
iron pipe, manufactured by F. E. Wells 
& Son Co., of Greenfield, Mass. 

The die consists of four cutters of the 
best steel which are locked into two steel 
plates, bent in the well known form of 
a truss and the whole riveted together 
under about 50 tons pressure. The 
threads are then cut, and dies hardened 
the same as any die, thereby insuring 
perfect alignment. This construction 
makes a light, strong, and perfectly rigid 


Illustration of a Steel Copper-Lined Bath Tub, Taken from the Catalogue of Coyne & Delaney 


of tempered tool steel. One of the prin- 
cipal features of this wrench is the quick- 
ness with which it can be operated. The 
jaws and facings are removable. 

This wrench takes all sizes of pipe 
within its capacity instantiy, The mo- 
ment the wrench is laid over the pipe it 
automatically adjusts itself to the size 
of the pipe, and the slightest pressure 
downward on the handle grips it securely 
and the makers state it never slips. The 
harder the downward pressure, the tight- 
er it grips, while, however tight the grip, 
the slightest upward pressure on the 
handle instantly releases the grip, and 
the action of the jaws on the pipe is like 
a perfect ratchet, each grip being firm 
and secure. For this reason, this wrench 
is a great time saver. 

A trial of these wrenches will convince 
one of their utility and convenience. 
Mention this journal when writing for 
prices. 
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A WELL-KNOWN LINE OF PLUMBERS’ SUPPLIES 


We illustrate herewith a steel copper 
lined bath tub from the catalog of Coyne 
& Delany, 303 Rodney street, Brooklyn, 
N. Y. The tubs are double seamed with 
connected waste and overflow and are 
constructed of an outside shell of plan- 
ished steel and lined with planished (mir- 
ror finished) pure tinned copper. They 


die, and being made of all steel is prac- 
tically unbreakable. As all the wear in 
a die comes on the teeth the manufacturer 
can well afford to use for the four cut- 
ters the very best of tool steel, and this 
is a point which deserves to receive care- 
ful consideration by the trade, at the 
present time, owing to what has become 
almost an impossibility to get anything 
but steel pipe, which is much harder on 
pipes than the old wrought iron pipe. In 


this way the Economy dies combine a 
high quality of material and workman- 
ship, with cheapness and simplicity, a 
combination seldom found in a single 
tool. 

The stocks for holding the dies are 
well made with light but strong hollow 
steel handles, and both stock and dies 
can be used in connection with the stand- 
ard makes of square dies, and are fully 
guaranteed. 

In writing to F. E. Wells & Son Co. for 
catalog and prices, mention should be 
made of Tom PLUMBERS’ TRADE JOURNAL. 
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WATER MOTORS AND FANS 


The A. Rosenberg Co., of Baltimo; 
Md., are the manufacturers of a very f 
line of water motors and water fa; 
We illustrate herewith their “Polar” y 
ter fan, which it is stated is noiseless 
operation. The size of the fan ig 


w 
2 
a 
zi 
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inches in diameter and has six polish. 
brass blades. It is for use in office 
stores, and residences, and can be a 
tached to any spigot or water pipe. Th 
company will be pleased to send our rea 
ers further information and prices whe 
Tue PLumsers’ TrRapE JouRNAL ig mei 
tioned. a 
OO rr 


THE WAYNE WATER HEATER 


We herewith give an illustration of th 
Wayne water heater, manufactured by A 
bert Rolf, 1026-1028 Broadway, Fo 
Wayne, Ind. ; 

There are but few range boiler heater 
manufactured that have but two joints o 
the entire heater, and which have go larg 
a water space, it is claimed, as the Wayn 
water heater. This heater has a reducin 
spud on top for clean out, and has vert 
cal flues cast in the body, which ad 
greatly to its efficiency and heating su 
face. One very important feature is tha 
the heater can be connected on the sid 
of the boiler, or directly under it, and th 
latter way it takes up less space than an; 
other range boiler heater. - ; 

When selling a Wayne heater th 
plumbers not only get the profit of th 
first sale, but the good will of the cu 
tomer for whom he has effected the sav 
ing. : 
This cut shows the Wayne water heate 


connected under the boiler with the en 
cased boiler stand. In this manner the 
heat is kept around the heater, and thé 
fumes of the burnt gas can be carried off 
by a small vent pipe, allowing the boile’ 
to be set in any part of the house. Write 
to Albert Rolf for further particulars, and 
mention THE PLuMBERS’ TRADE JOUBNAL 
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HERRMANN’S 


HIGH GRADE 


TANKS and SEATS 


IN ALL WOODS AND FINISHES 
368-370 Broome St. 2 | NEW YORK. 


apie 


made of U.S: Eagle NM (new method), 
or MF, ternes is most satisfactory be- 
_ cause of the very heavy coating of pure 
tin and new lead that gives them unusual IR 
pliability and ease of working without 
danger of impairing the efficiency of the 
plate. There is certainty of result—both 
in the immediate protection to the prop- 
erty and in unexampled endurance. 


U. S. Eagle NM, and MF, Ternes 


are the most reliable of all roofing ternes. MF is the parent process—U. S. Eagle NM 


(new method) a Step further toward perfection. Samples free. Our products are sold 
by all first-class wholesale metal houses. 
“A Fifty Year Roof”’—a manual of terne manufacture and roof making, free, if you write to 


W.C. CRONEMEYER, Agt., Carnegie Building, Pittsburg, Pa. 


= AMERICAN TIN PLATE COMPANY, Battery Park Building, New York 


¢ 


Kieley’s Hot Water Tank 
Temperature Controller 


COLD WATER, os CIRCULATING 
SUPPLY i PIPE 


Guaranteed to Operate within One Degree of a Given Point 
ALSO MANUFACTURERS OF 


i? 

38 

o< 

it syne | > Waste Heat Utilizers, Damper Regulators, 

ae Water Pressure Regulators, Steam Separators, 

52 Pump Governors, Grease Extractors, 

>= Steam Traps for all services, Relief Valves, 

f Back Pressure Valves, Water Feeders, 
Tank Pump Controllers, Pump Regulators, 
Reducing Valves for Steam and Air, Return Steam Traps. 


Combination Muffler Tanks and Grease Extractors. 


KIELEY & MUELLER, 34 West 13th St., NEW YORK CITY. 


SEND FOR CATALOGUE. 
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THE EUREKA LOW PRESSURE REGULATING 
VALVE 


Kieley & Mueller, of 17 West 13th 
street, New York, are the manufacturers 
of the Eureka low pressure regulating 
valve, which is shown on this page. It 
is used for reducing steam, air and gas 
pressures from the initial or high pres- 
sure carried, which may be as high as 125 
pounds per square inch, down to any 


pressure on the reduced side less than 15 
pounds, and from this point down to as 
low as one pound. 

The sectional illustration also on this 
page clearly shows the simplicity of con- 
struction of this valve. It will be noted 
that no springs, dash pots, auxiliary 
valves, drip pipes are employed, nor are 
there numerous small parts to maintain 
and keep in order. 

They are admirably designed, too, in 
the simplest manner, positively and auto- 


maticallly perform the service it is stated 
for which they are intended and sustain 
their reputation of being the most suit- 
able valves on the market for the pur- 
poses named. 

A copy of their catalog ‘‘Modern Steam 
Specialties” will be sent on request when 
Tur PLUMBERS’ TRADE JOURNAL iS men- 
tioned. 

a 


A NEW GAS STEAM RADIATOR 


James B. Clow & Sons are calling the 
attention of the trade to their gas steam 
radiator, a new heating device which 
they are placing on the market. The heat 
derived from the gas steam radiator is 
similar to that obtained from the ordi- 
nary steam radiator. They claim it is 
the most economical, efficient, as well as 
the most sanitary gas heater ever placed 
on the market. 

It is automatic in its operation and re- 
quires no attention whatever. As soon as 
the temperature of the room rises, con- 
densation ceases and pressure of steam 


in the radiator acts directly upon the 
diaphragm, which regulates the flow of 
gas and closes the gas-inlet and reduces 
the consumption to the minimum for the 
maintenance of the temperature of the 
room. It is provided with an adjustable 
needle valve, and is adapted to all vary- 
ing pressures of gas. For full informa- 
tion regarding this device a communica- 


rec ‘J 
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noyance and trouble can that little article 
called a cutter wheel cause to the master 
plumber; and yet how extremely difficult 
it is to find a really first-class one among 
the many who claim to have them is 
well known to the trade. And here once 


more the Good Mfg. Co., of New York 
City, comes to the rescue. In their usual 
manner and with their usual thorough- 


Illustration of a Gas Steam Radiator Manufactured by James B. Clow & Sons of Chicago 


tion to Jas. B. Clow & Sons, Franklin 
and Harrison streets, Chicago, mention- 
ing this JoURNAL, will meet with a ready 
response. 
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STOP COCKS FOR CLOSET SUPPLY 


We here illustrate a Compression 
Stop Cock for Closet Supply which is 
one of a number of forms of Compression 
Cocks turned out by the J. B. Campbell 
Brass Works, of Erie, Pa. 

This firm aims to make all their com- 
pression goods uniform in appearance, 
and in this article have followed the 
same design as to working parts as that 
of their noiseless bibb. 

Drop them a line mentioning THE 


PLUMBERS’ TRADE JOURNAL and they will 
mail you one of their catalogs contain- 
ing a discount table which is very useful 
in figuring costs. 

—_—_———o 4+ oo 


WHERE QUALITY IS OF PRIME IMPORTANCE 


How small and seemingly insignificant 
and yet-how very much loss of time 
(therefore money) vexatious delays, an- 


ness they have gone into the matter and 
are now making cutter wheels, pins and 
rollers for every make of pipe cutter 
known, and of such a quality that they 
guarantee them absolutely and unresery- 
edly to cut any and all kind of pipe that 
is made, and should such a thing happen 
that at any time there should be any 
which should prove defective in any way, 
all they ask is to be notified and they 
will replace at once without any cost 
whatever to the customer either for the 
article or transportation. 

Their basis for such an unrestricted 


guarantee is that in place of using the 
regular tool steel which is often used, 
they manufacture theirs of only the very 
finest quality of genuine Jessop steel, 
which is known to be unequaled for that 
purpose, and in tempering they do not 
employ the ordinary workman in that 
branch, but experts, and therefore each 
and every one is as near perfect as it is 
possible for human skill to produce. 

However, this is only in keeping with 
their policy regarding all of their goods, 
which they guarantee as unreservedly as 
their cutter wheels, as the many of the 
trade dealing with them know. 

Our readers should obtain catalogs and 
prices from the Good Mfg. Co., 88 Lincoln 


avenue, New York City. Mention 


PLUMBERS’ TRADE JOURNAL. 
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THE DORAN,LIGHTING SYSTEM 


The Acorn Brass Mfg. Co., of Chica 
Ill., are the manufacturers of the Dor 
lighting system, which they claim 
wonderful saving over all other modes 
lighting now in use, from the fact tt 
they get away from the engine, dynan 
boiler, poles, wires, engineer, firem: 
lineman and a thousand other accessor. 
necessary in the production of elther t 
or electricity. 

The method of operation is very ity 
indeed, and is just as convenient as e) 
tricity. The lights are fed from a sm 
wire tube, not larger in diameter than 
match, than can be run through the al 
ing the same as the electric light wir 
the difference being that it is not s0 v 
sightly and only one wire is necessa 
to run a system of lamps, in comparis 


with two large black wires necessary 
produce the electric arc light. _ 

The lamps are connected with a sti 
age tank, placed out-of-doors, if you lil 
and the gasoline is forced into the lam 
in the building as fast as it is used. 1,0 
feet of the wire tubing would , he 
one pint of gasoline, so it can be “readi 
seen that there is not the slightest do 
ger. | 

Our readers should obtain a Bp 


their interesting catalog, which will 

sent upon request. Mention THE Puoy 

ERS’ TRADE JOURNAL. 
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WILL MOVE TO NEW QUARTERS:ABOUT MA 


The American Radiator Company 
pect to remove their general offices 4! 
Chicago branch about May 1st to the nt 
office building now under construction | 
Nos. 284 and 285 Michigan avenue. | 

The building is to be four stories hig 
occupying a space 52 x 158, on the wt 
side of the avenue, and about opposite t 
Logan monument. This building is bei! 
erected for the company, and will be ‘ 
cupied exclusively for their general offic 
and salesroom of the Chicago bran 
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D. SAUNDERS’ SONS, 


Manufacturers 
of Patent 


6 
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STOGKS and D 


Threading Pi to6in. The larger sizes have CUTTING OFF attachment. These tools are Lighl, 
is og Suone are of Superior Design and Finish. Also 


PIPE THREADING MACHINES 


¥ to 18 in.. Hand or Power. Send for Catalogue to 
'32 ATHERTON STREET., - - - . - YONKERS, N. Y. 


"} 


When one man can do as much as 
four, there’s a saving somewhere— 


«Tue FORBES PATENT 
———DIE STOCK ——— 


one man can cut and thread any size 
| pipe up to 12 inches—and do it quick. 
WRITE FOR CATALOG. 


THE CURTIS & CURTIS CO., 


5 Garden Street, BRIDGEPORT, CONN. 


The WARNOCK TOOLS for S. 


Our Wrench isin use wherever nickel work is done. 

| A f Our NEW STRAP VISE (better than blocks) is just out. 
= ASK YOUR DEALER! 

WARNOCH MANUFACTURING CO., 


Worcester, Mass. 


Total Eclips 

Hydrants Pe 
and Street 
Washers... 


Superior to any other. 


We make all styles of 
“McNAMARA” pattern 
Hydrants, 

All our goods 
strictly first -class, 
high grade and best 
made. As perfect 
as long experience, 
best machinery and 


THREAD CUTTING TOOLS 


EVERY KIND FOR EVERY PURPOSE. 
CATALOGUE FREE, 


workmanship can THE, , 
make them. OSTER MFG.G 
Write your dealer MEE PROSPECT Sy, o 
for prices. CLEVELAND, Di & 
1g Carried in stock by OHIO U.S.A. 
all Jobbers. 


session, — Self-Closing. 
JOHN C. KUPFERLE, 


ESTABLISHED 1857 


“. LOUIS, : z ne MO, 


Genuine Armstrong Stocks and Dies, 
Pipe Wrenches, Pipe Cutters, Clamp 
Dogs, Vises, Etc. Pipe Threading and 
Cutting Off Machines for Hand or 
Power. 


Catalogue on Request. $a ee 


THE ARMSTRONG MFG. Co., 


New York Office, 139 Centre St, Bridgeport, Conn. 
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JARECKI MFG. CO., 


ERIE, PA. 
1 BRASS WORK ror STEAM, GAS, 
WATER anv OIL. 


MALLEABLE ann GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS, 


lq Pipe Threading and Cutting Tools. Write 
for catalogues showing the most complete 
line of 14-inch to 16 inches for Hand, Belt, 
Engine, and with Electric Motor Attach- 
ment. We can furnish Bolt Threading 
= Attachment for these 
machines. 


Qa S ERIE 
MALLEABLE 
‘ UJ UnIons. 
Copper Packing 
ErR1£ Pies 
HANGERS, 
Best Made. 


CERIMO-A 14 


“Trimo” Pipe Wrench, eight sizes from 6 in. to 
48in.long. Capacity from %in. wire to 5 in. 


ee 


~ € fu a aa 
TREEE TRIM OP MER 


SPECIALTIES OF THE 


come scm TRIMONT MFG. (0, 


ey ey ROXBURY, MASS. 
ae - Lae QUALITY GUARANTEED. 


(z, 
( a) : nae 


“Trimo” Pipe Cutter, three sizes, 
from % in. to 3 in. 


—E eae 
OT ar CE RRBIEOSS USA 


, “TRING BULL DOG CHAIN WRENCH. 


“Trimo” Bull Dog Wrench, seven sizes. Capac- Motto: «Durability aad Adaptability” 
ity % in. to 12 in, pipe. 


kel Pipe Wrench 


25 WRENCH, 92 conta 98 cts. 


Double or Single 
Strap of the 
Best Linen. 


HANDLE, 6cents 


Handl 
A Sure Grip—NO SCRATCHES 


A8K YOUR DEALER FIRST—THEN 


B-L WRENCH CO.. 77 Traverse St., Boston. 


A Receptacle for 
Resin for the 
Strap. 


HOT AIR PUMPING ENGINES. 


There are only two Hot Air Pumping Engines 
which have ess 4 the test of time; they are the 


RIDER AND THE ERICSSON ENGINES. 


There is only one concern which has stood the | 
test of time, and thatis: 


THE RIDER-ERICSSON ENGINE CO. 


Every improvement suggested by our wide ex- 
perience has been adopted. 
Send for catalogue ‘‘Ba’’ to nearest office. 


RIDER-:ERICSSON ENGINE CO., 


35 Warren St., N. Y. 40 Dearborn St., Chicago. ~ 
239 Franklin St., Boston. 40N. 7th St., Phila. Ze 
692 Craig St.,Montreal,P.Q.22 Pitt St.,Sidney,N.S.W., —~ 
Teniente-Rey 41, Havana, Cuba, 


DENNEY IMPROVED 


. RIDER & ERICSSON 
HOT AIK PUMPING ENGINES 


For Domestic Water Supply 


5) AN be operated by anyone. Perfectly safe, noiseless, 
and always ready for service. Important improve- 


ments patented and NOT FOUND IN ANY OTHER 
ENGINE. 


Compare the Denney Improved Ericsson Engine having 
double bearings and connections, heavy cast iron furnace 
with the Old Style Machine with single bearings, spider 
like legs and cheap sheet iron furnace. Buy THE BEST. 


BUILT FOR YEARS BY 


American Machine Co. 
WILMINGTON, DEL. 


RUMSEY PUMP & MACHINE CO., 


NEW YORK AGENTS, 
35 Dey Street, New York. 


{50 


THE “NOXALL,” JR., WATER FILTER 


The American Filter Company, of Mil- 
waukee, Wis., are calling special atten- 
tion to their “Noxall,” Jr. water filter, 
which is shown on this page. It is a con- 
venient little filter for family use where 
only a small quantity of water is desired. 


It is easily taken apart and cleaned and 
easily sterilized. 

The top is fitted with an improved rub- 
ber neck attachment, which is spun into 
a shell, and is easily slipped onto any 
faucet, or with a screw top fitting the 
ordinary hose bid faucet. 

The company manufactures a complete 
line of filters and a copy of their catalog 
will be mailed on request. Mention Tur 
PLUMBERS’ TRADE JOURNAL. 

——— o—_ +44 ~<_____ 


THE SPEAKMAN BATH SUPPLY AND WASTE 


The specialties of the Speakman Sup- 
ply & Pipe Co., of Wilmington, Dela., are 
known from one end of the country to 
the other. This concern probably has 
one of the largest lines of patterns that 
are strictly up-to-date of any concern in 
the country. 

Since solid porcelain baths and lava- 
tories have come into general use they 


have given special attention to the brass 
work required in connection with these 
fixtures, keeping in mind that a certain 
amount of adjustment is required in the 


making of these fittings to fit the various 
designs of the ware. 

‘she illustration herewith shows one of 
the various bath supply and waste fix- 
tures of the Speakman make. They now 
have ready for distribution their new 
catalog “E,” which fully describes their 
very complete line of showers, bath and 
lavatory fixtures and all styles of brass 
work for the setting of marble stall work. 

The Speakman Supply & Pipe Co. will 
be pleased to send you their catalog if 
you will write them and mention Tuer 
PLUMBERS’ TRADE JOURNAL. 

—_——__-@—> ¢ ¢ <—______ 


THE CROTAN COMBINATION 


One of the latest closets placed on the 
market by the Fleck Bros. Company, of 
Philadelphia, is the Crotan syphonic hop- 
per combination, an illustration of which 
is shown on this page. It is fitted with 
a Colonial tank, a ten ounce compound 
lever ball cock, and a vitreous bowl. The 
seat is shaped with lid. 

This closet has met with very good 


success and is being specified by the : 


leading architects and handled by the 
plumbers throughout the country. Our 
readers should write the Fleck Bros. Com- 
pany for prices and other information 


The Hamilton lamp is fitted with their 
double feed-tube system and new by-pass 


valve, so constructed as not to become 


Crotan Syphonic Hopper Combination Closet Manufacturea by the Fleck Bros. Co., Philadelphia 


on this closet. Mention Tar Prumerrs’ 

TRADE JOURNAL and a copy of their latest 

catalog will be mailed to you. 
_—e_?- 4+ >—_—_______ 


THE HAMILTON OUTDOOR ARC LAMP 


The Hamilton Lighting Company, of 
539 Grant street, Pittsburg, Pa., are the 
manufacturers of the outdoor arc lamp, 
which is shown herewith. This lamp 
embodies the highest development of the 
principles of lighting with natural or 
artificial gas and no time or expense has 
been spared by this company to give the 
trade an article that is handsome and 
symmetrical in appearance and giving the 
most powerful and economical light. 


greatly heated. This by-pass is guaran- 
teed not to leak or stick and work hard. 
It also has an adjustable needle valve 


_ and new high power Bunsen burners. 


Mention THe PLumbers’ TRADE JOURNAL 
and ask for catalog 8, showing their line 
of outdoor arc lamps. : 

_——_-e_ > ++ 2 


CLEANOUT TONGS - 


Something new and very useful in the 
way of plumbing tools has been designed 
by the Pittsburg Brass Mfg. Co., of Pitts- 
burg, Pa. From what we know of the 
plumbing business we believe one of the 
meanest jobs that comes to the lot of a 
plumber is getting down into an outside 
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closet vault or pit to remove stop, 
that has lodged in the trap from care’ 
ness in throwing things into the ¢| 
that it was never intended to take aw 
various things, such as scrub-brus 
whole pieces of soap, bottles, clothes D 
and similar household commodities 
all easy marks for the cleanout to 
herewith illustrated, and can be remo 
from above the floor. 

In conjunction with their Payne fr 
proof pitless closet the Pittsburg Br 
Mfg. Co. realized the necessity for s 
a tool and in consequence this tool | 
designed. 

The jaws enter the soil-pipe the ‘ 
4-inch opening and can be brought 
gether under considerable pres; 7 
the hand wheel at the top, there 
ing anything that may be in the b 
of trap. ake 

This article has met with inst; 
cess and for a very small ou 
plumber can save himself its f 


over and over again on its first call 
duty. Mention Tuer PLUMBERS’ TRA 


JouRNAL when writing to this _ 
—————_ 04> —____—_ 


A PLUMBER'S FATAL MISTAKE a 
About a year ago a local plumbing fir 
at Port Chester, N. Y., made a smoke te 


‘ of the plumbing in a residence at th 


city. Since that time there has be 
three cases of typhoid fever, two of whi 
proved fatal. During the convalesce 
period of the third he spent consideral 
time at a window watching some Mm 
build a house on a lot adjoining his ov 
place. It was one of the workmen W 
discovered the mistake which is believ 
to have led to the fever epidemic. | 
noticed that the ventilating pipe proje 
ing from the roof of the house was ©0 


ered with an iron cap. 


The cap had been put on when # 
smoke test was made and the plumbe 
had forgotten to remove it. The Pil 
being stopped up the sewer gas, it is n0 
supposed, penetrated the house f 
months, especially the sleeping rooms 
the upper floors, and, it is believed, 8 
them‘the fever, which caused two7 
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We Manufacture a Complete 


Line of Drainage Fittings: 


Send for Catalogs. 


ARR ae rain anierea ecu aieie ‘ 
. 3 Rhee Coat ef Eee 
CU. ERIE PA ThA te 


A man with a Reed Standard Pipe Wrench will often screw a 
pipe into place while another man equally as good is adjusting 
a chain wrench, or one that requires adjustment in place. This 
wrench adjusts itself instantly to all sizes of pipe within its 
capacity, gripping it firmly with the slightest downward pressure 
on the handle. It never slips. The harder you press down the 


Patented January 13, 1903. 


The most perfect, durable and practical connection between the 
water closet and soil pipe, by its use making the cast-iron system of house 
drainage superior to all others, and dispensing with the LEAD BEND, a 
very weak and objectionable method, owing to its continuous expansion 
under the effects of temperature, its destruction by vermin, corrosion, etc. 

The FLEMING BEND being constructed of cast iron and brass, its 
durability is unquestionable. It is easily connected, making a perfect 
sanitary connection between the water closet and soil pipe, without the 
use of lead bends, brass or lead ferrules. 
naaueseasegies = THE JOHN DAVIS CO., 
noe Mabe eeternign he Hy CHICAGO, e e e ILLINOIS. 
New York Agent, Chas. G. Hewlson, Room 520 Townsend Building, Broadway and 26th St. 


tighter it grips, while the slightest upward pressure on the handle 
instantly releases it. The action of the jaws is a perfect ratchet, 
each grip being firm and secure. Send for our catalogue “P” of 
Plumbers’ and Steamfitters’ Tools. 


Reed Manufacturing Co., Erie, Pa. 


PLUMBERS’ DUST-PROOF 
WASHER CABINET No. 1761 


CONTAINS 


60 DUST and RUST:-PROOF STEEL DRAWERS 
each fitted with adjustable partition, making 120 com- 
partments in all. 


Made in any num- 
ber of Spindles. 
Cut out high- 
priced labor. 

SHIPPED C.O.D. $18.00. 


238 i | This Case, having a Steel Back, contents will not rust 
W or tarnish. Each drawer is fitted with a strong Pull and 
Bronze Card Clip. 
Size of Case: 28in. wide, 11 in. deep, and 41 in. high 


GEO. W. HEILAND, 


White Wood Exposure, stained Oak 99 and 1u1 Beekman St, - . = NEW YORK CITY 


They do accurate 
work. 


Are noiseless in 
operation, and 
soon save their 
cost. 


Hundreds in use. Will Please Mention 


Subscribers iii ins 


Writing to Advertisers 
N LL TLL, bik MU TL 


Moulding 
Machines 


are necessities in up-to-date 
FOUNDRIES. Their use 
eliminates highly _ skilled 
labor and increases pro- 

) duction. 

0 DRAW OR STRIPPING PLATES 
necessary inthe McCCANNA 
hand operated Machines. 


END FOR CATALOG AND PRICES 


he TURNER MACHINE CO. 


2049 No. 2d St., PHILADELPHIA, PA. 


Ls i, 


EE 8 


Y 
Y 


How Does T his Strike You? 
TRY BEFORE YOU BUY. 


To further demonstrate to you that our Lightin; 
System is a ‘‘Money Saver,’’ and the most practi 
cal and safest on the market. We will allow frec 
trial for 10 days and guarantee it against imper- 
fection. for two vears. Can you afford to be in 
darkness any longer with this opportunity before 
you? Send in your diagram for estimate. We 
are manufacturers, not assemblers. Avoid cheag 
imitators who demand money in advance, 


WHITE MFG. COMPANY, 
196 Michigan St., 
CHICAGO, U. S. A. 
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Riggs House 


WASHINGTON, D.C. 


Opposite U. S. Treasury, one block 
from the White House. Special 
rates for traveling men; hand- 
somely furnished and decorated; 


table best in the city, 


Oo. G. Staples, Provorietor. 


HOTEL STE. CLAIRE, 


DETROIT, - MICH, 


Rates: 
American 
Plan 


Absolutely 
Fire-proof. 


Hot and 
Cold Water 
in Every Room 


William P. Beyer & Co., Proprietors. 


Carnegie Hill Hotel 


Corner of Madison Ave. and 92d St. 


New, modern, fireproof hotel for 
permanent and transient guests, 
overlooking Central Park, New 
York’s best residential section, one 
block from the Carnegie and Sloane 
mansions; easily accessible to 


theatres, shops, etc. 

Bedroom and bathroom, inc. board, $3.50 to $4 
Parlor,bedroom and bathroom, “* 5.00 to 6 
Parlor, 2bedrooms and bath, ‘ 5 


Parlor. 3 bedrooms and bath, ‘ 
Rooms for maids and valets, ‘ 


Special Yearly Rates. 


Electric lightand long distance tel- 
ephones in each apartment; marble 
bathrooms. 


TRADE-MARK. 


“Sequel to the Fencing 
Girl.” 


Copyright, 1903, b 
Chicaso & ‘Alton, 
Railway. 


ART CALENDAR 


Four graceful poses from life; figures ten inches 
high, reproduced in colors by a process far su- 
perior to last year’s calendar. Highest example 
of lithographic art. 


“THE ONLY WAY” 


to own one of these beautiful calendars is to 
send twenty-five cents with name of publication 
in which you read this advertisement, to Gro. 
J. CHARLTON, Gen’l Passenger Agent, Chicago 
& Alton Railway, Cuicaco, ILL. 

The best railway line between CHICAGO, ST. 
Louis, KANSAS City and Peoria. Take the 
“Alton” to the St. Louis World’s Fair, 1904. 


Colorado 
California 


Are interesting states to visit at any 
season of the year. Colorado is not 
only a summer resort, nor California 
merely a winter resort. Thro’ train 
service daily from Chicago via the 


& 


Chicago, Milwaukee 
& St. Paul Railway 


Three trains a day to San Francisco 
and one to Denver. A handsome book 
of fifty-six pages descriptive of these 
states, and the new service there sent 
to any address for six cents postage. 


F. A. MILLER, W. 8, HOWELL, 


General Passenger Agent. General Eastern Agent. 
CHICAGO. 381 Broadway, NEW YORK. 


‘A little farm well tilled.” 


THE GARDEN 
OF THEGODS 


This is one of the most curious works of 
nature to be found on this continent. It is mid- 
way between Colorado Springs and the village 
of Manitou, and is well worth a visit. Itcan be 
reached by the 


NEW YORK CENTRAL LINES 


which, upon inquiry, you will find, will take 
you to all the great resorts of America. 


A copy of “America’s Winter Resorts,” will be sent free, on re- 
ceipt of a two-cent stamp, by George H. Daniels, General Passenger 
Agent, New York Central & Hudson River Railroad, Grand Central 
Station, New York. 


Locations for Industries 
Erie Railroad—New York to Chicago | 
INDUSTRIAL DEPARTMENT 


For information address 

LUIS JACKSON, 
Industrial Commissioner, Erie Railroad Company 
21 Cortlandt Street, New York. 


ST. LOUIS AND KANSAS GIT) 


VIA THE PUEBLO GATEWAY, 


COLORADO, UTAH a 
THE PACIFIC COAST, 


Observation Parlor Cafe Cars, meals a la carte, ar 
elegant Pullman service, electric lights and fan 
Double daily service. The scenic line throu; 
Colorado. Through service to California. 


THE IRON MOUNTAIN ROUTE 


reaches direct from St. Louis, the cities of Memphi 

Hot Springs, Ark., and principal points in Texa 

Mexico and California. Elegant through servi 

and Dining Cars, meals ala carte, and Pullm: 

Sleeping Cars with electric lights andfans. 
For further information, apply to 


W. E. HOYT, G. E. P. Agent, 
338 BROADWAY, NEW YOR} 


= 


rand . 
Canyon 


of Arizona 


Earth’s greatest wonder— 
the titan of chasms, a mile 
deep, many miles wide. 


Pictures of it; For 25 cents will 
aus «send the season's 
novelty—a Grand Canyon phvotechrome 
view, uniquely mounted to reproduce the 
Canyon tints. Or,for same price, a set _ 
of four black-and-white prints, ready for 
framing. 


Books. about it: For 50 cents 
ee will send a 
Grand Canyon b ok, 128 pages, 93 illustra- 
tions, cover in colors; contains articles by 
noted authors, travelers and scientists. 
Wortliy a place in any library. Or will 

free pamphlet, “Titan of Chasms.”” 


G. C. Dituarp, General Agent, 
377 Broadway, New York. 


Santa Fe. 


The magnificent through train 
service maintained by the 


“Bic Four” 


In connection with the 


New York Central, Boston & Albany 
and Chesapeake & Ohio Ry’s, 


includes Buffet Parlor, Cafe-Library, 
Dining and Observation Cars, an 
Pullman Sleepers 


Mountains, at 
Lakes, Seasheul 
East, w t 
ee North. 
Write for rates and folders. 


Warrea J. Lynch, &. P. Deppe, 
Gen’l Pass. &Tkt. Agt. Asst. Gen’ P. &T.A: 
G@xxcumarti, OxI0, 


? 
i 


os 


J.B.CAMPBELL BRASS WORKS 


SMOOTH-ON AUS 


A silicated Iron Cement for connecting Bell and 
SOLDERING Spigot Cast-Iron Soil Pipe in place of Lead. 
NIPPLES AND Jointsare easily and quickly made. 
Sold in 5, 10 and 25 pound red labeled tins, 
UNIONS. 
1RON-BODY PLUMBERS’ SMOOTH: 0N peril 
FE R R ULES BRASS will repair leaky boilers, piping, etc. It will 
WORK. withstand fire, water, steam and oil; it expands 


and contracts the same asiron. Write for cata- 
~ loguesand prices. Sold in 5, 10 and 25 pound blue 
labeled tins. 


SMOOTH-ON MFG. CO., 


672-574 COMMUNIPAW AVE., JERSEY CITY, N. J. 
Chicago Office, e - o 61 WN. Jefferson St., Chicago, i. 


STOP AND 
WASTE COCKS 


PATENT ROUGH 


Champion HOT WATER 


Combination HEATERS 
THIS HEATER IS MADE FOR USE IN BARBER SHOPS 


Lakewood 


RING 

It is efficient. It is durable. SECTION 
’ 9 It is compact. t is non-rustable. 

aSaeeeee ree” It has a large cone-shaped heating surface and Two or 
A Fashionable Fall Resort the heating cone can be easily taken apart for more can 
the removal of scale and other deposit. be used 
WRITE FOR A CIRCULAR AND DISCOUNT. for large 
capacity. 

90 Minutes i |i, The RANSOM & RANDOLPH CO., me 
Capacity three gallons 515 Jefferson St., TOLEDO, O. SECTION 
4 : Can be 
from 8 Will Please Mention usedalone 
Y Subscribers — ™simute.. ae 
New ork Writing to Advertisers one or 
7 more rings 
for large 
capacity. 


AUTOMATIC GELLAR DRAINER 


WATER SUPPLY Will automatically force out water 
ph TCT © from any source in Cellars, Wheel- 
pits, Foundations, Ditches, Pit Exca- 
vations and other places, 


Reached by the 
NEW JERSEY CENTRAL 


ts palatial hotels ate famed for their 
etfect cuisine and its sports include all 
iopulat pastimes. 


They fit any furnace and will heat 
portions of the building where hot air 
will not flow. 


Made from 50 to 700 ft. capacity. 
Write for Prices and Descriptive Pamphlet. 


FRANK D. STOLZ, 


156 Webster Ave., - Chicago. 
Le 


UR NEW BINDER. A serviceable and 
handy arrangement for holding Tur 
PLUMBERS’ TRADE JOURNAL,Will be sent 


Send for complete catalogue of 
CURTIS ENGINEERING SPECIALTIES, 


JULIAN D’ESTE COMPANY, 


24 Canal St., BOSTON, MASS. 


A Descriptive Book will be sent 
upon application to C. M. BURT, 
General Passenger Agent, New 
York. 


FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 
35 cents. 


NY 


‘i Mlayres| 2" 
thy / INLET DEPARTMENT 


| 
ALWAYS | Wiil Please Mention 


y B 
AINE OF BUILDINGS S uU bsc il b e rs This Journal when 


Writing to Advertisers 
ESS lene 
Sea NEW YORK. 
THE HART-AYERS FOR SALE BY 
PLUMBING CO., DEALERS ONLY. 


4th Aveand Degraw St., 
BROOKLYN, N.Y. 


Urinals, Water Closets, Platforms, Base. 
Sl ate NEW YORK SLATE WORKS, 


493 E. 138th St., New York. 


8 MNS 
: N 
N 

y 


IT for the fitter’s most particular work is DIXON’S G 
FE COMPOUND. P s RAPHITE PIPE JOINT 


The closest j ints with least trouble, resisting every form of corrosion, but not te- 


sisting a reasonable effort, if the necessity for separating joints or flanges arises, 
A tevelation to those who have been taught to fit with red lead, 


Booklet 99D and sample freel r 
JOSEPH DIXON CRUCIBLE co... sheaf oe 


Jersey City, N. J. 


The ADAM 
INSTANTANEOUS 
WATER HEATER 


SOLD ONLY TO THE TRADE 
MANUFACTURED BY 
W. J. ADAM, 


JOLIET, ILLS. 
Send for Latest Catalogue 


C. & D. TANKS AND SEATS 


CAST IRON AND COPPER LINED 


Over Head Tubular and Plain Showers, 

Baths, Stee! Copper Lined, Enameline, 

White Metal and Solid Copper. 
MANUFACTURED BY 


COYNE & DELANY, 


303-309 Rodney Street, Brooklyn, N. Y. 
Priceson Request. e e Telephone 878 Williamsburg. 


+ ey Ae 
Phe p> 
y 3355 
P: Ne eee 
il 


. ~ ie c east 
= ” . . 
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is the most economical and up-to-date — ; 
device on the market for furnishing es 
hot water for household purposes 


IRON CITY SANITARY 
MANUFACTURING CO. 


aS 


Manufacturers of 


ENAMELED IRON BATH 


Write for Catalog. 


LAWSON MANUFACTURING | 
222 E. Eighth Ave., HOMESTEAD, PA 


‘Combination AC "Forel 
and Test Pump. IT IS 


THEPERKES P 


PATENT MARCH 16TH. 1888 
PATENT JUNE 187M, 1901 


AND German Does more work than any other pump on 
- : i market. Fae circular tells pe why; b t 
Sanitary Plumbing National ric antor sae 


Will prove Gas Pipe 
LIFT, FORCE oR DISCHARGE. , 
Works equally well with air or water. N 
stuffing boxes. All valves on the outside. _ 


Charles Perke j 


MANUFACTURER. i 
627-629 Arch Street, - PHILADELP ! 


Established 1856 


THE BRAENDER AUTOMATIC _ 


Cellar Drainer 


Bank 
Building, 
Pittsburg, 


Supplies 


Works, Zelienople, Pa. 


WHY DO PEOPLE HAVE THE 


Monarch Automatic Instantaneous 
Water Heater? 


"ddld JOUVHOSIG 


~ Feld Alddng 


It es Eh ‘th hot t : ? t d OPERATED BY WATER OR STEAM PRESSURE. 
( n c 
purities ee” Oe ae leah oa IT IS THE BEST; THEREFORE THE CHEAPEST, It is used in Mu 


It only burns gas when water is being drawn. cipal and U.S. Government Departments, endorsed by leading sanitary expe 
It gives an unlimited supply, 1 gallon or 1.000 gallons. and is guaranteed to do what is claimed for itt SOLD TO THE TRADE ON] 
It has no storage or any boiler to connect to. W rite fon C ireulan and rcetnonisis. 


It heats water in less than a minute. PHILIP BRAENDER, ~ 47 W. 125th St, New Yo 


. N, McKenna, 73 Chestnut Street, oe Afass. — 
Ae E. Douglass, 40 Dearborn Street, Chicago, Iil, ; 


SALES acents{ 


Made for Hospitals, Hotels, Flat Build- 
ings, Fire and Police Departments, 
Residences or any place where hot 
water is required. 


NOW is the TIME for 
Frost Proof 
Water Closet 


to show their merits. 


Put in a HAAS’ CLOSET 

Compare it with others you haves 
installed. Requires no pit, Ha a 
a good strong flush, Operation — 
is perfect. It is the closet that 
the customer wants. 


Write us for information and get new catalogue. 


MONARCH WATER HEATER COMPANY, 
306 Wood Street, = PITTSBURG, PA. 


- WALLACE, 356 Fourth Ave.,New York,N.Y. ROBT.B.CAVERLY, 504-506 10th St., Washington: 
T. CORTIS, 22 West St., Boston, Mass. C. A. PAILLIPS,1017 Grand Av.,Kansas City,Mo 
. A. KRAMER, Builders’ Exchange, Phila.,Pa. C.L. WHITTEMORE, 1109 Olive St., St. Louis,Mo 
AS. H. LANDRETH, 285 Prospect St., Cleveland. EDWARD MAHL, 1206 Main St.,Hartford, Conn. 
. A. BURKELEY, 318 Equitable Bld'g, Louisville G.B. LARIMER, 1759 Stout St., Denver, Colo. 
. 8. WILEY, 18 E. Van Buren St. , Chicago, Ill. P, E. HEISEL, 409 Plum St., Cincinnati, Ohio. 
GEO. H. TAY CO., 49 First St., San Francisco, Cal. 


See Our Special Announcement Page in February ist Tssue. 


PHILIP HAAS, 


MANUFACTURER and PATENT 


wane Profits 


= by your list of satisfied ¢ 
2 yy customers. Paying 
‘ yy patronage is not easily 

lost when best materials 


Wisconsin 
Graphite 
Pipe Joint 
Paste 


stays where put. Heals 
, [leaks and eracks. 
SE 


Write for samples and 
prices. 


WISCONSIN GRAPHITE COMPANY, 
PITTSBURG, PA. 


We make six dif- 
rent styles of traps. 
ll fittings are of 
ist brass. No stamp- 
ig or bent tubes 
sed. 
he CLIMAX 
is best. 
Manufactured by 
THE CLIMAX 
PECIALTY CO. 
Seneca Falls, N.Y. 


The largest manu- 
icturers of plumb- 
rs’ specialties in the 
rorl 


UR NEW BINDER. 
handy arrangement for holding Taz 
PLuMBERS’ TRADE JOURNAL, Will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for e 
85 cents. 


A serviceable and f 


The Koven Galvanized 
‘Iron’? RangeBoilers, Tanks 


provided with coils, 
for heating water by 
steam, Expansion 
Tanks, Heavy Sheet 
Iron and Plate Steel 


Work for all pur- 


poses. 


L. O. KOVEN & BRO., 


Office: 50 Cliff St,, New York. 
Works: Jersey City, N. J. 


WATER MOTORS FOR ALL KINDS OF POWER, 


ee F 2 


—_a. .- 2 A 


—~a GET ONE OF G—~ 


WADE’S BACK-WATER GATE VALVES 


Which will prevent Flooded Cellars, Flush your Sewerse 
and Absolutely Eliminate Sewer Gas from your building. 


SEND FOR CATAL@& 


IRON SANITARY 
m, MANUFACTURING 
COMPANY, 


52-54 Dearborn St., 
CHICAGO, ILL. 


This cut shows inspection man 
hole extending from drain to sur- 


face of cellar floor. 


ALEXANDER H. MADDOCE. 
WILLIAM B, MADDOCK. 


JOHN SO an & SONS, 
COALPORT, - - TRENTON, N. Jd. 
Manufacturers of 
Steamship, Car Builders’ and Plumbers’ Earthenware. 
.Sanitary Specialties of Every Description. 


JOHN MADDOCK. 
THOMAS MADDOCK, 


Mechanics Supply Co. 
TOOLS AND SUPPLIES FOR 


PLUMBERS, GAS 4° STEAM FITTERS 


96 St. Peter Street, Quebec, Canada. 


Will Please Mention 
This Journal when 
writing to Advertisers 


SUBSCRIBERS 


HIGH GRADE HOT BLAST TOOLS. 


You have not done justice to yourself until you have tried 
our Bonanza Furnace for all around work. It is equipped with 
our latest improved non- carbonizing bummer and produces a braz- 
ing heat and is very economical in consumption of fuel. The 
top is removable and can then be used for burning off paint, 
» awing water pipes, etc. Tank is made of heavy brass, NOT 
® TIN, highly polished, an everlasting tool. Every one fully guar- 
~ anteed, sold by jobbers at factory price, or send us $4.50 and 
2g we will ship direct 


$4.50 
The 


ONANZA. 


B 
0.39 
38 


WHITE MFG.CO., Chicago, Ills.,U. S.A. 


AB & HARLIN MANUFAC 

he Manufacturers of 

Brass and Iron Goods, 
For Steam, Water and Gas. 

Wrought Iron and Steel Pipe, 

Plumbers’ and Gas Fitters’ Supplies. 
Factory, PATERSON, N J. 
56 & 60 JOHN STREET, 


NEW YORK. 


LAWLER’S PATENTED 


GAS KEGISTER HEATER 


No such powerful heaterinvented. Handsome, too 
a 


Will heat a large room, small cost for gas. 
Now is the time to make money bandling it. 
Every Plumber should sell it. 


We make a big line of Steam, Water and Gas 
Specialties. 

Have you our Catalogue? 

If not ask for copy. 


LAWLER REGULA TOR CO., 


20 W, Houston St. . NEW YORK CITY. 
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UNION COMBINED TRAP, WASTE, 
AND QVERFLOW FOR BATH TUBS 


SECTIONAL VIEW 


PATENT 
PENDING 


Handsome in Appearance 


Simple in Construction, 


and Inexpensive. 


By using this fixture you save its entire cost 
in laborand material,and give your customer 
best results, by leaving trap above floor. 


UNION BATH SEATS 
FINELY FINISHED, 
SELF-ADJUSTING and DURABLE, 


List Per Dozen 


$9.00 
Write 
for Discounts. 


MANUFACTURED BY 


UNION MFG & SUPPLY COMPAKY, 


317 and 319 2nd Ave. PITTSBURG, PA, 


Wecan handle anything 
in the 


Plumbing, Heating 
OR 


Electrical Lines 


Having acquaintance with the railroads 
and manufactures of agricultural im- 
plements. We wantto get hold of a 
good steel and wrought iron pipe ac- 
count. We have the influence and 
facilities for conducting an immense 
supply business, and desire to hear 
from any one interested sufficiently 
along the lines we have spoken, to 
have us represent them in territory 
from Chicago West. 


ADDRESS 
Ose Dee COl ys 


Care of The Plumbers’ Trade Journal. 


W.R. OSTRANDER & C0, 


22 Dey St., NEW YORK. 


Manufacturers of 
all kinds 


Speaking 
Tube and 
Fiectric 
Supplies. 


Factory: 


’ 1433 DeKalb Ave. GROOKLYB 


e Plumbers’ Trade 


Monument Pottery Co., | 


Trenton, N. J., 
PBS ve 


KOOX 


Manufacturers of Monument Porcelain. 


KEOGH 


Bath Tubs, Lavatories, Kitchen Sinks, Drinking Foun- 


tains, Etc. Also Monument Solid Porcelain Special 


Fixtures for Hospitals, Government Barracks, Etc. 


Special designs made to order. We have ready for 


distribution Catalogue A, which we would be pleased 
to send upon receipt of application. In this catalogue 
we illustrate a complete line of goods as manufactured 
by us. Address all communications to 


Monument Pottery Co., 


TRENTON, N. J. 


Morgan & Wright 
Force Cups 


Are Standard 
in Quality. 


Thoroughly 


Refiable Fuller Balls 


Basin Plugs 

Rubber Connections 
Tubing 

Elbows 

Etc 


SEND FOR CATALOG. 


‘Morgan & Wright, 


CHICAGO 


New York, 
Dayton, O. 


St. Louis, 
San Francisco. 


WRITE US FOR CATALOGUES AND BISCOENTE:: 


We Want Agents to Sell =. Filte : . 


_HYGEIA FILTER COMPANY, 


RET) Nteani and Hot ‘Water Fitters’ Review _ 


Egy SS tie ale es eh dt oo, 


LD Wolff Mfg. Compa 
Chicago, Illinois, 
U.S.A. 


We Manufacture a Complete Line of 


‘Bath Tubs in Enameled Cast Iron, . 
Batk Tubs in Solid Porcelain, 
Water Closets in Enameled Iron, 
Water Closets in Earthenware, are. 
Enameled Cast-Iron Sinks, Etc. _ 
Galvanized Range Boiler 


Wood Seat, Tanks, Etc., 
Marble Lavatories, Closet Stalls, Etc., 
Slate and Durostone Work, 
_ Brass Work, Complete Line, = 
Conner and German Silver Work, 
Needle Baths and Shower 


Cast Iron Soil Pipe and Fittings, 
Lead Traps, Bends, Drum Traps, 
Soldering Nipples and Ferrules, 
Hydro-Therapeutic Apparatus, 
Electric Baths, Etc., Etc.. 
For Hospitals, Asylums 
. and San 


GAS NOVELTIES — 
/ MANUFACTURED BY > 
THE CAS TIP & SELF LICHTER COMPANY. 


Our $3.00 sample lot will be forwarded, upon receipt of price, to 
any dealer or agent for gas burning novelties, This charge only 
partially covers the cost of manufacture. Express prepaid. 


THE LIST INCLUDES: 


Self-Lighting Torch for Burners and Stoves 
Self-Lighting Cap and Mantle 
- Self-Lighting No-Match Burner 

Gas Governor Checks for Stoves and Ranges _ 
Gregory’s Governor Burners, 2, 3, 4, 5 and6 ft. 
Aluminum Tips with gas checks 
Aluminum Tips, assorted sizes 
One Pocket Gas Stove. One Red Hot Disc Heater y 
One “Solid Comfort” Light and Heat Radiator _ 
One New York Gas Lamp with 100 C.P.4 1=2 inch Mant 
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Wholesale jobbing prices will accompany samples. Our n 
line of novellies is, without question, the best selling pac ever 
offered to the public, Send for Catalogue. s 


Address all orders to 


THE CAS TIP & SELF LIGHTER | O., 


25 WEST BROADWAY, NEW YORK. 
G. H. Gregory, Manager. 


First and Larned Streets 


Copyright 1904 by J-M Heatberton. 


CENTRAL EDITION 


|. IV, NO, 5. 
‘I-MONTHLY. 


You seea 


Compression Bibb 
and don’t think it just. right. 
You won’t find OUR box cap 


NAME on it. 


THE CENTRAL BRASS MFG. CO 


he Wm. Burrows Mfg. Company, 


72 Cliff Street, 
NEW YORK. 


Every Description of 


Plumbers’ High Grade 


by Buying Our 
Goods, 


PERFECT 
CASTING. 


Ger Our Prices, 
THEN Go AHEAD. 


Modern StenNiides | 


QUINCY, ILL. 


GRAVITY & PRESSURE FILTERS ano WATER SOFTENING PLANTS 


CONSTRUCTED UNDER THE WELL-KNOWN 
NEW YORK, CONTINENTAL, JEWELL, HYATT, WARREN, NATIONAL AND BLESSING PATENTS 


FOR BUILDINGS OF ALL KINDS REQUIRING CLEAR, BRIGHT AND PURE WATER. 
The New York Continental Jewell Filtration Go., General Contractors 


15 BROAD ST., NEW YORK. 40 W. QUINCY ST., CHICAGO, ILL. 


PROVE OUR ASSERTIONS 
one fo gy of an argument liesin its application. We argue all the 


““GURNEY” HEATER 


“Bright Idea,”’ ‘‘Doric,’’ and ‘‘400”’ Series 
are the best selling heaters in existence. And the fact is having con- 
stant application at the haads of our agents. Ask any one of them 
what sort of areception the Heater receives. Find out whether its 


extra long wear, its extreme economy in fuel Karen sen and the ease 


and simplicity of its operation influence its sale hen when you’ve 
satisfied yourself as to he force of our argument, write for full partic- 
ulars concerning anagency. For youcertainly couldn’t make a more 
profitable business connection. 
GURNEY HEATER MFG. CO., 
74 FRANELIN STREET, Boston; 111 Firra AvenvgE, New York 


STEAM AND HoT W. WATER FITTERS aot 


NEW YORK, FEBRUARY 15, 1904. 


Cleveland Patent Compression Work 


Distinctive design. 


The Central Brass Mfg. Co., 


Cabinet Ware and SPECIALTIES. 


UNTIL YOU HAVE TRIED IT. 
Order a Sample, and it will Coavince you that 


IT IS THE BALL COCK. 


WOLVERINE BRASS WORKS, 
Grand Rapids, - ~ - 


JOURNAL 


10 cts.a copy $1.00 per year 


Entered May 19, 1902, as second-class matter, Post Office 
at New York, N. Y, Act of Congress of March 3, 1879 


Perfect finish. Improved stuffing 
prevent leakage about stem. 


constructed to 


Cleveland 


All Patts Renewable Without Removal From the Piping 


A trial will 
convince 
you of their 

. \superiority 
Sliolver all 
others, 


Guaranteed 

not to leak] ep 
at highest 
pressure. | 


see 


CROSBY STEAM GAGE AND VALVE CO., Boston,New York,Chicago 


We carry in stock of 
. Our own make every de- 
prcsiate of 


You to Believe 
Anything 


Regarding our new 


“Dale” Ball Cock 


y ALL METAL HOSE 
REELS and RACKS for the use 
of FACTORIES, PARKS, WARE- 
HOUSES, RAILROADS, FIRE 


COMPANIES,DOCKS and BOATS 
Sold all overthe world 


Send for Price List and Catalog 
Wirt & Knox Mfg. Co., 


Unconditionally Guaranteed. 


22°24 North 4th St., 
PHILADELPHIA 


MICH. 


S.J. RYAN & CO, CHlca 
LT & alae FULLER WoRK” 


NO ALUM BONE BLACK ONLY 


The Cummings Filter Co., 


Manufacturers of 


The Cummings Filter 


Pure, Clear and Soft Water for all Purposes. 


. Filters made in all Sizes 


Main Office, 8 Wood St.,_  - . 


(18 South 7th Street, Philadelphia. Pa. 
| 481 Fifth Avenue, New York City. 


PITTSBURG, PA. 


Branch Offices : 


The Plumbers’ Trade Journal, Steam and Hot Water Fitters’ Review 


THE No. | e oe SMurTH & THAYER COMPA vy 


= s -\ BOSTON, MASS. 
Humphrey Crescent apse)” and learn how you can get 


Instantaneous :  fese5 Phill Free of Cost 
Water Heater, iii a ‘“‘Winchester” Heate 


either steam or water, that will be large 
enough to heat your residence ae 


Every 
Heater 
Guarani- 


. # Has the largest heating capacity of 
teed. I | any Instantaneous Water Heater P 
J on the market. New York Office, Fuller (Flatiron) Building, Cor, 


Broadway and Fifth Ave. 


NICKEL PLATED 


$25.00. 


NSP SEELE. 
and 


BRACKET | The “RUUD” represents the acme 
: of perfection on Gas Water Heaters, iq 


F R E iS Our patented Combination Pressure and Thermostatic — 
= : Control positively insures perfect automatic action. 


WITH EVERY a TMT im : Every Plumber should write for new Catalog. 


HEATER. i = = Allow us to communicate our plan for increasin, 
your business by the sale of ‘‘RUUD’’ Heaters 


ALL ORDERS FILLED PROMPTLY. Ae) S = We 
MAY WE SEND CATALOGUE AND DISCOUNTS? Te RUUD MANUFACTURING 


HUMPHREY MFG. & PLATING COMPANY, 5 Wen 307 Wood St., PITTSBURG, PA: 


‘Sales Department, KALAMAZOO, MICH., U.S. A, q kes F.H. OSWALD, General Agent, Greater Newo 


20 Warren Street. 


ARE YOU HAVING TROUBLE WITH 
VALVES YOU HAVE BEEN USING? 


IF SO, TRY THE 


CORSET 


They are made of A-1 metal. 

They are assembled by hand. 

They are thoroughly tested. 

We make a complete line of Globe and 
Angle Valves, all sizes in both Standard 
and Competition; also Horizontal and Ver- 
tical Check Valves, both sliding and 
stationary stem. 


Write Us for Prices, They are Low. 
American Valve & Meter Co., 


Cincinnati, O. 
Thos. H. Hutchinson, Selling Agent. 101 Beekman St., New York: 


Extensions to suit require- Thos. Maddock’s Sons 


ments. Weekly or daily 
charts with various ranges. TRENTON, as N. J. 
Prices, etc,, sent on applica- 


MANUFACTURERS OF 
tion to manufacturers. 


Helios-Upton Co., (RAILWAY AND MARINE EARTHENWARE) 


With PEABODY, MASS. WE MAKE A SPECIALTY OF CHINA TRIMMINGS FOR BRASS WORK. 3 
Extension 


GOODS EFFICIENT, 
WORDS SUFFICIENT. 


FaARNAN Brass Works, 
23 CENTER STREET, CLEVELAND, O. 
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| WIPING 
CLOTHS 


ANY SIZE 


Best Herringbone Ticking—16 ply—75cts postpaid 
Best Moleskin-heavy-No Rough Edge—$ 1 postpaid 


With each order we send sample of our 


Special Wiping Cloth Preparation. 
Write for Catalog of our Publications, Tools, etc, 
R. M. STARBUCK, 2 ° Hartford, Conn. 


Read and Ponder 


Then Use The 
Acme Roof Flange. 


No Lead Pot to carry on the roof, as it is complete in 
tself, wlth no joint to run and still makes a perfect 
metal connection the same as if poured. 

Over 200,000 now in use. 
WRITE FOR CATALOGUE, 


j ACME MANUFACTURING Co.,, 
Wi 


W. Somerville, Mass. 


PETES 
Manhattan Closet 
with 
NETHERY 
INOS sl W&sVeVge 


Plate 2336—E 


WVEBLR 
Write for 
Mlustrated Booklet on 


Nethery Flush Valves 


The highest Quality 
OF 
SANITARY 
PLUMBING 
APPLIANCES 


Are made by 


THE PECK BROs. & COMPANY, 


New Haven, 
New York _ Conn. Boston 


i le 


iii 


END REAMERS 


Some pipe ieamers spread or 
flatten burrs instead ef cutting 
‘hem off. 

Mueller Reamers have the 
blades well relieved so that the 
cutting edges never drag or 
scrape. They shave the burrs off 
clean and leave the interior pipe 
surface entirely free from ob- 
structions. 

The frame and ratchet handle 
are made of malleable iron and 
drop forged steel, and the blades 
are made of fine tool steel. 

Reams pipes from 3 to 8 inch 
sizes inclusive. 


MADE ONLY BY 


H.MUELLER MFG.CO., DECATUR, ILL.,U.S.A. 


Cer fg aby. 


“*Blonareh 


When you want THE BEST you want 


Monarch Cocks 
Monarch Bibbs 


MADE IN ALL STYLES AND SIZES. 


Ground Key-Compression-Fuller Work 


ASK 
Your The Monarch Brass Co., 


JOBBER CLEVELAND, 
OHIO. 


THE OBERLE PIPE SUPPORT FITTINGS 
FAT. MAY 21, 1905 i Gives “the Plumber FR=Se Tp, 


FOR SUPPORTING and Fitter a chance to 


falar aie use the waste wrought, 
Ss Ail : . 
ar . ‘7 and cast iron pipe. 


Can furnish fitting for 
KR any desired pitch. 


Catalogs and discounts | 
mailed. 


Wg: 


DRAIN PIPE WITH OBERLE SUPPORT. 
J. F. OBERLE, main Office, 780 Secor.d Avenve, NEW YORK 


—— = 


PLATE 80 


Roll Rim Sink with 12-inch back, cast in one piece, 
enameled inside and out, 2 1-4-inch Roll Rim: con- 
cealed brackets and concealed air chambers. 
Nocracks. No joints. 
We also manufacture the handsomest line of Enameled fron 
Lavatories on the market. 


Write for new vooklet, showing our complete line, together with sink shown above. 


THE CAHILL IRON WORKS, “iw” 


New York Representative, 
THOS. H. HUTCHINSON, 101 Beekman St. 


TRITON RADIATORS 


One Column, 
Two Column, 


: Three Column, 

i ON) Four Column, 
Five Column, Window, 

Wall Radiator. 


Chautauqua 7: cit na 


. Three Column, Plain, 
Il Of) Three Column, Direct-Indirect. 
Perfect Pin Indirect. 
In all heights. Can yo-\ beat this line ? 


MANUFACTURED BY 


UNITED STATES RADIATOR €O., 


DUNHIRH, N. Y. 


BRANCHES: 


NEW YORK—1519 Fortrr Bupa. W ASHINGTON—63 Ceanceaaw Buripins. 
MINNEAPOLIS—432 Guaranty Burtpme. 


WAREHOUSES; 
JERSEY CITY, N. J. MINNEAPOLIS, MINN. 


A Good Job— | 
The Best Ad 


34C. 
Square Back, Oval Front, High Back Lavatory 


Every jobin which the Trenton Potteries Co's Ideal Porce.ainware is used, {s@ 
standing advertlsement of your business. People see the work, like it. and re- 
solve to have the same kind of work themselves. So your patronage Keeps 
on growing. 


Trenton Potteries Company, 


TRENTON, N. Je 
SELLS TO JOBBERS ONLY: 


‘BURNHAM 


HOT 
WATER 


BOILERS 


“. {i 


STEAM 


CHICAGO 


AGENTS: 
NEW ENGLAND 


Chicago AGENT: 
Heater & 
Supply Co., J. W. Rowe, 
33 Dearborn St. 40 SummerSt., 
Chicago, III. Somerville, 


LORD & BURNHAM CO., 


NEW YORK OFFICE, GENERAL OFFICE AND WORKS, 
1133 BROADWAY. IRVINGTON-ON-HUDSON, N. Y. 
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ECHANICAL DRAWING i 
FOR PLUMBERS 
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ARTICLE XVI—BY R. M. STARBUCK 


N Fig. 84 of this article is 
shown the elevation of the 
bath room work as located in 
the second floor plan of dou- 
ble house (Fig. 80) of the 
preceding issue of the Jour- 

NAL. 
This view is taken looking in the direc- 
tion in which the arrow B points in Fig. 


Outside Wall 


Water Clos etre 


Fig. 84 


80. Any other view of the work would 
show the fixtures one behind the other, 


Kitcker Stack hy 


Briar ged De- 
Tail of Correc 
Lion at Foot Of 
Kitckrer Stack 


Sheen 


Cellar Wall Yo 
Fig. 85 


and would make a very confused and in- 
distinct drawing. 

The only disadvantage in viewing the 
work as we have, is that the bath room 


4 

1( | EN 
eT Gite Gero Ree 
mene | 


Lead Berd 
Double Y Branc®!} sy 


Nain Stacy Stee ss 


fixtures on the other side of the house 
come directly behind those shown in our 
drawing, and therefore cannot be repre- 
sented. In this case, however, it is not 
essential that more than one of the two 
sets of fixtures should be shown, for the 
two are exactly alike, and no additional 
benefit is to be derived from showing the 
rest of this work. 
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Illustration Showing Elevation of Plumbing in a Bath Room 


The connection of the bath room stack 
into the main drain in the céllar is shown 
enlarged in Fig. 86. 

As in the case of the toilet room stack 
of our last article the location of the bath 
room stack, on the two floor plans, shows 
that it must be offset on the first-floor, to 
get around the dividing wall. While it is 
impossible on the drawing itself to show 
that a double T Y is used for the two wa- 
ter closets, and a double Y for the other 
fixtures, it will be noticed that these mat- 
ters are made known by lettering on the 
drawing. 

These two fittings do not show in this 
view, so that the branches can be seen, 
and for the sake of showing clearly how 
fittings appearing in this way are to be 
drawn, we submit Fig. 88. When the 
branch points toward us, as in the front 
view in this sketch, we see the opening of 
the branch part of the fitting. This circu- 


and the side view. shows exactly as it 
in the work of Fig. 84, 
In this case, however, the branch 


Bath Baier 
ont 
Emiarged De- 
tail of Conmrec- 
Lion at Foot of 


Bath Room 
Sraccow 


_ Clearrout 


“Toarlet 
Room 


Fig. 88 


of the fitting ends in a hub whic 
square before us, and therefore the 1 
‘is circular. a 

Fig. 90 shows main stack and main 
entering it in two positions, eithe 
which will often be met with in 
work. As will be clearly seen, the f 
view shows the vent line in front of 
stack. 


Erilarged Detar, 

of Cormection at 

Foot o IL Oil et — 
oom Stack. 


Fig. 86 


straight before us, so it must be shown 
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Figure 87 | 


as an ellipse. Fig. 89 shows the same The main vent line serving the 


Mechanical Drawing for Plumbers—Figure 89 Shows a T Y: With Lead Bend Entering it 


REVIEW Iss 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ 
Have You Tried Our Low Priced Enameled Bath Tubs? 


Just the thing for cheap work, and for competition jobs. Made in all the usual lengths and with 2 1-4 or 3-inch rims. They are new tubs, not seconds, and are all right or wz would 


not sell them. Our increasing sales show that our customers like them. We carry them in stock and can ship promptly. 
LIST PRICES: 
5 1-2 Foot 6 Foot 


Size 4 Foot and 4 1-2 Foot 5 Foot 
“Atlantic,” 2 1-4 inch Roll Rim $21.10 $22.00 $25.25 ee 
“Pacific,” 3-inch Roll Rim $21.50 $22.85 $26.90 $31.2 
WRITE FOR DISCOUNTS. 


HAINES, JONES & CADBURY Co. 


MAIN OFFICES AND SHOWROOMS: 


1136 RIDCE AVE., PHILADELPHIA, PA. 
We have also a large assortment of high grade tubs, “LUXURIA,” “LIBERTY,” “POINTER,” and other styles. A stock of several hundred always on hand. 


IRON FOUNDRY: 
NORRISTOWN, PA. 


25 Years Of F xperience 


In the SANITARY CLOSET LINE enables us to now offer to 
THE MASTER PLUMBERS DIRECT 
CLOSET COMBINATIONS COMPLETE of every description, 
ENTIRELY OUR OWN PRODUCTIONS. 


Closets, Basins, Urinals, Hoppers, Etc. 
Closet Tanks, Seats, Tank Boards, Etc. 


We Manufacture Our Own : | 
Tank Valves, Ball Cocks, Nickel Plated Pipes, Etc. 


all our SANITARY EARTHENWARE to be VITRIOUS. 
We Guarantee our Tanks and Seats to be UPTO DATE IN DESIGN AND PERFECT IN OPERATION. 
our Tank Valves TO WORK OUR CLOSETS TO PERFECTION, 


We call your attention to our SILENT SYPHON JET, patent applied for, without Jet Pipe or Rams 


Horn on outside of closet, the acme of perfection in sanitary ware. 
We call your attention to our CLOSET TANK of wood as well as of earthenware, built on scientific 


principles and guaranteed not to sweat or pull apart. 


ALL OUR GOODS bear our - 
REGISTERED TRADE MARK 


No Order too large for our capacity. None too small for our prompt and careful attention. 


Columbia Pottery & Mfg. Co., Kokomo, Ind. 
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we 


(Continued from Preceeding Page) 


room fixtures is carried into the attic be- 
fore entering the main stack, instead of 
entering it in the bath room. This is 
often done and even required in some 
cities, to provide means of properly vent- 
ing fixtures that may be installed above 
at some future time. 


Now let us turn our attention to the 
enlarged details of special parts of the 
work, as shown in Figs. 85, 86 and 87. It 
often happens that drawings drawn on a 
small scale, such as we must use in our 
illustrations of these articles, cannot 
show fully enough certain details, and in 
such a case, it is customary to show a 
special drawing of such part of the work 
enlarged. Lt 

In the case of Fig. 85, the horizontal 
line runs so close up to the cellar wall 
that there is no chance to use an end 
cleanout, and a horizontal cleanout must 
be used. As so often happens in an archi- 
tect’s plans, this cleanout has not been 
shown on the cellar plan, as it should be. 
This simply shows that wherever detail 
drawings are given they should be given 
full attention. 


Concerning Fig. 86, all there is to be 
said is that this foot connection cannot 
be shown on a cellar plan with any de- 
gree of clearness, and it is necessary 
either to give a detail or to show the con- 
nection on the respective elevations. 

Regarding Fig. 87, it will be seen on 
referring to the cellar plan, Fig. 78 of the 
preceding article, that on this plan the 
fresh air inlet would show directly above 
the main drain, and therefore to show 
clearly, an elevation of this part of the 
work must be given. 

It will be good practice for the student 


to work out all the work shown in this 
article. 

Fig. 84 can be shown twice as large as 
given, but the remaining sketches can be 
drawn up in the same size as we present 
them. 

We might add here, that in working up 


Fig.90. Main Stack and Vent Entering in two Positions 


his drawings, the student would do well 
to practice lettering, following the style 
of lettering used on our illustrations, for 
it is a fact that a man may make a fine- 
looking drawing and spoil its entire ap- 
pearance by poor lettering. Later in the 
series, we Shall probably take up the mat- 
ter of lettering. 
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CHAPTER III. 


T is not the purpose of the writer 
in these articles to pose in the 
role of a plumbing detective, or 
sleuth rather, and condemn right 
and left any particular system of 
plumbing. 

His idea is to point out the annoyances 
which the trade at large has had to suffer 
in the past by being forced to adopt and 
comply with certain measures put in 
vogue and promulgated by so-called sani- 
tarians, whose only attributes were those 
of glib tongues to ery down and defeat 
the protests of plumbers who could think 
and work, but failed to talk or protest at 
too much length, for fear of being worst- 
ed in the arguments brought up. 

When the health boards sent out the 
ukase that the vaults in the yards of tene- 
ments had to go, the trade waited to see 
what was the new method to be adopted 
for those who could not hire flats and 
have separate toilet rooms. The old 
privy vault was mostly oval in shape and 
as originally arranged, compared favor- 


ably with the method afterwards adopted. 


The appended sketch shows the oval vault 
condemned as being unsanitary. 
The vault was generally about 8 feet 


long, 6 feet deep, and between 4 and 5 
feet wide. The outlet to the sewer was 
through a long bend, looking downward 
or by an iron grating. Objection was 
made by the sanitarian against letting the 
waste from sinks and hydrant into the 
vault and they were backed up by the 
water department people, who made out a 
very good case for themselves by bringing 
forth the argument that too much water 
might be wasted by turning the hydrant 
and sink waste into the vaults. 

Nothing was left, therefore, to keep the 
vault sweet but the leader water from the 
roofs. So the vault had to give way to 
the pipe closets, and it is a mooted ques- 
tion among real sanitarians, and there are 
thousands of them in our trade, whether 
the pipe closet in a tenement house yard 
is any better than the old style vault, with 
its free waterway. A glance at the sketch 
of the pipe closets shows that barring the 
handhole entrance, everything is caulked 
tightly and obstructions are hard to re- 
move. 

The tenement house boy is just as full 
of mischief to-day as he was fifteen or 
twenty years ago, and will take as much 
delight in dropping a scrubbing brush or 
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half a brick down the new style of closet 
as he did in throwing one of his dads old 
gum shoes down the yault. 

It is all very well to say such things 
make work for the plumber, but if we 
take the average plumber of to-day and 
believe what he says, his only aim in 
business is to study. the welfare of his 
patrons. Consequently the fact that a 


REVIEW 


stee] tube comes from the hydrau 
chine tempered, and nicely, too, a 
although forced through cold. 

Metallurgists have failed to acco) 
this phenomenon, and a real pheno 
it is that the tube should come oy 
pered, but it does. 

On the same principle, a dise oj 
brass can be forced through the san 
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Figure 1—The Oval Vault Which Was Condemned as Unsanitary 


half brick or old scrubbing brush will be 
the means of putting a few odd dollars 


in his way must not be taken into con-~ 


sideration 

Bad as the old vault was, a friendly 
rake or clothes pole with a nail or hook 
in it would be the means of fishing up 
the obstruction, and there would be plenty 
of room for it to float around in or sink 
to the bottom. Not so with the pipe closet 
and rickety supply of water through a 
1% or 5-inch pipe at the very best. 

Yes, the sanitarians banished the vault, 
and the pipe closet came along at their 
behest, and we have carried over from the 
old to the new century. Really, if we 
were to take ourselves to task and con- 
sider the matter seriously, the heading of 
these articles should have a query mark 
(2?) after it, but still, as the old saying 
goes, “while there is life there is hope.” 

In a former article casual mention was 
made regarding the adoption of a better 
and lighter soil pipe that would stand 
erect and keep in position without tear- 
ing itself away from the plumbing fix- 
tures. A drawn brass pipe was suggested. 


of a machine and come to the trade 
shape of soil pipe of various sizes 
hub can be easily, very easily, S] 
expanded on the tube and nothing 
may be desired. 

Fittings? Y’s, Tees, bends, etc, 
turned out ad lib., partly by the 
process and partly by the bender’ 
nuity. Let us illustrate, as the 


TINNED 
vg END 


TIME D 


IVS DE 
Fig. 3— Showing How Easily a Y Can be 


goes. We will take part of a len 
drawn brass tubing 4 inches in di: 
and see how easily a Y can can bef 
It is the same story as the putt 
of the “saddle,” simply making a he 
placing the branch in position. F 
six units will hold the branch, whi 
be brazed to the body and that par 
difficulty is ended. 


Fig. 2 —Pipe Closets Which Barring the Handholes Everything is Caulked Tight 


The reader will ask, presumably, Is the 
writer in dreamdom? No. For the last 
six years, aS many know, a disc of cold 
sheet steel measuring say 6 feet across, 
has been forced by hydraulic pressure 
through certain dies, to come forth a 
seamles tube of any diameter. 

Gun barrels, and good ones at that, are 
made to-day by the same process, and the 
old “stub twist” guns of our fathers have 
to “go way back and sit down,” when 
they come along, for the reason that the 


Probably the one mooted question 
be the bend. No amount of scient 
search has been rewarded so far aS. 
wherein a smooth bend can be dra 
any process. But a split section ¢ 
can be nicely turned, just the same 
old-time plumbers split a section ‘ 
soil and deftly turned out an of 
bend at will, soldering only one seal 
same will do for the drawn brass fi 
only brazing must be substitute 
the part the plumbers soldered. — 
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[Ihe Ideal Trap Still in the Lead 
NO INTERIOR PROJECTIONS, TUBES OR OTHER OBSTACLES 


Self-Cleansing be- 
cause its Action is 
Centrifugal. 

Note Whirlpool ef- 
fect. 

Safe Seal. 


Interior Surfaces 
are Polished, and 
grease will not ad- 
here to its sides. 


Che IDEAL MANUFACTURING CO. 


ETROIT, MICH. 


WINDSOR, CANADA 


The B. B. HIGH PRESSURE BALL COCK. 


THE SIMPLEST AND BEST COCK EVER MADE. 


No a a Roller- 
special Fam bearing 
packing lever 
required on cam 

reduc- 
sine ing 
ee g friction 
which is Fete 
epee amount 

HAS ONLY ONE PACKING WHICH IS READILY REMOVED. 


No Hammering. Renewable Seat of best Steam Metal. No Singing or Whistling. 


The Boston Brass Company, 
40 Oliver Street, « e ° BOSTON, MASS. 


REASE TRAP 


She Best 
Ohe Largest 

Most Powerful “™® 
Most Reliable * 

LinE OF Hot Water ei 

| Specialties 

ON THE MARKET. 


_ Weare the pioneersin COMBINATION HEATING. Our system is absolutely successful. 
WRITE FOR CATALOGUE. 


CHARLES SMITH ComMPANY, 
22 Lake Street, 2 s CHICAGO. 


-~ 


Ceest 's “wee poyuezeg) 


HIS trap is made of heavy brass, polished or nickel-plated, and is furnished 
with coupling complete, and the handsomest trap in appearance ever 


made. To clean it is but the work of a moment. This grease trap is the 
most reasonable in price of any first-class trap ever placed on the market. 


NATIONAL BRASS MANUFACTURING Co. 
G17-19-21 Adams Street @ - = HANSAS CITY, U,S.A,. 


THE 


i Ail inquiries and sketches on practical and scientific subjects relating to plumb: 
| ing, heating, and lighting answered in this column. 
No answers given ty mail, but published in due time. 


g only. 
must accompany each e3:amunication. 


= 4 


THE DOUBLE BOILER SYSTEM 


ILLUSTRATED. 


Editor Tum PLUMBHRS’ TRADE JOURNAL: 

I would be pleased for any information, de- 
scriptive matter, ete., of* the double boiler 
system which I am advised is in use in your 
eity. I haye been referred to you by the Henry 


rv 


in 


a SS ae 
itl! 
A 


To Heater 
WMonudblte Borler 


SS SSS SS ae LS SS 


Steeger Company, and enclose their sketch. 

Kindly advise me as to the connections, etce., 

and greatly oblige. FRANK H. Pass. 
Rochester, N. Y. 


Write on one side of paper 
Name and address 


The object of the double boiler is to pro- 
vide two separate systems for supplying 
hot water to high buildings that cannot 
be supplied from the city pressure on ac- 
cotint of being above the reservoir. The 
outer boiler is intended to supply the 
lower floors as high as the city pressure 
will carry it. The inner boiler, which is 
intended for the upper floors, takes its 
heat from contact with the hot water of 
the outer boiler,,and is supplied with 
water from a tank which often is placed 
upon the roof and is fed by means of a 
pump or other special contrivance. We 
show a sketch of a double boiler and con- 
nections, and in a later issue shall pre- 
sent a much more thorough and descrip- 
tive article on the system, which, by the 
way, is rapidly going out of use. 


WHY THE WATER IS SOMETIMES WHITB 
WHEN DRAWN. 
Editor Tom PLUMBERS’ TRADE JOURNAL? 

I wish you would tell me why it is that 
when we connect a range with water the water 
comes white when first used. 

New Bedford, Mass. A. BoxLpuc. 

There are two reasons why the water 


mentioned by A. B. may have a white ap- 
pearance. If upon close examination the 
water is found to contain small air 
bubbles, which on standing .a few mo- 
ments becomes clear, it is evident that 
there is air in the water and is perfectly 
harmless. This is a condition that often 
exists where water is relieved of its pres- 
sure, and gives a glass of water the ap- 
pearance of having milk in it. But if 
the water does not become clear in a short 
time, showing air in the pipes, we must 
look for another cause. Frequently in 
running water through new pipes the 
wash from the inside of the pipes gives 
this appearance, and we would advise not 
using the water for drinking purposes 
until this discoloration ceases. 


HERE IS WHAT AN APPRENTICE OF 
SEVENTEEN CAN DO—HE HAS 
THE RIGHT STUFF IN HIM. 
Editor Tum PLUMBERS’ TRADE JOURNAL: 

I herewith send you a sketch ag having 
noticed the drawings and articles in your most 
valuable paper thought I would send you a 
drawing of the general roughing in work as 
done here in Denver, as seen and drawn by 
myself. I hope this will meet with your ap- 
proval, as it is my first effort in this line, 
being an apprentice at the trade. My age is 
17 years. CHARLES W. N@SKI. 

Denver. 


We are very glad indeed to receive 
such drawings of plumbing work as our 
correspondent has sent us, and we have 
nothing but good words to say of the 
work of this seventeen-year-old appren- 
tice. We can readily believe that many 
another apprentice boy might well devote 
his leisure to working out on paper in 
this same way the work that he has ac- 
tually been employed upon. 

We are always pleased to publish these 


interesting communications from 


our 
readers. This young man is bound to 
make his mark if he has his health and 


A 


Hilt 


perseveres. He is built of the right sort 
of stuff to honor our calling in the days 
to come. We compliment him. 


KANSAS CITY MASTER PLUMBERS OBJECT 
TO THEIR ARCHITECTS’ THEO- 
RETICAL IDBAS. 


Editor Tum PLuMpnrs’ Traph JOURNAL: 

We, the master plumbers of Kansas City, 
Kansas, desire an opinion from you op a sub- 
ject which is of great interest to the trade 
in our part of the country. Some of our 
architects are of the opinion that our plumb- 
ing ordinance needs revision While perhaps 
that may be so, we still take exception to the 
remarks of 8. H. Kurfiss, an architect of this 
city, who makes a claim which we desire Tui 
PLUMBERS’ TRADE JOURNAL to comment on at 
its earliest opportunity. Here is what Mr. 
Kurfiss says: 

“The simple system is worthy of considera- 
tion and investigation. W. Paul Gerhard, one 
of the best Eastern sanitary engineers, is an 
advocate of it and some of the best sanitary 
engineers in this city have indorsed his metn- 
ods, but on account of the ordinances govern- 
ing plumbing it is impossible to install them. 
It has been said that the present ordinances 
were written solely for the benefit of the 
plumber. Of course, a few will say that the 
system now in use is necessary to prevent the 
breaking of the seal by syphoning. Mr. Ger- 


JAS 


“The Complicated Method,” says Mr. Kurfiss 


hard meets this contention by offering in lieu 
of the present system this simple method of 
plumbing which overcomes the danger of break- 
ing the seal. It will be readily understood 
that it is impossible to break the seal by using 
a non-syphoning trap. 
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| 
“The four great principles applying 
inside house drainage are as follows: | 
“FWirst—All waste matter capable of 
transported by water must be remoyeq | 
pletely as soon ag produced. 
“Second—-The air of the street sewer al 
the house pipes must not be permitted to | 
the building through the outlets of th, 
tures. 
“Third—Induze a circulation of aip th. 
the soil pipes by providing a foot yent) 
at its lowest point. 
“Fourth—Trap the drain before conn 
with the house sewer (as a circulation is , 
ed by the fresh air pipe attached to ‘the i 
side of the trap) and carry the outlet | 
place remote from doors, windows anc 

supply of the heating apparatus. 
“Generally street sewers are amply fli 
and ventilated, and where a house systen 
been thoroughly tested to secure abs 
tightness, the main trap and fresh air | 
may be omitted. The greatest danger to 
plumbing system is the accumulation of g 
in the pipes, caused from the flow from 
kitchen sink. This is overcome by the u 
a grease trap that retains this grease and 
mits it to solidify. The soil and waste 
in order to prevent pressure of air in { 
must be extended full size to the roof and 
enlarged to four or six inches, as case | 
be, and left open and unobstructed. All fix 
must have separate connections to the Yel 
soil or waste pipes. ‘ | 
“The essential requirement of this sj 
system is the safe trapping of all fixtures, 
simplest method used for trapping is in 
shape of the letter ‘U,’ but it is best i 
cases to use a non-syphoning trap whic 
| 


“The Simple Method,” says Mr. K. From K: 
City | 

shaped with a view of retaining a seal \ 
syphonic action takes place, its seal being! 
deeper than usual. Of course, the ‘back 
pipes cannot always be dispensed with, ' 
cially where the fixtures are located at a 
tance from the vertical soil pipe. © zy 
“This simple system is far superior to 
one required by the rules and regulations 0. 
plumbing ordinances and they should be che 
to make it optional with the architect or 0 


which system shall be used.” 
Goren C. ae 


Kansas City, Kan. ' a 
Mr. Kurfiss in defending his side of: 
question could not have selected a sk 
of work which would have been ? 
favorable to his argument. The arra 
ment is of the very simplest—fixt 
close to the stack—each fixture Prov 
with a separate entrance—0 
branches—no cellar fixtures, ete, 4! 
any system of plumbing can be absoll 
safe without ventilation, Mr. K. has | 
fortunate to make such a selection. yi 
is a fact that it is seldom the plumber ! 
a system installed, or owing to ; 
conditions to be met is able to install 
on such ideal lines. Mr. K. is conten! 
against the increased outlay owint 
the venting of the plumbing syste™, 
it must be admitted that if Kansas 
ey 

requires work done exactly in accord | 
Mr. K’s “complicated method,” the 
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Lavatories of Every Description 
From our Plumbing Department | 


And a large stock of 
goods is a strong in- 
ducement for you to 
give us orders. 


Let us impress you 
there is nothing too 
good for our custom- 
ers. Carrying a stock 
of these goods we can 
fill your orders im- 


mediately. 

Write, telephone or 
come in and look at 
our Show Room. 


When writing, mention Dept.R. 


JOHN SIMMONS CO., pee 


THE MOST 


SUCCESSFUL 
PLUMBERS 


EVERYWHERE 


THE THE TEST OF SERVICE 
JEFFERSON UNION INVARIABLY PROVES THE 


ABSOLUTE SUPREMACY OF — 
ann FLANGE. 
Hersey YfaTer MeTeRs 


OUR DISC AND ROTARY METERS T HE T RI DE NT 


are officially adopted for use in W 
Just what every fitter has often hunted Greater New York A T E R M iE T E R S 


for, AUnion THAT IS TIGHT and STAYS 


TIGHT. built, on the right principle to) || 1 Hersey ManufacturingCo. Constructed and Sold by 


JEFFERSON MFG. CO., Telephone 220 Broadway NEPTUNE METER CoO., 


LEXINGTON, MASS. 1848 Courtlandt New York City 


142 Market St., NEWARK, N. J. 


BUFFALO METER CO. 
Water Meters | GosseenTestEy | Pescmtonseenerar] || ROLL RIM BROWN 
5 ZOO TERRACE ee COLUMBUS and _ WASH TRAYS 


—— OVER 50,000 IN USE. Y SS > NEW ERA CHARLES GRAHAM, 


WROUGHT CHEMICAL 
STEEL SINKS | POTTERY 


BS acy 
Made in Six Sizes Columbus, Okie. 110 to 116 Metropolitan Ave., 


Send for Catalogue. Brooklyn, N. Y. 


FLEMING SLATE Co., 
Mills and Quarries 
Poultney, Ut. 

Purple and Green Slate. 
WASH TUBS, SINKS, URINALS, 


EVERYTHING THAT CAN BE MADE FROM SLATE. 
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Questions 224 Answers Continued tom Preceeding Page 


several points where under less expense 
just as sanitary work can be done. For 
instance, nearby vents may be branched 
into one; the main vent may be con- 
nected into the main vertical soil pipe 
above the highest vent, instead of pass- 
ing through the roof, and may re-enter 
stack at first floor. In addition, the fresh 
air inlet may be carried out through 
the foundation, and while being less ex- 
pensive will operate to better advantage 
than the roof method. Mr. K. states that 
non-syphoning traps should be used in his 
“simple method.” It is much easier to 
talk about such a device than to state 
without any reservation that such and 
such a trap will actually withstand 
syphonage under the severest possible 
test, and that nothing can in any way 
make it work other than perfectly. When 
it has been proved that such a trap 
actually exists (there are one or two 
traps with excellent claims along this 
line), then we shall believe that we can 
do away with the good offices of the 
fixture vent. Until that time comes, the 
vented plumbing system is considered the 
safest. Mr. K. believes that the main 
trap and fresh air inlet may be omitted 
when the system is known to be tight. 
That the system is tight is a point that 
we cannot be sure of from one hour to 
another. 

Mr. K.’s final suggestion that the choice 
between the use of the two systems be 
left optional to the architect and owner 
strikes us aS a queer arrangement. The 
owner of rented property would not pass 
with us aS an impartial judge in the mat- 
ter, and the plumbing trade knows from 
past vexatious experience that the archi- 
tect in nine cases out of ten doesn’t know 
any too much about matters touching on 
plumbing. We must confess that we 
should rather have some one else decide 
in such matters. He is, of course, re- 
liable as a draughtsman, good as a 
theorist, but away off as a practical 
plumber. We always like to listen to his 
theories and if he is wrong just a little 
effort on the part of our trade along the 
lines of a practical demonstration can 
convince him that while theory is good 
it is always subject to an amendment 
by practice. 


MAY BE A VACUUM, OR AIR 


VALVE STOPPED UP. 


Editor THE PLUMBERS’ 'TRADE JOURNAL: 

What makes a radiator (steam) crack when 
steam is turned on and when it gets low. 
Radiator on third floor. Our pipe system, 114 
supply, automatic air valve. All other radia- 
tors O. K. Will you suggest a remedy. 

Providence, R. I. M. J. MurpHy. 

No doubt there is a vacuum which holds 
the water of condensation in the radiator, 
Possibly the air valve is stopped up or 
does not work properly. This being a 
matter easily ascertained, we would ad- 
vise looking at this point for the trouble 
first, which can be tested by using a com- 
mon vent. If the trouble is not found 
here, look for a trap in the piping to the 
third floor radiator. We believe our 
friend will find the cause of his trouble 
at one of the two points mentioned. 


THERE 


CONSTRUCTED THE JOB AS THIS 
JOURNAL SUGGESTED, AND 
WITH SUCCHSS. 


Editor THH PLUMBHRS’ TRADH JOURNAL: 
I write to you at this time thanking you 


very kindly for the article you published in 
THE JOURNAL of the 15th of December on 
expansion tanks for greenhouse heating. 

I will state that I erred in not describing 
the -style of tank, but state it was of the 
open pattern, as you state, is the best kind 
to install. 

I completed said job on the first of December, 
and turned it over to the man in charge, and 
Since then it has given perfect satisfaction. 
On the arrival of THm JOURNAL on the 15th 
I looked the article up, and pleased to say lL 
constructed the tank just about the way your 
article reads with over-flow and tell-tale also. 

Thanking you once more for this trouble 
you had to go through. 

Anacostia, D. C. CHAS. J. MONTGOMBRY. 


EDUCATE THH PEOPLE TO AN UNDER- 
STANDING OF PROPER SANITARY 
PLUMBING. 


Editor THn PLUMBHRS’ TRADE JOURNAL: 

I send you drawing of a plumbing job of 
a residence for Mr. E. Newall, Chief Inspector 
of Brake for the Westinghouse Air Brake Com- 
pany. Mr. Newall made these drawings him- 
self, and has been getting his ideas from Tun 
PLUMBERS’ TRADE JOURNAL, and not being a 
plumber himself shows that he has been a 
pretty close observer and also a_ practical 
thinker, and from his drawing ought to get 
good results out of his job. I thought it was 
as compact as practical to make it, as his 
residence is in the suburbs and has no plumb- 
ing restrictions or sewerage. If you see fit 
you may publish this J. T. ADAIR. 

Wilmerding, Pa. 

We agree thoroughly with our corre- 
spondent. that the accompanying sketches 
show a knowledge of the subject of plumb- 
ing not to be looked for in one not di- 
rectly connected with it. If more people 
understood in this thorough manner just 


what modern and sanitary work really 


Grouma Level 


STI 
© Terra Cotta -Cementea Joints 


Mote. 
Lop o 
writ 


ard 
w tar pain’ 


means it would be a fortunate thing for 
the plumbing trade. 

The manner in which Mr. Newall has 
prepared and had his plumbing installed 


illustrates one beautiful fact, and a fact. 


that Tur PLuMBERS’ TRADE JouRNAL has 
for years tried to instill in the minds of 
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own residence. If the trade will take this 
incident as a text of a lecture on the 
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T. J. Adair. Sectional View of the Plumbing Work 


subject of educating the public along the 
art of their work we shall feel well satis- 
fied. 


HOW HE FIXED THE SPLIT GALVANIZED 
PIPE. 


Editor Ton PLUMBERS’ TRADE JOURNAL: 
Last winter during the frosty season several 


Depth. to Sama 
J.T. Adair, Wilmerding, Pa.— Elevation of Cesspool and Connection 


pipes in a large hospital in this city had frozen 
up and cracked, these being galvanized iron 
Crotons. The enclosed drawing shows the de- 
tails of a rather tedious and irksome job 
that fell to my lot. I found the cause of 
trouble in a piece of %-inch galyanized iron 
pipe or nipple (6 x % inches), running per- 
pendicular with the riser. It had frozen up 


and split. It was of a peculiar construction 
ye 
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J. T. Adair, Wilmerding, Pa.—Plan of Cesspool and Connection 


the trade: That the house owner should 
be educated to the necessity of fine mod- 
ern sanitary plumbing. Mr. Newall has 
been educated, it is evident, and as a 
result he has seen to it that a good grade 
of plumbing has been installed in his 
house. The defects in it are minor and 
very few, the principal feature being the 
fact that a layman has interested himself 
sufficiently in the art of the plumber to 
desire good work and to pay for it in his 


and looked as if a mistake had been made in 
the riser. It being too short for the floor 
therefore it became necessary for me to re- 
move all the pipes direct to the riser. 


The first pipes directly under the sink re- 
sponded after some pressing with the wrench, 
but the piece of pipe I have reference to was 
located in a small shaft 2 by 3 feet. There 
was access to the shaft by a window, but it 
was too high to be of any service. 


I broke a small hole with my chisel in the 
fireproof partition, then lying upon my back 
and twisting the wrench, I loosened the split 


piece of pipe and, eventually, took it 
When I replaced it I made the whole busi; 
new pipe and the perpendicular piece long 
New York City. T. F. MeMacki; 
We are always glad to have our 1 
ers send in to us material that wil 


of general interest, as the dispensing 
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useful information is a part of Tux Jo 
NAL’S work. : 

While not bearing on the matter 
which our correspondent writes, we : 
tice that the vent from his trap is bel 
the hxture which it serves. 

This is, of course, wrong, and we p 
sume that it is an oversight on the p: 
of our correspondent, rather than a ¢ 
rect representation of the work un¢ 
consideration. 


HOW TO APPORTION DIRECT AND 
INDIRECT RADIATION. 


Editor Tap PLUMBHRS’ TRADN JOURNAL: 
Will you please give me through your ¢ 
umns a good rule for figuring indirect rad 
tion. I know that it is customary to add 
per cent. to the amount of direct radiation 
quired, but supposing you wish to put in so 
direct and some indirect in a room, how wot 
you apportion it? 
Thanking you in advance for any inform 
tion you may give me along this line, I rema' 
St. Paul. A RBADER. 
There is no better way than to fir 
ascertain in the usual manner the amou 
of direct radiation necessary and add | 
per cent. to it. In the event of usi 
both direct and indirect, the same ru 
applies. For instance, a room requirit 
80 feet of direct radiation, after placir 
40 of it on the direct we add 50 per cen 


to the remaining 40. 


PUTS UP $500 TO BACK HIS THHORY 0 
VENTING—PLUMBING INSPECTORS 
SHOULD GET TOGETHER. 


Kiditor Tom PLumMBrrs’ TRADH JOURNAL: 

I note in your issue of December 15, 190 
that Mr. Geo. F. Ryan, a Chicago plumber ‘ 
experience, can syphon any anti-syphon tr 
ever invented. I suppose he means withol 
using a force pump or unscrewing the cov 
from the bottom of the trap. I am glad th 
Mr. Ryan is bold enough to make such a stat 
ment, even if I don’t believe he can really a 
complish what he thinks he can, and althoug 
he don’t say how he will syphon the wat 
out of these traps. ae 

I will ask Mr. Ryan or any arch 
plumber, do they believe that with a 
Seal” trap or its equal under a fixture 
a 38-inch waste pipe continued above t 
of a 12-story building with a fixture | 
floor and all fixtures filled with wa 
emptied at the same time that anya 
traps will syphon? And this is more of 
test than any trap is subjective to in actu 
use. He or they can win $100 or $500 fro 
me, and I will deposit the money with th 
Editor of THm PLumpBers’ TrApn JOURNAL. 

Now, if this trap mentioned or its equal cal 
not be syphoned with such a test made as thi 
I would like to see the architects and contra 
tors of buildings stop allowing their building 
cut up, and the many unsightly pipes expose 
sticking through the roof of a building reu int 
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The F. & W. System 
VENT, REVENT and DRAINAGE FITTINGS 


are fast revolutionizing Sanitary Plumbing. 


Once used, always used, is their record among 
Architects, Master Plumbers, Builders and owners. 


Our new Catalog, fully describing the F.& W. System, is yours for the asking. 


Different styles of F. & W. Fittings, will be shown in next issue of this paper. 


TRADE F. & W,, marx 
A 


FIG. 520D FIG, 526 . FIG. 510 
FIG. 557 F. &W. Revent “A” | & W. Revent “'c” is cut shows F.& W. San- 
F. & W, Increaser Short Pattern F. ee a itary Tee with left hand 


side in inlet. 
ADDRESS ALL CORRESPONDENCE TO 


CENTRAL FOUNDRY C0O., = = 116 B Nassau St., NEW YORK CITY. 


“THERE IS ONLY ONE LEADER" 


SS ee 
THE °° 


The only “SELF-SCOURING” Trap made 
“That Cannot be Syphoned” 


At a recent test for Syphonage by the Trenton, N. J. Board of 
Health, the “SURE-SEAL” Trap scored a victory over all other 
ens tested, and gave the makers of so-called non- syphon traps 
a “severe jolt.” 


We invite investigation by Health Boards and Plumbing Inspectors. 


WRITE US TO-DAY. 


Ohe Sure-Seal Trap Co., xc. 


Providence, R. I., U.S.A. 
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ing one of a circus tent with the pole sticking 
up. Mr. Editor, again let me call your atten- 
tion to why the plumbing inspectors of the 
many cities that have plumbing ordinances 
should meet and hold a convention, where all 
such questions could be settled and thousands 
of dollars saved to the property owners from 
paying for dead material that is put into build- 
ings. 

The American mechanic has always adopted 
simplicity as a rule. The experience that I 
have had has taught me that there is more 
sewer gas escaping into buildings from a by- 
pass by improper back venting than trap 
syphoning. Extend all waste pipe above roof 
and there is no danger of a trap syphoning. 

Savannah, Ga. F. W. CAMPOS. 

Plumbing Inspector Campos is quite 
evidently earnest and honest in his con- 
victions. The fact that he offers five 
hundred dollars to back himself shows 
that he has given the subject some little 
consideration. Of course THE PLUMBERS’ 
TRADE JOURNAL does not wish to pass upon 
his opinion in a matter of this sort. We 
leave Mr. Campos in the hands of our 
readers and will welcome any replies, 
criticisms or comments that may be sent 
us in connection. 

The suggestion that he advances that 
plumbing inspectors of the United States 
should get together is a splendid one. If 
an organization of plumbing inspectors 
of the United States could be established, 
with quarterly, semi-annual, or even an- 
nual meetings, at which all matters prac- 
tical could be considered, the greatest 
good would result. Such an association 
founded on solely practical ideas run a 
little bit after the methods of the heat- 
ing and ventilating engineers society of 
New York City, could not do otherwise 
than disseminate a fine assortment of 
practical and theoretical views. We hope 
Mr. Campos’ idea will be taken up and 
something come of it. If THr PLUMBERS’ 
TRADE JOURNAL can help in the formation 
of an organization of this sort,-it will 
gladly place itself at the disposal of the 
plumbing inspectors. 


SHOULD BE THE LAWLER REGULATOR. 


Editor TH PLUMBERS’ TRADH JOURNAL: 
In your issue of the 15th inst. we have read 


Fig. 2—Closet showing Marble Partition 


with considerable interest your answer to F. W. 
Hayden, Glencoe, Minn., regarding a hot water 
damper regulator. The illustration you show 
is the Lawler damper regulator, and is well 
protected by patents. Your description together 


Questions 224 Answers Continued tom Preceeding Page 


with the cut confirms this, although your ad- 
vice how to construct is more or less inaccurate 
and therefore misleading. In addition to this, 
it would be an infringement to manufacture, 
sell and use without our permission. The point 
we are trying to make is that you should have 
stated in your answer that this is the Lawler 
patented hot water damper regulator, although 
you do say it is similar to it. 

We respectfully submit the above for your 
enlightenment. 

LAWLER WATHR Fenp & DAMPER 
REGULATOR COMPANY, 


New York City. 


We might refer to Wm. Paterson, of 
the City of Mexico, as being the father 
of good sanitary work in that foreign 


RID IS OY YS Se 
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NEW ROCHELLE MASTER PLUMBERS ELECT 
OFFICERS 

The Master Plumbers’ Association of 

New Rochelle, N. Y., elected the follow- 

ing officers at a recent meeting: Presi- 

dent, W. T. Lippoth; secretary, W. L. 


Bell; treasurer, C. J. Leanz. 
—__ >_> #4. 


To keep up with their rapidly-increas- 
ing business the Crampton-Farley Co., 
of Kansas City, are putting in a 60 horse 
power Kewanee boiler. They have also 
just finished the patterns for their new 
drain for shower-bath rooms, which they 
have named the “Sansealo.” 


PAIS ISS Dy 


ish-speaking population, is a fine speci- 
men of hardy manhood, standing over 
six feet, and magnificently well preserv- 


William Paterson, Founder of Good Sanitation in Mexico 


Fig. 1—View of a Portion of the Plumbing Work in the Mexico Post-office, showing the MosaicTiling 


country. Mr. Paterson, or “Guilermo 
Paterson,’ as he is known to the Span- 


ed. He came over from Scotland many 
years ago and located in the City of Mex- 


ico, wherein he possesses a ‘splendi 
tablishment that would do credit to 
best in the States. Being so far : 
supplies, he carries a very he 
Several years ago THE Pr 
JoURNAL presented a phctogr, 
Paterson, together with pictu 
plumbing establishment. [| 
diately following the San Anto 
tion of the National Associati 
ter Plumbers. It will be r 
that an excursion trip was 
delegates into the city of old 
Mr. Paterson’s magnificent 


was a source of wonder and | ligh 


oe 


our craftsmen. 

We have the good fortune to Be ab 
present a few views of some plum 
work which he has recently perfo: 
in the City of Mexico, which wil 
somewhat to show the trade just 
class of sanitary work which is bein 
stalled in his country. Fig. 1 is a 
which Mr. Paterson had taken | 
cially for THe PLrumBers’ TRADE Jou 
of a portion of the plumbing work 
ing on in the general postoffice in 
City of Mexico, which building is no 
course of construction. The photogr 
show parts of lavatories with Mosai 
ing, nickel-plated framing and m: 
partitions. The marble lavatories y 
do credit, as can be seen, to anythin: 
have in the States, being a most mo 
specimen of work. ; 

Fig. 2 is an illustration of a lin 
the closets with marble partitions 
nickel-plated frame work inclosing t 
Hinges have been made for doors ¥ 
are not yet hung, as the work is but 
tially completed. 

Fig. 3 shows a line of closets in 
other part of the building with si 
the nickel-plated frame work laid 
The marble has not been installed. 
better work than this can be seen 
where, and Mr. Paterson is to be ©! 
mented on his skill. 

———_ oe 04 o> 


The Zierlein Patent Light Co., o 
Louis, have started in at 4 N. 12th st 
in that city, and will manufacture 
make a specialty of gasolene li; ‘ting 
tems. 


Fig. 3—A Line of Closets, Marble Not !n 


At a recent meeting of the Ame 
Porcelain Company, New Brighton, 
Mr. F. §. Reader was elected presi 
succeeding Mr. T. EB. Marshell. M 
A. P. Graham continues as secretin 
treasurer. Ee 
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FOR STEAM AND HOT WATER 


Capacities: 100 to 6,900 square feet 
Water Radiation; 180 to 4,200 square 
feet Steam Radiation. 


Most complete line made 
under one name in the 
United States. 


Are you among those who have 
found MacEE MHzatTeErs profitable 


company? 


Tee emer wwe mee eee eee ee Seen eeetaeeeeee 


: DIRECT FIRE SURFACE : 
: as compared with : 
' FLUE SURFACE: 


—is as— 


Femme ee eee eee eee EPO OEE Hates eeeeeses® 


OUR CLAIMS: 


Large Combustion 
Chambers with Largest 
Available Direct Fire 

Surface 
Supplemented by Large Flues and 
Deep Fire Pots, providing for a 
large body of fuel under slow 
combustion. 


The value of perfect combustion 
cannot be over estimated. 


— SEND FOR—— 
Desoriptive Pamphlets, Illustrated, giving Tables of Dimensions, Prices, Etc. 
32-38 Union Street, 


MAGEE FURNACE CO., ”** seston: 


Wustern Acrncy: J. D. LOTT & CO., 86 Lake Street, CHICAGO. 


se DIAPHRACM 
| . STEAM VALVE 


STEAM COIL. 


D.&R. 
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THE STEADY LEVEL. 


The stzady water-line much desired in a Steam 
Boiler, results from a just-about-right arrangement 
of water line areas, steam space and inner circulation. 

IDEAL Boilers work with a reliable water-level 
steadiness. 


They manifest a general 
steadfastness in every part, 


in section, grate, connection, 
and all the small parts. 


as 
? 


IDEAL Boilers, 
AMERICAN Radiators. 


IDEAL Premier Boiler 
For Water. 


AMERICAN RADIATOR COMPANY 


LAKE AND DEARBORN STREETS, CHICAGO. 
New Yors: 42-44 E. Twentieth Street. MINNEAPOLIs: 204 Fourth Street, South. 
Burraco: 1741 Elmwood Avenue. Denver: 831 Fifteenth Street. 


PHILADELPHIA: 622 Arch Street. Boston: 44 Oliver Street. Sr. Louts: 207-209 N. Tenth Street- 


Our Book 


describing the Regulator shown in 
cut and our other devices used to con- 
trol the temperature of hot water 


Is Ready 
DO YOU WANT IT? 


ee 


Davis & Roesch Temperature 


Controlling Co., 


276 New Jersey Railroad Ave. - NEWARK, N. J. 


Manufacturers of 


HOUSE and CAR THERMOSTATS 
HOT WATER REGULATORS 
DAMPER REGULATORS 

DRAFT CONTROLLERS 
PRESSURE GOVERNORS 
VACUUM AIR VALVES 


Modern Practical Steam 


Ce 


ee a Se ee ee aA | 


peace! Talks on Steam ; 
and Hot Water Heating i 


ee cae enc ttn Actin tn ann inainceeniettn teeta ieee 


ARTICLE X—BY DON REX 


ELPS FOR THE FITTER.—Among 
the many “tricks of the 
trade” which will prove a 


help to the fitter is the one 
shown by sketch No. 1. He 
is, we will suppose, putting 
in a single pipe gravity steam 


job 


Steel Beare 


where running lengthwise through base- 
ment is a large timber or steel beam 
supporting the first floor joists, and in 
making the circuit of the basement with 


Stcel Bea 
Ena View 


Reel Drip g 


Fig. 2 


the steam main he finds that to carry the 
main under the beam will interfere with 
head room and will also bring the end of 
the circuit too near the waterline of the 


Creck 
Qappex as 


“Ex parsio rm Tamk 


Fig. 3 


boiler. The old method of raising the 
main, using a heel drip at this point, is 
shown by sketch No. 2. The heel drip is 
carried to the floor of the basement, and 


Fig. 4 


in the most convenient manner possible 
is then connected into the nearest wet re- 
turn. 

On the job the fitter now has on hand 


we will suppose the basement is to be fin- 
ished and occupied, and the owner of the 
building will not allow the fitter to drop 
with a heel drip connected to a wet return 


| 


ill 


(i 


| | 


il 


alll ‘lll 


| 
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and Hot Water Heating — 


main is larger a correspondingly larger 
size of pipe should be used. The conden- 
sation collects in this small pipe until it 
is filled and then as fast as it is collected 
it empties again into the main on the op- 
posite side of the beam. 


RELIEVING VACUUM ON A PRESSURE JOB. 
In putting a job of hot-water heating 
under pressure, that is, the closed tank 
system, with a safety valve on the ex- 
pansion tank it will be found ofttimes that 
, 


i it 


1 


Za 


fl | 
——————— aE 


Fig. 5, Showing Radiator Made in a Variety of Styles, Known as the ‘Wall Radiator | 


pipe. By following the suggestion shown 
in sketch No. 1 he will get over the diffi- 
culty in a neat and workmanlike manner 


there is trouble in relieving the vacuum 
at this point. We have used vacuum 


valves with but poor success, and we 


Fig. 6. Illustrating the “Miter Coil,” Made by Using Cast Iron Tees and Right and Left Elbows 


without the use of any drip, and also 
without the possibility of any hammer- 
ing or pounding of the pipes. Care should 


might add, also, at too great cost, as they 
are expensive. A friend of the writer 
found (we do not know where) a very 


be taken that the small pipe under the 
beam is of sufficient size to carry by the 
condensation at that point. If the main 
is 8 inches in size, a 11%4-inch pipe will 
prove of sufficient capacity, but if the 


Fig. 8 Shows a Corner Coil for Steam or 
Hot Water 


simple way of getting rid of the vacuum 
without the use of a vacuum valve, and 
we illustrate it by sketch No. 3. We can 
say that we have seen it in operation and 
it does the work effectively. By reference 
to the sketch the reader will at once see 
the character of the appliance. The check 


run; use gate or angle valves. __ 


valve will operate and relieve the vacuu 
and connection is made from check yaly 
to tee on the overflow in order that an 


Bax Vent 


Fig. 7 


leakage at the check valve will pass 0 
through the overflow. 
CAREFUL USE OF GLOBE VALYE: 
—A word of caution regarding the use ¢ 
globe valves. Never use a globe yaly 
with the stem set vertical on a horizont: 
run of pipe, as a globe valve used in thi 
manner is an obstruction and will hol 
back the water of condensation. Se 
sketch No. 4. If it is necessary to use 
globe valve on a horizontal run, set th 
valve so that the stem is horizontal, 2 
the valve placed in this position will in 
pede the water of condensation but littl 


Fig. 9 


A good rule for the fitter to follow is 
Never use a globe valve on a horizont 

COIL WORK AND VENTING IND 
RECT RADIATORS.—There are tW 
parts of the knowledge of steamfittin 
that we have found confusing to the ® 
erage fitter—that of the proper metho 
of building and venting pipe coils and tt 
proper method of venting indirect radi 
tors. Consequently we shall devote a Pp? 


Fig. 10 
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Free for 30 days 


To convince you beyond a doubt that The 
onderful Doran Lignt willlight your 
store better and at less Gost than with any 
other kind of light, we will send our outfit 
free on 30 days trial. Let it prove our 
claims. If it fails, send it back at our ex- 
pense. lf it succeeds, send us the price. 
Send for catalog and price list. 
ACORN BRASS MFG. CO., 
61 Green S$t., Chicago, Ill, 


BRASS 
BRONZE 
COPPER 
STEEL tat? Z re 


TRADE »—< MARK 


THE NATIONAL 
HOT WATER 
HEATER 


ee [7y?? For Steam 

Torrid’ Heater Fe3 Conte 

It is practicalin design» 
safe, being tested to 200 
pounds, easy to manage 
and keep clean; durable, 
sectional and easily hana- 
led; has no packed joints; 
is self-feed or surface 
burning; has the Torrid 
patent rocking and dump- 
ing grate, and is low in 
price. We also manufac- 
ture a boiler especially 
adapted for burning fine 
anthracite coal. Send for 
catalogue, 


FACTORY: 


KINNEAR 


Suitable for large or small 


houses, stores, conserva- 
vatories, barber shops, 
hotels, etc. 

Heats water quickly. Cir- 
culation is positive. No 
joints inside to leak. 

Also, all kinds of coils and 
bends of iron, brass and 
copper pipe. 


RADIATORS 


excel in artistic appearance; great- 
est heating surface in limited floor 
space; increased efficiency and de- SS Harketatten eens 
creased weight. Ww. H, DRAKE, : 


36 Clinton Street, . NEWARK, N.J. 
DURABILITY 
GUARANTEED 


Beautifully finished to conform to 
any interior decoration. 


WRITE FOR CATALOGUE No. 6. 


KINNEARK-HOOD STEEL COMPANY 
No. 141 Broadway NEW YORK, N. Y. 


Thomson’s 
BL S.P 
Smoke 
\ Machine 
Hy for testing plumbing 
= Every honest 
_ Plumber needs one 
Write for Circular 
and Price 
Agents Wanted 


Manufactured by 


THE NATIONAL, PIPE 
BENDING CO., 


85 Lloyd St., New Haven, Conn. THOMSO 


MFG. CO. 
Elmhurst, Pa. 


The GORTON 


BOILER 


For Steam and 
Hot Water Heating 


Send for New Catalogue and Prices. 


GORTON @ LIDGERWOOD CO., 
96 Liberty Street, New York. 
Beston. Chicago. 


Vacuum Steam Heating System 
MORGAN @ CO., CHICAGO 


WilKs Water Heaters 


Steam 
Generators 
and Steel 
Canks, 


Best in Use. 
All Steel. 

No Coils. 

No Flues. 


No Cast Tron 


Balanced 
Tank Valve 


will save you the cost 


of a damage bill from 


overflowing tanks. It 


Sections. 


is made witha view of 


\ 
| 


- = 
= | 


l 
(Gal . 
mi 


standing high pressure. 


Send for Catalogue. 


A Reliable Tank 
Valveisa Cheap 


S. WILHS MANUFACTURING CO., 


== Luxury. 
&35TH es aeorne AVE., CHICAGO. 
TELEPHONE YDS. 866. 
N. &. Bovzox, President. E.8.Szpewiror. V.P.&G.M. 4H. M. Szpewior, Sec’y and Treas. vosre LOMAS Jee FORD COMPANY, 
FOR SALE BY ALL JOBBERS. Edward P.Brock&Co., 104HighSt, °! Centre Street, NEW YORK PHILADELPHIA, Pe 


166 


Modern Practical Steam and Hot Water Heating 


(Continued from Preceeding Page) 


A few years ago pipe coils were very 
much in evidence, but at the present time, 
due no doubt to the reduced price of cast 
iron radiators, the pipe coil is seldom used 
except in factories or places where it is 
not possible to give space to a radiator, 
and this last trouble is now overcome by 
using the pattern of radiator known as 
the ‘wall radiator.” See sketch No. 5. 
This radiator is made in a variety of 
styles by nearly every manufacturer of 
this class of material. 

There is no economy in using pipe coils, 
as the making and hanging of a coil now 
costs aS much or more than a cast iron 


Axor. KaxVent (> 


Fig. I 


radiator of corresponding size set in posi- 
tion. Pipe coils are made in many differ- 
ent designs, but we shall mention those 
only that are more generally used. 
Sketch No. 6 illustrates the “miter coil” 
made by using cast iron tees or manifolds 
and right and left elbows, or by using 
hexagon lock nuts, as shown on the re- 
turn end of the coil. When making use of 
lock nuts (often called jam nuts) in 
building coils they may be used on either 
end of the coil, but it is necessary to cut 
a thread on each of the pipes at this end 
of the coil, which will be double the 
length of an ordinary pipe thread. The 
lock nut is then screwed on this thread 
as far as possible, after which the end of 
the pipe having the long thread is screw- 
ed into the branch tee until the lock nut 
strikes against the tee; it is then turned 
back, as the opposite end is made into 
the elbow until a tight joint is made at 
the elbow. After this a little asbestos 
wicking covered with pipe joint cement 
is wound around the pipe at the branch 
tee and the lock nut is set up tightly 
against it, making a first-class and dur- 
able joint. The opposite end of the coil 
should be made first, all the elbows being 
made on the branches and lined up, look- 
ing toward the end of the coil yet to be 
built. Then screw all of the pipes having 
long threads into the other branch tee 
and finally turn each pipe back, picking 
up the elbows one by one until all are 
connected and the coil completed, These 
directions apply to any coil of whatever 
design where branch tees are used. Some 
fitters use a long-threaded nipple and lock 
nut, commonly called a “long-screw,” in 


Aut. Aix Verk G2» 


Fig, 12 


making up coils, but their use requires 
more pipe cutting and labor, and is 
neither better nor as simple as the plain 
lock nut connection at the branch tee. 


The coil shown ‘by sketch No. 6 is for 
two pipe steam. If used for one pipe 
steam it should be fed at point marked 
“A” and vented at point marked “B.” If 
used in connection with hot-water it 
should be fed at point marked “B” and 


Fig. 13 


vented at point marked ‘‘C” with the re- 
turn at “‘A,’ as shown by the sketch. 

Sketch No. 7 shows a “corner coil,” 
which may be used as shown, for either 
steam or hot water. 

Sketch No. 8 shows a corner coil, which 
may be used as shown for either steam 
or hot water. 

Sketch No. 9 shows a “standing wall 
coil” for hot-water work, and should be 
vented as shown. This style of coil is 
often used for .small bed rooms where 


space is limited, or for bath rooms or 
halls. 

In building coils care should be taken 
to have clean cut taper threads on the 
pipe and of full length—always remem- 
ber that it is the last few turns of the 
wrench that make the joint—and we 
might add that this applies equally to all 
pipe threads. Small sizes of pipe up to 2 
inches should be screwed at least six com- 
plete turns, and larger sizes from six to 
twelve turns, according to size. Do not 
let the dies get worn so that they will 
not cut a standard thread. It is good 
practice to always try a fitting on the 
thread before removing pipe from the 
vise. The fitting should start on the pipe 
easily without the use of a wrench. 

Sketches No. 10, 11, 12 and 13 show the 
various methods of connecting and vent- 
ing stacks of indirect radiators. The con- 
ditions of the work, that is, the location 
and character of the boxing, often change 
the manner of connecting. The location 
the pipes run to and from the radiator, 
and any one of the methods shown may 
be safely followed. In each case the 
proper location of the air valve is shown. 
Ease of circulation, both steam and wa- 
ter, depend largely on the manner of 
venting the indirect stack and an air- 
bound radiator is useless, 
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Practical Hints on House Heating 


By Cuaries B. THOMPSON. 


Crapter VI 


, STIMATES.—The novice in 
steam or water heating usu- 
ally finds some difficulty in 
correctly estimating the 
cost of a heating apparatus 
and learns slowly by expe- 


rience and losses. It is not, however, 
Now! DATA 
Bids must be in December 16th. 
Kind of bldg. residence. 
Owner, Doc. Sifers. 
Height of ceilings—1st, 10 ft.; 2d, 10 ft.; 


Sq. 


job, and a few practical hints along that 
line may be helpful. The fitter should a)- 
ways have a supply of data and estimate 
blanks on hand, so that in making his es- 
timate of cost, nothing may be left out, 
and besides such data is very useful for 
reference. A very good form is shown on 


BLANK. December 15, 19038. 
Location, 164 Jackson avenue. 
Architect. 


3d, —. Basement, 7 ft. 6 in. 


t 


3S a. a S .f\s alors oe - 
of [Raa = eee Nil ee eeag ee ales ali 
eS a : : St |oSul aH cS) 3 
Rooms ie lass se Direy Male, oc co 8 aie 
Dv = & Sa = 2 rOBP ldo S ret (Sl 
tobe SS Pe ee sie ier re ana 73 | ee 
Warmed. g as ga lsa £s ae, |e s|ao 33 me 
5 ® a 2 © Ca [om cm 
g bp Orson! le a= |S3 4198 2 u otis: 
e | go | ge | ee | 8G | 3a (SBR S38) a8 | 58 
iS 4 g g iS) D E 18 S Z 
Parloriacccn: N.E. | 16x14 60 | 240 2240 53 85 | 100 | | 2 
ELA Peers ave E. 20x 8 40 150 1600 
Halle 2dics.. BH. 20x 8 40 150 1600 72 115 200 1 
Dining Room. Ss 15x15 50 100 2250 41 65 60 ars 1 
low 
Sitting Room] S&S. 15x15 50 100 2250 41 65 60 nests il 
low 
Library .....| S.W. | 15x15 80 220 2250 62 99 CT te Ses 1 
Kitchen .....| N.W. | 16x12 60 220 1920 51 81 95 micas af 
2d Floor— 
Roomy der N.E. | 16x14 60 240 2240 53 85 100 2 
Room 2c. S.E. | 16x14 60 =A? 2240 53 85 70 non 1 
ROomm src H 15x15 60 110 2250 46 75 75 Dats a 
Room 4..... Ss 15x15 40 110 2250 36 58 50 if 
RROOMIAD si crereie Ss. 10x 8 20 | 80 800 18 29 25 SG 1 
Roome Gc) S.W. | 10x 8 20 160 800 22 35 380 acne 1 
Baths scerelts N.W. | 10x 8 24 160 800 24 38 45 a: 
Totalsit cree 572 915 800 200 | a Ra 
1 2 3 4 5 6 my 8 9 10 11 


For boiler load add 380 per cent. to 1,u00 square feet of radiation, and 50 per cent. to indi- 
rect total 1,400 feet; for good economy in fuel add 25 per cent. 350; capacity of water boiler, 


1,750 feet. 


Size and height of chimney flue 12 in. x 12 in. x 40 ft. 


Add 15 to 20 per cent. 


to coldest rooms, and deduct same from the best protected rooms, as is done above in column 


No. 9. 


For steam boiler load there will be 500 sq. ft. direct, 125 indirect, 20 per cent. for piping, 


equal 125—50 per cent. to ind. equal 62; 
sq. ft. boiler capacity. 


a difficult matter to make a close esti- 
mate of the cost of any house heating, 


total 812; 25 per cent. for economy equal 1,000 


this page with the estimated costs filled 
in, as a guide to the beginner. After the 
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amount of radiation has been determin 
on the data blank, the quantity and pri 
for each kind and height is entered , 
the estimate sheet. 

Then enter the name, number, rated ¢ 
pacity, and net price of boiler, the size , 
which has been determined by rules sive 
in a former article. a 

The next item, pipe and fitting 
guess, unless piping plans are mad 
few care to go to that expense in es 
ing. The cost of the pipe and fittings wi 
be in proportion to the quantity of radi 
tion and the numbers of radiators. 0; 
thousand square feet of radiation divide 
into ten radiators will take less pipe an 
fitting than will one thousand squar 
feet divided into twenty radiators, 

On the other hand, the pipe and fitting 
for ten radiators spread over a radius 
75 feet would cost about as much ; 
would the pipe and fittings for twenty r; 
diators within a radius of 40 feet. 

At the present price of pipe and fitting 
one can make a close estimate of the co 
of the pipe and fittings for any given jo 
by taking 10 per cent. of the radiation j 
a water job, and calling it dollars for th 
cost of the pipe and fittings. Thus 80 
square feet of radiation, 10 per cent. i 
$80. For a steam job take 7 per cent, ¢ 
the radiation, which would be $56 toy. 80 
square feet. : 

After a few jobs have been donee 0 
given locality, and an accurate accour 
kept of the costs of the various pal 
will be found an“easy matter to est 
very closely the cost of pipe and fi 
on all ordinary house heating afte 
data has been obtained. The next it 
radiator valves, union ells, air valve 
floor and ceiling plates. These shoul | 
estima ed at so much per radiator and th 
average will be close to $1.50 per vadie 
tor. Of course if the radiators are col 
nected according to the manufacturer 
tapping list for water, the above amoun 
will not cover the cost, but in water hea! 
ing it is seldom necessary to use a valv 
larger than one inch, though the brane 
pipe leading to the valve may be 1h inc 
or 1% inch. 

The next item is the drain auth fee 
cock, and here we require the best tha 
can be had. Never use valves for thi 
purpose, always use a ground plug 0 
steam cock, the best you can buy, as } 
will save you money in the end. Thes 
will vary in size from % inch to 2 inches 
and the cost can be easily obtained. Wate 
boilers are, as a rule, shipped withou 
cocks. 

The expansion tank should be of amp! 
size and selected according to the tab! 
given in a former chapter. The smok 
pipe should be of 16-gage black iron; ligh 
galvanized iron does not last long in bas 
ments. : 

Decorating radiators and _ paintin 
pipes can be done in most sections of th 
country at a cost of 11% to 2 cents pet 
square foot of radiation. The item of !! 
bor is not so easily estimated because ¢ 
the wide range in the capacity of diffe 
ent workmen and the facilities for doin 
the work. It costs much more for labe 
to install a 12 radiator job in a residen® 
that is under construction, where tb 
work has to be done in installments, tha 
in a building where the work can be fir 
ished in one trip; so will the labor of it 
stallation in a five residence be muc 
greater per radiator than it would be i 
a less pretentious house. Where the wo!) 
men measure, cut and fit all the pipe 0 
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Have you 
Had the 
Free Sample. 


We are sending any one in 
the trade who will write for 
it—a free sample of the 
Allen “Automatic Air 
Valve.” 


Seeing it work is the best 
Salesman we have. Orders 
always follow. 


Write To-Day. Mention The Plumbers’ Trade Journal. 
NORWALL MFG CO., 
40 Dearborn Street, CHICAGO, 
346 Broadway, NEW YORK, 
911 Filbert Street, PHILADELPHIA. | 


J) RADIATORS CO »>2Heaters 


yy ALL STEEL, 
SELF FEEDER. 


Shaking and Dumping Grates Send for 
Automatic Regulators. IIlustrated Catalogue. 


KEWANEE BOILER CO., = - Kewanee, Ill. 


CHICAGO STORE: 
169 East Lake Street, 


THE WILHELM! | THE MODERN 


TWO BEST BOILERS 


The “Wilhelmi” is a high-grade copper range boiler 
tested to 250 pounds and guaranteed to stand a working 
pressure of 150 pounds. ~There.can be no better- boiler 
made. : 

The “Modern” is for use where the pressure does not 
exceed 100 pounds, as that is the guaranteed working pres- —- 
sure. It is tested to 200 pounds. 

BOTH BOILERS GUARANTEED NOT 
TO LEAK AND AGAINST COLLAPSE 
Very Attractive Discounts Furnished 


FOR SALE ONLY BY JOBBERS OF PLUMBERS’ SUPPLIES 


HAYES MFG. CO.,. - Paterson, N. J. 


RL FE Water 


LIRLEV RADIATOR FOUNDRY CO,\' 
/NDIANAPOLIS,IND. . 


‘ BENEDICT-NICKEL’”’ 
4 Seamless Tubing ge 
Never wears brassy because white metal clearthrough J 
Benedict & Burnham Mfg Co., Waterbury, Conn. 


—— N.Y.253 Broadway.Boston$72 High St. 
] BATH TUBS, 


| __ ee 


We have otfser attrac- 
tive styles at prices 
that will please you. 


McVUAY & WALKER, 


BRADDOCK, PA, 


is is the latest and most improved 
. of The Automatic Climax Cellar 
ler, and will be furnished in all cases 
e the water pressure is heavy. This 
) has been designed to remedy the 
nering which has caused some com 
t in the old style. 


MANUFACTURED SOLELY BY 


A. KEMP MFG CO., Baltimore 


OUR BRONZING LIQUIDS 
AND MAROON JAPAN 
For Radiators. 


. J. FERRIS, Manufacturer 
nilton Co. « PLAINUILLE, O. 


PLATE B 240 
16x20 SLAB, 6 INCH BACK, ROLL RIM 


BASIN 12x15. 
SAME STYLE MADE TOFIT CORNERS. 


UR NEW BINDER. A serviceable and 
handy arrangement for holding Tue 

PLUMBERS’ TRADE JOURNAL, will be sent 
FREE to any subscriber sending us a 


new subscription, or sent post paid for @ 
85 cents. 


Manufacturers of Enameled Ware, Soil Pipe, Etc. 


Has given the 
best satisfac- 
tion wherever 
used. 


Send for Catalog 


and discounts. 


SEY erT<E 


When 
writing, 
mention 
Dept. R. 


John Simmons Co., 
108 Centre St. - 


- NEW YORK. 


48 not only gives a high, glowing,dur- 
able polish fo all metals, but the polish 


Bar Keepers Frieud: 


laste, {¢ will shines on! It benefits all metals, minerals or 
wood while cleaning them. 25c 1 ]b box, For sale by drug- 
ists and dealers. d_ %e stamp for s tiled is = i 
iljam Hoffman, 295 E. Washington &t., Ja, y 


GOULDS 


Brass Force Pump | 
For Plumbers’ Use. 


All working parts are 
brass. Discharge 
is furnished with 
Bbrass-cased 
check valve, 
and fitted for 
hose coup- 
ling. 


ES SS 


Serd for 
“0 Catalogue. 


She Goulds Mfg. Co., 


SENECA FALLS, N.Y. 


NEW YORK: 16 Murray ST. 
CHICACO: 22-24N. Canat ST. 


AND 
STRAPS , 
both 
Malleable 
and 
Wrought. 
No imperfect 
pieces in our goods. 


uality the best 
that can be had. 


Send for catalog. ' 


Berger Bros. Co., 
Philadelphia. 


Wanutacturers. 
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Modern Practical Steam and Hot Water Heating 


(Continued from Preceeding Page) 


the premises, it will take a good man and 
helper about 14% to 114 days to each radi- 
ator to finish a water heating job com- 
plete, except decorating; that is, a 12 ra- 
diator water job should be done inside 
of fifteen or eighteen days and a 12 radia- 
tor steam job should be done in about 
ten days by one man and one helper. 

There should always be a piping plan 
made of the job and the work should be 
laid out very carefully, taking care to 
proportion each part so the circulation of 
the water or steam will be even. 

It is possible, and practical, to measure 
up a building, lay out the piping, and 
then go over the building a second time 
with the plans and take measures for 
every piece of pipe in the building; this 
being done, all the pipe can be cut and 
fitted in the shop by low priced labor, and 
then taken to the building with the boiler 
and radiators, where the different parts 
can be assembled in short order. © 

Where this plan is adopted, the labor 
item can be cut in two. A stray fitter. here 


Estimate No. 1. 
Owner, Doc. Sifers. 
Location, 


500 | Sq. ft. direct radiation at 
Extra for low heights 

Sq. ft indirect radiation at 
Sq. ft. cap. No. 


125 
1000 


13 
Heavy smoke pipe 

Floor sleeves 

1 12 x 15 electro bronze register 
Galvanized boxing air ducts for ind. 
Carpenter work, cutting and patching 
Car fares 

Cartage. 

Decorating rads. and painting pipes 
days’ labor, 1 man and helper 


Net cost 
Profit 


Bid submitted Dec. 16th. 
Extras if required 


Thermostatic regulator attached 
Air filter for indirect 
Transportation if out of town 
Men’s board if out of town 


and there, who is onto this scheme, has 
his competitors on the run, and wonder- 
ing how he does it. The fact is, the labor 
item in house heating is abnormal anda 
can be greatly reduced without injury to 
the labor market, fur with the cost of la- 
bor largely decreased, there will be an 
increased demand for heating apparatus 
of real merit. 

Too many of the established steam fit- 
ting shops depeud wholly on their men 
to lay out the work. They arrive at the 
amount of radiation and boiler in some 
way, and sending a load of pipe and fit- 
tings to the building tell the fitter to put 
it in the best way he can. 

It is safe to say that under these condi- 
tions, the fitter spends half his time wait- 
ing for fittings and changing connections, 
and when the job is in who knows wheth- 
er it will work until it is tried? We fre- 
quently hear cortractors complain that 
the workmen get all there is in it, but 
that is often their own fault for follow- 
ing such slip-shod methods. 

There is no excuse for the workman 
to-day to cut close, or right and left nip- 
ples on the job when the nipples can be 


Steam heating. 


Pipe covering 5 per cent. of rad. applied 


bought at the supply house tor a mere 
fraction of the cost of making them. 

Another item of expense to the contrac- 
tors is poor tools. The tongs, stilson 
wrenches, and cutters, should be looked 
over and put in good condition after they 
come into the shop from each job. 

In finished and furnished houses, the 
risers are often run exposed and a care- 
less workmen will often cause his em- 
ployer a lot of expense by breaking plas- 
ter and tramping it over the carpets. 

The proper thing to use in such cases 
is a large drop cloth, such as painters 
use, which is simply a few yards of cot- 
ton sewed together and spread on the 
floor underneath the place where the cut- 
ting is done. To cut the hole in the plas- 
ter ceiling, use a pair of sharp pointed 
dividers with set screw. This will cut 
the plaster out in a clean, round disk. 
Cut the lathes with a very fine and very 
sharp key hole saw. If a coarse toothed 
saw is used it will cause a vibration that 
will be likely to crack the plaster. If a 


Dec. 16, .1903. + 


124 Jackson avenue. 


Steam boiler net 
Pipe and fittings 7 per cent. of radiation 
Rad. valves, automatic air valves and plates, $2.00 


20/00 


See estimate No. 1, water heating for same building. 


lath is loose, hold something against it 
while sawing. A little care taken in cut- 
ting the holes in the ceiling will save a 
large and needless expense when finish- 
ing. 

Always use a floor sleeve long enough to 
reach from the ceiling to the floor above 
with a margin for turning over onto the 
floor, put a flange on the bottom to draw 
up against the plaster, which the ceiling 
plate will cover. Notch the upper end of 
sleeve and flange to floor, which flange 
will be covered by the floor plate. These 
sleeves can be made of roofing tin or light 
sheet iron. They should be made large 


‘enough for the pipe to pass through free- 


ly and the hole should be cut large 
enough to accommodate the floor sleeves 
without forcing them to place. It is best 
to use ceiling plates which fasten with a 
Set screw, as they are not so apt to slip 
down. Always arrange to have a little 
spring on the arm piece at the bottom of 
the riser so the expansion will be taken 
care of. If the riser is rigid at the bottom 
the expansion will be at the top and drive 
the plate against the ceiling, breaking the 
plaster. Where pipes run under floors, 


and where the arms run from the main 
to the foot of risers, there must be 
enough pitch to compensate for any ex- 
pansion and for the settling of the build- 
ing. In new buildings, it sometimes hap- 
pens that the job will work all right the 
first season and give trouble the next ow- 
ing to some part of the house settling 
and trapping the pipes. 

A short time ago, an experienced heat- 
ing engineer made a heating plan for a 
small overhead water job. The work was 
installed by men of limited experience, 
and when completed every radiator heat- 
ed except one line which carried two ra- 
diators—these radiators remained cold, 
when the water was at boiling point. The 
workman at once said the pipe was too 
small, and taking out the horizontal part 
of it in the basement, ran it a size larger. 
This did no good; they then said the riser 
was too small, but the owner sent for the 
man who made the plan before tearing 
out any more pipe. 

The heating engineer said at once that 
the pipe was either plugged or air trap- 
ped in the attic; the latter proved to be 
true. 

The workman had for some purpose 


Hstimate No. 1. 
Owner, Doc. Sifers. 
Location, 


Sq. ft. direct radiation at 
Extra for low heights 


200 | Sq. ft. indirect. radiation at 
1750 | Sq. ft. cap. No. ©” Water boilet net 
Pipe and fittings, estimate 10 per cent. of radiation ¢ 
15 | Rad. valves, U ells, air valves, floor plates, $1.50 per rad. | 
1% in. drain cock % in. feed cock 
32 | Gallon expansion tank 


Heavy s:noke pipe 
Floor sleeves 
Thermometer Alt. gauge 
1 | 14 x 20 electro bronze register 
Galvanized boxing and air ducts for ind. 
Carpenter work, cutting and patching 
Car fares 
Cartage ; 
Decorating rads. and painting pipes 
Days’ labor, 1 man and helper 
Net cost 
Profit 


20 


Bid submitted Dec. 16, 1903 
Extras if required 


Pipe covering about 5 per cent. of radiation applied 


Thermostatic regulator attached 
Air filter for indirect 
Transportation if out of town 
Men’s board if out of town 


See estimate No. 1, Steam Heating, for same building. 


placed a board under the outer end of 
the arm, which elevated it a little more 
than the diameter of the pipe, causing an 
air trap which effectually prevented the 
water passing. When the board was re- 
moved and the riser straightened out, it 
worked as well as any of the others. 
ee ge eee 


MASTER PLUMBERS ENJOY THEMSELVES 


The Master Plumbers’ Association, of 
Dayton, O., which is also known as the 
“Billionaire Club,’ enjoyed an oyster 
Supper in the clubrooms on South Jeffer- 
son street last month, which proved a 
most enjoyable occasion. The elub re- 
ceived a barrel of fine oysters from Bal- 
timore, a gift of a popular plumbing 
salesman, and the oysters were disposed 
of with all the trimmings. It was a 
prolonged season of feasting and merry- 
making. 

pS a eee 


BEAVER VALLEY, PA., ASSOCIATION BANQUET 


The annual banquet of the Master 
Plumbers’ Association of Beaver Valley, 
Pa., was held on January 22d at New 
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Water Heating. Dec. 16th, 1903. 


124 Jackson avenue. 


\ 
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REVIEW 


Brighton. It was a most pleasant aff: 
being attended by representatives ; 
every town in the Valley. 7 
After the menu had been thorough! 
“discussed,” Frederick Webster, who 06 
cupied the position of toastmaster, wit] 
‘an ease and grace that would -haye ‘don. 
credit to a Depew, introduced _ _severa 
present, who responded to toasts as fol 
lows: John W. Hartzell, of Rochester, °; 
Lead Pipe Cinch; Be sD Merrick, « ay 
Brighton, “The Plumbing Business, Does 
It Pay?” Wm. Warnock, of Beaver, “The 
Leaks in the Plumbing Business: ow 
C. Donaldson, of New Brighton, “Plumb. 
ing Work Thirty-five Years Ago.” 
—————o 9-20 ____ [= | 


A FEW NOTES = 


One of the greatest surprises. in this 
age of sanitary improvement is that the 
city of Quincy, Ill., a town of. 40,000 ‘in- 
habitants, has no plumbing. ‘inspector. A 
prominent citizen, who was also a men- 
ber of the council at the time, in conver: 
sation with your Yepresentative on the 
subject, stated that a motion was “once 
made in the city council that a plumb. 
ing inspector be appointed by the mayor, 


The idea was ridiculed by the members 
composing that body, one member stat 
ing that he would cast his vote for the 
motion providing that the mayor would | 
also be given the power to appoint a ‘beer 
inspector. As a result of the non-enforce 
ment of proper sanitary. rules and regu: 
lations the plumbing in qu is in a | 
deplorable state. 


B. E. Mallory, formerly with the Rich- | 
mond Stove Company of Norwich, Conn, 
has severed his connection with that com 
pany to accept a position with the Smith 
& Anthony Company, of Boston, and will | 
hereafter call on the trade in the interest 
of the Hub goods. Mr. Mallory is well 
known in heating line and his long ac 
quaintance with the trade and his prac 
tical knowledge of the business will make 
his services and advice of value to both | 
his firm and customers. 


R. L. Thomas, plumber, steam and hot 


ful 


tone illustration of his show room. 
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NONE BETTER. FULLY GUARANTEED. WHEN ORDERING 
| s | ANTI-FREEZING 
Rundle’s Enameled Iron One CLOSETS 


Piece Gorner Apron Lavatory 


_— 


SPECIFY WITH 
Star Hopper Valves 


The success of a closet depends largely on the valve used. 
PLATE-R126 Star Hopper Valves have no equal for durability 
and simplicity. 


With N. P. MODEL WASTE. MERIT MAKES THEM POPULAR 


»wength on side 20 inches, height of back 8 inches, 
oval bow! 17x14 inches. 


MANUFACTURED BY 


CRAMPTON-FARLEY BRASS co. 
RUNDLE MFG. CO. - Milwaukee, Wis. KANSAS CITY, MO. 


THIS 18 A “GEGENSTROM” INSTANTANEOUS WATER HEATER 


operated by means of Steam. 


THIS IS THE GENUINE 
Kewanee Air Pressure Tank 


For supplying water to farms, country homes, and all points beyond the reach of 
city water mains. 

The tank is placed in the basement, and delivers water by force of compressed 
air. Itcosts less than an elevated tank and tower, cannot freeze or blow over, and 
lasts a life time. Furnishes water supply and fire protection equal to city water 
works. 2,000 inuse. Send for catalogue. To secure trade discounts mention 
this pzper. 


KEWANEE PNEUMATIC WATER SUPPLY COMPANY, 


KEWANEE, ILLINOIS. 


Can furnish in varying forms to supply any kind of fuxtureor for furnishing hot water forentire building 


Chicago Office, RUNDLE-SPENCE MFG. CoO., 
52 Dearborn St. MILWAUKEE, WIS. 
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THE PLUMBERS’ 


TRADE 


EREWITH we publish an excellent 
Hi likeness of the Honorable Thos. 
C. T. Crain, the newly appointed 
Commissioner of the Tene- 

ment House Bureau. 

The State Legislature enacted a law 
April 10, 1901, organizing this bureau, 
which covers Manhattan, Bronx, Brook- 
lyn, Queens, and Richmond. At present 
three offices have been established and lo- 
cated as follows. The main office at the 
corner of 18th street and Irving Place, 
and where Commissioner Crain retains 
his office. The second located at 44 
Court street, Brooklyn, N. Y., and in 
charge of William Brennan, and the third 
in the Borough of the Bronx, 2806 Third 
avenue, and in charge of Superintendent 
Wm. B. Calvert. 

The New York office is divided into 
four bureaus as follows: 

The Executive Bureau, with Mr. M. F. 
Rofrano in charge. The Bureau of Re- 
cords, with Dr. Patterson in charge. The 
Bureau of New Buildings, with John A. 
Lee, chief inspector, and the Bureau of 
Old Buildings, sometimes called Bureau 


of Inspection, with Chief Inspector Her-~ 


man J. Levy in charge. 

Mr, John F. Skelly is First Depart- 
ment Commissioner, and Mr. William 
Brennan, who also has charge of the 
Brooklyn office, is Second Department 
Commissioner: 

The force of the department is divided 
into clerks, examiners, inspectors and 
stenographers, having about four hun- 
dred inspectors in the whole department. 
The work of the inspectors is divided into 
two classes, viz, general and special in- 
spection, and the special again divided 
into various branches such as inspection 
of contagious diseases, plumbing inspec- 
tion, fire escape inspection, and a number 
of others of as great importance. 

For the purposes of modifying the in- 
spection work, the city is divided into 
inspection districts, each district being 
in charge of an inspector. These inspec- 
tion districts are grouped, each group be- 
ing in charge of a supervising inspector. 

The department comes in contact with 
Owners and tenants, architects and 
builders, settlement house. workers, rep- 
resentatives of charitable organizations 
and other departments of the city govern- 
ment. Complaints are received through 
the mails, by persons calling at the de- 
partment and through the Health Depart- 
ment of the City of New York. 

A large number of lawyers, forming a 
distinct branch of the Corporation Coun- 
sel office, are employed in the rooms of 
the Tenement House Department, dispos- 
ing of the varied legal questions and ex- 
tended litigation arising and in progress 
all the time. 

The most serious cases coming before 
the commissioner for decision are those 
relating to premises reported as unfit for 
human habitation and which cases are 
commonly known in the department as 


“vacation cases,’ because in them the 
commissioner has the power to order a 
vacation of the premises. 

The effort of the department is to in- 
terpret the law in a reasonable manner 
and with a view to carry out its pur- 
poses and provisions, in the light of the 
facts attending each special case. Al- 
though there are thousands of cases re- 
ported continually, each receives the 
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reasons which he may have, why the 
premises should not be vacated. The 
hearings which result are taken with 
the aid of stenographers, and the matter 
is always most carefully considered be- 
fore action is taken. Whenever it is pos- 
sible the owner is given an opportunity 
to repair premises, without their vaca- 
tion being ordered and adequate time to 
do so being accorded in each case. For 
the protection of the tenants no vacation 
is ordered, except in an extreme case, in 
the middle of any month, it being found 
that where premises are ordered vacated 
after the rent had been paid, it was diffi- 
cult if not impossible for tenants to re- 
cover back the money paid. 

Changes have also been made-respect- 
ing the employment of women inspectors, 
and now by a recent rule no woman in- 
spector is required to visit premises used 
exclusively for saloon purposes. 

Commisisoner Crain is giving careful 


Honorable Thomas C. T. Crain, Commissioner of The Tenement 
House Bureau 


same painstaking and consideration that 
it would if it. were the only one. 

Several substantial changes have been 
made in the conduct of the business of 
the department since the appointment of 
Commissioner Crain, having for their 
object the expedition -of business, the do- 
ing of more equal justice and the ac- 
commodation at the public, including 
complaints, tenants, owners, builders and 
architects having business. with the de- 
partment. : 

Thus, in the so-called “Vacation 
Cases,”” the owner of property is now 
invariably furnished with a full state- 
ment of the report made to the commis- 
sioner by the inspectors and upon which, 
action is contemplated, and a time and 
place is set when and where such owner 
can urge before the commissioner any 


consideration to several interesting ques- 
tions, brought to his attention by asso- 
ciations of property owners, relating to 
suggestions ef changes in the ‘‘Tenement 
House Law,’ and also to similar ques- 
tions presented by associations of Build- 
ers, Plumbers and other associations. 
Mr. Crain is not merely interested in 
the workings of the “Tenement House 
Department” considered as a part of the 
city government, but also in the broad 
questions involving a betterment of the 
conditions of those who live in tene- 
ment houses. For the purpose of ob- 
taining a personal insight into such con- 
ditions, although familiar with them be- 
fore taking office, he has since Jan. 1, 
1904, the date of his appointment, in- 
spected various classes of Tenements in 


all parts of the city, and is now engaged 


: 1904. 


in a series of conferences with vari 
organizations, interested in tenem 
house reform. =. 

Commissioner Crain is an atto ey. 
national repute, being Deputy Attorn 
General in the city of New York, at { 
time of his appointment as commissior 
of the Tenement House Department 
the city of New York. 

Although in office since Jan. 1, 19 
the people realize ‘that any, coinplai 
filed with him will receive careful a 
proper attention, as at the present ti 
these complaints average two hundr 
daily as compared with an average 
eighty daily ans prior bi Jan. 


eS. \ ae a 
About the 20th of this month bids y 
be received for the plumbing and ste 
heating to be installed in the new apa 
ment house to be constructed at 43 Fif 
avenue, Manhattan. 

The owner, W. H. Finn, has fen t 
excavation for his modern and beautit 
apartment house at above address, at 
cost of $500,000 and to be ready for « 
cupancy the first of October. It will 
an eleven story structure, with two fa 
ilies on each floor, and Mr. Geo. Ww. Let 
who has charge of the construction al 
letting of the contracts, reports that | 
expense will be spared to install the m 
complete line of plumbing and stea 
heating exhibited in any other buildi 
of its kind. He can be seen at his off 
at the corner of Fifth avenue and 11 
street at any time and will gladly furni 
any additional information desired. 

Architect Henry Anderson prepared t 
plans and specifications, which are n 
on file in the Building Department. 


One of the busiest firms in the Borou; 
of Manhattan, Greater New York, 
Griffin & Seddon, of 103 West 44th stre 
Among the many large contracts whi 
they have is the plumbing in the u 
Beaver 21-story office building on Beay 
and Pearl streets. They are placil 
about 110 water closets and about 2 
lavatories in this structure, the plumbit 
for which will approximate fifty-thousal 
dollars. They have also the plumbing 
the twelve-story Century Building, 1 We 
34th street, which is being turned in 
a batchelor apartment hotel. Toile 
will grace every floor and about for 
thousand dollars worth of plumbing Ww 
be used. 

One of the finest private residences 
the city is that of J. A. Stillman, 4! 
this firm is plumbing an elaborate exte 
sion to same. They have also the han 
some residence of J. Greenough, on Ea 
63d street, and the residence of Mrs. Bur 
meyer on West 49th street. In additio 


‘they have the installation of the plum 


ing in Grace Church Vicarage, on Broa 
way and 13th street. 


For some time past it has been ! 
mored that a scheme was afloat to ‘ 
ganize a club having as members mal 
facturers and jobbers of plumbing a 
steam goods. Mr. Charles S$. Hirsehfe 
manager at Landers, Frary & Clark at’ 
Chambers street, New York, seems Ye 
enthusiastic, and is putting forth his > 
efforts toward the formation of “such 
club, and he reports that it will be > 
a short time when this club will be 
reality and a rival to the new 
Hardware Club. a 

Not having a club of their 
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“Standard” 


PORCELAIN ENAMELED BATHS 


surpass all others in quality, design and durability, and the large number of exclusive patterns 
in which they are made, permits the selection of a bath that will harmonize with the decorative 
treatment of the bathroom, no matter how modest or elaborate it may be. 
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; 
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PLATE 10) G, 


is the choice of many who desire a sanitary, modern equipment without expending more than 
is necessary to provide these most essential features.. The ‘‘Occident” is made in five sizes, with 
trimmings as shown, also with Imperial Waste and Overtlow, or Bell Supply Fittings. 


The exterior finish of the bath is a matter worthy of the consideration of every pro- 
gressive plumber. The 


Standard” Bath Decorations 


as applied by skilled decorators, with special facilities for the Purpose makes the exterior as in- 
viting as the interior. ' The reasonable cost at which we furnish exterior finishes, allows a profit 
to the~plumber and insures satisfaction to the patron, instead of the expense and annoyance 
resulting from the application of ordinary paint by unskilled hands. 


. “ 
Every piece of Standard” Ware bears our *““Green and Gold’’ guarantee /abel, and has our name 
“Standard” or initials **S. S.M. Co.” cast in relief on the interior. No others are genuine 


Standard Sanitary Mfg. Co. 


Pittsburg, U.S.A. 
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manutacturers and jobbers in this line 
are therefore obliged to become members 
of the “Hardware Club,” the Drug Trade 
Club, and the Market and Fulton Club. 
* Benefits innumerable must result from 
associations of this kind, and there seems 
no reason why a club of this kind should 
not become as prominent and popular as 
the Hardware Club and others. 


H. E. J. Shiffer, the master plumber, 
has removed his establishment to larger 
quarters at 1291 Lexington avenue, be- 
tween 86th and 87th streets. 


Assemblyman Newcomb introduced a 
bill providing that borough presidents 
shall appoint inspectors to inspect streets 
which have been torn up for the laying 
of pipes, conduits and laterals in New 
York city. The inspectors are to be paid 
by the city out of moneys deposited by 
the persons who have removed the pave- 
ments. The object is to see that all 
pavements removed are properly relaid. 

This will make the plumbers pay the 
inspector an additional cost on all their 
street openings and it will be to the 
interest of the inspector to keep the ex- 
cavation opened as long as possible. 


Mayor McClellan on Feb. 1st appointed 
David Jones, Dennis Donegan and Rob- 
ert McCabe members of the Board of Ex- 
amining Plumbers. Their compensation 
is $5 for each session. 

Robert McCabe, of 344 We&t 42d street, 
is an old-time master plumber and will 
succeed William Montgomery. Dennis 
Donegan, 2f 58th street and New Utrecht 
avenue, Brooklyn, to succeed Ed. Mac- 
donald, and David Jones, Westchester, 
Bronx, appointed to succeed himself. 

The Board organized on February first 
with R. McCabe president, D. Donegan 
treasurer, and D. Jones, secretary. Mr. 
Donegan is one of the hustling plumbers 
of the Blythburne district, and Mr. Jones 
represented the journeymen plumbers’ 
union for several terms as business agent 
for local No. 2. 


The tendency of this decade is toward 
specialization—this applies not only to 
the profession but to vocations in general. 
The versatile man is so scarce an article 
these days that his presence is indeed 
refreshing. Plumbing and wine making 
seem almost at variance—not that there 
is any special incongruity in a plumber 
being in company with the spirit that en- 
thralls and enlivens—rather so far as can 
be ascertained, plumbers are very appre- 
ciative. Henry J. Samuel, the busy 
worker of Windsor Terrace, Brooklyn, 
finds time to bring to an inviting fer- 
mentation a grape wine, one draught of 
which will loosen a tongue-tied in- 
dividual, while two drinks are known to 


have lubricated a pair of locked jaws 


after the best physicians in town failed. 
More power to such potent juice. Besides 
innumerable jobs, Mr. Samuel is com- 
pleting two two-family cottages for F. E. 
Moore, on Hast 4th street, and three two- 
family frame dwellings on Clarkson 
street, near Bedford avenue. 


Vesta Tilley received a loving cup from 
a theatrical manager. Tom Lipton gath- 
ered in a handsome silver service for fail- 


ing to win yacht races. Carrie Nation is 
about to be presented with a mansion on 
Central Park West by the whiskey trust, 
so good an advertiser is she. These things 
we all know. Sense of modesty, pardon- 
able in our good friend, Lewis A. Deiser, 
No. 388 Broadway, Brooklyn, has kept 
from an interested public a loving cup 
extended to “Lew” by the Amalgamated 
Pin Boys’ Association as a mark of appre- 
ciation for his charitable consideration— 
albeit on one recent occasion during a 
tourney he purposely avoided the pins 
with such beautiful precision, that the 
score book shows an even hundred aver- 
age in three games. Thus are the famous 
sought out and _ rewarded. Between 
Staten Island, Babylon, theater and club 
jobs, Mr. Deiser is busier than a cow 
with four tails. 


One of the new enterprising New York 
City houses is the Continental Rubber 
Specialty Co., manufacturers of plumb- 
ers’ specialties, at 42 and 44 West 67th 
street. They are represented in the city 
by Messrs. Ed. Laracy and A. E. Charles- 
worth. The firm started in last October 
and Manager Chas, N. Quinn says they 
are getting a good share of business. 


John Tucker, of 248 Fourth avenue, 
New York, has commenced his contract 
upon the new country place of George 
Crocker at Ramsey, N. J. The work is of 
special interest, as it calls for nothing 
but the most modern and scientific ap- 
pliances. J. L. Mott fixtures are to be in- 
stalled and tin brass will be used through- 
out. An idea of the extent of the work 
may be had from the fact that the 
Crocker estate is one of the finest country 
places in the East. It comprises twelve 
hundred acres, upon which are thirty out- 
houses, including stables, servants’ quar- 
ters and store places, all of which will 
be looked after by Mr. Tucker. 


The Speakman Supply Company, of 
Wilmington, Del., has opened a New York 
Office in the Presbyterian Building, 5th 
avenue and 20th street. Albert G. Weber, 
who has been connected with this firm for 
a number of years at Wilmington, will 
have charge of the office. They would be 
pleased to have the trade and their 
friends call upon them. 


Jonbn W. Ream, of Greenville, Ohio, 
called at Tut PLrumperrs’ TRADE JouRNAL 
office last week. Mr. Ream, who is at- 
tending the steam fitting class at the New 
York Trade School, is in the plumbing 
business with his father at Greenville 
under the firm name of D. P. Ream & Son. 


Hunting trips generally end in some 
Sort of game, but the credit to the hunter 
or guide is quite another story. How- 
ever, one of these adventures where the 
sportsman was really it has just been ex- 
perienced by W. H. Schulte, manager of 
the Trenton Brass and Machine Company, 
and R. C. Wilson, the New York selling 
agent of the company. The scene of the 
slaughter was at Bogue, N. C., and it all 
happened in two weeks. Mr. Schulte and 
Mr. Wilson, who were accompanied by 
W. H. Skirm and S. P. Alpaugh, of the 
Trenton Powder Works Company, started 
out with intentions not exceeding quail, 
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but as so many other things came their 
way they enlarged operations and _ in- 
cluded fox and deer, geese, squirrel and 
*possom. Mr. Shulte claims that his part- 
ner got in most of the deadly work, but 
with his characteristic modesty Mr. Wil- 
son disclaims the honor. However, as 
this may be, the JourNaL man saw for 
himself in Mr. Wilson’s office, 116 Nassau 
street, the skins of a handsome gray fox 
and a buck deer, which in flesh tipped 
two hundred pounds. 


Mr. C. F. Thompson, the manager of 
the New York branch of the Ideal Mfg. 
Co. has just returned from a trip to the 
South and states that the subject of trap- 
ping and trap ventilation has become 
quite an interesting topic with the trade. 
Various cities in which only certain 
grades of traps, some of them rather old- 
time styles, have been allowed in the 
past, are now taking up the subject of the 
proper and more modern style of sani- 
tary work and as a result the best grades 
will no doubt be used in the future. The 
idea among the trade, in fact in all parts 
of the country, is to secure a perfect non- 
syphoning, self-scouring trap. While 
there are certain good traps on the mar- 
ket that do not possess all these qualifi- 
cations, but are perfectly sanitary in 
every respect, the class mentioned seems 
to have met with a little more favor, but 
it is the sanitary trap that will be used 
in the future in place of the old style 
ideas. ; a 

a 


RESOLUTIONS PASSED BY THE NEWARK, N. J. 
ASSOCIATION 


At a recent meeting of the Master 
Plumbers’ Association of Newark, N. J., 


the following resolution on the death ¢ 
F. L. Drummond was passed. Mr. Drum’ 
mond was a member of the old-establist 
ed firm of Wm. Drummond Company o 
that city: 

Whereas, The Master Plumbers’ Associatio. 
of Newark having suffered the loss of stil] ar 
other valued member by death, that of a youn 
man of promise so quickly following in ty 
wake of his father, our late lamented mempbe) 
Wm. H. Drummond, who through long year 
of active business life set before his own an 
others inspiring examples of strict busines 
probity and the practice of Christian attribute 
in general; and, 

Whereas, The son, Frederick Lindsley Drum 
mond, following in the footsteps of his father 
gave promise of an equally valuable career 
higher aims of usefulness; therefore, be it 

Resolved, That by the death of Frederic) 
Lindsley Drummond the Master Plumbers’ As 
sociation has lost a most worthy member; th 
city a good citizen, and those of kin one whoy 
memory will be always fondly cherished. 

Resolved, That this expression of our heart 
felt sympathy with the family be spread upo 
the minutes of the Association, published in th 
Sunday Call, and a copy thereof sent to th 
family of our deceased brother. 

WILLIAM JACcoBUS, 
Ira Bupp, 
WILLIAM JACOBI. 
S. E. WILson, 
President Committee on Resolutions, 
—__———__#_} 44 —_—___—. 
| 
NEWARK, N. J., MASTER PLUMBERS’ COMIN( 
BANQUET | 


The Master Plumbers’ Association of 
Newark, N. J., will hold their ninth an. 
nual banquet at L. Achtel-Stetter’s, 844 
Broad street, on Thursday, February 14th, 
The banquet committee includes A. Selden 
Walker, chairman, 341 Main street, Hast 
Orange; F. J. Sturn, treasurer, 900 Broad 
street; Edward M. Stirling, secretary, 61 
Lafayette street; Ira Budd, 297 South 
Orange avenue; Samuel F. Wilson, 474 


Send for Catalogue. 
ence. 


yourself. 


ERHAPS it has never occurred to you in this way but 
P there are, right in your own city, hundreds of wooden 
laundry tubs constructed by the carpenter installed in dwellings 
and apartments, the owners of which might easily be induced 
by the plumber to equip their buildings with a modern, sanitary 
laundry tub of life-long durability and non-leakage qualities. 


Every wooden tub so placed in your city repre- 
sents a lost protit to YOU. 


Euclid Laundry Trays and Hitchen 


Sinks are designed to fill a long-felt want for a durable 
sanitary laundry or kitchen equipment at reasonable cost. 


Place it on your desk for ready refer- 
You will be surprised at the ease with which you may 
influence your clients by a timely suggestion to specify an 
article which will result in satisfaction to them and profit to 


REMEMBER-—The cost of a cypress tub is very 
little less than the price of the Euclid 


THE NORCROSS CO. 


CLEVELAND, O. 


The Plumber a, 
And His Lost Profit ) 
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st The Scully Closet Ventilator 


ano [Illustration Showing Complete Installation 


Drawn by a Journeyman Plumber 


The Ventilator re- 
quires a direct water 
connection, which can 
be taken off from sup- 
ply pipe supp'ying 
water to the closet tank 
or by a separate connec- 
tion coming through 
floor as illustrated. We 
always send a straight 
supply pipe as illustra- 
ted, together with slip 
joint connection and 
spinning. 


T+e foul air is forced 
out of closet b- wl through 
the 11-4 inch spiral pip- 
ing illustrated by dotted 
lines. This piping can bo 
wrought iron, either black 
or galvanized or sp-cial 
sheet iron. This foul air 
outlet pipe can be carried 
“to the most convenient point 


to discharge the foul air into 
the open air. 
The Ventilator is shipped 


complete with all N. P. pipes 
and tubing above floor. 


is not a new device or experiment, 
having been used and tried out for 
years by Plumbers and Health Boards 
throughout the United States and Canada 
with phenominal success. What we claim 
ae for it, is, that by its use all odors that you 
A ‘ ; smell in your bath rooms, whether you 
ave a $5.00 or a $50.00 closet in same, (ind the cheapest closet is as odorless as the most expensive, 2s the odor does 
not emanate from closet, but from party using i ), are forced out of the bath roora and into the open air. This wo 
ab-olutely guarantee, and further we positively guarantee it noiseless. 


The W. J. Scully Ventilator & [fg. Company, 


72-86 Beecher Street, and 2-22 Hyacinth Street, - = . DETROIT, MICH. 


Address all Communications to Ventilator Department 


T: Scully Closet Ventilator (patented) 


REPRESENTED BY 


THE chew WEBB MFG. COMPANY, BOSTON, MASS. - = FLECK BR92S., PHILADELPHIA, PA. 
phe 3p COMPANY, NEW YORK. - - - DU QUESNE SUPPLY CO., PITTSBURG, PA. 
at ri eee ue CAL. = - - - RUNDLE-SPENCE MFG. CO., MILWAUKEE. 
ee ay yiat ae N. Y. - - - THE R. C. McCLURE COPMPANY, SYRACUSE, N. Y. 
: ; ALO, N. Y. 2 ° 5 - SANITARY SPECIALTY IiFG. CO., CHICAGO. 
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- Clinton avenue; Walter I. Champlin, ex- 
officio, 71 Central avenue. 

The committee has spared no effort to 

_ make this one of the most enjoyable even- 

ings in the history of the association. Tur 

JOURNAL wishes to acknowledge the re- 
ceipt of a complimentary ticket. 
ee a os 

JERSEY CITY, (N. J.,) FIRM’S EMPLOYEES 

HOLD A BALL 


The ball of the Werner Bros. em- 
ployees, of Jersey City, N. J., held on 
January 30th at Major Heflich’s West Ho- 
_ boken Hotel, was the success of the sea- 
7 son. The large hall was filled to its full 

capacity. Nearly every shop in the coun- 

ty was represented by either employers 
or employees, which speaks volumes for 
the popularity of the firm of Werner 

Bros. and their large force of able and 

skillful employees. Each guest was pre- 

sented with a.very useful and handsome 
souvenir as they entered the hall. Fully 
two hundred ‘couples took part in the 
grand march, which evoked much ap- 
plause from the balconies at the way it 
' was conducted. 
One of the many enjoyable features of 
, the evening was the very fine supper pro- 
~ vided by Mrs. Heflich, which was so well 
patronized that it taxed the seating ca- 
pacity of the large dining room of the hall. 
As the plumbers and their wives and 
sweethearts left for the dancing hall, 
‘ they looked thoroughly satisfied, all 
frozen mains and busted pipes was but a 
dream of the past. There was a large 
delegation of representatives from the 
supply houses, among which we noticed 
Mr. Twiss, of the Colwell Lead Co., who 
made a very handsoue figure as he 
danced the two-step. “Keep Your Eyes 
on Hanna,” dedicated to Werner Bros. It 
was certainly hard for one to keep their 
eyes on Hanna, as he sailed by with his 
large expanse of shirt bosom and full 
dress suit with a dreamy look in his 
" eyes, as if wondering if he could sell! 
Val. a hundred or so tanks, ete. 

Dancing was kept up until the small 
hours, when every one went home tired 
and happy, voting it to be one of the 
pleasantest evenings they. have had for 
many years, and wishing renewed success 
and prosperity to Werner Bros. and their 
employees. The success of. the affair is 
due to the various committees, as well as 
to the firm who worked hard to help it 
along. 


A en aa pel ee A 


° New England ° 
Plumbing News 

@ and Gossip ¢ 
Tipe Atn tPe ei Camas enc R pentyl: 3) 
SIG N Thursday evening, January 
28, the Master Plumbers’ As- 
sociation of Boston and vi- 
cinity held a ladies’ night in 
connection with the installa- 
tion of their new officers for 
Mr. John Manning, the incoming 
_ president, accepted his new office most 
. gracefully from the retiring officer, R. F. 
_ Brown, while Andrew F. Curtin took Mr. 
Manning’s old position as vice-president. 


1904. 


‘ Thomas J. Teete retains the office of treas- 


urer, John C. McCool that of financial sec- 
retary, and John P. Drury, secretary. The 
business meeting was called for 7 o’clock, 
but it was nearly 8 before a quorum ar- 
Tived. The ladies’ entertainment started 


off with a collation served in the lower 
hall embracing oysters, salads, cold meats, 
ices, cakes, and coffee. Some seventy-five 
persons took seats, and grace of the ladies’ 
presence, beside their varied colored rai- 
ments, presented a most beautiful picture. 
Good nature and merry wit filled the hall, 
so that an hour passed all too soon. Ad- 
journing again to Elks’ hall, a musical 
entertainment was presented that won the 
hearty approval of all. About 11 o’clock 
the happy party bade a final good night. 

This is the second year that a ladies’ 
night has been given by the Boston associ- 
ation on installation night, and the gen- 
eral satisfaction expressed gives ample 
cause for their continuance. 

Ex-National President P. Tierney, of 
Providence, was on hand to witness the 
ceremonies, and was most heartily wel- 
comed by his many friends. 

National Vice-President Craig presented 
the incoming president with a handsome 
boquet of Lawson pinks. 

The Old Bachelors stuck close to the 
smoking room in the rear of the hall, and 
could scarcely be coaxed out. 

The talent, both professional and ama- 
teur, was good, and the committee on ar- 
rangements should be congratulated. 

The popular toast of the evening was 
“The Ladies, God Bless Them.” 


The Waverly Heating & Supply Co. 
have bought out the business of Thos. 
Gaffney & Co., for the past 25 years lo- 
cated at 107-109 Blackstone street. The 
officers of the new company are Thos. 
Gaffney, president; E. P. Crawe, treas- 
urer; W. L. Healy, secretary. It is their 
intention to push for business, particu- 
larly along the lines of Mr. Gaffney’s 
former trade and to pay attention to the 
carrying in stock of all sorts of repairs 
for all makes of stoves, heaters, furnaces 


<) 
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and ranges. They will also gradually 
take up steam and hot water heating. 
The new motto will be everything for the 
heating trade. The excellent standing of 
the old firm with the well known push 
of the new members of the corporation 
must argue well for business. 


Extreme cold weather, coupled with 
an almost criminal carelessness or ig- 
norance is the best explanation of the 
causes of the following: 

With a roar that could be heard a 
block, a huge combination steam heating 
boiler exploded in the basement of the 
residence of S. Hirshberg, 1753 Beacon 
street, Brookline, last week, partly de- 
molishing the interior of the house and 
hurling timbers, boards and pieces of 
glass in every direction. The lower por- 
tion of the boiler was blown from the 
castings, parts being forced through the 
floor of the dining room, which was 
torn from the heavy supporting beams. 
A fire started in the basement, but was 
extinguished without serious damage by 
the fire department. 

The explosion is supposed to have been 
caused by starting a fire under the boil- 
ers while some of the pipes were frozen. 
Fortunately, there was no one in the 
house at the time, the family all being 
away from home on a visit. This is the 
second time within a few weeks that the 
Hirshberg residence has been the scene 
of disaster, two weeks ago a fire causing 
a loss of $5,000. The damage by the ex- 
plosion is estimated at $1,000. 


At the recent meeting of The Magee 
Furnace Co., Mr. A. N. Parlin, who for 
the past twenty-eight years has been 
treasurer of the concern, resigned, and 
Mr. F. O. Robinson was elected to the 
position. Mr. Parlin has been connected 
with the Magee Co. for nearly forty 


years, and still retains a place on the dj- 
rectory. In 1902 he was the president | 
of the National Stove Manufacturers’ As: 
sociation, and is now president of the 
American Glue Co. and a director in the 
Fourth National Bank of Boston, (Mr, 
A. E. Stockbridge, for the past year act. 
ing manager was elected vice-president 
and general manager. Mr. F, A. Magee 
still retains the presidency. 


The sudden demise of Mr. Patrick H. 
Winn, the well-known plumber of Gool- 
idge Corner, Brookline, and of Nahant, 
came as a shock to his many friends. On 
Tuesday morning, February 2, about three 
o’clock as one of the night cars passing 
near his house was on its way towards 
the center of Boston, the motorman saw 
something lying on the track. Upon 
investigation it proved to be the body of 
a man, which was placed aboard the car 
and carried to the police station. It was 
late in the morning before it was identi- 
fied as Mr. Winn. For some years past 
he has been far from well, though last 
summer found him apparently much im- 
proved. It is supposed that feeling the 
need of medical assistance, he arose, 
dressed, and was on his way to his phy- 
sician’s when death suddenly overtook 
him. P. H. Winn served through the 
war in Company A 42d Massachusetts, 
and shortly entered the plumbing busi- 
ness, in which he continued until his 
death. His shop at Nahant, where he had 
his summer home, proved profitable, and 
it is supposed that he leaves his widow a 
comfortable estate. He was one of the 
original members of the Boston Master 
Plumbers’ Association and was always 
an enthusiastic zealous worker for the 
advancement of the Association, and rep- 
resented them in many national conyen- 
tions. H 
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BATH SOAP CUP 
Also 
BATH SOAP CUP WITH SPONGE 
HOLDER 


PA ES 


4 


These are made of brass, very finely 
nickel-plated and have Jong annealed bars 
which can be readily bent to fit the roll on 
any tub. Our combination soap cup and 
sponge holder is a new style of beautiful 
design. 


TOILET PAPER HOLDER 


Made of solid brass, neat design, very finely nickel- 
plated, and at a price that will interest you. 


TOWEL BARS 
Made in 18-inch, 24-inch and 30-inch lengths. 


Made of heavy full half-inch tubing, very finely 
nickel-plated and with large heavy flanges. 


BASIN SOAP CUPS 
Finely Nickel-Plated Brass. 


A Pattern Suitable for all the Various Shapes of 
Toilet Soaps 


Bath Room Trimmings 


All of our goods in this line are of a very fine quality, and we have made it a point to have 
our prices very reasonable so that the trade can meet the prices of department stores and others 
on same class of goods and make a good profit. 


Made of Nickel-Plated Brass. Water Can be Tempered Before Placing on Body 


The Yoke is bent so that the water will flow over body and not spray into 


No. 1. 


Ohe 


“Goop” PAGE 


[coos 

‘ tk ea 

my \\ Coe 
oe 


‘‘GOOD’’ SHOWER YOKE 


the room. Will not wet the hair 


BATH TUB SEATS 


Adjustable to any width tub. Strong, solid oak seat and 
rests highly polished and heavily galvanized bars 


SHOWER BULB 


To connect to Tubing on shower 
yoke or sprinkler, and slip over end of 
Bath Cock. Made of fine quality of 
rubber, and holds absolutely tight. 


HOT AND COLD WATER MIXER 
Nickel-plated Brass 


, To mix hot and cold water drawn 
from separate faucets and connect to 
shower yoke, bath sprinkler or sham. 
poo sprinkler. 


CLOSET 
PULL 
GUIDE 
made of 
CAST BRASS 
nickel 
plated. 


Furnished with- 
out Chain or 
Pull unless other- 


wise specified. 


BATH SPRINKLERS 
with and without rubber buffer. 


In two sizes with rubber buffer, 25-inch and 
31-inch diameter, exclusive of ring. 


88-92 Lincoln Ave., 


NEW YORH CITY. 
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I. CREESE, representing the 

John Douglas Company, Cin- 

cinnati, Ohio, has taken an 

office at No. 324 Lewis Block, 

corner Sixth avenue and 
Smithfield street, which will be the head- 
quarters of the John Douglas Company in 
this city. 


A fine plumbing contract for someone 
is that of the new residence of Banker 
J. V. Thompson, of Uniontown, Pa. The 
contract for the building of the structure 
has been let to Henry Shenk, of Pittsburg, 
at a figure of $100,000. The building will 
be 70x 115 feet, and will be in the shape 
of a Greek Cross. There will be a private 
heating and lighting plant and a private 
water works. 


Fire broke out in the plumbing shop of 
V. K. Leslie, at Frankstown and Larimer 
avenues, Pittsburg, recently, caused by the 
explosion of a can of gasoline, but small 
damage was done, and the blaze was 
easily put out. 


The old works of the Standard Manu- 
facturing Company, on River avenue, Alle- 
gheny , where the first bath tubs ever 
made by the company back in 1876 were 
produced, have been sold to Thos. Carlin’s 
Sons for $125,000. The Standard Manu- 
facturing Company have not occupied the 
building since 1895, having built their 
fine new plant on Preble avenue, Alle- 
gheny, at that time and removed to the 
latter location. The old buildings of the 
Standard Manufacturing Company are 
still very substantial and are available for 
many years’ use. 


We illustrate in this issue a cut of the 
Pittsburg Supply Company’s new ware- 
house. It has over 100,000 square feet of 
floor space, is a full square in length and 
fronts 100 feet on Water street, and the 
Same on First avenue. Its location is 439 
to 449 Water street, opposite the Balti- 
more & Ohio Railroad passenger station. 
It is built of pressed brick with stone 
trimmings, and has a saw tooth skylight 
roof over the entire building. The office 
will be on the first floor on the Water 
street side, and will be finished in polished 
oak with tile floors. Off the main office 
will be a private office for the secretary 
and treasurer. The building will be 
equipped with two large freight elevators, 
14 feet in length and 6 feet wide. 

The shipping department will be located 
on the First avenue end, and the building 
is elevated so drays can be loaded with- 
out lifting the goods. The pipe cutting 
department will be located in the base- 
ment, which will have a brick and ce- 
ment floor, and there will be installed 
hoisting apparatus suitable for handling 
any size pipe with ease. On the second 
floor will be located the show rooms, which 
are’ to be elaborate both as to finish and 
also to number and styles of fixtures 
shown. Besides the plumbing fixtures, 
they will show a very complete line of 
gas fixtures and natural gas goods. On 
the second floor will also be located the 
office for the bookkeeping department, a 
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private office for the president and a di- 
rectors’ room. On the top floor of the 
building will be the manufacturing de- 
partment, where all kinds of jobbing brass 
work will be done, together with a large 
nickel plating department. They expect 
to start moving their stock from their 
present location to the new building about 
February 15th, and as it will take at least 
a month, they will probably be ready to 
receive their customers in the new loca- 
tion about March 15th. 

This concern has been in business 
twenty years, and during that time has 
built up one of the largest trades in 
plumbing, mill supplies and natural gas 
goods in Western Pennsylvania. We are 
pleased to extend our congratulations. 


On the front page of this edition we 
have the good fortune to be able to pre- 
sent a picture taken of the Master Plumb- 
ers of Pittsburg as they looked in over- 
alls helping each other out on the plumb- 
ing work in the fine new Bessemer Build- 
ing, on 6th and Wood streets. Fifty-two 
of the master plumbers in the city of 
Pittsburg worked like trojans and ac- 
complished splendid results. The picture 
is not as good as it might be, still our 
trade will recognize a great many of the 
prominent chaps they have met at con- 
ventions in days gone by. The group we 
show is of but onehalf of those work 
ing, the others being in another part of 
the building at the time. The following 
are the names of those in the picture. 
Among the best known plumbers in the 
group are: Top row—George H. Soffel, 
James Hay, Harry Kincaid, George Barr, 
James A. Sweeney and T. Scanlon. Mid- 
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dle row—John A. Roney, William Guyton, 
Mack Snively, D. G. Deely, J. A. McKenna, 
Robert Henderson, Jacob Soffel, J. M. 
Snyder, A. Patton and Arthur Jones. 
First row—W. M. Huchenbecker, Ralph 
Gould, Frank Lanigan, Albert Whitehead, 
August Ludwig, Albert Horner and Jo- 
seph Weber. The boy in front is Fred 
Newman, the only “cub” in the building. 

That the strike is settled is a matter of 
rejoicing not alone to the Pittsburg trades 
and the ordinary layman of the city, but 
to our general trade at large, as it is con- 
sidered a victory for the Pittsburg mas- 
ter plumbers who stood firmly and solid- 
ly together, feeling that they had right 
and justice on their side. 


Judge Marshall Brown of Common Pleas 
Court No. 1, has handed down an opinion 
of direct interest to the plumbing inter- 
ests of Pittsburg. The Judge declares the 
plumbers’ ordinance and the law under 
which it was enacted, being the act of 
June 7, 1901, to be constitutional. This 
means that every plumber who engages 
in business in the city can be compelled to 
take out a license under the city ordi- 
nance. The law was being tested in the 
ease of John Beltz, who had been fined 
for not securing a license and in not 
using cast-iron pipe for a drainage con- 
nection. The whole case hinged on the 
question of the constitutionality of the 
act above referred to authorizing cities to 
pass such ordinanees. Mr. Beltz’s counsel 
contended that the requirement for the 
registration of the plumbers was not 
founded on necessity, and that the act was 
class legislation. [In passing upon the 


question, Judge Brown cites a number of 
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decisions against the contentions of the 
appellant, and then says: “Is the act 
unconstitutional? We think not. It is 
the embodiment of legislative wisdom, the 
result presumably of care and deliberation 
in its formation and passage. Its classifi. 
cation, as applied to the sanitary needs 
of cities of the second class, is far reach. 
ing in effect; but not further than might 
be applied by the legislature in passing 
and limiting an act “that frame buildings 
shall not be constructed in. cities of the 
first class.” It might be contended, and 
reasonably, that the reason of the rule 
prohibiting frame buildings in cities of 
the first class was equally: applicable to 
cities of the second and third classes, and 
therefore, that the limitation was uncon- 
stitutional. Such is not the law. Limit. 
ing the rule to municipalities of the first 
class is a matter of legislative discretion; 
its extension to municipalities of other 
classes is a like discretion. As a legisla- 
tive measure affecting cities of the second 
class, the provisions therein as to qualifi- 
cations of plumbers, kind and quality of 
materials, inspection and other matter | 
are essential to the sanitary purpo; 
view—the protection and preservation of 
the public health; a purpose vitally 
site to a just administration of t 
government of cities of its class. 
carrying out its sanitary needs, the 
lation acts uniformly upon persons 
terials, and things essential to th 
subject of the act—sanitation an 
preservation of the public health. © 
tions overruled and dismissed and 
ment affirmed.” 


Mr. C. S. Johnson, acting man 
the Thomas Brass & Iron Wor 
kegan, Wis., was in Pittsburg las 
scliciting business from the jobbi 
for steam and gas goods. His 
have a very complete line, an 
goods appear to be a full weight and 
metal, and should receive considerat 
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|S ixteenth Annual Conventio 


HE 16th annual convention of 
the New York State Associa- 
tion of Master Plumbers was 
held at Albany, N. Y.. Feb- 
ruary 9th and 10th. 

Throughout the day preceding the open- 
ing of the convention delegates arrived 
in large numbers, the greater part of 
them going directly to the Kenmore Ho- 
tel, which had been selected as the head- 
quarters for the delegates. 

During the evening the corridors pre- 
sented a scene of animation, as the in- 
coming delegates greeted those already on 
the ground, many of whom had not met 
since the Buffalo convention last year. 

No definite program was laid out for 
the evening. The delegates, however, who 
didn’t find plenty to do with his first 


unusually successful session. According 
to custom, Capt. Kirchoff, armed with 
the Stars and Stripes, marshaled his 
forces at the Kenmore, and led them in 
safety to the Municipal Building, where 
the work of the convention was to be 
done. President Donohue, of New York 
City, called the delegates to order at 
10.45, and after a few cordial remarks 
to the brethren, introduced President 
Britt, of the Albany association, who in 
turn presented Mayor Gans. 

The mayor’s remarks were of the most 
cordial nature. In welcoming the State 
Association to the city of Albany, the 
mayor presented to them the “key to the 
city.” This key, as a general thing, is 
a mythical affair, but in the case of Al- 
bany it assumed definite shape in the 
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of the New York City Association, a beau- 
tiful block and gavel, for which the 
president expressed his deep gratitude 
and appreciation. 

H. F. Westcott at this point outlined to 
the convention the social pleasures which 
had been arranged for the delegates, and 
it was at once felt that that end of the 
work was not to suffer at the hands of 
the Albany people. 

Mr. Reid, as chairman of the Credential 
Committee, made a partial report suffi- 
cient to allow the work in hand to go 
ahead. 

Mr. Gaynor, of New York City, chair- 
man of the Legislative Committee, re- 
ported on the Mortimer Bill, stating that 
it was to be brought up before the As- 
sembly Committee on General Laws the 
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A resolution was next acted upon call- 
ing upon all gas companies in the State 
to provide means other than the street 
cock, whereby the gas service may be 
cut off at the point of entrance through 
the cellar wall, thereby allowing such ac- 
tion in the case of emergency without 
the loss of time and increased danger aris- 
ing from the application to the gas com- 
pany for the performance of such work. 
The resolution was adopted and referred 
to the local bodies for individual action. 

Following came the roll call, the same 
being accepted as the final report of the 
Credential Committee. 


LIST OF DELEGATBES AT ALBANY. 


Auburn—R. J. Hanning, John Holihan, 8. 
B. Wheeler. 


Albany—James Walsh, Albion Eckert, F. F. 


Photograph of the Members of the New York State Association of Master Plumbers Taken at Their;Sixteenth Annual Convention Held at Albany on February 9th and 10th President Donohoe Holding the Key to the City 


night in Albany had himself to blame, 
for there was plenty of things doing. 
On the morning of the 9th the real 
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work of the convention began, and the 
presence of over 200 delegates at the 
first call to order gave promise of an 


form of a five-foot key—the real thing. 
The mayor stated that whenever this key 
appeared, the police were to look out for 
the bearers of it, and if the latter in any 
case were unsteady, the guardians of the 
peace were to lend their support. 

Mr. Jones, secretary of the Albany 
Chamber of Commerce, was next intro- 
duced, and his witty remarks were highly 
appreciated. His remarks were inter- 
spersed with several clever stories which 
where to the point. The appointment of 
committees was next in order. As serg- 
eaprt-at arms President Donohoe appointed 
Mr. McGuire, of Albany, also the follow- 
ing: 

Credential Committee—W. G. Reid, 
Rochester; Jno. Hoolahan, Auburn; Thos. 
Kelley, New York City; Frank Schimpf, 
Albany; Danl. Lund, Buffalo. Auditing 
Committee—H. G. Wood, Buffalo; I. O. 
Shumway, New York City; W. L. Bene- 
dict, Syracuse. Resolutions Committee— 
Chas. Geiger, Buffalo; I. J. Brown, New 
York City; J. W. Krawl, Elmira. 

At this point ex-President Huck, of Buf- 
falo, in his own characteristic way, pre- 
sented to President Donohoe, en behalf 


following day at 2 P. M., and strongly 
advising delegates to see their respective 
assemblymen in the interests of the 
measure. Jno. E. Dugan, of Albany, read 
a letter from Mr. Mortimer, and urged 
the entire convention to appear at the 
hearing. I. J. Brown advised seeing the 
State Architect, and Mr. Rossman, Mr. 
McDonald, and President Donohoe made 
remarks along similar lines. Mr. A. H. 
Brown’s motion, that the legislative 
committees of the State and local associa- 
tions visit the State Architect, was adopt- 
ed. 

The morning session adjourned at 12 
M. to meet again at 2 P. M. 

AFTERNOON SESSION. 

The afternoon session was late in com- 
ing to order, the opening occurring at 3 
o’clock. 

The reports of the financial secretary 
and treasurer were read, showing this 
end of the State association’s affairs to 
be in a prosperous condition. The audit- 
ing committee’s report followed, and then 
the report of the vice-president, national 
State vice-president, which will be found 
elsewhere in this report. 


Schimpf, Jno. J. Britt, H. F. Westcott, Jno. 
B. Dugan. 


Buffalo—Dan’l Lund, C. B. Huck, T. J. 
Kavany, John Kavany, Edward Franke, Wm. 
Craighill, Wm. H. Martin, Chas. Geiger, J. 
B. Green, H. J. Wood, Wm. Deckert, W. Caines, 

Binghamton—T. J. Cronin, F. P. Kelly, Geo. 
Cropper. 

Elmira—Geo. W. Krowl, Robt. H. Walker. 

Geneva—Foist Hatmaker. 

New York (Manhattan)—B. F. Donohoe, T. 
J. Toumey, T. A. Hill, BE. J. Brady, A. Bryant, 
W. Kirchoff, T. J. Cummins, F, Reynolds, J. 
D. McEntee, I. O. Shumway, A. H. Brown, T. 


F. Gaynor, C. F. Seddon, J. Berliner, Jas. 
Smith, A. E. Jackson, J. Renehan, P. J. 
Andrews, J. F. Berry, J. T. Coyle, J. D. 


Duffy, M. F. Donohue, A. Husten, J. F. Kelly, 
J. A. Rossman, L. H. Stroh, I. J. Barth, G. J. 
Essig, W. P. Smale, E. J. Renehan, I. J. 
Brown, J. F. Griffen, W. J. McDermott, C. A. 
Walsh, Samuel Klein, H. B. J. Schieffer, H. W. 
Rod. 


Brooklyn—J. J. Dixon, B. MacDonald, C. 
Schirrmeister, G. W. Smyth, T. F. O’Brien, BE. T. 
Kelly, Jno. Barch, D. Donegan, L. P. Gfroerer, 
W. M. Brown, WB. Belford, J. S. Moyles, W. 
Nugent. 


Queens—J. Reppenger, G. M. O’Connor, P. 
Scott, J. J. Kelly, E. Brady, H. B. Robertson. 


Bronx—J. V. McEvily, F. Weber, D. L. De- 
laney, H. Salzman, David Duree, Jr. 


Newark—Benjamin Fanning. 
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Oswego—M. B. Crawford, T. M. Hennessey, 
James Keefe. 

Rochester—W. G. Reid, Louis Youchyi, T. EH. 
Fladd, Jas. H. Maher. 

Rensselaer—Wm. W. Gray, Chas. W. Gray. 

Rosendale—L. Bannon. 

Schenectady—Jas. T. Wasson, Jno. R. Shee- 
han, Wm. C. Vrooman. 

Saratoga Springs—Wm. P. Tarrant, Jno. J. 
Berry, Jas. W. Fitzpatrick. 

Syracuse—B. Jos. O’Donnell, M. L. McGuire, 
W. L. Benedict, W. A. Boysen, C. T. Hawes, 
I. J. Ward, T. Eklay, Chas. A. H. Kienzle, 
BE. B. Dunkerton, F. J. Hipkens. 

Suffolk County—S. C. Grimshaw, T. J. 
Kirk. 

Troy—Wm. F. Quinn, Chas... Wills, Samuel 
Morris, Wm. Ferguson. 

Utica—A. W. Danquer, P. F. Quinlan, J. D. 
Bachellor, Chas. Breen. 

Watertown—A. C. McCrady, V. H. 
Geo. H. Hyde. 

Yonkers—G. H. Mowe, Edward W. Costello, 
Jno. Magner, James O. Thompson. 

LIST OF MEMBERS AT CONVENTION, OTHER THAN 
DELNGATES. 

Rochester—F. C. Fisher. 

Syracuse—Chas. Groupe, F. O. James, W. F. 
Gooley, W. G. Goldy, Jno. La Belle. 


Cook, 


“up to” the members to see their assemb- 
lymen, and to push the interests of the 
bill. Mr. Rossman and Mr. Walker also 
advised the delegates concerning the mat- 
ter. 

The Apprenticeship Committee, through 
its chairman, Wm. C. Vrooman, of Schen- 
ectady, referred to the report of the Ap- 
prenticeship Committee of the National 
Association, as their report. 

The convention adjourned at 5.15 P. M., 
to meet the following day at 9 A. M. in 
executive session. 


REPORT OF NATIONAL STATE VICE-PRESIDENT. 

National State Vice-President Horace 
F. Westcott, of Albany, reported a state 
of harmony, with a consequent less 
amount of work devolving upon his of- 
fice. He reported that the National As- 
sociation has filed articles of incorpora- 
tion, and is now able to do business on a 
business basis. Attention was called to 
the death of the late vice-president, Chas. 
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a report on his part would necessarily 
embody much if not all which of right 
belongs to the president, and which no 
doubt would appear in the latter’s re- 
port. 

WEDNESDAY, Frpruary 10TH.—The exec- 
utive session convened all morning. Ow- 
ing to the time that was consumed in the 
attendance of delegates at the hearing 
on the Mortimer Bill before the Commit- 
tee on General Laws at the capitol, the 
afternoon session did not meet until late. 


The Sanitary Committee made a re- 
port to the convention, advising and rec- 
ommending certain innovations which 
might add to the value of the committee. 

The Legislative Committee, through 
Chairman Gaynor, reported on the work 
accomplished on the Mortimer Bill which 
had been performed during the two days 
of the convention. He stated that con- 
trary to expectation, Mr. Mortimer him- 
self had not appeared at the hearing, also 


Vice-President to the national convention, — 
the same being passed. 
After considerable debate by Mesa 
A. H. Brown, McDermott and Rossman, — 
the per capita tax for the year was made 
$1.25. Pe 
Next followed the election of officers. 
As Judge, the president pro tem, ©. B. 
Huck, of Buffalo, named F. Reynolds, 
New York City, as tellers Messrs. Geiger 
and Benedict, and aS an escort to the 
newly-elected officers Messrs. Barth — g 
Klein. ae 


Last year’s officers were unanimously a 
elected, viz.: President, B. F. Donohoe, a 
New York City; vice-president, Jno. EE. 
Dugan, Albany; financial and correspond- _ 
ing secretary, T. A. Hill, New York City; 
treasurer, A. H. Brown, New York City. 

The president was nominated by B. a. 
O'Donnell, Syracuse, the second vice. — 
president by A. H. Walker, Elmira, the 


secretary, according to by-law by the 
aye 
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Representatives of the Plumbing Supply Houses and Manufacturers who Were Present at the Convention of the New York State Association of Master:Plumbers}Held_at Albany, N. Y. — 


Watertown—Geo. H. Mowe, H. §S. Arthur. - 
Troy—Jno. H. Beck, J. J. Powers. 
Oswego—F.. J. Cusick. 

Schenectady—W. R. Stephenson, Jno. Har- 
bison, Chas. Stephenson, FPloid Hedden, John 
Allen. 

Albany—E, Van Loon, Ridgeway & Tyler, 
Kerwin Bros., H. H. Russ & Sons, Allen Gil- 
more, J. Edward Janes, J. D. Walsh & Sons, 
Joseph McGuire, A. Reigh, Scott & Ryder, J. H. 
Moran, John Doyle, Kiley & Stahl, Thos. Pryor, 
Chas. Schade. 

TRAVELING MEN AT THH CONVENTION. 

Howard A. Lansing, Secretary and Treasurer 
of the King Mfg. Co., of Watervliet, was at 
the convention Wednesday, happy in the 
knowledge that the King Trap is having a pros- 
perous season. 

S. F. Terwilliger, of the United States Heater 
Co., New York City, was one of the late ar- 
rivals. 


Mr. Gaynor reported that between the 
morning and afternoon sessions his com- 
mittee had called upon the State Architect 
and found him opposed to the Mortimer 
Bill, and that consequently it was now 


Polacheck. National President MHorn- 
brook has called upon him during the 
year to investigate complaints against 
certain dealers, all of which have been 
satisfactorily adjusted. He advised locals 
to make complaints through the State 
Association, and thereby facilitate the 
work. 


The work which President Donohoe 
has called upon him to do has been done 
with pleasure and the work of the year 
has been of much consequence. 


REPORT OF VICE-PRESIDENT. 


The report of Vice-President Jno. E. 
Dugan showed that his duties had been 
mostly along the lines of organization 
and legislation, the investigation of viola- 
tions and settlement of grievances. In 
his report Mr. Dugan excused himself 
from a sense of propriety, from render: 
ing a detailed report, claiming that such 


that the hearing showed the State Archi- 
tect strongly opposed to certain items 
found on the bill, and that, therefore, all 
effort in its favor had fallen to the asso- 
ciation members. Mr. Gaynor advised 
the substitution of a bill which the State 
Architect would probably not oppose, such 
bill to include only plumbing and gas 
fitting, and steam and hot water fitting. 

This report was accepted, following 
which G. W. Smyth, of Brooklyn, sub- 
mitted a resolution to the effect that 
legal talent be secured to properly frame 
a bill setting forth the recommendations 
made by Mr. Gaynor, this bill to be sub- 
mitted to the State legislative committee. 
After remarks by Messrs Gaynor, Geiger, 
Smyth and Rossman, the resolution was 
adopted. 

A. H. Brown, of New York City, moved 
that the State Association pay the ex- 
penses of the incoming National State 


president, and the treasurer by H. F. 
Westcott, Albany. : z 
The election of delegates- -at-large was 
next in order. g 
P. Kelly, of Binghamton, nominated 
Geo. Cropper, of Binghamton; Samuel 
Morris, of Troy, nominated Wm. F. Quinn, 
of Troy, and L. Bannon, of Rosendale, 
nominated E. MacDonald, of Brooklyn, 
these gentlemen being unanimously elect- 
ed. 
Two delegates to the national conven- 
tion were to’be elected, the president cons 
stituting the third delegate. ; 
B. F. O’Donnell, Syracuse was nomin- 
ated by T. F. Gaynor, of New York City; 
T. J. Kavany, Buffalo, by A. H. Brown, 
of New York City; J. A. Rossman, of New 
York City, by E. W. Costello, Yonkers, 
and W. G. Reid, Rochester, by Louis Yan-— 
chzi, Rochester. W. G. Reid and B. is 
O’Donnell received the election, 
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For National State Vice-President A. 
{. Brown, New York City, nominated H. 
”. Westcott, of Albany. Mr. Westcott be- 
ng unanimously elected. 

The next question before the conven- 
ion was the selection of the seat of the 
1ext State convention. Kingston and Al- 
yany were named, and Kingston was the 
inal selection, after considerable debate, 
he sparkling eloquence of Delegate Larry 
3annon winning the day. 

The matter of holding the convention 
luring the spring or early summer next 
‘laimed attention. 

Article 5 of the constitution was tem- 
orarily suspended, and after much argu- 
nent by various members, an amendment 
-o the constitution was adopted, placing 
the selection of the date for the holding 
of the convention in the hands of the 
Executive Committee. 

Votes of thanks were passed to the Al- 
bany press, THE PLUMBERS’ TRADE JOUR- 
vAL, the officials of the Albany City Hall 
and the local association of Albany. 

A vote was passed to place the decision 
of the amount to be contributed by the 
State organization to the Albany associa- 
tion, toward the expenses of entertaining 
the convention, in the control of the Ex- 
ecutive Committee. 

The convention then adjourned. 


PRESIDENT’S REPORT. 


To the New York State Association 

Gentlemen: I beg leave to submit the fol- 
lowing report for the year of 1908. 

Immediately after the adjournment of the 
fifteenth annual convention held in Buffalo, I 
took up the Mortimer bill with the various 
locals’ legislative committees of this Associa- 
tion, and with the members of the Committee 
on General Laws in the Assembly, to whom the 
bill was referred. I had some sixty-five copies 
typewritten and sent them with a list of the 
names of the Committees on General Laws to 
each local in the State, and to the individual 
members whom I thought might have influence 
with the various members of the Legislature, 
and I sent an urgent appeal in the name of the 
Association to each member of the Committee 
on General Laws. Some of them promised me 
and other members of this Association that 
they would do all they could to get the bill 
reported favorable out of committee as amended. 
We felt that if they were successful in so doing, 
we would have friends enough on the floor of 
both houses to pass it, but they were not suc- 
cessfvl, and the bill died in the Committee. But 
still undaunted, Mr. Mortimer, of Utica, on the 
92a of January, 1904, introduced Bill No. 159, 
but with five sub-divisions, similar to amended 
bill of last year, which provides for the 
separate letting of the construction, plumbing, 
heating, electrical work, work of painting, 
decorating, wood finishing or carving. I think 
if we make an united effort we can get this 
bill reported favorable out of Committee, and 
then try and have it passed by both houses. 
This bill is the same as was amended in 19038, 
in the Committee on’ General Laws. ‘That 
every member may become familiarized with 
this bill I have had five hundred copies printed, 
and they are here for distribution, together with 
the names of the Committee on General Laws. 

I have received about one hundred communi- 
cations from the various locals, and members 
of this Association, some of them from the 
National office, calling my attention to the fact 
that we were behind in the payment of the Na- 
tional per capita tax. Gentlemen, that is not 
the fault of your State officers, as they cannot 
pay out what they do not receive. The locals 
are very lax in this important matter, and they 
do not think of forwarding their per capita tax 
until they are six months in arrears, and then 
they do not understand why they owe so much. 
Your officers have written to some of them 
several times, forwarded them bills, duplicate 
bills, and have not heard or received any reply 
from some of them. <A great many locals and 
individual members have formed the habit of 
settling up at the convention. While it is bet- 
ter late tham never, still your officers should 
have received the money in time to forward it 
to the National office before the first of Febru- 
ary, and balance their books, whereas they will 


show a balance on hand to the convention, 
which does not all belong to the State Associa- 
tion, but the greater part to the National. 

During the month of May, with Mr. Rossman, 
of New York, and Mr. Walker, of Elmira, we 
attended the convention of the National Associ- 
ation, held in San Francisco, Cal., and I must 
say the Empire State was well represented, 
there being delegates present from Buffalo, 
Syracuse, Troy, Rosendale, Poughkeepsie, and 
New York City. The convention as a whole was 
well attended, considering the distance some 
of the delegates had to travel. The Cleveland 
resolutions were reaffirmed and the Apprentice- 
ship Committee’s report was adopted, which 
provides for the restriction of the number of 
apprentices to be employed at the trade, and 
making good mechanics of them. 

Mr. Hornbrook was re-elected for the third 
term, which only goes to show the confidence 
the master plumbers of the country have in 
him, and in the Cleveland resolutions. Mr. 
Thomas F. Gaynor, of New York City, was re- 
appointed a member of the National Executive 
Committee. I also wish to call your attention 
to the fact that the National Association has 
been incorporated under the laws of the State 
of Delaware, and as several locals in our State 
have incorporated I would recommend that all 
locals take steps in that line. 

In tabulating the membership list between 
January 1, 1902, and December 31, 1903, 1 
find that a number of locals have decreased in 
membership, while others have shown an in- 
crease in members; nevertheless, we show a 
net gain in membership throughout the State 
of twenty-two members, made up of a new 
local consisting of thirty-five members and four 
individual members. The heaviest loss of mem- 
bers was in New York City, where the member- 
ship decreased thirty-eight with slight decreases 
in a number of other locals. A number of 
locals did good work in increasing the member- 
ship during the term, 

Early in December with the Secretary and 
Treasurer, I went to Albany to make arrange- 
ments for this convention. After visiting sev- 
eral hotels, your officers selected the New 
Kenmore as the headquarters, as their terms 
were the most favorable. We were informed 
by Messrs. Dugan and Westcott that the Al- 
bany Association would be able to secure the 
meeting room of the Common Council Chamber 
of City Hall, which saves this Association the 
expense of hiring a hall. While in Albany, your 
officers took up a complaint of the Troy Asso- 
ciation against the firm of Hoy & Co., of Al- 
bany, which was referred to me by the National 
Association to investigate, as the Troy local had 
sent it there, instead of to the State officers 
direct. Had they done so it could have been 
settled at once, instead of being delayed nine 
months. Hoy & Co. agreed to confine their 
sales of plumbing material to the licensed 
plumbers in Troy, whose names would be fur- 
nished by the Troy local, as being the regular 
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licensed plumbers of Troy and vicinity, holding 
a certificate of competency from the Examining 
Board of Plumbers of Troy. Said list to be 
sent to the State officers and by them forward- 


ed to Hoy & Co. At the request of Mr. Mulli- 
gan and Mr. Quinn, we went up to Troy. Mr. 
Westcott accompanied us there, and we called 
on the firm of Aird, Don & Co., as Mr. Quinn 
did not think they were living up to the Cleve- 
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land resolutions. As there were no specific 
charges, we only made it a friendly call. Mr. 
Mulligan introduced us to Mr. Aird, who seemed 
pleased to meet us. He said he know of no 
grievance between his house and Troy plumb- 
ers. I then visited Buffalo, with Secretary 
Hill and Treasurer Brown, to get some informa- 
tion from Mr. Huck and ex-Secretary Woods 
in regard to the back indebtedness of some of 
the locals, which we only could straighten out 
by bringing the books up there and going over 
the matter together with them, which we did, 
and every local’s account was taken up and sat- 
isfactorily explained. 

I did not find it necessary to call the Execu- 
tive Committee together during the year, as 
there were no matters of such importance to 
warrant the calling of a meeting of the Execu- 
tive Committee, and being short of funds, we 
could not stand the expense. I had two thou- 
sand copies of the constitution and by-laws, 
with amendments, printed, and they are for the 
members now. 

Barly in January Mr. A, H. Brown and Mr. 
Hill and myself went to Patchogue, L. L, 
and organized the Suffolk County Master 
Plumbers, thirty-five in number, into the State 
and National Association, and they are repre- 
sented at this convention now. 

I wish to thank the officers and various com- 
mittees of the Association who, by their ad- 
vice and assistance, were always ready to aid 
in the Association’s work by attending prompt- 
ly to whatever business was referred to them 
to adjust, and thereby lightened the work of 
my office. 

Now again I call upon the members of this 
State Association to be loyal to the National 
Association and the Cleveland resolutions, and 
to carefully peruse every document and com- 
munication they receive from the State and 
National Association, especially the lists of 
manufacturers and jobbers who are in accord, 
and govern yourselves accordingly. 

B. F. DoNoHon, President. 


CONVENTION NOTES GLEANED BY OUK SPECIAL 
REPRESENTATIVE AT THE MEETING, 


The weather was the only cold thing 
to be found at Albany. Everything else 
varied from “warm” to “hot.” 

The “Stag’’ was a fitting close of the 
social features of the convention, and 
the delegate who can find any fault with 
the pleasures provided for him by the 
Albany people, from the time he landed 
until he went back home, is certainly a 
hard man to suit. : 

The entertainment opened with some 
excellent selections by the Empire Quar- 
tette, followed by some very clever danc- 
ing by Mr. Healy and two little boys. 
Then came clog dancing #@y Master Ed- 
ward Cox. The floor was cleared and 
several braces of ‘Mitten Slingers” did 
things to each other’s faces. Two of 
“Johnny” Britt’s helpers got after each 
other, and the little “feller” came out 
best in a draw. 

Two exponents, representing the manly 
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art as practiced in the cities of Albany 
and Troy, had it out, but the audience 
feit that they thought too much or each 
other, put gave them credit for a clever 
exhibition. 

A “Bowery” boy next entertained his 
hearers with a tew choice literary mor- 
sels, and did some Bowery stunts, and 
then made way for the star event of the 
evening, which was entirely successful, 
this being nothing less than a bout be- 
tween “Slicker Penny” and “Spider” 
Kelly, one representing the “Gulf,” the 
other the “Gut.” “Slicker” was a large, 
husky lad, and “Spider” resembled his 
own name as much as anything. The 
game was for blood at the start, and so 
continued, ‘Slicker’ getting much the 
worst of it, to the great delight of as- 
sembled multitude. 

The entertainment was interspersed 
with singing, the quartette leading, and 
the plumbers coming in strong on the 
chorus. ‘Down Where the Wurzburger 
Flows” was especially effective, and drew 
out the best efforts. 

“Prince of Wales” Moyles and his 
“tile’ was one of the sights of the con- 
vention, and when the hat solemnly 
strolled down the aisle at the theater the 
“Prince” was a marked man. All this 
time Mr. I. O. Shumway, of New York 
City, was wearing another hat. 

R. H. Walker, of Elmira, handed out a 
pocket mirror to his friends that was 
OKs 

The next time you see J. J. Kelly, of 
Flushing, L. I., ask him about that note 
that he got from one of Albany’s blonde 
beauties. 

When it comes to deliberately freezing 
up a lock on the front door of a house, 
it is time to call the police. This hap- 
pened down at the “Gut,” and whether it 
was the traveling men or the delegates 
that are guilty, we know not, but we 
have our suspicions. 

The Albany association distributed a 
pretty souvenir containing views of Al- 
bany. 

While the plumbers were holding their 
convention upstairs, the doctors were 
holding theirs downstairs. This looks 
bad. It has every mark of a conspiracy, 
and all that was lacking was a convention 
of undertakers. However, the plumbers 
were on top. 

The Chamber of Commerce of Albany 
handed out souvenir postal cards, and 
they were put to use forthwith. 

Barth thinks that the work of the Sani- 
tary Committee of the State Association 
should include the duty of keeping the 
windows open in the convention hall. The 
hall at times was under the “smoke test” 
for sure. The ‘water test’ at conven- 
tions isn’t used to any great extent. 

The Greater New York delegation went 
up to Albany the day before convention 
opened, in their own special car. Last 
year, on their journey to Buffalo, they 
worked several different kinds of degrees 
on as many candidates, but we haven’t 
heard anything about the degree work 
this year. 


The Albany association gave the dele- 
gates and friends a theater party at 
Proctor’s, and the vaudeville program 
given was all right. The artists, of 
course, rang in the usual changes on the 
innocent plumber. One of the company 
showed how “Charlie” Huck, “Andy” 
Brown and Col. Rossman play ball, and 
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that the national game comes easy to 
them was clearly demonstrated. 

Col. Rossman has no use for “bees” in 
his bonnet. 

Secretary Hill was certainly O. K. in 
the eyes of the convention, the members 
seeming to appreciate the good work he 
has done. 

The Albany association, with John J. 
Britt at its head, handled the duties in- 
cident to the entertainment of the con- 
vention in a manner which left nothing 
to be desired. President Britt appointed 
to this work the following committee: 
H. F. Westcott, chairman, Jno. H. Moran, 
Fred W. Ridgway, John E. Dugan, T. E. 
Kerwin, J. Edward Janes and Frank F. 
Schimpf, the various lines of work being 
divided among them. 

“Judge” Reynolds was the right man 
in the right place, although some claimed 
he was biased, so used was he to saying 
“that’s good.” 

“Barth & Klein” are a combination 
that is gaining notoriety that is well- 
nigh historical. An effort was made at 
the “Stag” to get a bout on between the 
two inseparables, but it was no go. 

C. Schwenker, of Brooklyn, was taken 
for a Senator by a Rube from one of 
the back districts. 

It is said that the accident to the ele- 
vator at the City Hall was caused by 
overloading it with three of the conven- 
tion heavyweights. 

“Costello,” of Yonkers, said: “I am a 
Democrat.” David B. Hill said the same 
thing. However, the Yonkers statesman 
finally apologized for being such, and the 
convention accepted the apology, in the 
belief that if the public became aware 
of Mr. Costello’s political attitude it 
might hurt his good name. 

THe “Stac’ at ALBANY.—Everyone of 
the visitors at Albany knows just what 
this heading stands for. It means that 
on the evening of the last day of the 
convention the Albany association pro- 
vided at the Armory of the Burgesses 
Corp an entertainment that was well 
pleasing in the sight of all good plumbers. 

In the main hall the main part of the 
_ entertainment was held, while in conveni- 
ent ante-rooms the delegate might find 
the wherewithal to appease the appetite, 
and to wet the whistle. 


THE TRAVELING SALESMEN 

“A Joker for 1904,” from Hoy & Co., 
of Albany, was the finest convention souv- 
enir that the delegate has received in 
many a day. The souvenir took the form 
of an elegant pack of cards, and the gen- 
erosity of the house of Hoy was appreci- 
ated to the full extent. 

The R. C. McClure Co., of Syracuse, 
were strongly in evidence. Secretary and 
manager, John McClure Chase, O. W. Mid- 
daugh and Jno. H. Gilroy were all on 
hand, and Parlor 158 held a cordial wel- 
come for the plumber man. 

Frep. F. Howe, eastern representative 
for the Borden Co., Warren, Ohio., had 
an exhibit of the Borden geared solid die 
stock for threading pipe by hand power. 
That the machine is O. K. would cer- 
tainly appear from the business that Mr. 
Hawe did during convention, and he did 
his share of the entertaining as well. 

Wm. Robinson, Jno. Murray’s ever-pres- 
ent and right-hand man, was the first 
man on the ground, and probably the 
last to get away. The delegate that got 
“Robbie” interested in him had a chance 
to see all that was going. 


Hersey Mfg. Co., 220 Broadway, New 
York City, was represented by Wm. C. 
Sherwood, who had on exhibit model F 
of their disc water meter, which claimed 
the attention of many of the visiting dele- 
gates, especially those from New York 
City. 

Thos. F. Murphy, secretary of the Ken- 
ney Mfg. Co., of New York City, went up 
to Albany and, as ever, is showing the 
people that after all there is nothing quite 
like the Kenney flushometer. 

Messrs. A. E. Gray and Woodward 
“dealt the cards’ for Hoy & Co.; and they 
“dealt without cutting.” 

Paul Heiland represented Geo. W. Hei- 
land, of New York City. 

Chas. Millar & Co., of Utica, were out 
in force. Their quartette was made up 
of Walter M. Winn, R. A. Tate, Chas. 
Glavin and H..Kenny. 

Another quartette that was much in 
evidence was made up of P. M. Beecher, 
Chas. Mosner, Frank Kehoe and R. W. 
Strong, all of them “missionaries” for 
Pierce, Butler & Pierce. 

Howard W. Walton attended the con- 
vention in the interest of the John Sim- 
mons Co., New York City. 

P. J. Conway was there to look after 
the welfare of the Louis Lipp Co. 

“Rufe’ Campbell showed up for the 
Colwell Lead Co., New York City. 

Herbert R. Kinkaid and Alf. Davis rep- 
resented Samuel Sloan, of Rochester. 

M. L. McGuire, of Syracuse, had on ex- 
hibition different styles of the McQuire 
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adjustable star roof flange, and that it 
is O. K. is attested by the many favorable 
remarks passed up it by the visitors. Mr. 
McGuire, by the way, is treasurer of the 
Syracuse association, and his new venture 
deserves merited success. 

German Grob, of German Grob & Son. 
New York City, was on deck. 

Frank J. Spelbrink attended in the 
interest of Murphy & Mercer Co., of 
Philadelphia, a recent addition to the 
wholesale sheet metal trade of that city. 

Francis N. Hoffer represented the Jno. 


Douglas Co. 
THE FOLLOWING SUPPLY HOUSES WERH RHPRE- 
SENTED AT THB CONVENTION. 

The R. C. McClure Co., Syracuse, N. Y.— 
O. W. Middaugh, John H. Gillroy, John Mc- 
Clure Chase. 

Chas. Miller & Son Co., Utica, N. Y.—R. A. 
Tate, Edgar Kenny, Walter M. Winn, Chas. F 
Glavin. 

Murphy & Mercer Co., Philadelphia, Pa.— 
Frank J. Spelbrink. Fagin Bros.—James C. 
Fagan. 

The Borden Co., Warren, O.—F red. F. Howe. 

John A. Murray, New York City—Wm. Rob- 
inson. Hersey Mfg. Co.—Wm. C. Sherwood. 

Pierce, Butler & Pierce Mfg. Co., Syracuse— 
Ralph C. Strong, Chas. A. Mosner, Frank A. 
Kehoe, 

Colwell Lead Co., New York City—W. R. 
Campbell. Geo. W. Heiland—Paul Heiland. 

Samuel Sloan & Co., Rochester, N. Y.—H. 
R. Kinkaid. 

John Hoy & Co., Albany, N. Y.—John Hoy, 
Adam Gray, John Woodward. 

Louis Lipp & Co., Cincinnati, O.—P. J. Con- 
way. 

The King Trap Mfg. Co., Watervliet, N. Y.— 
Howard A. Lansing. 

The Kenney Mfg. Co., 
Thomas F. Murphy. 


New York City— 
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¢ Thirteenth Annual Convention 
ter Plumbers Held at Toledo on February 9th and 10th 
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FTER a lapse of six years the Ohio 
state association of master plumb- 
ers convened at Toledo to hold its 
thirteenth annual convention, 

February 9th and 10th. Well do the 
plumbers of Ohio remember the hospitality 
of their Toledo brethren, and well do 
the Toledo boys know how to look after 
the welfare and happiness of their guests, 
old veterans as chairman Rubert Kaltz and 
his fellow committeemen. 

The first to arrive were the members of 
the executive committee, inmany of whom 
came in Sunday eveuing in order to be on 
hand for the meetings of the committee 
Monday morning. The Columbus delega- 
tion, about fifteen strong, arrived Mon- 
day noon, and were soon followed by the 
boys from Cleveland, twelve in number. 
Each train brought delegates from all 
sections of the State, until on Tuesday 
morning 131 delegates were present. The 
lobby of the Boody House was filled with 
a jolly crowd of master plumbers extend- 
ing the glad hand to each new comer and 
renewing old acquaintances. 

The first session of the convention was 
called to order at 10.15 o’clock in the 
large and handsome club room of the 
Elks on the top floor of the Valentine 
Building. President R. S. Dawson, of the 
Toledo local called the meeting to order 
and in a few brief words of good fellow- 
ship welcomed the plumbers of Ohio to 
Toledo and pledging the local association 
to do its best to look after the welfare of 
its guests. President Dawson concluded 
his remarks by introducing Mayor Sam 
Jones, who delivered a very able address, 


and extended the courtesy of the city to 
the plumbers. 


President Huffman proceeded with the 


regular business of the convention. He 
appointed John E. Sweatman, of Toledo, 
sergeant-at-arms. 

The Committee on Credentials was an- 
nounced as follows: Chairman, Walter F. 
Kirn, of Akron; Herman Appell, Sandus- 
ky; and William Haas, Dayton. 

The chair then announced the Press 
Committee, consisting of Robert Raitz, 
chairman, Toledo, David H. Roberts, 
Cleveland. 

President Huffman stated that in ac- 
cordance with the constitution an audit- 
ing committee of three members should 
be elected. On motion from the flora 
short recess was taken to allow the Com- 
mittee on Credentials to prepare its re- 
port. 

During the half hour recess the dele- 
gates entertained themselves in the as- 
sembly room and enjoyed the hospitality 
of the local association, which had pre- 
pared a bountiful banquet luncheon in 
the adjoining lobby. 

The Credentials Committee submitted 
its report, showing the following dele- 
gates present: 

DELEGATES. 

Akron—Walter F. Kirn, W. Hoffman, H. P. 
Cahill. 

Bellefontaine—S. B. Barker. 

Bluffton—Theo. G. Scheid. 

Canton—A. C. Eymon, George Ressler, Den- 
nis Chamois. 

Cleveland—Joseph Winterbottom, D. H. Rob- 


erts, J. J. Comerford, John Leese, B. H. Ben- 
hoff, F. C. Fuller, Charles Strever, Frank 


’ Manny, B. B. Hill, Chas. Silefried. 


¢ 


Columbus—#. F. Arras, Hiram Munk, wile 
liam Loos, E. J. McNamara, W. F. Blair, 
Dayton—Hd. Broadbent, J. L, Riley, J, 
Bolan, William Haas. “a ae 
Denisen—A. W. Kwoczolla. ‘a 
Findlay—E. H. Coates. en 
Fostoria—W. H. Swanson. ee 
Lima—C. M. Canteeny, J. McVey, (ey 
Cowles, A. C. Reichelderfer, > 
Mahoning—M. B. Jacobs, Louis Scheible, as 
Valley Association—George Augstadt, = -—s 
Mt. Gilead—J. H. Holt. Be, 
Mt. Vernon—H. S. Bingham. 
Ohio River Association—A. Porterfield, H. a 
Finnon, John C. Hayne, J. R. Fitton, + 
Steubenville—J. Longacre. 
Sandusky—Herman Appell. 
Springfield—Albert Bauer, Charles E. Bide 
nauer, R. H. Desarmaux. 
Toledo—R. S. Dawson, Robert Raitz, vee B 
Kern, J. Densmore, Jacob Cook, L. A. Gervin, 
Wellsyille—Wm. Wooster, H. C. Zegler, < 
Wapokoneta—F. E. Kolter: 
After the report of the Committens on 
Credentials the convention settled down — 


to regular business. 


At the request of the president, J. L. 
Riley, of Dayton, introduced the follow- 
ing resolution, copied from the convention — 
of the National Association, as an amen ; 
ment to the constitution: say 

“All ex-presidents of the Ohio State Associa- * 
tion of Master Plumbers’ shall be entitled to 
all the privileges of delegates while they con- — 
tinue in good standing in their local organi & 
tion.”’ 4 


The introduction of this amendinete 
brought out a lively discussion, and Ke 
finally put to a vote, was lost, of the 52 
delegates present at the time, 37 voted - 
against it. i 

The following committees were an- 
nounced by the chair: j a 

Resolution Committee: R. H. Desamoux, — 
chairman, Springfield; J. L. Riley, Day- 
ton, and W. H. Burnet, Youngstown. 

The appointment of the grievance com- 
mittee, on request of the chair, was laid 
over until the afternoon session. 

The Auditing Committee, in accordance 
with the constitution, was elected: A. H. 
Eymon, Canton; Edwin F. Arras, Colum- 


William Gerkins, Secretary Toledo Association 4 


bus, and John Leese, Cleveland, were 
nominated, and the secretary was in- 
structed to cast a unanimous ballot for 
their election. J. M. McVey, Lima, and 
James Bolan, Dayton, were appointed as 
tellers. 

On motion of E. H. Benhoff, of Cleve- 
land, a recess was taken until 2.30 P. M. 

AFTERNOON SEssion.—At the opening of 
the afternoon session the chair announced — 
the following members of the Grievance a 
Committee: J. R. Fitton, chairma 
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llaire; J. M. McVey, Lima, and Ed. 
oadbent, Dayton. 

Reports of officers were then received. 
esident Huffman reserved his report 
r the executive session. The report of 
e secretary-treasurer, Eb, Ellen, was re- 
ived and referred to Auditing Commit- 
2. Secretary Ellen reported the total 
2mbership 379—a net gain of 19 mem- 
rs over the preceding year, also show- 
> a financial gain, a balance on hand 
$1,457.95. 


The report of the delegates to the Na- 
nal Convention at San Francisco on 
yuest of R. D. Moodie, Dayton, was 
stponed for executive session. 
Secretary Ellen read a communication 
ym President E. D. Hornbrook, of the 
itional Association, regretting his in- 
ility to be present at this meeting, 
iting that he had requested Mr. Moodie 
Dayton to be present as a represen- 
‘ive of the National Association. Also 
communication from Richard Murphy, 
esident of the Cincinnati Association, 
is read and filed. Mr. Murphy stated 
at on account of serious labor troubles 
his city, it was imperative that he re- 
1in at home. For this reason the Cin- 
inati Association was not represented 
the convention. 

EH. J. McNamara on behalf of the Co- 
mbus delegation presented several re- 
lutions, which were referred to the 
mmittee on Resolution without debate. 
ie Cleveland delegation also presented 
o resolutions, which were disposed of 
the same manner, 

On motion of David H. Roberts, of 
»veland, the delegates went into Execu- 
e session, which continued until 5:30 
lock. 

[uESspDAY Eventne.—A theatre party 
S arranged by the Entertainment 


Committee for Tuesday evening, and the 
delegates were the guests of the Toledo 
Association at the Valentine Theatre, 
where Raymond Hitchcock and his excel- 
lent company presented the comic opera, 
the “Yankee Consul.” The opera was of 
high standard and thoroughly enjoyed 
by all. Several of the local plumbers 
were made the subject of a number of 
witty remarks from the stage. 


President A. S. W. Huffman won the 
sobriquet of “Alphabetical” Huffman. It 
was said of one of the actors who was 
stealing a drink with the aid of a straw 
from the glass of his “Governor,” “in 
making a connection that fellow is as 
good as ‘Bob’ Raitz.” 


WEDNESDAY MoRNING.—The session was 
called to order at 10 o’clock. President 
Huffman asked for the roll call, which 
showed 50 of the 57 delegates present. 

Chairman A. C Eymon, of the Audit- 
ing Committee, presented the report of 
his committee, showing the accounts of 
the secretary-treasurer to be _ correct. 
The report was made a part of the min- 
utes, 


A communication was received from 
the National Supply Co., inviting all vis- 
itors to call at the works and exhibition 
rooms to inspect same. 


The convention then went into execu- 
tive session. 


Following the session Wednesday noon, 
the convention, headed by Robt. Raftz 
and William Girkins, assembled in front 
of the Toledo Chandelier Manufacturing 
Company’s factory at 127-129 Huron 
street, for a group photograph of all 
members present. The picture was taken 
under the auspices of the Toledo Chan- 
delier Manufacturing Company, and a 
copy of the same will be mailed to each 


person present, as a souvenir of the con- 
vention. 

Wednesday afternoon the executive 
session was called to order at 2.30 P. M. 
Business was transacted very rapidly 
with J. L. Riley, of Dayton, in the chair, 
and at 3:15 a recess was taken to wait 
a report of the Grievance Committee. 

At about 4 o’clock the business of the 
executive was completed, and the con- 
vention was declared in open session. 


Mr. Arras, of Columbus, made a mo- 
tion, which was unanimously carried, that 
a vote of thanks be extended to the To- 
ledo local for the magnificent manner in 
which it-entertained the convention. 


The Toledo Chandelier Manufacturing 
Company was also given a vote of thanks 
for the attention given the visiting dele- 
gates while in the city. 


William Girkins, secretary of the En- 
tertainment Committee, stated that no 
trains would leave Toledo Wednesday, 
and invited all present to accept the 
hospitality of the local and enjoy an 
evening of entertainment arranged by 
the committee. 


President Huffman announced the Com- 
mittee for Revision of the Constitution 
and By-Laws as follows: R. D. Moodie, 
chairman, Dayton; Eb. Ellen, Cleveland; 
and J. C. Meissner, Toledo. Mr. Meiss- 
ner later withdrew his name from this 
committee and chair appointed in his 
place W. H. Burnett, of Youngstown. 


At the suggestion of Louis Poplowsky, 
of Cleveland, the Master Plumbers’ Asso- 
ciation of Ohio, assembled in convention 
at Toledo, Ohio, sent a telegram to John 
Trainor, expressing the heartfelt sym- 
pathy to all citizens of the stricken city 
of Baltimore, and expressing regrets for 
any losses that have been sustained by 
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the master plumbers and other residents 
of that city. 

E. F. Arras, of Columbus, in an elo- 
quent speech nominated H. P. Cahill, Ak- 
ron, for president. The nomination was 
seconded by J. L. Riley, of Dayton, on 
behalf of his delegation, and also by D. 
H. Roberts, for the Cleveland delegates. 
Mr. Cahill’s election was made unani- 
mous. 

J. L. Riley, Dayton, placed the name 
of William Gerkins, Toledo, before the 
convention for vice-president, and was 
seconded by Lima and Denison, and by D. 
H. Roberts, of Cleveland. 

Mr. Girkins was unanimously elected. 

The convention recommended John M. 
McVey, Lima, to the National Associa- 
tion for the position of National Vice- 
President from Ohio. 

J. R. Fitton, Bellaire, O., and A. C. Hy- 
non, Canton, were elected delegates to the 
next national convention to be held at 
St. Louis. 

The newly-elected officers in turn 
thanked the convention for the honor 
conferred on them, and pledged them- 
selves to uphold and work for the best 
interests of the State Association, and 
endeavor to advance its roster and guard 
well its treasury. Retiring president 
Huffman turned the gavel over to Presi- 
degt Cahill, thanking the organization for 
the courtesies extended to him while in 
office. 

A vote of thanks was accorded the re- 
tiring president and all other officers for 
the faithful performance of their duties. 

A. C. Eymon, on behalf of Canton, in- 
vited the convention to convene at Can- 
ton for the next annual meeting. The 
invitation was unanimously accepted by 
vote of the delegates. 

The convention adjourned to meet at 
Canton next’ February. 
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Robert Raitz, Toledo, O., Chairman of Entertaining Committee, 
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Market Quotations 


For The Trade 


Edited by C. C. RIGGS. 


1G ikUN—The tone of the 
market has been easy and 
prices have weakened slight- 
ly, although few changes 
have been made in open 
market prices. The volume of business 
transacted has continued disappointing 
to the furnaces, especially for supplies 
for delivery during the second quarter of 
the year, they not being able to back 
orders as freely as expected. Prices have 
yielded and the premiums that were be- 
ing asked for forward deliveries are fast 
disappearing. Pipe works, at the lower 
prices, have been reported showing in- 
creased interest and have placed orders 
for some fairly good-sized lines. Accord- 
ing to latest statistics the production of 
iron for January was 925,000 tons, com- 
paring with 850,000 tons for December. 
The weekly production of iron for the 
week ended February 1 was 278,000 tons, 
against 186,000 tons on January 1. 

Copprr.—Declining prices have con 
tinued to be experienced. Export business 
has been reported as flat, the European 
market being reported demoralized and 
the buying by the domestic trade has 
been along very conservative lines. Pro- 
ducers of copper have shown consider- 
able anxiety to obtain business and have 
therefore been endeavoring to attract buy- 
ers by reducing prices. At the close it 
was understood that some of the large 
domestic consumers were giving increas- 
ed attention to the market and that nego- 
tiations were pending on fair-sized con- 
tracts for forward deliveries. The ideas 
of buyers, however, it was understood, 
were considerably under open market 
quotations \shich at this writing are as 
follows for carload lots: Lake, 12 to 
1214c.; electrolytic, 12c., and casting 11% 
to 11%c. Smaller quantities were quoted 
from 1% to %4c. per pound higher. 

Pig Tin.—Locally the market has 
shown a firm undertone. Spot supplies 
have continued limited. There have been 
moderate arrivals but these supplies have 
been sold previous to arrival and have 
passed quickly into the hands of con- 
sumers who, it is understood, have been 
anxiously awaiting for supplies and also 
have been cleaning the spot market of 
the limited stock on offer, paying full 
prices. At this writing the price was 


firm at 28.15 to 28.25c. for carload lots 
and 28.50 to 29c. for smaiier quantities. 
Supplies of pig tin afloat for American 
parts amount to about 3,000 tons. 

Pig Lwap.—Business has been quiet but 
owing to small available supplies the mar- 
ket has heid firm and the spot quotations 
for round lots is 4.5Uc. and tor prompt 
shipment from the West 4.40c. Smaller 
quantities were quoted at 4.75 to 5c. 

Nickel has been unchanged and sturdy, 
but only a limited volume of business has 
been transacted, closing at 40 to 47c. for 
round lots and 50 to 60c. for smaller 
quantities. 

Spelter has been quiet, the buying be 
ing of a small hand-to-mouth character; 
prices have. been unchanged and study 
at 4.90c. for carload lots and 5.25 to 5.50¢. 
for smaller quantities. 

Pirp.—A good demand has continued 
to be reported for both cast iron and 
merchant pipe. The call for the latter 
has been largely for the small and medi 
um sizes for direct shipment, although 
it is understood that there is some in- 
quiry from the gas and oil regions for 
the larger sizes. Prices have been un 
changed and sturdy. Lead pipe and 
sheet lead have been in moderate demand 
and prices have been well maintained 
Quoted: Lead pipe, 5 to 5.20c. per pound; 
sheet lead, 514 to 5%4c. per pound; tin- 
lined lead pipe, 10c. per pound, and block 
tin pipe, 33 to 34ec. 
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STOCKHOLDERS OF THE STANDARD SANITARY 
MANUFACTURING COMPANY 


The stockholders of the Standard Sani- 
tary Mfg. Co. held their annual meeting 
in the Arrott Building at Pittsburg, Pa. 
on January 26. The report for the year 
shows that the company earned over 
$300,000 after depreciation deductions. 
There was paid out $133,385 in dividends 
and $170,000 was added to the surplus, 
making this item $700,000. 

The following directors were elected: 
Theo. Ahrens, Francis J. Torrance, Henry 
Cribben, W. A. Myler, E? L. Dawes, W. 
Ke. Mclaren; J. C22 Kline; .C, 2k. Arroty; 
William Arrott, A. J. Vollrath, Oscar 
Marschuetz and D. Jameson. 

The old officers were re-elected, as fol- 
lows: President, Theo. Ahrens; first 
vice-president, Francis J. Torrance; sec- 
ond vice-president, Henry Cribben; sec- 
retary and treasurer, W. A. Myler; gen- 
eral manager of factories, E. L. Dawes. 
At the meeting the regular quarterly divi- 
dend of 1%4 per cent. was declared. 
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NOXAL 


Prices from $2 50 upwards. 
Very simple, 
Not a nut, screw or bolt anywhere. 


GERM-PROOR 
WATER FILTER 


easily taken apart and cleaned 


A big money maker for the Plumber. 
We sell to one dealer in a town only. 
Drop us a postal for particulars. 


AMERICAN FILTER CO., 


ECONOMY IS WEALTH 
—USE— 


McGuire Adjustable 


Star Roof Flange 


PAT. NOV. !2, 1901. 
Nothing Equals It 
Write for Discount 


Try a Sample and be convinced 
of the merits of this Flange. 


1M. L. McGuire, Syracuse, N.Y. 
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SPECIAL—The greatest Instruction and Information 
on Plumbing and Heating. 


E desire to make a clearance sale of a limited number of bound volumes which 
we have of THE PLUMBERS’ TRADE JOURNAL. These volumes have been sell- 
ing for $4.00 apiece. They are splendidly bound and contain the most up-to- 

date and thorough information on practical plumbing and heating that is published. 
There are many drawings of new work and illustrations of old that can be obtained 


in no other way than through these bound volumes. 


For the next THIRTY DAYS 


we will dispose of alimited number, as we state, at the uniform price of $2.00 APIECE, 
postage paid to any address in the United States. 


e have 50 volumes of 1893. 
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1897. 

1899, January to June, 
1899, July to December. 
1901, January to June, 
1902, July to December. 
1903, July to December. 


We have also copies of other volumes which can only be sold at the regular retail 


price of $4.09 a volume, 


THE PLUMBERS’ TRADE JOURNAL 


61 Beekman Street, New York 


337 Michigan St. | 
MILWAUKEE, Wis, | 


inside Lamp No. 40 
One Mantle, 950 Candle Power 
A Light for any indoor room or 

place of business requiring a 
substantial and satisfactory 
light of great brilliancy and 
far-reaching penetration: 


Write for Prices and 
Descriptive Catalog 


The American Self- 
Lighting Lamp Co. 


300 Montana St. 
PEORIA, ILL. 


MR. P. BARRY, OF BALTIMORE, MD 
IMPROVING IN HEALTH 
In a recent issue of Tue PLuMBe 
TRADE JOURNAL was published a not 
which was stated that Mr. P. Bi 
the well-known Baltimore master p } 
er, had not improved in health since his 
recent trip to Asheville. N. © This 
was an error, aS Mr. Barry’s health has 
_ improved considerably since his southern 
| trip. 
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Fourteenth Annual Convention of the Kansas { 


Master Plumbers’ Association Held at Topeka $ 
ee a ee a aes cen ota >) 


HB fourteenth annual conven- 
tion of the Kansas Master 
Plumbers’ Association was 
called to order at 7.30 P. M., 
January 27, at the Sons of 
Herman Hall, by the veteran 

sident, Christian States. The commit- 

upon entertainment, G. W. Suthervin, 
W. Conklin, and John Sheahan, had 
yvided each member and guest with a 


tam Rowan, Arkansas City, Kansas, President 
of the State Association 


ndsome badge and a bountiful luncheon 
is served at a later hour. 
The following members answered to 
ll call: Arkansas City, Wm. Rowan; 
chison, C. J. Farwell; Clay Centre, A. 
Wixon; Chanute, W. H. Mallory, B. 
Calow; Coffeyville, R. E. McCulloch; 
mporia, F. H. Bowers, C. M. Burnap; 
rt Scott, J. J. Marshall, Henry Ing- 
im; Girard, W. S. Hitch; Holton, T. J. 
snnett; Iola, W. H. Root, Fred Reinish; 
dependence, Gordon Flack; Junction 
ty, F. F. Zeighler; Kansas City, E. D. 
raper, A. J. Meyers, B. F. Engler, Mr. 
ywnsend, J. W. Miller; Lawrence, Carl 
saeber; Leavenworth, James Foley; 
athe, W. L. Wilkinson; Ottawa, A. P. 
der; Parsons, A. Caldwell, Wm. Mc- 
uffrey; Paola, J. A. Liggett; Pittsburg, 
. M. Hartzell, J. H. Beasley, J. S. Shear- 
an; Topeka, Christian States, F. P. Ed- 
n, J. W. Wehe, John Sheahan, James 
len, G. W. Suthervin, W. W. Conk- 
1, E. E. Babb, James Durkin; Wel- 
vgton, G. H. Crouse; Wichita, M. C. 
»sworth, R. R. Moore, C. A. Preston, W. 
Isbell. 
The minutes of the last regular meet- 
g was dispensed with. After collect- 
g dues the meeting adjourned until 10 
M., Dee. 28. Upon reassembling at 
is time an auditing committee consist- 
g of H. Ingham, Jas. Durkin and J. H. 
sasley was appointed, to whom the re- 
rt of the secretary and treasurer was 
ferred to. The Membership Committee 
ported in favor of the applications of 
‘ed Reinish, Bert L. Calow and J. W. 
iller, and recommended that M. M. 
artzell and A. Elder visit Independenee, 
in., and report upon the application of 
B. Mauley. 
A committee, consisting of F. A. Edson, 
H. Bowers, and R. R. Moore, to escort 


the president of the National Association 
of Master Plumbers, HB. D. Hornbrook, 
and Henry L. Hall, president of the Na- 
tional Association of Steam and Hot 
Water Fitters to the hall. 

The following officers for the ensuing 
year were elected: Wm. Rowan, presi- 
dent; Carl Graeber, vice-president; F. H. 
Bowers, treasurer; A. P. Elder, secretary; 
G. W. Sutherin, sergeant-at-arms. The 
Auditing Committee reported a good bal 
ance on hand. 

Adjournment was agreed upon until 
1.30 P. M., and upon reassembling the 
following delegates were elected to the 
National Association Convention to be 
held in St. Louis in September: Carl 
Graeber, A. P. Elder, F. H. Bowers, E. D 
Draper, M. M. Hartzell, W. H. Root, G. W 
Sutherin, C. A. Baker, James Foley. Al 
ternates: J. H. Beasley, F. P. Edson. 
Geo. C. Hargreves, W. S. Hitch, Fred 
Reinish, Wm. Sheahan, C. A. Preston, 
Wm. McCaffrey. 

Mr. E. D. Hornbrook then delivered an 
able and forceful address that was lis- 
tened to with the closest attention. Mr. 
Henry L. Hall was then introduced and 
discussed Association work from the 
standpoint of the master steam and hot 
water fitters. Mr. Hall is a _ pleasing 
speaker and impressed his hearers with 
his sturdy honesty and fairness. At the 
close of these addresses a luncheon was 
served by the Entertainment Committee 
The place and date of the next convention 
was left to the Executive Committee. 

Before adjournment the president an 
nounced his appointees for the following 
year: Executive Committee—H. A. Fair- 
child, Hiawatha; F. P. Edson, Topeka; 
James Foley, Leavenworth. Membership 
—M. M. Hartzell, Pittsburg; C. A. Pres- 
ton, Wichita; W. H. Root, Iola. Auditing 


Carl Graeber, Lawrence, Kansas, Vice-President of 
State Ass’n and Delegate to National Conven- 
tion at St. Louis 


—G. H. Crouse, Wellington; F. F. Zeigh- 
ler, Junction City; R. E. McCulloch, Cof- 
feyville. 

The State plumbing law passed by the 
last legislature was thoroughly discussed, 
and the members of this Association was 
urged to endeavor to secure the passage 


. 


of the necessary city ordinances to make 
the same effective. 


NOTES OF THE CONVENTION. 

James Foley, of Leavenworth, is one of 
the few plumbers in the west who has 
laid by a comfortable fortune. 

Carl Graeber, who was elected vice- 
president of the Kansas Master Plumb- 
ers’ Association, is a young plumber of 
ability. The Graeber Bros., of Lawrence, 
are the leading firm in that historic city. 
Their shop is large and equipped with 
the latest and best machinery. Three 
brothers, all practical and earnest work- 
ers, and a sister, who is an excellent ac- 
countant, completes a force hard to ex- 
cel. 

John H. Beasly, of Pittsburg, has been 
going to conventions year after year, 
but only this time gave the boys an in 
sight into his real qualifications as an 
entertainer. His story about how “the 
gun went off and he fell out of the tree” 
was a corker. 

Wm. Rowan, “the tall sycamore of the 
Arkansas,’ has been a faithful member 
and has not missed a meeting since the 


A. P. Elder, Ottawa, Kansas, Secy. of the State 
Assn, Since 1899, 

organization was rewarded by the elec- 

tion to the. presidency. Bill Rowan is 

worthy of any honor that can be con- 

ferred. 

H. A. Fairchild, of Hiawatha, was ab 
sent, and thus lost the presidency. It 
must have been important business that 
detained him. 

Christian States has been the president 
for seven years and would not stand 
hitched for another term. Chris. has 
been faithful to the Association and 
could have had the office as long as he 
cared for it. 

Henry L. Hall, president of the N 
A. Master Steam and Hot Water Fit- 
ters’ Association, made friends with 
every member of the Association. - He is 
a genial, whole-souled gentleman. 

E. D. Hornbrook, president of the Na 
tional Association of Master Plumbers, 
infused a great deal of life into the meet: 
ing. Ed., as his friends know him, is 
one of the brainest as well as one of the 
most affable gentlemen in the business. 

Tim Cotter, of Kansas City, was not 
present in person, but many stories il- 
lustrating his native wit were told. 

Geo. H. Crouse, the leading plumber of 
Wellington, Kansas, is a gentleman of 
esthetic tastes. He is one of the leading 
men of his town and the plumbing busi- 
ness is not extensive efough to furnish 
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him a sufficient income to maintain his 
social position, so he is superintendent 
of the city gas plant, and when business 
is dull in the plumbing line, he goes 
down to the gas plant and sits on the 
gas holder, and this, of course, makes the 


James Foley, Leavenworth, Kansas, Member of Ex- 
Com. and Delegate to National Convention 


wheels of the meters go around faster 
Mr. Crouse, however, is a kind-hearted 
gentleman and as soon as business picks 
up, he immediately gets off the holder. 

Independence, Kansas, has a plumber 
who was formerly a_ preacher. This 
caused him some trouble in getting into 
the Association, as a man’s former occu- 
pation is closely scrutinized. However, 
after due consideration it was consid- 
ered possible to reform him and make a 
respectable citizen of him, as he is yet 
under 30 years of age. 

Geo. W. Suthervin, sergeant-at-arms, is 
also a member of the Examining Board 
in the city of Topeka. He made Mr. 
Secretary Elder sweat by propounding 
five questions to him in his examination 
before this board. 

Topeka has an efficient and painstak- 
ing Examining Board appointed under the 
new State law: Every plumber in To- 
peka has taken the examination, and a 
number of out-of-town plumbers. A. P. 
Elder, the secretary of the State Asso- 
ciation not only took it himself, but 
brought one of his journeymen, W. A. 


H. A. Fairchild, Hiawatha, Kansas, Member of the 
Executive Committee 


Anderson, along to qualify under the new 
law. 
Henry Ingham, the old timer, says Fort 
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Scott is still on the map. Henry is one 
of the finest that ever was. 

The Kansas City, Kansas, local was 
represented by E. D. Draper, A. J. 
Meyers, B. F. Engler, J. W. Miller, and 
Mr. Tousand. They should have brought 
Geo. C. Hargreaves and made it unani- 
mous. 

The Entertainment Committee did 
things right this year. The badges were 
first class and the luncheon was “out of 
sight.” 

Fred. Bowers inaugurated a good inno- 


Geo. W. Sutherin, Topeka, Kans., Sergeant-at-Arms 
of the Kansas Master Plumbers’ Association 


vation; 
tion. 

The members who returned home via 
Kan-as City were entertained in royal 
style by Andy Seymore, of the U. S. 
Water and Steam Supply Company. A 
dinner was served at the Hotel Balti- 
more from 6.30 to 8.30, and a theatre 
party at the Century followed. 


brought his wife to the conven- 


Bowling in 


New York City j 


The Plumbing and Supply League of 
New York opened the second half of the 
tournament on February 2d. The con- 
test was between F. N. Du Bois and the 
Ronalds & Johnson Company. The scores 
were 709 to 656 plus 32, total 688. The 
Ronalds & Johnson Company also lost 
the second game with a total score of 650 
to 713 for the John Simmons Co. team. 
The F. N. Du Bois Co. team won the next 
game from the John Simmons Co. with a 
score of 722 to 712. 

On February 9th the-Arthur L. Per- 
kins team lost to the Ashcroft Mfg. Co., 
scores 737 to 740. In the next game the 
A. L. Perkins team scored a total of 801, 
but lost again to the Metal Worker team 
with a score of 838. In the following 
game the Ashcroft Mfg. Company scored 
a total of 815 to 811 made by the Metal 
Worker. 


A rather unique bowling match is 
now being held between the employees 
in the office of James McCullagh, plumb 
ing contractor, and C. 8S. Locke & Smith 
Co.’s bowling team, which is rolling in 
the Plumbers’ Tournament. The first 
three games were rolled on Thursday 


2.052: 


evening at the Broadway Alleys, Locke 
& Smith winning two of the three games, 
although James McCullagh totaled 10 


pins more for the three games. The 

scores follow: 

Cc. S. Locke & Smith. 

1 2 3 
Blan Ghards ersereictsacvetars 143 170 123 
(PEATSON Patersieo efslciclerevere 145 iti 171 
IDEN AK Sa aeononogocor 120 134 152 
Sl thinwreeec ccerse cieretelers 99 98 120 
MeTamanyaerrrs strc 159 180 ils" 
666 693 719 

Total, 2,078. 

James McCullagh. 

1 2 3 
IMIG Gareva eae ey= =p eretaner ee 114 129 126 
BS INMOTN ners terre torereretens 110 155 126 
MiMMEMO 546m aGon ccc 157 122 ist 
Gidney’ ei.se reread 124 163 180 
HiGh Mans rvs see clerhers 159 150 122 
664 719 705 

Total 2,088. 


The next meeting of these two teams 
be held on February 18th at the 
This is probably the only 
team rolling in 


will 
same alleys. 
plumbing contractors’ 
match games. 

On February 9th James McCullagh’s 
team rolled’ against the H. P. Read Lead 
Works, the first three games of a series 
of nine to be rolled for three individual 
prizes, James McCullagh taking the three 
games. The next meeting has not yet 
been arranged. Scores: 

James McCullagh. 


Total 
1 2 3 Marks. 
McCarville .... 123 130 126 14 
Binnerie ees se 153 115 125 15 
IW hittone. cramer 121 144 119 15 
Gidney aeons 168 148 187 22 
Hichman eee 128 154 157 18 
693 691 714 
Total, 2,098. 
H. P. Read Lead Works. 
Total 
il 2 3 Marks. 
IDTISES Pik ate 130 127 140 14 
Thacker 93 128 172 16 
Walsh 169 153 125 19 
SAVALC we cree ec 160 164 133 18 
John Walsh ... 85 101 102 5 
637 673 672 
Total, 1,982. 


The prizes are high score, high average 
and the greatest number of marks; no 
player to receive more than one prize. 


[U saetpecrtica nae Pe teem tT 


; Bowling in Philadelphia ; 
Cpt vnrteemnanaronnttory ) 

The results of the Plumbers’ League 
Bowling series rolled January 25, 1904, as 
follows: 

McCambridge 2d surprised the Standard 
by taking two out of three. Standard, 
McCambridge 2d, 1,966. McCam- 
bridge 1st takes all three from Ronalds 
& Johnson. McCambridge ist, 2,151; 
Ronalds & Johnson, 1,898. Jenkins Bros. 
does likewise from Rainear’s Band. Score: 
Jenkins Bros., 2,141; Rainear, 2,054. Two 
out of three was good enough for H. J. & 
Co. over Salesmen. Score: H. J. & Co., 
2,238; Salesmen, 2,189. Froelich won 
three straight from Fleck. Score: Froe- 
lich, 2,172; Fleck Bros., 1,796. Walls & 
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Pearsall were three times winners over 
Perkes. Score: Perkes, 2,018; Walls & 
Pearsall, 2,155. 

The standing of the clubs showing 
games won and lost, also number of pins 
down for each club, is as follows: 


Won. Lost. Pins. 
Salesmen .......... 36 9 31,907 
Hroeli ch vsnc-rerterererers 33 12 30,665 
WOW aI Sos oop dots 31 14 30,309 
DENIM Siatateteysceetere Brow oul 14 31,563 
Wise Sou asso nat teat Werte tote 31 14 31,395 
Standard acess eet 30 15 31,139 
edi Oc. Cn COme ain etiete 28 a 31,381 
Raniear & Co....... 20 25 29,199 
UU OoeDsuayencreteneten AS pm weg e” 33 27,354 
LOCK sneisee: svenelonontorere 6 39 27,085 
Perkes sie eee i. 38 26,793 
MCCR 2dr chiar 8 37 25,260 


Results of the Plumbers’ League series 
rolled on February 1: 

The Salesmen twice defeated Froelich 
Bros. Ronalds & Johnson won two from 
McCambridge 2d. Walls & Persall took 
two out of three from McCambridge Ist. 
Haines, Jones & Cadbury won two close 
games from Standard team. All three fell 
to Jenkins Bros. over Fleck Bros. Perkes 
takes three straight from Rainear. 

The Bowling League held was full of 
surprises. Results as follows: 

McCambridge 2nd takes two from 
Walls & Pearsall. The scores were, Mc- 
Cambridge, 2,021; Walls & Pearsall, 1989. 

McCambridge ist had little trouble 
landing all three from Rainear. Scores, 
McCambridge, 2,149; Rainear, 1897. 

The Standard ran away with their 
three games. Scores, Ronalds & Johnson, 
1,827; Standard, 2,208. 

Haines, Jones & Cadbury captured two 
of the three from Froelich. Scores, H. J. 
& Co., 2,198; Froelich, 1,104. 

Perks took two of the three from 
Fleck Bros. Score, Perks, 2,028; Fleck 
Bros., 1,888. 

Two out of three were won by the 
Salesmen over Jenkins Bros. Scores, 
Jenkins Bros., 2,171; Salesmen, 2,159. 


PB angrincen ty anhieracathom tap tgaatonyticy SY 
; Bowling in Boston ; 
\W eae aa cine Medina nae nesta) 


On Tuesday, January 26, Dalton, In- 
gersoll Co. took three straight from Thos. 
Hoey, thus increasing their lead a little. 
Cambridge got two of the three games 
with Webb, and Peck Bros did the same 
thing for Salesmen. The night was a 
wild snowy one and by agreement, as 
Salesmen has but three men present, 
Capt. Thompson, of Peck’s, allowed a 
double dummy. Total scores. Dalton- 
Ingersoll, 1,254; Moey Mfg. Co., 1,159; 
Cambridge Supply Co., 1,139; Webb Mfg. 
©s., 1,186; Peck Bros., 1,227; Salesmen, 
1,208. 

On Thursday the 28th the surprise of 
the evening was in Young’s taking two 
from Barrett. Smith and Anthony lost 
one to Hubbard. Locke Stevens got 
three straight from Gallison. The scores 
were: J. H. Young, 1,179; Barrett, 1,193; 
Locke Stevens, 1,236; Gallison, 1,182; 
Hubbard, 1,191; Smith and Anthony, 
ABT, 

On February 2 Gallison forced Barrett 
down a little by taking two out of three. 
Hubbard took a like amount from J. H. 
Young, and Webb from Locke Stevens. 
The scores were: W. H. Gallison, 1,194; 
Barrett Mfg. Co., 1,213; W. B. Hubbard, 


1,166; J. H. Young, 1,185; F. w. 
1,159; Locke Stevens, 1,167. ; 
The night of the 4th brough 


the leaders lock horns. re. 
membered last year’s game that ‘sent D- 
1. Co. down to defeat, and this year his. 
tory was supposed to repeat itself. Byt 
it didn’t. D.-1. Co. took two from Smith 
& Anthony amid a blare of trumpets ang 
rooting galore. Hoey administered a 
string of whitewash to Salesmen, While 
Cambridge beat Peck for two. The Scores 
were: _ Dalton-Ingersoll, 1,261; Smith & 
Anthony, 1,259; Hoey Mfg. Co, 1,251: 
Salesmen, 1,073; Cambridge, 1,141; Peck 
Bros., 1177. 


OBITUARE 


tee. 


GEORGE w, COGER a 
On February 3 George W. Conger, a 
well-known master plumber es a 262 
Hewes street, Brooklyn, N. Y., died at 
the Hastern Hospital. Mr. Conger’s 
death was due to a slight accident ‘ 
occurred about six months ago. H 
taking a bath when he stubbed | 
his toes against the bath tub, ii 
a slight wound. Blood poison se . in 
it became necessary to Pape 


sie 


deceased received his educesieas through 
the public schools and was apprenticed 
to the plumbing trade. He opened a shop 
in Yonkers, and later in Chicago wa the 
first to introduce running water in dwell- 
ings. He returned to New York in 1854, 
and with his uncle, John Conger, opened 
a plumbing shop at 22 Broadway, Brook- 
lyn. Among the buildings which Mr 
Coger supplied with plumbing was” the 
old City Hall, now the Borough Hall; the 
Union League Club, the Thomas Jefferson 
Building and other large office buildings. 
He was actively engaged in business with 
his two sons, John and William, when his 
fatal accident occurred. He is survived 
by his widow, six daughters and two sons. 
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BRIDGEPORT, CONN, ASSOCIATION 


The Master Plumbers’ Association of 
Bridgeport, Conn., at the annual meeting . 
held January 28, elected the following of 
ficers: President, Abraham Wellington; 
vice-president, James J. Hurley; -treas- 
urer, C. S. Eames; secretary, CG: Kelsey; 
financial secretary, R. T. Rock; sergeant: 
at-arms, W. D. Nichols. » 


—_—_— | 
THE NATIONAL ASSOCIATION OF 
LEAD BURNERS 


The annual meeting and dinner of the 
National Association of Lead Burners” 
was held on January at the American 
House, Boston, Mass. This association 
has a total membership of al 
throughout the country. 

The officers elected for 1904 are as fol 
lows: President, Joseph Robinson; vice 
president, Thomas F. McNamara; secre 
tary, John J. Barry; treasurer, William 
Dumphy; sergeant-at-arms, Frank on 
ley. in 


The annual State. eomeantia of the 
Indiana State Association of Master 
Plumbers will be held at Terre ‘Haute 
on March 8th and 9th. A large 
tion from all over the State is 
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The Perle Spiral Piston and Valve Rod Packing 


Once Tried, Always Used Wil! run twelve months 
Will hold 400 Ibs. Steam in High Speed Engine 


1-4 to 2 inch diameter. In boxes 3 to 8 Ibs. 


bow Packing, Hercules Combination Metallic Stop Me: packing and Honest John Hydraulic Rainbow Core packing. 
Sole Manufacturers of the celebrated Rainbow Pa g, PA lacted ene Mancrastura ENOraIvely 6 


PEERLESS RUBBER MANUFACTURING COMPANY. 


: S. Meridan St. 17-23 Beale St. and 18-24 MainSt., 634 Smithfield St., 
t. 16-24 Weodward Ave., 400-412 Common St., and 201-207 Tschoupitoulas St., 202-210S. Water St., 1221-1223 Union Ave. 36 
ae yon DETROIT, MICH. NEW ORLEANS, LA. CHICAGO, ILL. KANSAS CITY, MO. INDIANAPOLIS, IND. SAN FRANCISCO, CAL. PITTSBURG. PA 


SOMETHING 


MAJOR’S CEMENT 
is the Best for Repairing 
PLUMBERS’ PORCELAIN WARE 
Price, 15 cents. 
Major’s 
Rubber Cement, 
Major’s 
Leather Cement, 


Same Price 
Sold Everywhere 


Ais Major, proprietor. 


NEW YORK CITY. 


—sS Price $128 a _ 


I. suuniekerunea ae TRADE MARK REGISTERED | 
a len | 


The Pipe-joint Cement that is Warranted. Every can 
is sold under the guarantee that it will do all we claim for 
it, or your money back. We will send a sample can on WATER HEATERS 
thirty days’ trial to any responsible firm. You need not wt os 
invest a penny until you know it will doall we claim. Not lon 
an old article under a new name, but a new material which ae 
will fully meet the requirements of today. Unaffected by Easily 
heat, acids, alkalis, superheated steam and electricity. ‘ oe Con- 
Every can bears a label like the above cut. Will Heat 21P 

Put on the market in July, 1903, and four months later More ie nected, 
it was in use from the Pacific Ocean to England. Not a Water e No 
single complaint up to the present time. Those who try it ; Fittings 
adopt it, and advise others to adopt it, and we can cite instan- With Less R ired 
The only all iron cover made, ab- ces where the users were so well pleased with the results Fuel ened d 

solutely no part wood. the sample can gave them, that their first order was for Than Fasily 


? two dozen cans. = ‘ Cleaned 
Strong, Durable and Attractive. It takes real merit in an article to produce results like pny I. of Lime 
This cover makes the laundry tub the above. Other 


PATENT APPLIED FOR 


GALVANIZED IRON COVERS 
FOR LAUNDRY TUBS. 


perfectly sanitary. 
Prompt shipments on regular sizes. 


RECULAR SIZES 
2134 in. x 4 ft. with 4 in. back strips 


Ready to use when bought, and remains so until used up. 
No waste, and no time lost in getting it ready to use. 

Can you afford to cling to old methods, and Red Lead? You can- 
not make the most out of your business if you do. 

We shall be pleased to send you a free sample upon 


Heater : and 


On the 
Market. 


Sediment. 
Easily 
Operated. 


request. rr a : Pasily 
Bought. 
FOR SAMPLE and BOOKLET WRITE ; : 
Geo. Owen @, Co., rta. ae ~~ 
95-97 Liberty St., New York. BS 
SOLE AGENTS FOR U.S. EASTERN TERRITORY. 


24in. x 4 ft. with 4 in. back strips 


EXTRA SIZES 
made to order on short notice. Send 
for full information and prices. 


GREASON MANUFACTURING CO., 


108 W. 99THST. NEW YORK,N.Y. ALBERT ROLF, 


1026-28 Broadway, - FT. WAYNE, IND. 


PIPE CUT 
TO SHETCH 


RELIABLE GOODS, 
HONEST PRICES, 
PROMPT SHIPMENTS, 
OUICK DELIVERIES, 
LIBERAL DEALINGS. 


Ghe Charlier Patent Rolling Furnace 


Saves 50 per cent. of the cost of melting your brass 


| Ae the most econom- 
ical method of melt- 
ing, and will pay for 
itself every three months. 


CHARLIER 


Buy no more crucibles. 


Send at once for catalog 
containing full informa- 
tion, as you cannot afford 
to be withouta 


Everything tect*e Plumber, Steam224.Gas Fitter 


JOHN A. MuRRAYy, 
NEW YORK. 


Charlier Furnace 


MEDBERY @ SON, General Sales Agents, 


45 Broadway - ° . NEW YORK. 625 627 Sixth Avenue, - - - 
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Philadelphia Plumbing News and Gossip 


By J. B. COLLADAY. 


AVID K. MARPLE, of Phila- 
delphia, will install hot 
water heating apparatus in 
the residence of Mr. George 
H. Bartle, 8515 Ridge avenue, 

at an estimated cost of $250. 


In the new hotel being erected in Ta- 
cory, Pa., for Thomas Harbot, the Monitor 
Steam Generator Manufacturing Company 
will place a $1,200 low-pressure heating 
plant. 


George F. Uber & Co., 18th and Fair- 
mount avenue, Philadelphia, were 
awarded the heating contract for the 
$95,000 Administration Building, located 
on State road, between Ashburner and 
Pennypack streets, for the Philadelphia 
City Hospital for Insane, designed by H. 
Johnson, architect. 


Brown, Bowen & Co., Builders’ Ex- 
change, Philadelphia, were the low bid- 
ders on heating the residence of Henry 
Leisner, 775 North 25th street, and were 
awarded the contract. 


“Dad” Kriebel, of Kriebel & Co., 326 
Spring Garden street, Philadelphia, comes 
to the front with $2,000 worth of con- 
tracts. Bully for Dad. At 25th and Jef- 
ferson streets he will place a low pressure 
steam heating plant for W. J. Trent, and 
for Dr. John B. Roberts, 318 South 17th 
street, a low pressure system designed by 
Architects Baker & Dallett. 


John Borden & Bro., 19th and Fair- 
mount avenue, Philadelphia, have been 
awarded the contract for installing a 
steam heating plant in the Security Bank 
Note Building, 223 Chestnut street. 


Horace L. Beck comes down from Lans- 
dale, Pa., and lands a contract for supply- 
ing a hot water heating apparatus in the 
residence of George Buzby, 2841 Ridge 
avenue, Philadelphia, amounting to $400. 


Architect: Addison Hutton has awarded 
the steam heating contract for the $400,- 
000 Hotel Chalfont, North Carolina ave- 
nue and Boardwalk, Atlantic City, N. J., 
to S. Faith & Co., 2427 Penny avenue, 
Philadelphia. 


Bowers Bros. & Co., Real Estate Build- 
ing, Philadelphia, have been awarded by 
Architects George Nattress & Son the 
steam heating contract in the St. 
Stephen’s Episcopal Church, Wilkinsburg, 
Pa. 


J. A. Quinn, 1613 Unity street, Frank- 
ford, Pa., will place the gas fitting and 


plumbing fixtures in the three three-story, © 


porch-front residences in course of erec- 
tion on Frankford avenue, below Clear- 
field street, for George B. Gray. 


George Irelan, who was formerly D. R. 
Burns’ right-hand man and who is now 
with T. C. Basshor & Co., Baltimore, Md., 
paid the Philadelphia boys a flying visit 
the other day. The “Count” has lost none 
of his popularity by moving to another 
town and the reception he received from 
a'l the fraternity must surely of reached 


in near his heart strings, as it certainly 
was a rousing one. Let a man once in- 
gratiate himself into the good graces of 
the Philadelphia salesmen and he is there 
to stay, as their friendship is legion. 
George occupies such a position; hence 
the bunch of gladness. 


In the new office building being erected 
on Chestnut street, between 10th and 11th 
streets, for M. A. Greenhouse, the Phila- 
delphia Steam Heating Company, of 1517 
Filbert street, Philadelphia, will install 
the power and heating apparatus, and 
Newton & Gray the plumbing. 


Michael J. Dillon, of Doylestown, Pa., 
was awarded the contract for installing 
a hot water heating plant in the residence 
of Mr. C. F. Beaumont, Dyerstown, Pa. 


Samuel Clark, 43847 Frankford avenue, 


Wendell & Smith at 64th and Overbrook 
avenue, Overbrook, Pa. 


The Philadelphia Steam Heating Com- 
pany, 1513 Filbert street, Philadelphia, 
were awarded the steam heating contract 
for the $45,000 residence of W. C. Scott, 
Haverford, Pa., 


Stewart J. Brophy, of Jenkintown, Pa., 
reports business to be very quiet up his 
way. He has quite a jobbing trade, but 
the prospects for new work are not very 
encouraging, although there is consider- 
able work to be figured on. 


Hope & Fissel, architects, of Wilming- 
ton, Del., have awarded the plumbing con- 
tract for the five residences being erected 
Fourth and Lincoln streets to H. F. 
Walsh of that city. 


Thomas Halton’s Sons will make exten- 
sive alterations to their mill property, 
Allegheny avenue and O street, designed 
by architects and engineers Ballinger & 


al 


A PHILADELPHIA PLUMBING SHOP 


Philadelphia, has recently extended his 
shop, in the front of which he has a very 
neat display of bath room requisites. The 
building is heated by the Fair vacuum 
system. He reports business to have been 
particularly good, his jobbing work keep- 
ing about five men continually on the go. 
In addition he has just completed the 
installation of an extensive hot water 
heating plant in the greenhouses of Koh- 
ler & Sons, florists, Cedar Hill, and also 
the plumbing, steam heating and roofing 
complete on the residence of Mr. Mc- 
Michael, 5025 Penn street, Frankford. He 


is figuring on considerable work, which, “ 


should he close, will keep him out of mis- 
chief for some time to come. 


The Overbrook Steam Heating Company 
will install a steam heating system in 


the $11,000 dwelling being erected for ° 


Perrot, who have awarded the plumbing 
contract to Rhodes Bros., 5040 German- 
town avenue, Philadelphia. 


Harry F. Miller, of Wilmington, Del., 
will install the plumbing and heating in 
the East Side Democratic Club’s new 
home, 1622 East 18th street. Outside of 
the above and a few other contracts, 
Harry states business is very slow. ° 


The Philadelphia & Reading Railroad 
will erect a $12,000 coal trestle and stable, 
49th and Chester Railroad Branch. Boon 
& Sample, 137 South 10th street, have the 
plumbing work in hand. 


William H. Pettibone, one of the old 
timers of Haddonfield, N. J., has experi- 
enced a very prosperous season; has fin- 


"and assured them of a royal time 


ished up considerable new work and 
lots of figuring to do now on prog 
work. He was recently awarded » 
tract for placing a steam heatin, 
in the residence of Thomas Ho 
of this town. 


Newton & Gray, 13th and 


the store property, 426 Mark 
which is being entirely remode 


plumbing the residence of Mr 
Richie, Mt. Pocono, Pa., design 
chitect Walter Smedley. 


James Bros., of West Chester, 
awarded the plumbing contract 
$7,000 Gate Lodge being erecte 
vern, Pa., for H. B. Coxe. 


In the new Hotel Landlith, Vea 
& Thatcher streets, Wilmington, 
Biddle Bros., won out on the plum 
contract, in close competition. The | 
ing is a three-story brick structure 
will contain a pool room and twenty be 
rooms % gq 
PATERSON, N.J., PLUMBERS HAVE A BANQUE 

Oficers) recone elected by the Maste | 


bers at Helvetia Hall on January - th 
The affair was entirely an informal one 


panions on the official board taki 
method of expressing their appreciation 
of the honors bestowed upon them, | f | 
After the tables had been cleared th 
members prepared for an entertainment 
the several numbers being contributed 
merbers of the association. James H 
Whyte presided at the dinner and alsi 
took charge of the post-prandial func 
tions. Alderman Bernard J. Roegiers ad 
dressed his fellow members and furnishe 
amusement by the rendition of wit 
stories. é 
Chief John Campbell told of the b 
time that awaits all those who attend thi 
twenty-ninth annual ball of the Paterso1 
Caledonian Club at the same hall. He ex 
tended invitation to the master plumber 


Hugh C. Lendrim had a fund 0 
cisms that he let loose in abun jance 
keeping his auditors in convulsi 
laughter. Others of those in atte 
were called upon and the gathering dis 
persed after the midnight hour _ al 
in a happy mood. 

The officers who tendered the vancve 
were President James H. Whyte, - Vice 
President P. P. McNab, Financial 
tary George S. O’Neil, Recording Si 
tary Robert Quinn, Assistant Seer a 
William Delahegn, Treasurer Andrew J 
Fielding, Business Agent James 1 
Nab, Trustees Wobert Beaumont, 
McKeown and David L. McGinnis. 

In addition to the above name 


| 


Campbell, H. C. Lendrim, B. J. R 


-Daniel Cundell, John De Long, . a 


Harry Schneider, William Keys, ‘ 
Kasse, James Bulmer, James Van 
burg, Charles Haring, George H 
Samuel Greenwood, James J. Ma 
John Baker. 
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Greenfield, . 
LLS BROS. COMPANY, Mass." “This Will Interest You! 


READ 


WE HERE ILLUSTRATE FOR THE FIRST TIME OUR LATEST IMPROVEMENT IN 


| PIPE STOCKS x0 DIES 


It is an Adjustable Die with Bushing Guides. 
To introduce them we offer to send toany point 
East of Missouri River, Charges Faid, one No. O 
Plate cutting 1-8, 1-4, 3-8, ]-2 Pipe. 


-WE 
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StS VE VHEUMS WH 49 Ue fe 


C°MPLETE IN CASE, AS SHOWN IN CUT, ON RECEIPT OF $2.80 IN CASH 


’ This Offer to remain good until March Ist, 1904. 
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 Coamel Iron Roll Rim Tubs 


WRITE FOR PRICES. YOUR ORDER WILL FOLLOW 


TRADE-MARK REGISTERED 1901 


Ww THE BEST CEMENT ON THE MARKET ¥ 


|, CURE —— 

4) PETERS 4 

; 9 (a PETE! «i 
if 
aN 


Your Opportunity | eee 
| 


We have in stock 500 of these Tubs, 


and now offer them for sale at an EXCEP- 


i 
! 
TIONAL PRICE. You have customers look- 


i: 


ing for just such a tub. Take advantage of 
Your Opportunity or your competitor 
will. 


FLECK BROS. CO., 


PHILADELPHIA, PA. 


VY FOR SALE BY ALL SUPPLY HOUSES # | 


This compound has given such good satisfaction and become so wellknaewn 
that several parties have taken the liberty of infringing on our rights. 


There is only one perfect Pipe Joint Compound—and we make il. 


NATIONAL BRASS MANUFACTURING Co. 
6617-19-21 Adams Street - 2 - KANSAS CITY, U.S. A, 
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ee ee ety, U.S.A. 
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Lennox Improved S ul bs C ri b e rs This Journal when O: NEW BINDER. A serviceable and 
eee ee ee ee ee. MAVOFEUSO's 


Writing to Advertisers handy arrangement for holding TE ! 


PLUMBERS’ TRADE JOURNAL, Will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 


Tested at 226 pounds Manufacturers of 85 cents. 
pressure 
For tapping Water High Grade Closet 


ne Under = - 
rc : 
essure Combinations ECONOMY DIES 
FOR STEEL OR IRON PIPE 

ve Have all the 
advantages of 
solid dies,cost 
no more, yet 
for gooa 
reasons cut 
easier and 


Sent on 30 days trial to 
responsible parties. 


(Prices on Application) 


FERGUSON SUPPLY CO., Lid., 


Successors to 


Send for Prices 
and Catalog 


MentionPlumbers’ 
Trade Journal 


Ferguson—Marcellus Co., Ltd. 


- MANUFACTURED BY pr = Sey y wear longer. 
GRAND RAPIDS, - z A MICH. Se Full 
LENNOX MACHINE COMPANY = sees 
5 


Send for Catalog and Prices of Stocks and Die; 
Manufacturers and Jobbers of Hign Grade F,E. WELLS @ SON co., 


Plumbing and Heating Supplies. 12Ridell St. - Greenfield, Mass, 
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HE Executive Committee of the 
National Building Trades Em- 
| ployers’ Association, with the 
committee appointed to revise 
the constitution and by-laws, 
met in Chicago, January 18 to 238, for the 
purpose of taking action on various mat- 
ters of importance in connection with the 
National Association. The Committee on 
By-laws incorporated an amendment to 
the constitution recognizing agreements 
which may have been made previous to 
the formation of the national body. This, 
it is thought, will pave the way for the 
admittance of the New York employers 
to the Association. The question of 
changing the name of the Association 
was deferred until the next annual meet- 
ing, which will be held in the city of 
Detroit, Mich., on the third- Tuesday in 
January, 1905. 

The Executive Committee passed a 
resolution condemning the Anti-Injunc- 
tion bill now before the Judiciary Com- 
mittee of the House of Representatives, 
and appointed a committee consisting of 
J. L. Parsons, of Washington, D. C. 
S. Keighley, of Pittsburg, and J. M. Hart- 
wig, of Peoria, Ill., to present the objec- 
tions of the National Building Trades 
Employers’ Association to the bill in 
question to the Judiciary Committee, 
which meets in Washington, D. C., on 
February 24, 25 and 26. 

Present af.the meeting held in Chicago 
were the following members of the Com- 
mittee on Revision of By-laws: R. A. Ed- 
gar, Columbus, O.; John Bonnett, Mil- 
waukee, Wis.; P. C. Campbell, Grand 
Rapids, Mich.; Adam Bauer, St. Louis, 
Mo.; H. C. Wood, North Adams, Mass.; 
C. T. Byrne, Chicago. Members of the 
Executive Committee present at the meet- 
ing were: President, W. D. O’Brien, Chi- 
cago, Ill.; Secretary H. N.' Craig, Chicago; 
Treasurer §S. Keighley, Pittsburg, Pa.; 
George H. Asire, Logansport, Ind.; John 
M. Hartwig, Peoria, Ill.; H. R. Edwards, 
Racine, Wis.; C. J. George, Detroit, Mich.; 
Albert Neukom, Toledo, O.; J. C. Wilson, 
Pittsburg, Pa.; J. Henry Miller, Balti- 
more, Md.; H. C. Wood, North Adams, 
Mass.; James L. Parsons, Washington, D. 
C.; L. D. Campbell, Duluth, Minn.; Mar- 
tin Council, Topeka, Kansas; John H. 
Harte, Omaha, Neb.; A. Mungiven, Provi- 
dence, R. I.; Alfred M. Struck, Kentucky. 


The civil service examination held in 
Chicago, January 12 and 13 for the posi- 
tion of Chief Sanitary Inspector was 
taken by thirty-five applicants, included 


among whom were lawyers, doctors, civil’ 


engineers, journeymen and master plumb- 
ers and employees of the Bureau of Sani- 
tary Inspection. The questions propound- 
ed at the examination, which occupied the 
greater part of two days, covered almost 
every branch of hygiene, sanitation, and 
legal knowledge of the duties of Chief 
Sanitary Inspector. 

A number of: the questions related to 
medical science, upon which it is claimed 
doctors themselves have disagreed; and 
the few plumbers who had the temerity to 


take the examination found the test an 
exceedingly difficult one. Fully two-thirds 
of the questions, it is claimed, were tech- 
nical, and did not relate to problems which 
the head of the Sanitary Bureau would be 
called upon to solve in the performance 
of his duties from day to day, and for this 
reason the chances of a practical plumber 
being appointed, it is thought, are ex- 
tremely remote. The work of marking 
the papers of the different applicants is 
now progressing under the direction of 
the Civil Service Commission, and the re- 
sult of their labors will be announced 
within the next few weeks. 

Some of the questions asked at the ex- 
amination were the following: Explain 
the germ theory of disease in its modern 
aspects? What are the most prevalent 
diseases in cities, and by what sanitary 
measures can these diseases be most ef- 
fectively combated? What is the latest 
opinion concerning the dangers to health 
from leaky plumbing and broken drains? 
What are the dangers of poisoning from 
small quantities of illuminating gas 
escaping from the ground? What part 
do insects play in the transmission of in- 
fection? What do you understand by the 
term “cleanliness” as applied to streets 
and alleys, to the schoolhouse, and other 
public buildings, and to the ordinary 
dwelling house? 


As a result of the activity being dis- 
played by the officials of the water de- 
partment in enforcing the provisions of 
the water ordinance quite an increase has 
been noted in the number of meters in- 
stalled in the city during the past few 
weeks. Beginning on the West Side and 
working from the river west, the in- 
spectors of the water department are mak- 
ing a thorough canvass of the city and 
compelling owners of all buildings which 


do not come under frontage rates, to in- 
stall water meters in their premises as 
prescribed by the ordinances. As previ- 
ously mentioned in these columns, it was 
found through the investigations of the 
“Graft Committee” that a number of large 
flat buildings in the city were under a 
flat rate, contrary to the ordinance, and 
as the enforcement of the law will neces- 
sitate the installation of a large number 
of meters, it is not without considerable 
benefit to the plumbing trade that the in- 
structions of the council committee are 
being so promptly complied with. 


J. C. Berndt, of 455 Roscoe Boulevard, 
who is seldom without a large amount of 
new work on hand, has the contract for 
the plumbing of forty-eight new buildings 
being built for S. E. Gross at 65th and 
Sangamon streets, Englewood, and also a 
number of new buildings for the same 
owner on the West Side at West 12th and 
41st streets. The plumbing in all of the 
houses will be modern and include wash- 
stand, water closet, bath tub, and soap- 
stone laundry tubs. The entire contract, 
which will aggregate in the neighborhood 
of $50,000, will keep Mr. Berndt busy well 
into the spring. 


J. I. Leadbeater, representing the Louis 
Lipp Company, of Cincinnati, O., in this 
territory, has recently moved from 37 
Dearborn street, and has established head- 
quarters at 87 Lake street, where he has 
fitted up a handsome show room, exhibit- 
ing sample tubs and water closets and 
other plumbing fixtures manufactured by 
this well-known house. Mr. Leadbeater, 
who numbers among his customers some 
of the substantial plumbing firms in this 
city, has had a fairly successful year dur- 
ing the past twelve months. He has se- 
cured quite a number of orders for Febru- 


ary and March delivery, and hopes in th! 
coming season to further extend the proc 
uct of his firm, which is rapidly gainin| 
favor among the plumbers of Chicago, 


f 

The formation of the “Pipe Trade 
Council,” an organization composed o 
journeymen plumbers, gas fitters, stean 
fitters and sprinkler fitters, was perfecte: 
in Chicago, January 12, 1904. The objec 
of the new organization is to bring int) 
closer relationship the workmen of th 
trades mentioned, whose interests in ; 
great measure are considered identical, 1 
is also hoped through affiliating the fou) 
trades into one central body, that condi 
tions in what is known as the pipe trade 
will be greatly improved. A more detaile 
account of the policy of the organizatior 
and the purposes it seeks to accomplis! 
will be announced later. 

The officers of the new body are as fol 
lows: President, William Gunther, of th 
Gas Fitters’ Association; vice-president 
A. Baisch, of the Sprinkler Fitters’ Union; 
secretary, Charles Rau, of the Journey 
men Steam Fitters’ Association, and treas 
urer, Simon O’Donnell, of the JotiFaeymer 
Plumbers’ Association. 


Gibisch & Kepke, 909 Milwaukee ave 
nue, recently had $150 worth of materia) 
stolen from a new building of which they 
are doing the plumbing at Francisco an¢ 
West Division streets. The material con 
sisted of plumbing fixtures which ha( 
been set in place, but which had been dis 
connected and taken from the building 
Detectives have been set to work on the 
case, but thus far have not been able 
obtain any clue that will establish th 
identity of the thieves. 


\ 
| 
\ 


The Chicago Gas Fitters’ Association 
at their annual meeting held recently 
elected the following officers: President 
M. J. Walsh; vice-president, Willia 
Gormelly; corresponding secretary 
Charles Walsh; financial secretary an¢ 
treasurer, Ed. Hobbs; business agent, Wil 
liam Gunther; arbitration committee, M 
J. Walsh, Thomas Clark, James Porter 
Ed. Hobbs, and Charles Walsh. __ 4 | 
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A. F. Gartz, of Crane Company, with|of an ordinance which will establish a 
his wife and two daughters, left Chicago,|Board of Examiners for Plumbers, and 
January 12, for a trip around the world.jalso create the office of Plumbing In- 
The loss of their other two children in the|spector. -.The ordinance has been intro- 
recent Iroquois theater disaster has|duced in the city council and is now in 
elicited much sympathy of the trade for|the hands of a committee of that body, be- 
the bereavement sustained by Mr. and|fore whom it is reported the matter is 
Mrs. Gartz, and it is hoped that the trip|being favorably considered. 
which they are now undertaking will di- 
vert their minds from the scene of the 
disaster. 


“TRIUMPH” 
WATER LIFT 


The contract for remodeling the plumb- 
ing in the Northwestern University build- 
ing at Lake and Dearborn streets, which 
was damaged by fire several weeks ago, 
has been awarded to Thomas Beggs, 81 E. 
Randolph street. The work of replacing 
the plumbing will cost in the neighbor- 
hood of $2,100. 


CISTERN SUCTION 


THE IMPROVED ‘‘TRIUMPH’’ 
Water Lift does the work for which it is made, in 
a thoroughly satisfactory manner. Read: 

“We have pais in several Improved ‘Triumph’ 
Water Lifts arties who were disgusted with 
all others they had tried. We have never had 
any trouble with them at all, and have never 
been called to give them any attention since they 
were installed, and we assure you with this ex- 


The family of A. K. Mose, consisting of 
his wife and son, have left Chicago for a 
several months’ trip in California. They 
will visit Salt Lake City, Utah, and spend 
some time at San Diego, Pasadena, and 
Los Angeles, returning to Chicago in May. 


The officers of the East St. Louis local 
association recently elected are:  Presi- 
dent, John C. English; vice-president, 
Timothy Kickham; recording secretary, 
Joseph P. Heeney; financial secretary, 
William Schlegal; treasurer, Ben. Vodde; 
sergeant-at-arms, F. G. Turner. The 


perience that we shall use no other.” 
Indianapolis, Jnd, CaswELL & Co, 
“Regarding Water Lifts we will state that we 
have used every known make of Water Lift, and 
we find by experience that your Improv ed ‘Tri- 
umph’ ps the most satisfactory service of 
themall. During the last four years we have 
installed two hundred and eighty (280) of your 
Water Lifts, and we are so well Seanad with the 
same, that we now use your Lift exclusivel 
Columbus, oO. Co.tumBus PLUMBING Bo. 
The New Improved “Triumph” Water Lift may 
be purchased through your jobber, or direct from 


SE. 
Ne 
This Itlustrates Our Roma C 852 


Porcelain Enameled Iron Water Closet Combination 


We have a handsome, high-grade line of Closets, Bath Earthen- 
ware and Enameled Iron. They are shown in our catalogue cf Ge de! 
which you should have. Our prices are interesting. 


We handle everything in Plumbing, Gas, Steam and Water Supplies. 


plumbers of East St. Louis are still mak- 
ing a strong effort to secure the passage 


THE OHIO PUMP AND BRASS CO., 


Oak & 18th Sts. COLUMBUS, O. 


Samtary Specialty Mfe: Co. 


H. Verbeek, President and Manager, 
24 to 30 Milwaukee Ave. z z 


The Right Heat 


For Any Temperature 
THE TRANE VACUUM HEATING SYSTEM 


gives the right heat for any tem- 
perature—you have vapor at 130 
degrees up to steam at 5 pounds 
pressure automatically. * 


Get our booklet. 


JAS. A. TRANE VACUUM HEATING CO., | 
LA CROSSE, = 


CHICAGO. 


We are Headquarters 
FOR 


Heating Material 


OF 
Every Description. 


SEND FOR CATALOGUE AND PRICES, 
Also full line of Plumbing Fixtures 


CAHILL, SWIFT MFG. CO. 


ST. LOUIS, MO. 


KRAUSHAAR BRASS MFG. CO., St. Louis 
CAS AND ELECTRIC FIXTURES. 


CATALOG ON. APPLICATION. 


Money Saved 


wv vw ww 
Is it worth while to save ten 


The Central Chandelier Co., 


Manufacturers’ of and Dealers in 


GAS and ELECTRIC FIXTURES 


CHICAGO. 


cents on a valve when you know 

you will be lucky if you don’t have 

a dollar’s worth of trouble with it? 
ww v 


Send usa sample order for steam 
brass goods—if you want 
to dodge trouble. 


KINSEY & MAHLER co. 


som@) PEORIA, - 


HEKGHOHSAGHOKOKEKEKEXOXE 


513 Fulton Street 


Send for New Catalog. 


CELL EL ELEXK EXEL 


é 
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? ~ Plumbing News of The Far West # 3 


3 By HARRY E. MAYHEW, Pasadena, Cal. 3 
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Dan Donahue, a well-known plumber 
of Eureka, Cal., was seriously injured re- 
cently by a fall while doing some pipe 
work in the mill at Samoa, Cal. 


The members of the local journeymen 
plumbers’ union at Palo Alto, Cal., re- 
fused to go to work recently. The union 
notified the master plumbers that be- 
ginning January ist the schedule of wages 
would be $24 per week for five and one- 
half days work. The present schedule is 
$24 per week for six days work. In reply 
the master plumbers notified the union 
that the pay after the first of the year 
would be $4 per day with only five days’ 
work in each week. Under these con- 
ditions a strike was ordered. The J. F. 
Parkinson Company and J. EH. Teague are 
the only employing plumbers, and have 
a large amount of work on hand. Both 
sides are firm, and there does not seem to 
be any prospects of an early settlement 
of the matter. 


San Francisco is preparing an ordin- 
ance to regulate the installation of gas 
fitting. The ordinance provides that the 
board of works shall appoint a number 
of inspectors who shall inspect all new 
work relating to gas fitting in new and 
old buildings. 


As a patriotic member~of our trade, 
Mr. Vesper is among the top-notchers, as 
will be noted from the decorations. The 
occasion is the celebration of the annual 
Rose Carnival, which is held in Pasadena 
on New Year’s Day of each year. 


F. H. Hall, formerly of Albuquerque, 
N. M., has purchased the plumbing busi- 
ness of Richard Wiggins, at Winslow. 
Arizona. 


The following contracts are noted dur- 
ing the month at San Francisco, Cal.: 
Duffy Bros, plumbing, gas fitting and 
sewering of Isaac Liebes nine-story build- 
ing at Turk and Jones streets: amount 
$11,250. Mangrum & Otter, heating ap- 
paratus for the above; amount $2,299. J. 
M. & P. J. Boscus, plumbing, gas fitting 
and sewering for three-story building at 
Sutter and Broderick streets, J. Levy, 
owner; amount $1,065. 
& Co., steam heating 


John G. Sutton 
plant for three- 


story building at Battery and Pine streets, 
Jean M. Boyd trustee of estate; amount 
$1,660. Boscus Bros. plumbing and gas 
fitting for four-story building at Third 
and Park lane, Bernhard Davidow, own- 
er; amount $3,040. 


Robert Sherer & Company, of Los An- 
geles, have been awarded by the United 
States Government the contract for con- 
structing the Tondo Basin in Salt River 
Valley, Arizona. Twenty-four thousand 
barrels of cement will be used in build- 
ing the power canals and works. The 
dam will itself be 247 feet high and will 
be built at the junction of Tondo Creek 
and Salt River and will force the water 
back in these streams eighteen or twenty 
miles. The dam will cover an area of 
15,000 acres. The work will cost »3,000,- 
000. Nearly 200,000 acres will be irrigat- 
ed by the proposed improvement. 


Thomas Haverty, of Los Angeles. Cal., 
has been awarded the contract for instal- 
ling the steam heating apparatus in the 
new Hall of Letters at Occidental College. 
The contract for the plumbing went to 
Howe Bros. 


The L. E. Phillips Co., of Los Angeles 
Cal., will install a heating and ventilat- 
ing apparatus in Christ Church: amount 
$2,000. 


W. J. Dallimore has been awarded the 
contract for installing the heating sys- 
tem in the Utah Home Telephone Co.’s 


building at Ogden, Utah; consideration 
Dee he 


MALONE, N. Y., FIRM DISSOLVED 


The firm of Bassford & Roby, doing a 
plumbing business on Pearl street, Ma- 
lone, N. Y., has been dissolved by mutual 
consent, C. N. Roby retaining the stock 
and business. 


ee —____ 


DI Vm etypmreetpromoot phd 
g Plumbing News From 
Colorado and 
Adjacent Territorities 


The City Council of Longmont, Colo., 
have voted to extend its sewer system 


SPECIAL—The greatest Instruction and Information 
on Plumbing and Heating. 
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over the entire city and intend to make 
a very modern, up-to-date and desirable 
little city to live in. It will require sev- 
eral thousand dollars to complete the 
system. John A. Buckley, the old reli- 
able plumber of that city, is a member 
of the council and one of the prime movy- 
ers in the above enterprise. 


Dell Brown, member of the firm of J. 
A. Brown Hardware Co., of Fort Collins, 
Colo., who has had charge of the plumb- 
ing and heating business for the above 
firm, has sold his interest, and the re- 
ports have it that Mr. Brown expects to 
make his future home in California. Mr. 


B. is a hustler and a good business man.; 


The city of Fort Collins, Colo., have 
voted $250,000 bonds, and sold same for 
the purpose of improving and extending 
its waterworks system. Their source of 
supply will be in the mountains, about 
twenty miles from the city, which will 
give them pure’ mountain water. The 
gravity system will be used. Holmes & 
Allen, of Denver, Colo., who secured the 
contract for installing the above system, 
are pushing the work as rapidly as pos- 
sible. 


Goss & Udick, of Pueblo, Colo., sustain- 
ed a bad loss by fire on their stock on 
January 27th, and it is reported that the 
loss is fully covered by insurance. 


Argust Bros., of Colorado Springs, Colo., 
are installing some high-grade plumb- 
ing fixtures in several nice residences of 
their city. The boys are good mechanics 
and know how to install fine goods, 
which they make a specialty of doing. 


The Morgan Heating & Plumbing Co., 
of Pueblo, Colo., secured the large con- 
tract for plumbing and heating four 
buildings of the State Insane Asylum of 
their city. The contract price for both 
plumbing anl heating was about $22,500. 


St. John Bros., of Colorado Springs, 
Colo., are installing a large steam heating 
plant at St. Bayard, N. M. They also 
secured the contract for heating and 
plumbing the hospital for the Sisters of 
Charity, at Santa Fe, New Mexico. This 
firm always secures a good share of the 
work which is in sight. 


Chas. Fullman, of Denver, Colo., is suc- 
cessor to Fullman Bros., and is enjoying 
a nice trade. He has a large contract 
with the Cambell Sell Baking Co., of Den- 


W"* desire to make a clearance sale of a limited number of bound volumes which 


we have of ThE PLuMBERS’ TRADE JOURNAL. 


These volumes have been sell- 


ing for $4.00 apiece. They are splendidly bound and contain the most up-to- 
date and thorough information on practical plumbing and heating that is published. 
There are many drawings of new work and illustrations of old that can be obtained 
in no other way than through these bound volumes, For the next THIRTY DAYS 
we will dispose of alimited number, as we state, at the uniform price of $2.00 APIECE, 
postage paid to any address in the United States. 


We have 50 volumes of 1893. 


1 yb sé sé 
40 ée os 


We have also copies of other volumes 
price of $4.00 a volume, 


THE PLUMBERS’ TRADE JOURNAL : 


1897. 

1899, January to June. 
1899, July to December. 
1901, January to June. 
1902, July to December. 
1903, July to December. 


which can only be sold at the regular retail 


. 61 Beekman Street, New York City. 


— ; 
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ver, for installing an independent wa 
system in their new building, — | 


On January 19th St. John & Barn 
the old reliable firm of Colorado Sprin 
Colo., was awarded the heating contr, 
on the government Indian School at S: 
ta Fe., New Mexico. The contract pr 
was about $15,000. | 


The George B. Larimer Heating Co, 
Denver, Colo., secured a large heati 
contract which is to be installed in t 
State Insane Asylum, at Pueblo, Oo 
Mr. Larimer is a hustler and will get l 


_Share of the business. ; 


W. A. Scott, who has been in the plum 
ing business in Colorado Springs f 
many years has moved to California 
make it his future home. The fraternj 
regrets to lose “Billy,” as he was coi 
monly called, for he was a genial gq 
fellow. 


Mr. J. D. Appleton has recently start 
in the plumbing and heating business | 
Greeley, Colo. We wish him success - 
his new undertaking. 


Plans and specifications for a new $6( 
000 Carnegie library for Colorado Sprin; 
will soon be out to figure on. There wi 
be some fine plumbing fixtures used ar 
will be steam heated. 


F. P. Hunt & Co., of Delta, Colo., r 
port considerable doing in the plumbin 
line. The Odd Fellows of Delta are ju 
completing a new building and quite 
number of fine residences have bee 
erected during the year just closed. Hw 
& Co. report that the work is riot c0) 
fined to the city, but that farmers a 
putting up handsome residences, moder 
in every respect and are quite liberal i 
the matter of plumbing fixtures. Som 
being of the opinion that the best | 
none too good for them. - 


N. W. Haas, of Colorado Springs, he 
been doing some work, improving a wate 
works system at Wagon Wheel Gap, Col! 

peers a. - 

Definite information has been given av 
at the headquarters of the Steel Work 
at Pueblo, Colo., that before the end ¢ 
February, at least 4,000 men would fin 
employment in the different department! 
The plant would then be running at 
little more than half its present capacit) 
How soon the full capacity will be reacl 
ed cannot be told in Pueblo, but those i 
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harge are confident that record-breaking 
ay rolls will be reached before the sum- 
1er months appear on the calendar. There 
re at present a little over 1,000 men 
assing in and out of the plant. The ma- 
ority of these men are employed on the 
od and wire mills. The remainder are 
eattered among the differest departments 
oing a variety of work. The next mills 
0 open will be the open-hearth steel pro- 
lucers, the bloom mills, two of the blast 
urnaces and the merchant mill. The 
mmense rail mill and the converter are 
ot slated to begin, but will surely be in 
ction the latter part of the month. Other 
epartments that will probably be opened 
n the next few days are the pipe mill 
nd the machine shops. The foremen and 
he superintendents of these have been 
otified to report. The above plants were 
losed about three months ago on account 
f the strike in the southern coal fields, 
vyhich furnished fuel for the entire steel 
lant, but the coal mines are being open- 
d with non-union miners, and the output 
f the mines will soon equal the former 
utput. Since the closing of the plant, it 
as caused business in that city to be 
ery quiet in the plumbing and heating 
usiness, but the outlook is improving, 
ince it has been insured that the steel 
ants will soon be started, and it is ex- 
ected to see a good plumbing and heat- 
ng trade there the coming year. 


The perennial offer of Eastern capital- 
sts to buy the municipal water plant at 
Yolorado Springs has just been made, 
his time $3,000,000 being the figure nam- 
d. Colorado Springs knowing it has a 
ood thing, refused to sell. 


The city of Delta, Colo., is determined 
o be “abreast of the times” when it 
‘comes to needed improvements. The 
lrinking water, which may be obtained 
ocally, is of poor quality, so the propo- 
ition is to go some twelve miles away 
o the high mountain table lands and 
lraw water from natural lakes through 
ritrified pipe to a system of reservoirs, 
rom which the water is to be piped to 
he city through an eight-inch main. The 
contract for this work has been let, as 
1eretofore noted in these columns. The 
ity is also building a sewer to empty into 
he Gunnison River. 


A contract for the construction of a 
ewer system at the Tellet Indian In- 
stitute has been let to D. J. Tirsway, of 
Jenver, for between $10,000 and $17,000. 
Work will be started at an early date. 


C. T. Roach is successor to Roach & 
Yallahan, of Denver. Mr. Callahan has 
ocated in the plumbing and heating busi- 
ess in Victor, Colo., his old home. 


The Chris Irving Plumbing & Heati~ 
‘o., Denver, secured the contract for 
Jumbing the new $40,000 Auditorium, 
vhich is to be built on Champa street, 
vetween 18th and 19th streets. The seat- 
ng capacity of the building will be about 
000. 


C. H. Moorell, of Lincoln, Neb., who 
s president of the Lincoln Land Co., is 
iguring with the citizens of Holyoke, 
‘olo., on the sale of its waterworks to 
hat city. It is thought that a deal will 
e effected, providing the town can be 
onded for the amount to pay for the 


same. The plant is probably worth SALESMAN WANTED — WE DESIRE A GOOD 


about $15,000. 


The City Council of Boulder, Colo., has 
voted to purchase of James P. Maxwell, 
what is known as the Goose Lake reser- 
voirs at the foot of Arapahoe Peak. This 
gives the city a large storage of water for 
their waterworks system. 


D. S. Moniariz, the popular representa- 
tive of the Louis Lipp Company, of Cin- 
cinnati, Ohio, was unfortunate to be 
in a railroad wreck this side of Omaha 
while on his way to Denver, but we are 
very glad to report that he escaped with- 
out any serious injury, but was pretty 
well shaken up. 
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PROCEEDINGS OF 21ST ANNUAL CONVENTION 


We have received from E. D. Horn- 
brook, of Kansas City, president of the 
National Association of Master Plumb- 
ers, a copy of the Proceedings of the 
Twenty-first Annual Convention of the 
Association held at San Francisco in 
May, 1903. The book is a most interest- 
ing book to any one, of 150 odd pages. 
Especially is it attractive to those who 
attended the convention. Mr. Hornbrook 
has departed from the usual line and has 
bound the book in a specially designed 
cover, illustrating the popular flower of 
the Pacific Slope, the California poppy. 
This is certainly a happy idea and very 
applicable to the occasion. The proceed- 
ings themselves are exactly as took place, 
being published for the first time ver- 
batim. In addition we find the certificate 
of incorporation of the national associa- 
tion, together with the by-laws, follow- 
ing which appears a “Resume” of the 
work of the national organization from 
its first convention held in New York 
City in June, 1883. The report refiects 
great credit upon the work of the national 
headquarters. 

a be 


CHECK PROTECTOR FOR THE PLUMBER 
AND FITTER 


A very neat and useful “check pro- 
tector and envelope opener” combined is 
being distributed as a souvenir by Pierce, 
Butler and Pierce Mfg. Co. at Syracuse, 
N.Y. 

The design is very unique and is in 
great demand, the first supply being en- 
tirely exhausted, and another large quan- 
tity is now ready for the trade. 

————_@ pe ¢«—____ 


The Jos. F. Grosswiller Supply Co., of 
Toledo, O., was recently threatened with 
a serious conflagration in their ware- 
rooms. Happily the fire was discovered 
in time to be extinguished before even 
the arrival of the fire engines. 


SPECIAL NOTICES. 


RATES FOR SPECIAL NOTICES. 


Special notices, such as “wants,” “for 
sale,” etc., are inserted at the rate of 50 
cents per issue for regular subscribers. To 
non-subscribers the rate is $1.00 per inser- 
tion, to not exceed five lines. Cash must 
accompany order. 


For SALE—ONE-HALF INTEREST IN ESTAB 
lished plumbing business in a thriving North 
Carolina town, where water and sewer have just been 
put in; Lee reason for selling. Address P. O. Box 
281, High Point, N. C. 


GATALOGUES—ON SANITARY GOODS AND 
lum bers’ = are solicited by Santiago 
Webb, Echaurren 46. Santiago, Chile, 8. fs 


man to cover territory along the Coast and East 
as far as Salt Lake City, selling a high grade line of 
Plumbers’ Brass Goods. Address 
Manufacturer,” care of The Plumbers’ Trade Jour- 


nal, 61 Beekman St., New York City. 

A FIRST-CLASS JOURNEYMAN PLUMBER DE- 
sires a position. Am willing to go to any part 

of the country where I can secure a steady job at 

reasonable and regular income. Am sober, indus- 


trious, and thoroughly understand the business. 
Address A. M. Harris, 7530 Jackson Avenue, Chicago, 
Tl. 


“NO-LEAK” PIPE JOINT COMPOUND 


RELIABLE AGENTS WANTED to han- 
dle this on a good commission basis. The 
Compound is superior to anything onthe 
market and costs Iess. For booklets 
and other information write or call on 
Geo. Owen & Co., Ltd, (late The Anglo- 
American Export Agency), 95-97 Liberty 
St,, New York City, exclusive agents for 
Canada, Eastern U. S. Territory, and 
Export. 


PLUMBER WANTS POSITION—PRACTICAL AT 

Steam and Hot Water Heating from plans. Ad- 
dress T. F. Maloney, 9 Montgomery Street, Jersey 
City, N. J 


LUMBER — YOUNG MAN WANTS WORK IN 
country. Address “P. J. F.,” care of The 
Plumbers’ Trade Journal. 


LEAD BURNING 
IN 


ALL ITS BRANCHES 


Will teach by mail practical 


LEAD BURNING 


as itis done, can be done, or ever has 
been done. 


Will take charge of any LEAD BURN- 
ING work, overseeing the proper me- 
chanical construction, at reasonable 
rates. Am considered the authority in 
the United States and Canada on the 
subject. Have worked at it for twenty 
years. Will give instructions at moder- 
ate rates, and invite correspondence 
from any part of the country. 


RICHARD A. LEGARDE, 


1509 N.10th St... PHILADELPHIA, PA. 


LUMBERS’ WOODWORK— 
Wanted by one of the best- 


known selling agents in the East, the 
agency for a good line of plumbers’ 
woodwork—to sell to jobbers only 
on a commission basis. Address 
“J.D.R.,”’ care of The Plumbers’ 
Trade Journal. 


| CAN SELL YOUR PLUMBING BUSINESS, NO 
matter where it is or what it is worth. Send de- 
scription, state aes and learn how. W. M. Os- 
trander, 347 North American Building, Philadelphia. 


Wy ANteD —AN ENERGETIC SALESMAN, 
_ familiar with Brooklyn, N. Y. trade, ora bright 
estimate clerk. Address ‘‘N. B.,” care of The 
Plumbers’ Trade Journal. 


FOR SALE CHEAP—Patterns 
for a full set of DURHAM 
HOUSE DRAINAGE FITTINGS 
—Ells, Tees, F.Y’s, etc. If in- 
terested, will send full informa- 
tion and price. Address‘‘J.S.”’ 
care of The Plumbers’ Trade 
Journal, 61 Beekman St. 


“Brass Goods | 


IQ! 


ANTED—GOOD FIRST-CLASS MECHANICS 
who understand plumbing, gas and steam-fit- 
ting; steady work to right parties, married men 
preferred. Address E. L. Kallenback, Opera House 
Block, Olean, N. Y. 


OSITION WANTED BY PRACTICAL PLUMBER 
to estimate on plans, oversee work, or both. 
Have had twelve years’ experience as master 
plumber; first-class reference. Address B. P. El- - 
dridge, 1017 Kast 133d Street, New York. 


LD ESTABLISHED SUPPLY HOUSE 

in plumbing and steam goods line 
wishes to increase its force of traveling 
salesmen; preference given to those who 
have had acquaintance and trade following 
ing Western and Southern States. Good 
salaries to right men. Give as reference 
Address 


reply to “Supply House,” care of The 


names of former employers. 


Plumbers’ Trade Journal, 61 Beekman St., 
New York City. 


OR A LIMITED NUMBER OF THE SEPTEMBER 

ist edition of Taz PLumBERS’ TRADE JOURNAL we 
will pay 25cts. apiece. We want one dozen copies of 
the Sentral Edition of THz PLUMBERS’ TRADE JouR- 
NAL for September ist. Each copy sent us must bein 
perfect condition, and have the writer’s name and 
address attached to the wrapper,which must securely 
protect it from harm in mailing. 25 cts. is the price 
we will pay. Should we receive more than the num- 
ber we require, will return the copies without ex- 
pense to those who may send them. Address M. A 
Rocks, P. O. Box 715, New York City. 


WANT CATALOGUES FROM PLUMBERS’ SUP- 

ply houses; was burned out on January 13th, but 
have started again, and desire catalogues from the 
trade; please send them to me, with price list. Ad- 
dress J. E. Albright, Greensboro, N. C. 


DESIRE TO SELL MY PATENT BASIN CLAMP. 
My plumbing and heating trade makes it impos- 
sible for me to devote time to the clamp, which is an 
excellent seller. Address John M. McVey, Lima, O. 


HEREISH.K.POWELL? ANYONE KNOWING 
the whereabouts of H. K. Powell will confer a 
favor by communicating all information concerning 
him to Mrs. H. K. Powell, Barboursville, Ky. fee 


Journal 
Copies 
Wanted 


We Will Purchase 


Copies of THE PLUMBERS’ 
TRADE JOURNAL in good 
condition to a limited num- 
ber, paying 


One Dollar Apiece 
FOR 


November (5th, 1889. 


We have received all the 
copies needed of Feb- 
ruary 15th, 1896. 


These copies must be sent carefu.ly done 
up with the sender's name and address 


marked thereon to 


THE PLUMBERS’ TRADE JOURNAL, 


61 Beekman St., NEW YORK. 
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Fee peed Pe Sid ag gaat 
New Plumbing Shops ° 


and ¢ 


¢ Trade Information 


LW an means ciel elieiaiaae in ceaain? =) 

At Reno, Nevada, the firm of McAbee 
Bros. has been dissolved and T. J. Mc- 
Abee will continue the business. 


Small Bros. have started in the plumb- 
ing business at Josephville, Ill. They 
are located on East Pearl street. 

E. Keehl, a popular young master 
plumber of Prescott, Arizona, is erecting 
a block in which he will do his plumbing 
and tinning business. 

Scott, Lyman & Stock were recently in- 
corporated as a plumbing firm at Sacra- 
mento, Cal., and are erecting a block on 
J street for the accommodation of their 
plumbing business. 

Thomas I. Edwards has purchased an 
interest in the plumbing business of F. R. 
Graham, at Durango, Colo. The business 
will be continued under the firm name 
of the Graham-Edwards Plumbing Co. 

New York City.—The Builders’ Heat- 
ing Company has been incorporated with 
a capital of $10,000. The directors are 
W. A. Landon and G. W. Clark, of New 
York, and H. H. Browne, of Westfield. 

A. new plumbing firm at Clarkston, 
Wash., is Metzgus & Wood. They were 
formerly in the employ of J. C. Gotchins, 
of that place. They will be pleased to 
receive catalogs and price lists from the 
trade. 

Akron, Ohio.—Jefferson D. Slater, H. 
W. Limbert and B. G. Smith, heretofore 
doing business as a partnership under 
the firm name of Slater, Limbert & Smith, 
has been dissolved. The business will 
hereafter be carried on by the Limbert- 
Smith Plumbing Company at 40 East Mill 
street. 

J. H. Thoms, and his son, E. P. Thoms, 
of Elgin, Neb., have removed their es- 
tablishment to Tilden, Neb., and in addi- 
tion to their plumbing and heating busi- 
ness have purchased the plant of the Til- 
den Acetylene Gas Co., and will run it 
in connection. The name of their new 
firm is the Tilden Plumbing, Heating & 
Lighting Co. 

At Dillon, Mont., the Dillon Plumbing 
& Heating Co., is the name of a new firm, 
the members of which are Coleman C. 
Barrett and Wm. C. Bryant. Mr. Bryant 
has been in business at Butte over ten 
years, is a graduate of the University of 
Illinois and a member of the American 
Society of Heating and Ventilating Engi- 
neers, of New York City. 

James Gormly is a new master plumber 
at 52 Clinton street, Clinton, Mass. He 
was formerly with John F. Birrigan, of 
Boston, and John H, Stevens & Co., of 
Cambridge, with whom he served his 
time. Mr. Gormly notifies this journal 
that he would be pleased to receive cata- 
logs from manufacturers and supply 
houses. 


LESS TALK, LESS EXERTION, 

less annoyance, less expenditure of time, 
is the lot of the fitter who sells the “Win 
chester.” Every one helps to sell more the 
following season. It is like investing 
money to install one. For steam or water, 
Smith & Thayer Company, Boston, Mass. 
—Adv. 


STRALEY, HASBROUCK & SCHLOEDER, 


John A. Straley 
Louis B. Hasbrouck 


C. Augustus Dieterich 


749,148. 
ward, Jr., 


1903. 


749,273. 
hoe, Edgar, Neb. 


Catch basin. 
Neehah, Wis. 
Serial No. 145,441. 


Water tank. 
Filed 


Serial No. 144,932. 


748, 834, 
air furnace. 
Oliver 
ger, 
W. Va. 
May 11, 
Serial number 
156,533. 


Counselors-At-Law 
Solicitors of American and Foreign Patents 


257 BROADWAY, NEW YORK,N.Y. 
Patents, Designs, Trademarks, Labels and Copyrights. 


William Aly- 
Filed Feb. 27, 


James T. Dona- 


Feb. 25, 1903. 


Warm 


L. Bad- 
Wheeling, 
Filed 
1908. 


749,285, 


1908. 


749,156. 


1902. 


Water supply 
Gardenier, Paterson, N. J. 


Serial No. 145,169. 
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Waive mechanism. 
Bollinger, Allegheny, Pa. 


valve. Henry 
Filed Feb. 26, 


With te Ttts. 


2 
rz 
4 


WS 

( 
DW & 
WS 


W. A. 
Filed Dec. 10, 


Serial No. 184,716. 


PATENTS 


and 
Patent Causes 


749,309. Pipe fitting. Patrick J. Mad- 
den, Chicago, Ill. 


Serial No. 126,514. 


749,544. Wrench. W. H. Ermentrout, 
Reading, Pa. Filed Sept. 23, 1903. Serial 
No. 174,280. 


749,237. Wrench. John Speyer, Cas- 
cade, Mich. Filed Dec. 27, 1902. Serial 
No. 136,793. 


749,563. Hydrant system for country 
houses. John Johnson and Emil Hitz, 
St. Louis, Mo. Filed Oct. 20, 1908. Serial 
No. 177,823. 


Filed October 9, 1902. — 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND ‘HOT WATER FITTERS “REVI, 


Myron wool frswcchifeswcch ply 


: 
Ta the Plumbers § | 
and tn Fitters 


noi ae N. Y.—The Stradling sal, 
of this city has been awarded the con- 
tract to overhaul the plumbing in the 
Utica State Hospital for $12,000. 

Le Valley, McLeod & Co., of Elmira, 
New York, have just been the Tucky 
bidders for the contract at Sayre, Pa, 
where the Lehigh Valley R. R. are ‘ut 
ting up quite a plant. = 

Alexander Cameron, of Southampton, 
N. Y., has been awarded a contract. by the 
Meadow Club to place seven additional 
bath rooms using Peck Bros. & Go's fix. 
tures; also an auxiliary hot water sys. 
tem using an Ideal boiler. Mr. Cameron. 
also has the contract for the hot air 
heating and roofing of the new building, 

Among the enterprising master plumb- 
ers who issued calendars for distribution 
to their customers are F. L. Griebel, 907 
Kinnickinnic avenue, Chicago; P. J. Car- 
penter, Dobbs Ferry, N. Y.; J. P. Bowe, 
Wallingford, Conn.; the Whiting Com- 
pany, of Albuquerque, N. M., and = 
Porch, of Erie, Pa. 


W. L. Dunne, formerly Pittsburg repre. 
sentative for the John Douglas Company 
of Cincinnati, has been connected since 
January 1, 1904, with the Sanitary Manu- 
facturing Company, of Hamilton, Ohio, 
who manufacture a very fine line of low 
down closet outfits. Mr. Dunne is well 
and favorably known in this territory, 
and he will solicit the patronage of his 
friends who so generously favored him 
with their orders. The Pittsburg office: as 
located at 339 Fifth avenue. | 

> >-0-¢~9—_—_____ 


THE PLUMBING RULES OF ERIE, PA. ; 


At Erie, Pa., the plumbing laws are 
strictly enforced. A plumber is required 
to immediately report when he extends 
the service pipe in from the. curb for 
building purposes, and again a full and 
complete report of every fixture when the 
building is completed. He is required 
to shut off the water as soon as his work 
is done, and then send for an inspector 
to examine the entire work to see that 
the pipes are so pitched that they will’ 
drain, secure against freezing, laid at a 
depth not less than five feet, and any 
other point which the inspector deems 
necessary for the protection of the water 
patron, also in the interest of this depart 
ment so that it will not be necessary for 
the water taker to allow the water to 
run to waste in the winter to prevent a 
from freezing. 

The plumbers are placed under $1, 000: 
bonds by the commissioners. They are | 
required to be practical plumbers, to be 
established at some particular point in 
the city, and not to do work under any 
consideration contrary to the rules of 
the Water Commissioners or Board of 
Health, who also inspects all the plumb: 
ing that is done in the city, which in 
any way affects the health of the city. 


2 Bee 


MICHIGAN STATE CONVENTION 


The twelfth annual convention of the 
Michigan State Association of Master 
Plumbers will be held at Saginaw on Feb: 
ruary 23 and 24. The headquarters Will 
be at the Hotel Vincent. oo 
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Copy of this very desirable Catalogue 
will be sent to dealers, upon request 


CATALOGUE 
No.15. 


PITTSBURG CHICAGO 


NEW-YORK 


Electric and Gas Globes; 
Shades, Ete. 


The Phoenix Glass Co. 


15 Murray St, NEW YORK. 
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T is an acknowledged fact 
I that the weakest point in a 
Ball Cock is the seat, which 
becomes corroded by the 
water, wears out and generally 
in a short period of time, ren- 
dering the ball cock absolutely 
worthless. 
The N. C. is perfectly noiseless and can never wear out. 
Also a complete line of all plumbing material 
Joseph H 


° Young, 224 Franklin St., Boston, Mass. 


The “N. C."" Non-Corrodible Ball Cock 
with High Pressure Attachment. 


Will Please Mention 
This Journal when 
writing to Advertisers 


SUBSCRIBER 


Experience of an Expert 


Experience may qualify a plumber to guard against bad and insanitary 
conditions, and it is against the unseen and unknowable that the 
pendeuk plumber seems to make provision, an ounce of prevention 

eing worth a pound of cure. One route to safety lies in using on your 
sinks and lavatories, 


etc., CLEAN SWEEP TRAPS. 


An expert writes us recently: ‘There are many good traps, but after 
all we think that CLEAN SWEEPS are the best all around trap in use 
at the present day,” a consistent opinion froman unbiased qodce and 
our FULLER WORK, the perfect kind, that’s silent when working, 
these are yours for the asking. The Traps are sold in England, Scot- 
land, Germany, Canada and the United States. 


Detroit Sanitary Supply Co., 


27 Jefferson Avenue, 


Sole Manufacturers, 
DETROIT, MICH. 
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Three Telling Advantages 


you are sure of in the 


“HAMILTON GEM” CLOSETS 


BUILT RIGHT, 
LOOK RIGHT, 
WORK RIGHT. 


Fourteen Styles to choose from. 


The Sanitary Mfg. Co., 


Hamilton, Ohio. 


PROMPT SHIPMENTS, MR. PLUMBER! 


**BELUIDERE’’ 


YOTTO 


Stands ior the best and most 


Perfect Incandescent Gas Mantles 


Each and every one sold means a 
‘**Permanent Customer” 
gained. We make them and other brands also. 


Better write us to-day and get our 
prices. They will interest you. 


AMERICAN INCANDESCENT LAMP Co., 


92 Fulton St... BROOKLYN, N. Y. 


Lawrenee Gas Fixture 
Manufacturing Co. 


Designers and Manufacturers of 


Gas, Electric and 
Combination Fixtures 


(29, (31, (33 and 135 N. Twelfth St. 
CORNER CHERRY ST. 


Write for Catalogue = Philadelphia 


THE HORN-€ B 
DESIGNERS € 2 
MAKERS °F e 
LIGHTING 
FIXTVRES- 
GAS-ELECTRIC 
AND 
(COMBINATION? 


WRITE-FOR 
CATALOGVE: 


KANNEN MFG.C° 


FACTORY & 
SALESR9°MS - 


427-429-4516455 
N-BR°AD ST- 
PHILADELPHIA 
PA: 
SPECIAL: DESIGNS 
SVBMITTED- FOR 


RESIDENCES « AND 
PVBLIC: BVILDINGS 
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A 50,000 candle power acetylene light- 
ing plant in the immense foundries and 
enameling works of the L. Wolff Manu- 
facturing Company, Chicago, furnishing 
light by day and by night in a large 
city where “city gas” and electric light 
are at reasonable prices and no extra ex- 
pense for a generating or producing plant 
is required, is certainly worthy of note 
by the trade and must be of interest to 
our readers. 

The buildings lighted by this - plant 
are situated on Robey, Hoyne, Fulton and 
Carroll avenues and have a floor space 
of fifteen (15) acres. 

For power to operate this part of the 
firm’s manufacturing establishment nine 
(9) steam boilers and three (3) Corliss 
engines furnish one thousand (1,000) 
horse power are required to operate the 


machinery, including two (2) electric 
generators with three hundred (300) 
K. W. capacity, which operate electric 


motors throughout the plant. 

The acetylene plant shown in the illus- 
tration consists of two (2) large auto- 
matic generators of 1,000 light capacity 
each, operating day and night since the 
plant was installed, June 4, 19038, sup- 
plying gas to about seventeen hundred 
(1,700) acetylene burners. 

The carbide capacity is in proportion 
to the generating capacity, each carbide 
holder holding 1,000 pounds, making the 
full carbide capacity one (1) ton. 

Water is supplied by direct connection 
with the city water service. 

The residuum is discharged into a large 
cesspool and drained into sewer connec- 
tions from a high point in the cesspool. 

In operation the generators are entirely 
automatic and operate in unison, inde- 
pendently or alternately, as is required. 

The arrangement of the operating parts 
and controlling devices are unique, pro- 
viding for continued operation of one 
part of the plant in case the other should 
by accident or interference or for want 
of carbide cease to operate. 

In general construction the plant is 
mathematically designed, complicated 
mechanism studiously avoided, and, con- 
sidering the great capacity of the plant, 
is compactly assembled, as will be noticed 
by the size of the generator building. 

The generator house is adjoined to one 
of the large buildings of the manufactur- 
ing plant; is of brick construction with 
cement floors, having inside dimensions ot 
17 feet x 34 feet x 16 feet height, which 
comparatively small space allows ample 
room for storing carbide, ete. 

The plant and building was designed 
and erected by the firm of Arthur C. 
Lotz & Co., gas engineers, 168 Randolph 
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PS) 
street, Chicago, and is claimed the 
‘largest automatic acetylene plant in the 
world.” 
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While THr PLUMBERS’ TRADE JOURNAL 
has taken upon itself to present all pos- 
sible argument, information and condi- 
tions of the acetylene lighting subject to 
the trade and has reliable sources from 
which to draw its matter on this subject, 
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peal to the trade, from a live tradesman, 
we wish to repeat, in summary, some 
points in Mr. Eilder’s letter, published in 
February first issue of THE JOURNAL: 


Will the plumbing trade pass this valu- 
able branch of business? 

Will the plumber wake up to the value 
of the business before it passes to the 
hands of others less competent? 

Will the trade co-operate and justify 
the manufacturer in “protecting the 
trade?” 

The acetylene business comes when ad- 
ditional work is needed and does not in- 
terfere with other lines. 


It furnishes extra work and helps in 
keeping the mechanics employed. 

It is in harmony with other lines and 
does not antagonize other lighting sys- 
tems. 

It opens a field for the plumber in sub- 
urban districts. 

Put a sample generator in your place 
of business. 

Tell the truth about it—it will always 
stand on truth. 

Every country and suburban building 
will require gas piping. 

See that every country or suburban 
building is piped for gas, then see that 
you sell a good generator to supply the 
acetylene. 

A thousand dollars a year profit and 


aside from the claim ‘that it is the largest _ 
automatic acetylene plant in the werid 
—is its location; in the heart of a city of 

2,000,000 population, competing for ji, 

existence with the great local gag anil 
electric lighting facilities and reasonab!y 
low prices for gas and electricity either | 
of which require no purchase price for — 
generating apparatus and no material ex. 
pense except for the gas or electricity 
used. 

It will also be noticed tnat elechttiity 
is generated by the firm’s own Cortiss en- 
gines, to the extent of 300 kilowatt for 
power. 

In the face of these facts and evidence, 
there is but one answer to the question — 
that naturally presents itself to the mind 
of the reader: “Why does this large, 
enterprising manufacturing house use | 
acetylene light in preference to city bas | 
and electric light?” 

The answer is: Because they wae the | 
best artificial light the world can pro- 
duce, hence adopted acetylene, knowing 
the light that is the best for the work- 
men is the cheapest for the manufacturer, 

—_—__e- +4 


INSTALLATION OF OFFICERS 


Editor Tur PLUMBERS’ TRADE JOURNAL: 
The New Orleans Master Plumbers’ As- 
sociation, at their meeting held January 


The 5,000 Candle Power Acetylene Plant of The L. Wolff Mfg. Company of Chicago, Designed and Erected by Arthur C- Lotz & Co. of The Same City 


it fs only by a plain, frank and business- 
like statement from a tradesman that we 
can illustrate the advantages to be gain- 
ed by the plumber in taking up the light- 
ing business. 

Such a letter, written to Tur JOURNAL 
by Mr. A. P. Elder, of Ottawa, Kansas, 
presents the business end of the sub- 
ject in a most forceable manner; show- 
ing clear and positive arguments from 
practical experience, and clinching his 
reasoning by showing acetylene extends 
business conditions with the plumber and 
that it pays. 

Considering the import of a direct ap- 


a new field of operation opened is worth 
the effort. 

The businessisa big boy now, growing, 
and will grow. 

Kansas has spoken in a masterly voice. 
Let us hear from other enterprising lo- 
calities. Light up! Don’t “pass.” 


———-o 904 «&_—_ 
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COMPETING WITH GAS ann } 
ELECTRICITY ON A 


LARGE SCALE 


The remarkable feature of the large 
lighting plant described in this issue— 


IY IS 


tional association, Tue PuumBers’ TRADE 


25th, in stalled the following officers for 
ensuing year: P. H. Quinlan, president; : 
J. S. Kiely, vice-president; Julius Lout- 
fler, secretary; J. E. Flynn, treasurer; 
J. Cirino, sergeant at arms. 

After installation the entire member — 
ship sat down to an elegant repast, which — 
had been prepared for them, and an eI 
joyable evening was spent by all. Toasts — 
being in order, the members drank to the 
health of President Hornbrook, the Da | 


JournaL, manufacturers and jobbers, 
and many more. ae 
JuLius LOUFFLER, Sec, 
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A Few W DO YOU KNOW THAT GEURGE BRAY & COM- 
We g q5 PANY MADE THE FIRST BURNER 
of Its ar EF SEE (pe! at mi iD : USED FOR ACETYLENE GAS ? 

Advantages ae = a eee 

Patented Metallic & Weare Headquarters for all kinds of Gas Burners URNERS ACETYLENE 
Loop which cannot | (for Acetylene, Coal Oil, Water or Machine Gas) as | | IVE the highest ef- 
Bat OR MET OR i well as for Lamps and Posts of all descriptions. ay G ficiency and are 

Nickel Wire Sup- We are also manufacturers of an extensive line | the most satisfactory. 


The fine gas apper- 
tures in the Bray 


ports which will not 


ety of Gas and Electric Light Supplies, including a 


he tadsibie oak rink large variety of Globes and Shades. Acetylene Burners 
age. a In fact we make a specialty of anything will Be erat so 
Highest possible , pertaining to Light and Heat. ope Pa as caee 
ower ESTABLISHED INCORPORATED Burners in the market. 
Will outlast 10 I 1851. 1871. % Bray Acetylene 
other mantles. Write for Catalog ‘‘S No. 3” just issued. se eine BUINGTS Are Provected 


by numerous PAT- 


secrete || caghaieee=e E. P. GLEASON MFG. CO., J |] ||| PSH 


able us to give Bet- = TT. ea and are all stamped 
ter Quality for Less es 181-185 Mercer St. ’ N EW YO R Ke with Bray’s Name and 
Money than any Trade Mark. 


other Manufacturer pa a an a a Bray Acetylene Burn- 
ers, in their several 
kinds, are the cheapest 

Write for our in the market. 
new Illustrated - 


SG =e . 4 4 WRITE FOR PRICES. 
Catalogue | Zan, AD | | It Sells WILLIAM M. CRANE Co., 


, j Sole Agents for the United States 
7&8 Chatam Sq., NEW YORK CITY. - : uo } ] If 
Largest Mantle Manufactory In New York City. \ t 
rgest Mantle Manufactory w York City. K NER T se 


Wherever introduced. 
Our agents make in aH 
friends and money in i) ‘Ii 
the sale of it. If OM 


your county is not 


RDS $e db sr oh sr so oe 


taken there is money 


in it for you. 


SEND FOR OUR 


Ghe PROFITS 


are LARGE 3 Automatic Collaps- 
: ing Tap with Ream- 


CATALOGUE |) 


GAS FITTER’S 
HANDY REFERENCE BOOK 


ILLUSTRATING; 


GAS FIXTURES. 


preity he Nato re 
ACETYLENE BURNERS, G 


a : er combined. No 

WRITE US. ; ; rechucking work; 
‘ finished complete 

at one operation. 

No changing from 


LicHT.  RUSH'S DISSOLVINGPROCESS ne She RUSH 2 reamer tapi 0 


reversing of ma- 


[ea flo 5 CUPATES HONG, H) ACETYLENE GENERATOR EB tstopsiatthe proper 


depth and automat- 
co : P ically collapses. 


20 Bristol St. § PATENTED 
CANANDAIGUA, N.Y. =~ 
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® RW lliamson & (0's 


UFAC TURE R: 


S ELECTRIC & COMBINATION/Z iy 
Se EO OM Sn 
STAPLE FITTINGS 7 
“e:, BRACKETS 
Sig. > 


Positively 


Please Mention eh pe pen eent ta 
u SC j ; e rs This ournal when : per cent.in cost 
syourna to Advertisers 1 : of tapping. 


€ & racroay SALESROGMS Descriptive 


454-452 MILWAIKEE AVE. 52-54 LAKE STREET 
CHICAGO.U.SA. 


circular sent 
Se application 


The MURCHEY MACHINE & TOOL 60., 


64 Second Street, - DETROIT, MICH, 


Lighting Problem Solved by 


Carter’s Cellular ~ 
Acetylene Gas System 
CHEAPER THAN COAL OIL, BETTER THAN GAS 


5 ; : aS. : or ELECTRICITY, ECONOMICAL, SAFE, : You can control 
Milbradt’s Rolling __ eee SIMPLE and RELIABLE. with the Reliable 
Shelf Ladders \; : a ater Pressure Reg- 
; | », ° ° ° i ulator, and when 
HH are made to fit all kinds of, high P| TOR We seal SU P lumbing Firms = you oe thi 6 your 
fe| shelvings. and are guaranteed to FS ea a 4 as Agents to sell fhe best Acetylene r troubles of water 
t. Send | male) 
a fon camoce untpiicte:| eee a | Apparatus on the market. ea = ay ey reed 
JOHN CALANDER, Write f. mg , 
146-148 E. 8th St., St. Paul, Mixn. rite for terms and territory ae ees are at an 
= é : Niagar | fee ae Nema) Descriptive  Cir- 
<> CYPRESS Water Tanks 5 fe gara Falls Acetylene 7 Oe cular for the asking. 
Sasa G 
Best ae bal Samp FOR CataLocus ho. eee as Generator Co. Cc 
rite for delivered prices. . ee i = i - " 
H. F. LEWIS & CO., Lr. Niagara Fatis, N.Y, - Aneshaensel & Co., 


> 316 Banonne St., NEW ORLEANS, LA 4 e Indianapolis, Ind. 


Advertisers in The Plumbers’ Trade Journal can have their catalogs and trade 
literature reviewed with our compliments in these, columns by sending first copy 


off press to our New York office. 


The “Ohio Exhaust 
Head” is illustrated 
'and described in & 
i} neat catalogue issued 
by the Ohio Blower 
Co., of Cleveland, 
Ohio. This exhaust 
head utilizes centrif- 
i ugal force and en- 
| traps all the oil and 
{ water from exhaust 
i) Steam. The head is 
secured to the top of 
the exhaust pipe in a vertical position. 
The steam is delivered into a tangenti- 
ally near the shell through the internal 
branch pipes, and is thereby made to 
violently rotate, the water and_oil being 
hurled to the periphery, whence the’ ac- 
tion of gravity carries it down and out 
the bottom. : 

Mention THr PLUMBERS’ TRADE JOURNAL 
when asking for a copy of this catalogue. 


oa “Smith’s Hot Water 
=| Specialties” is the 
title of a new cata- 
i} logue just issued by 
ij the Chas. Smith Com- 
pany, of Chicago. It 
is a very attractive 
ijand interesting little 
wit booklet, containing a 
jJauumber of half-tone 
illustrations of their 
‘not water attachment 
i connected to the heat- 
‘ing plant. These at- 
“tachments are joint- 
less and give the water a circular motion 
and have no obstruction in the natural 
movement of the water. Mention THE 
PLUMBERS’ TRADE JOURNAL and ask for a 
copy of this catalogue. 


SMITH*s| 
Hot Water |: | 
Specialties |] 


The Haydenville 
; Company, of Hayden- 
ville, Mass., and 150 
Nassau street, New 
York, have just issued 

The their stock list book, 
Haydenville which fills a long-felt 
want on the part of 
| the jobber, and will be 
appreciated by. the 
buyer. 

In compiling this 
booklet they have 
gone on the assumption that an examina- 
tion of their plumbing and steam cata- 
logues has impressed the jobbing trade 
with the extensiveness of their line, both 
as regards sizes and styles, and embracing 
as it does, not only a full line of water 
goods, but also brass and iron goods for 
steam, oil and gas, together with an ex- 
tensive line of hardware goods and 
specialties. 

Many of these goods being, compara- 


STOCK LIST 


++1904 ee 


Company 


(Cesapiirnnd 1849) 


tively speaking, in but small demand, are 
very irregular, making it impossible to 
carry a comprehensive stock of same, and 
consequently are manufactured only upon 
order. This booklet contains a list of 
such goods as are considered staple and 
which they endeavor at all times to carry 
in stock. 

The new water catalogue of the Hayden- 
ville Manufacturing Company will be 
ready for distribution about May ist. In 
addition to the regular edition they are 
having printed a number of copies with 
buyers’ names in gilt letters on the out- 
side. Mention THE PLUMBERS’ TRADE 
JOURNAL and send in your name to be 
placed on the list for this catalogue. 


The Davis & Roesch Temperature Con- 
trolling Co., of 276 New Jersey Railroad 
avenue, Newark, N. J., has issued a book 
illustrating and describing their devices 
used to control the temperature of hot 


water. It is ready now; send for a copy. 
a ee 


GALVANIZED IRON COVERS FOR LAUNDRY 
TUBS 


Something new in the way of laundry 


tub covers were recently placed on the 


market and have proved to be a success. 
The Greason Mfg. -Co., 108 West 99th 
street, New York City, manufacture what 


they assert to be the only all-iron cover 
made for laundry tubs. There is abso- 
lutely no part of it wood, as it is all gal- 
vanized iron. In addition to this it is 
very strong, durable, and attractive, mak- 
ing it a ready seller. Moreover, such a 
cover makes the laundry tub perfectly 
sanitary, a point that cannot help but at- 
tracting the attention of the trade. It 
is made in different sizes, in fact, any 
specified size will be made to order on 
short notice. Send for full information 
and prices and mention this Journat. 
—_—_——o—>-4-+ 
PROTECTION OF WATER PIPES IN COLD 
WEATHER 


The cold snap we are experiencing calls 
particular attention to the protection of 
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if the same are located in- 
doors they will freeze up during the 
night when the water is dormant. The 
old idea of letting the water run a little 
is not only wasteful and unlawful, but it 
necessitates careful watching every day, 
and an oversight at a critcal period leads 
to serious results, entailing damage to 
property, etc. The best method of pro- 
testing the pipes is to cover the same 
with some material which retains what- 
ever heat the water has over_32 degrees, 
even though it is not in use during the 


water pipes; 


HE desirability of providing separ- 
ale ate mains for domestic water sup- 
ply and for fire service has long 
been evident to those interested in 
fire insurance matters. The existence of 
two, systems of mains not only greatly 
diminishes the possibility of a failure of 
the water supply, but very often makes it 
possible to-carry a pressure sufficient for 
fire protection without the need of fire 
engines. This is of special importance in 
crowded districts where fire engines are 
frequently subject to delay and often 
prove inadequate in fighting fire in mod- 
ern high office buildings. While it would 
be possible to carry a high pressure in the 
regular service mains, it is entirely im- 
practicable, not only because of the extra 
expense of pumping all- the water at a 
high pressure, but also the increased leak- 
age and cost of fittings, loss of pressure, 
etc. Where a high pressure is maintained 
in separate fire mains, the individual fire 
protection systems of buildings may be 
so connected that water is always avail- 
able on any floor of the tallest building. 
An installation to which we refer has 
recently been completed in the city of 
Philadelphia, and is located on the Dela- 
ware river front, at the corner of Race 
street and Delaware avenue. The dis- 
trict protected is bounded by Broad, Wal- 
nut and Race streets and the Delaware 
river, and contains many high office build- 
ings. The pumping station, which occu- 
pies a building 72 by 140 feet, will contain 
ten 11% by 12-inch, vertical, direct-acting 
Deane triplex pumps, each capable of de- 
livering 1,200 gallons per minute at 40 
revolutions, against a pressure of 300 
pounds per square inch. There are also 
two 6% by 12-inch pumps of the same 
type, of 350 gallons capacity per minute. 
These pumps are to work together or sin- 
gly, aS may be desired, and all will dis- 
charge into a common 20-inch main. 
water supply for the pumps will be taken 
directly from the Delaware river through 
a 36-inch suction main. Only seven of 
the larger pumps are being installed at 
present. Each of the large pumps will be 
driven by a 280-horsepower Westinghouse, 
three-cylinder, single-acting gas engine, 
and the small pumps by engines of the 
same type of 125-horsepower each. The 
smaller engines will be direct-connected to 
the smaller pumps through friction 
clutches and will also drive electric igni- 
tion generators of 7.5 kilowatts each, and 
the air compressors supplying air at 200 
pounds pressure for starting the main en- 
gines. There are three sources of current 
for ignition, connections with the city 
lighting mains and a storage battery be- 
ing provided in addition to the ignition 
generators. The lighting current is re- 
duced from 220 to 110 volts by a rotary 
transformer. Cooling water for the gas 


NNN SN ow PEESARE 


} LARGE FIRE PUMPING STATION for PHILADELPHIA | 


OHS 


The’ 


night time. One of the best materials , 
the market for this particular purpose 
mineral wool, which can be applied | 
the pipes very easily, as it comes in 
loose form, and as it is fireproof it p; 
ticularly recommends itself, and from | 
mineral nature it keeps rats and oth 
vermin from boring through it. Furth 
particulars in regard to this materi, 
and sample of wool, can be had by app 
ing to the United States Mineral We 
Co., 143 Liberty street, New York Cit 
Mention THE PLUMBERS’ TRADE Journ: 


= 


RRARAZ PRRREOR RADRA 
engine cylinders may be taken from ty 
different city water mains and from t) 
fire mains. A gas pressure regulator 
the supply pipe of each engine a 
the pressure constant. 

The pressure in the fire mains is co 
trolled automatically by an electrie mot 
acting on a valve. It may be held steadi’ 
at any point under 300 pounds, while 
spring relief valve prevents it from risix 
above amount. 

The machines were especially Geen 
for fire service by the Deane Steam Pum 
Company, of Holyoke, Mass., and ai 
brass fitted throughout in order that the 
may be able to start after long periods 
idleness. All of the moving parts, such 
bearings, connecting rods, crank-pi 
boxes, cross-head hee etc., are adjus 
able for wear. j 

. The mains supplied by tne pumping s 
tion are nine miles long and aoe | 
pipes, 8, 12 and 16 inches in diamete 
They are of extra thickness and all fittin | 
including fire plugs, are of special desigi 
The total weight of the pipe is 6,500,00 
pounds, and of the fittings, 850,000 pound 
costing altogether $355,000. 

—_—_ 394 
LAW. DECLARED CONSTITUTIONAL AT 
PITTSBURG, PA.. 


Judge Marshall Brown, of Commo 
Pleas Court No. 1, at Pittsburg, Pa., r 
cently handed down an opinion declarin 
the plumbers’ ordinance and the la’ 
under which it is enacted to be constit 
tional. This means that every plumbe 
who engages in business in the city ca 
be compelled to take out a license unde 
the city ordinances. 

The law was being tote on a cas 
taken up from the office of Alderma 
Oyer, wherein John Beltz was fined fo 
not securing a licence and in not usin 
cast-iron pipe for a drainage connectior 

The whole case hinged on the sole quel 
tion of the constitutionality of the aC 
of June 7, 1901, authorizing cities to pas 
such ordinance. Beltz’s counsel contende 
that the requirement for the registratio 
of plumbers was not founded on nece 
sity and that the act was class legislatior 
In passing upon the question Judg 
Brown cites a number of decision again: 
the contentions of the appellant, ais the 


says 5 W 
“Is the act unconstitutionatt 

think not. It is the embodiment of legit 
lative wisdom, the result presumably ¢ 
care and consideration in its formatio! 
and passage and classification—as en 
to the sanitary needs of cities. of, th 

second class is far reaching in ‘effect 
but not further than might be applied b 
the legislature in passing and limiting al 
act “That frame buildings shall not » 
constructed in cities of the first ciao.” 
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IF YOU ARE 
HAVING TROUBLE 


With tank linings giving out 
an account of the action of 
water or electro.ysis, you 
can overcome it by using 
our acid, alkali, and electric 
proof lining, guaranteed for 
2 years. It costs no more 
than lead and will not give one-half the trouble, and weighs 


less. It is no experiment. 


Send for descriptive circular of this and our new style bent tanks. 


Findeisen @ Kropf Mfg. Co., 


Main Office and Factory, 
2st Place and Rockwell Street, CHICAGO. 


This Wlustrates Our 


New 
Lavatory 


It has 1 3-4-inch under 
roll rim, D shape bowl. 
Size 12-inch x 15-inch 
and 8-inch back, 


Send for our latest catalog 


of ENAMELED GOODS 
just from the press. 


OUR NEW ENAMELING PLANT SUPPLEMENTS OUR FACILITIES FOR TURNING OUT 
A FULLY COMPLETE LINE. 


We Will Appreciate Your Correspondence. 


Humphryes Mfg. Co., Mansfield, O. 


GENERAL 
MANUFACTUR- 
ERS OF 


PLUMBING 


PLUMBING 
SUPPLIES 


Eastern Agents: 
0. CHAN. WELLS, 
e and 

tt, WM. A. LOCKE, 
fe 100 William Street, 


New York, N, Y. 


J. REGESTERS’ SONS CO., Baltimore, Md 


w Quality, Beauty. » 


These 
Essentials 
are fully 
met in our 
up-to-date 
plant. 


THE WHEELING 
POTTERIES C0., 


RIVERSIDE DEPARTMENT 
Wheeling, W. Va., 
U2S. A. 


WRITE US. 


a 


PEDESTAL URINAL SELF-ACTING 
241-2inchhigh 29inch back 


“Absolutely safe and reliable. Ask your friends.’’ 


YOUR REPUTATION 


is staked on the tank and tower outfit you specify, 
and you run a big risk if it fails. 


i} Caldwell’s Tanks and Towers 


are reliable. The tanks are safe on top of the 
towers and the tower can safely hold the tanks. 
And they are attractive in design and construction, 
too. Whatever part of the country you are in a 
Caldwell outfit is near you. Look at it, and send 
for our catalogue. 


W. E. Caldwell Co. 


Louisville, Ky. 


The Kenney Manufacturing Company, 


MANUFACTURERS OF THE 


rae FLUSHOMETER man. 


DEALERS IN PLUMBERS’ SUPPLIES 


Office and Salesroom: 36 East 22 Street, NEW YORH, 
BRANCH SALESROOM AND WAREHOUSE, 193 LEXINGTON AVE. NR. 32D STREET. 


George S. Terry, President See Th 

ry, President. omas F. Murphy, Secretary, 

N. Melman Shaffer, Jr., Vice-Pres. & Treas. J. Adriance Bush, General Caer 
D. T. Kenney, Consulting Engineer. 


DIRECTORS:—Edmund C. Converse. George R. Sheldon, Newton M. Shaffer, M.D., Theodore B. Starr 
George Terry, N. Melman Shaffer, Jr. : 


NOVEMBER 1st, 1903. 
Sep age Saeeae BEWARE OF INFRINGERS. 

0 THE TRADE AND PuBLIC:—We desire to call the attention of the trade to thef ] ve ar 
now the owners of all the United States and Foreign patents granted to D. T. coy ier ane 
shld It is our intention fully to protect these patents and promptly to prosecute all infringers 
That a Suits have already been begun in the United States Circuit Court of this District against 
H . - L. Mott Iron Works for infringement of the Flushometer patents, and against The Wells 

lewton Company of this city for selling the so-called ‘‘Aquameter’’ valve made by The Fed- 
eral Company of Chicago, Suits against other infringers are to follow. 


TELEPHONE—681-Gramercy. THE KENNEY MANUFACTURING COMPANY. 
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A method for the disposal of accumu: 
lating sewage is important to every 
plumber, especially if it is not accessible 
to the public sewer. We illustrate with 
this article an apparatus which will en- 
able the plumber to install an up-to-date 
disposal plant at a moderate cost. 

This system can be applied to almost 
any conditions, if sufficient fall is ob- 
tainable from house to disposal ground. 
To simplify the explanation, we have Iet- 
tered the illustrations alphabetically, as 
follows: 


SDDS rary PE 


Ss DISPOSAL OF ACCUMULATING SEWAGE  » 3 


eS 


ded over, except where the manhole is 
left. 

This square construction is sometimes 
best where, owing to the flatness of the 
ground and consequent lack of fall, the 
depth of the tank or chamber is restrict: 
ed. 

To somewhat simplify the construction, 
the first settling chamber may be omitted, 
the sewage in such an event being deliv 
ered directly into the large settling 
chamber. If this method is adopted; a 
wire basket or screen must be provided 
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of plumbing fixtures and the number of 
occupants are the items to be considered 
in obtaining the size of the settling basin, 
and of course no reliable rule to go by 
can be furnished. 


They supply for ordinary requirements 
a three (3) inch Rhoads-Williams Raw 
Sewage Siphon. They make siphons of 
larger size if required, but unless the 
amount of sewage to be cared for is large, 
a three (3) inch siphon is of sufficient 
size. 

The siphons are constructed so that 
they are outside the settling basin, and 
not subject to the contamination of the 
sewage. This obviates the serious foul- 


ing of the siphon itself, which is a source 


REVIEW 


dred feet, and one or two feet of tile, 
lowed for each gallon of sewagi ( 
charged. | 

Ordinary hub tile laid in coarse gray 
about ten inches below the surface ry 
be used, but the construction, ag sho. 
in plan Q is recommended. This meth 
by using a cap at joints, prevents obstr. 
tions from entering the tile and the gut: 
holds the tile in place. 


To accomplish this result, care shoi| 
be used to have the disposal field goil 
porous as possible, and the ground sele 
ed should be free from shade, dry a. 
sandy, if obtainable. If laid in clay sc 
or in a shady, damp spot, more tile m 
be used. 


M shows plan of complete plant. The and set in the chamber immediately of difficulty when placed inside the tank. The irrigation tile should be three-inc 
270” 
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Fig. M—Showing Plan of Complete Plant, and Location of House, Stable and Greenhouse 


exact measurements are not given in this 
plan, as the conditions governing the in- 
Stallation of various plants are, of course, 
very different. The location of the irri- 
gation field and the distance of settling 
basin from house being subjects for in- 
dividual treatment. 

Plan I shows the settling basins and 
Siphon chamber. It should be borne in 
mind that the size of the settling chamber 
should be governed by the amount of 
sewage to be cared for. 

It is usually more convenient to con- 


: @ * 


Cap 


gu tter 


3" tile 


under the inflow from house, so that no 
obstruction will interfere with the opera- 
tion of the siphon. The masonry in all 
cases must be constructed so that there 
are no leaks, and the pipe from the house 
to the settling basin should be laid with 
care and well ventilated. The size of the 
settling basin must be calculated, as 
nearly as possible to hold the accumulat- 
ed sewage of from twelve to twenty-four 
hours. 

This system of sewage disposal is de- 
scribed and illustrated in a catalog issued 


“openin 
& joints g 


Section of 3inch drainage tile. 


3" drainage tile in trench 
Fig. Q.—This Method Prevents Obstructions From Entering the Tile 


struct as per plan, but if more feasible 
to so build, square basins are equally effi- 
cient. When go constructed, it is usually 
done where a shallow tank is required, 
and this construction necessitates a flat 
top which can be made of railroad iron 
and planks, the whole being neatly sod- 


by the Modern Iron Works of Quincy, 
Ill. On application this firm will furnish 
a list of names of those who have used 
this device. 

A capacity of from three to five hun- 
dred gallons is considered sufficient for 
the average requirements. The number 


Fig. J—Plan of the System Showing the Connection to the House - 


From the three (3) inch siphon, a main 
of four (4) inch sewer pipe with tight 
joints should run to the irrigation field, 
as shown in plan W, the distance of the 
irrigation field from the siphon chamber 
being entirely determined by varying 
conditions. Unless there is a considerable 
fall, however, it is best not to have the 
distance more than three hundred feet. 
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Fig. W— Showing?Plaz and Location of Syphons and Connections to the Irrigation Field 


The irrigation tiles should be three-inch, 
and the method of setting them will de- 
pend entirely on the contour of the sur- 
face of the field selected. The fall should 
be about three or four inches per hun- 


N 


| 
no matter how large the siphon used, il 


being only necessary to have a sufficien 
amount to care for the discharge. 


—_ 


NATIONAL CONVENTION OF MASTER 
PLUMBERS AT ST. LOUIS j 
President E. D. Hornbrook, of the Na 
tional Association of Master Plumber: 
informs THE PLUMBERS’ TRADE JOURNAI 


SAW 


House ' 


that the next national convention will be 
held in St. Louis, Mo., on September 6, 
7 and 8. As soon as the necessary al- 
rangements are completed a notice will 
be issued and sent to allassociations. __ 
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REVISEDAND ENLARGED 
TOWER'S 
PLUMBERS’ MANUAL AND 
TEXT BOOK. 


entary and condensed articles on metals’ 

ee water and its distribution, pumps, hydraulic 
rams, meters, boilers, filtration, electrolysis, friction. 

Drainage, houseandsubsoil. Traps and siphonage. 
Ventilation as applied to plumbing. Fixtures: Proper 
and desirable material for their construction and 
installation. 

Miscellanéous Matter, Rules, Etc. 

Plumbers’ dictionary, very convenient. Questions 
and answers suitable for Plumbers License a- 
tions. All in compact form. Size 4x6 inches. A 
helpful, reliable and convenient reference book for 
plumbers and apprentices. 


PRICE $1.00 POSTPAID, TO ANY ADDRESS. 
No Cc. O. D. Orders. 


Address, Plumbers’ Trade Journ#!/ 
Publishing Company, 


61 Beekman St, NEW YORK 


“GENUINE’’ BARNES 
B-Wheel Pipe Cutters 


Bear Trade-Mark, as per Border 


Made in 8 sizes, cutting pipe from 14 
to 12inchesin diameter. 


4 fewest “BAR NES" IMPROVED 
a= | 


BARNES TOOL CoO., 
New Haven, Conn., U, S. A. 


FROZE UP AGAIN! 


The usual February cold 
wave brings about the usual 
rush of emergency business; 
this often means exten-ive 
overhauling which is mucn 
more profitable than new or 
contract work, as there is no 
competition. Who usually gets 
this work? The forehanded 
merchant who is able to 
pry an:wer any call for 

elp. Are you supplied with 
Torches? ‘lhe No. 81 is very 
powerful, and will do good 
$2.50 Net. work no matter how cold the 

weather may be. Price $2.50 
each. Jobbers sell at factory price, or we will ship 
direct upon receipt of price named. 


CLAYTON & LAMBERT MFC.CO., 
DETROIT, MICH.. U.S.A. 


Every Master Plumber 
SHOULD HANDLE THE 


PADDOCK WATER FILTER 


WE MAKE A SPECIAL 
FITTER FOR CLAY WATERS. 


Itis designed to be placed in the basement 
to filter the entire supply for any size 
building, steam boilers, etc. 


THE PADDOCK WATER FILTER CO. 


330 Vermont St., Buffalo, N,Y. 


Hendrick’s Commercial Register of the 
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The Plumbers’ Trade Journal, 


The Plumbers’ Trade Journal 


as 
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PLUMBING and HOUSE DRAINAGE 


A text book onthe practice of plumbing,with supple~ 
mentary chaptets on house drainage and ventilation, 
with three hundred and eighty illustrations. 

By William Paton Buchan. 
SENT POSTPAID UPON RECEIRT OF PRICE, $1.75 


61 Beekman St., NEw YORK. 


THE STEAM AND GAS FITTERS’ PRICE BOOK 


Is designed to meet a long felt want of an office price book. 
Experience in this line of business has shown that much valuable 
time has been lost owing to the lack of a complete and compact 
book of prices. Bound in leather. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE, $5.00. 


61 Beekman St., New York. 


The Gas Fitters’ Question Book, with Answers 


A book on practical information specially prepared to enable 
any practical gas fitter to answer all manner of questions ap- 
plying to his profession. A valuable little book of questions 
and answers and tables that will be found of great advantage. 
Well illustrated. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE OF $1.36. 
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United States for Buyer and Seller 


Especially devoted to the interests of the architectural, mechanical, 
engineering, plumbing and heating industries. 

A complete and reliable annual index, containing 350,000 names, 
addresses and business classifications. 


Indispensable as a buyers’ reference for the architect, contractor, 
manufacturer, jobber and retailer. 


1903 Edition for the Year beginning November 1.1903. Price $6.00. 


AA Complete Gourse 
IN 
Mechanical Drawing 


ROGERS’ “DRAWING AND_ DESIGN” 


thoroughly and clearly teaches the theory 
and practice of the Drawing and Designing 
required in the shops and drafting rooms of 
the engineering. machinery, electrical and 


kindred trades. 

Contains 506 Pages, 610 Illustrations, 
and a copious index, 

Clearly printed on superfine paper and 


handsomely bound in blick vellum cloth, 
with full gold edges 


$3 postpaid. The money paid shall 
be refunded if the volume is not found 
satisfactory. 


THEO. AUDEL @®@ Co., 


Educational Book Publishers, 
63 Fifth Ave., = NEW YORK. 


Wrought Steel, 
Kitchen and Pantry 
Plain: Painted (inside and out) 
Galvanized; 
Blue Enameled: Agate (Enamel- 
ed Gray); Crystal (Enameled 
Light Gray: White (Enameled 
blue outside). 
Combination Overflow, 
Overflow, Protector, 
Strainer Outlet. 
Plug Outlet. 
Air Chambers in Sink Backs. 


FS 
Send for Catalogue and mention 
PLUMBERS’ TRADE JOURNAL 


LALANCE & GROSJEAN MFG.CO. 


NEW YORK, CHICAGO, BOSTON. 
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Books on Plumbing, Heating, 
Lighting and Ventilation 


To anyone sending one new subscriber to THE 
PLUMBERS’ TRADE JOURNAL, we will mail 
with our compliments, any one of the 50c. books 
named below. 

For two new subscribers, we will give either of 
the following books: ‘‘Kitchen Boiler Connections; 
Hot Water Supply,’’ by Dye; or ‘‘Plumbers’ Text 
Book,’’ by Tower. 

For three new subscribers, we will give either of 
the following books: ‘‘Lawler’s Hot Water Heat- 
ing, Steam and Gas Fitting,’’ or ‘‘Plumbing 
Problems.’’ 

For four new subscribers, we will give either of 
the following books: ‘‘Steam Heating for Build- 
ings,’’’ ‘‘Steam Heating Problems,’’ or ‘‘American 
Plumbing Practice.’’ 

All new subscriptions must be sent by a paid up 


subscriber to entitle sender to any of above 
premiums, 
Acetylene—The principle of its Generation and 
Lf eae Geet ECE O CIC OPO E CT EOI TO aOR Ca eh SB laly 
Acetylene Gas—Its Nature, Properties and 
Uses, by G. F. Thompson..........+++++++--$1.50 
American Steam and Hot Water Heating 
Practice: 585 illustrations. ..........-c.cuse 3.00 
American Plumbing Practice...........-++..6. 2.50 
C. S. Mersick’s Estimating Book.............- 1,25 
Contract and Estimate Record Book, by B. H. 
GSS Faceretccetarlacece etace eine ois abeuay sho miata sale olelerelalalote .50 
Dean’s System of Greenhouse Heating, by M. 
Dee BS eR CO ICRU OO OOM CIA CIS ODS Ci 2.00 
Drainage and Plumbing, by N. R. Maguire.... 4.80 
Estimate Books for Plumbers and Heating 
Men, by B. H. Jessup; 200 pages........... 2.00 


Examination Charts. For Boards of Health 
and Plumbing Examiners. Price per set, in- 
cluding key to each chart.-.....0..0ccessecce 5.00 

External Plumbing Work, by John W. Hert... 3.00 


Hendrick’s Directory, 1903 and 1904 edition, 
containing a complete list of the manufac- 
turers of plumbing, heating and lighting 
goods. Also a list of plumbers, steam and 
gas fitters in the United States............. 6.00 

Heating and Ventilating Buildings, by Car- 
DOMLOIE cc clejsiciele'c\s'= a/citinic ss cicis cle siole'b'sieleieve'e eteiate 4.00 

Heating and Ventilation. Tables and Formu- 
las.) (By el; (SeHaManne ence ccs pic ceviche visisees 1.50 

Hood on Warming Buildings, by F. Dye...... 6.00 


Hot Water Circulation, by R. M. Starbuck... 3.00 


Hot Water Heating and Fitting, by W. J. 

BBL WANE iweieie ciclo isinlvvalewarels! visinlsieie cee eerie 6: slelere 2.50 
Hot Water Supply; by BF: Dyes .s.scuss cscs cen 1.00 
Kitchen Boiler and Water Pipes, by H. Grim- 

FUTLGUW wer aravesSialelsxcrarstarstarsieraisacaa gis ievalave a: \ees\ wis ole tae ate -40 
Kitchen Boiler Connections.................+. 1.00 
Lawler’s American Sanitary Plumbing (revised 

second edition) for plumbers..............- 2.00 
Lawler’s Hot Water Heating, Steam and Gas 

EOL CEAN Bie ateiai proto) ost vine! wih (tsi was |wisialnisia-pleteislele'slets is 2.00 
Lead Burning by the Autogenious Process.... 1.00 
Lectures to Plumbers, by J. W. Clarke........ 3.00 
Lighting by Acetylene Gas, Electric Furnace, 

Generators and Burners, by W. B. Gibbs, 

1 BT et to CACLENC © 2. RO ASIN PERS Ci moryc 1.50 
Mechanics’ Companion, by J. M. Scribner..... 1.50 
Mcderr Sanitary Appliances, by Colyer....... 2.00 
Modern Sanitary Plumbing, by James J. Law- 

UD Se emonin cg canto page iy 1 Sone aeenird oc LOcIn ou 5.00 
Modern Methods of Sewage Disposal, by Geo. 

BS MWW LEIS Sis ecevovatelnratere a) aletea yelp 4 tiale e aleieieeeren 2.00 
Modern Plumbing, by R. M. Starbuck; illus- 

ETO TOM A ietonn s: sctstete eerie in cleo evetaia/s auntie sbaseloteredepersiate 3.00 
Plumbers’ Text Book, 300 questions and an- 

sywers, bye Pranks TO Welty cc sxicle n sleten, ale'hcbeiniwiatn 1.00 
Plumbing, House Drainage, by W. P. Buchan. 1.75 
Plumbing, bys 8. Sa ellyver ioc. ws. sie slelelciere 1.50 
Practical (Gas y hitting sc cisics\s cies civ Glelciaisie c'olsioisiels 1.00 
Practical Hygiene, by Currier................ 1.50 
Practical Hints on Joint Wiping, for begin- 

MELS) | Iy PLUM DINE vie spainceisiat sca’ since sa winisinialy estate .25 
Sanitary Engineering of Buildings, by Ger- 

NANG CEM Glo bet: ClO Mp aatere clavaitters)aln’eleacuterwtetetaiets 5.00 
Sanitary House Drainage; Its Principles and 

Practice, by T, E. Coleman................ 2.40 
S. E,. Hendrick’s Directory for Buyers and 

Beilerg Fano dee a aan aoe Gora cvenint oe cic eee 6.00 
Steam and Gas Fitters’ Price Book, by Brown 

Mee GREET OO 1c wrrcoitna sfaainiee onsen) sialon oinia mistnie Wenvale 5.00 
Steam Fitters’ Computation and Price Book, 

yea Rly gery ateraiate cielo aie elute cvlece inv elePaletels) ccsls e eieiete 3.00 
Steam Heating for Buildings, by W. J. Bald- 

wig itll Aero ne One Tobe emir ees 1c 2 2.50 
Steam: Heating: Problema): \<:.'5.0'><tsicieiataicte cle eceruiete 1.50 
Steam and Hot Water Fitters’ Text Book, by 

PROMAS SEP WIC NGI 37 /aicters eis.c-acecelsva eleinvadei ete ae 1.00 


The Gas Fitters’ Question Book, With Answers, 
Dy Albert) Dunbeyrin ois eal = core «ate tee tee 
The Steam and Gas Fitters’ Price Book, by 


Brown: & Greene (CO aces <'<isteie cress 0 2) <i0 sole see wate 5.00 
The Turkish Bath, by R. O. Allsop........... 2.50 
The Plumber, by 8. 8. Hollyor:......ccccccess 5.00 
The Plumbers’ Trade Journal bound volumes 

for the years 1881 to 1904 inclusive, con- 

taining hundreds of sketches of plumbing and 

plumbing devices, practical letters, ete., 

BACH teri oiwinlo vistevalule iw giatald.aiwiecscs aisie's we veces elation 4.00 
Questions and Answers on the Practice and 

Theory of Sanitary Plumbing, by R. M. 

PURE DUCK > savin ies tin 6 0:0 scary waves eleva ava acacmeie 1.00 


ANY OF THE FOLLOWING BOOKS FOR 50c. 
Boilers, Incrustation and Corrosion, by F. J. Rowan. 
Domestic Electric Work, by W. R. Wittbecker. 
Gas Fitting and Lighting, by William Paul Ger- 

hard. 

House Drainage and Sanitary Plumbing, by W. P. 

Gerhard. 

Hot Water and Steam Cooking Apparatus, 

Dye. 

Hydraulic Tables, by P. J. Flynn. 

Recent Practice in the Sanitary Drainage of Build- 
ings. by William Paul Gerhard. 

Sanitary Condition of Dwelling Houses, by Geo. B. 

Waring. 

Sewer Gases, Nature and Origin, by De Varona. 

Sewerage and Sewage Purification, by M,. N. Par- 
ker, Ph.B. 

The Treatment of Sewage, by Dr. C. M. Tidy. 

The Disposal of Household Waste, by W. Paul 

Gerhard, 

Water and Water Supply, by W. H. Corfield. 

These books are for sale by THE PLUMBERS’ 
TRADE JOURNAL, P. O. Box 715, New York City 
and will be sent to any address on receipt of our 
list price. No books sent C. O. D. While these 
books are thoroughly good and instructive reading, 
still we want it understood that we do not recom 
mend any special one, 


by F. 


200 


AUTOMATIC SPRINKLER TESTED 


An automatic sprinkler system in 
which the flow of water is controlled elec- 
trically was given a test recently at 385 
Superior street, Chicago. It was devised 
by Charles Jacoby, a young Chicago 
plumber. The expansion by heat closes 
an electric circuit and causes a current 
to flow through the coils of an electro- 
magnet which is part of the valve mech- 
anism, An iron plunger, which closes 
the valve opening and is held-in place 
by the water pressure, is attracted by the 
temporary magnetism, and water flows 
through the sprinklers. When the metal 
strip cools it opens the circuit and the 
operation is reversed, turning off the 
water. The current while flowing also 
rings an alarm. 

—S 


BORDEN’S GEARED SOLID DIE STOCKS 


We would ‘call the attention of our 
readers to the accompanying illustration 
of.a geared solid die stock manufactured 
by the Borden Company, of Warren, 
Ohio. It is a device that is practically 
faultless, and it will cut perfect threads 
with the least effort, and in the simplest 
way. Another special feature is the fact 
that it will wear for a very long time, 
with very little repair, therefore elimin- 


ating the cost of repairing to a very great 


degree. Such a machine ought to sell 
well to the trade, not only on account of 
its merits as a good reliable die stock, 
but also because it is unique and conse- 
quently will readily attract the attention 
of a man who has use for it. Therefore 
write the Borden Company for further in- 
formation. 

The dies are all made after Bradford 
Borden’s special way of roughing out, fin- 
ishing in a patented geared hobbing block, 
and in an advanced oil-tempered hard- 
ening process, this secret process heating 
every part of the die to the same degree, 
so when the die is plunged into its final 
bath every molecule is fixed in the same 
position, making each segment just like 
every other segment. The dies are made 
slightly off center to give a shearing cut, 
and can be ground off when they become 
dull without drawing the temper, and 
they can be used over and over again, 
always cutting full and standard threads 
until worn past the center, when the die 
block may be sent to the Borden Com- 
pany for the insertion of new segments 


or chasers, which will be done for a 
nominal charge. 
———_>o ++ > —__——_- 
FORD BALANCED TANK VALVE 


The Ford balanced tank valve is de- 


signed to supply the demand for large 
valves that will successfully operate on 
high or low pressure. 


It will be seen from 
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THE B. B. PRESSURE BALL COCK 


No special packing is required with 
B. B. pressure ball cock which is manu- 
factured by the Boston Brass Company, 
of 40 Oliver street, Boston, Mass, and 
illustrated herewith. It is very simple in 
construction and has ground joint coup- 
ling, which is always tight. It has a 


The B. B. Pressure Ball Cock, Manufactured; sy the;Boston Brass Co., Boston, Mass. 


the accompanying cut that the valve is 
balanced at the. inlet, thus neutralizing 
the effect of high water pressure, and in 
this way removing all strain from the 
float lever. The valve operates on any 
pressure with a small float, this float hay- 
ing no other office than to move the piston 
against friction only. 

The construction of the valve is sim- 
plicity itself, which quality has won for 
the Ford balanced tank valve a place 
in 90 per cent. of the new buildings of 
New York, Philadelphia and Pittsburg, 
as well as in mills throughout this sec- 


roller-bearing lever and cam, reducing the 
friction to the lowest amount. 

With this, ball cock, the makers state, 
there is no hammering, singing or whist- 
ling. It has a renewable seat of best 
steam metal and has only one packing, 
which is removed. 

The Boston Brass Company, of the 
above address, will send a copy of their 
latest catalog when THE PLUMBERS’ TRADE 
JOURNAL is mentioned. 

at ees 


LOW PRICED ENAMELED BATH TUBS 
The Hains, Jones & Cadbury Company, 


One of the Low Priced Bath Tubs, Manufactured by Haines, Jones & Cadbury Co. of Phila. 


tion of the country, both for roof tank 
and receiving tank service. The makers, 
Thomas P. Ford Company, 81 Centre 
street, New York, list sizes from 1 inch 
to 6 inches, and warrant them absolutely 
to give satisfaction on all pressures. 


When writing to this firm mention Tur 
PLUMBERS’ TRADE JouRNAL and ask for a 
copy of their catalogue and prices. 


Illustration of the Ford Balanced Tank Valve, Manufactured by Thomas P. Ford Co., of New York 


of 1136 Ridge avenue, Philadelphia, are 
calling particular attention to their line 
of low-priced enameled bath tubs, one of 
which we illustrate on this page. These 


tubs are just the thing for competition 
jobs. 


They are made in all the usual 


lengths and with 2%, or 3 inch rims. 
They are new tubs, not seconds, and are 
all right or this company would not sell 


them, as they are very particular abou 
goods sent from their factory. | 

The Hains, Jones & Cadbury Compan 
informs us that the sales of these tub 
are increasing, which goes to show tha 
their customers like them. Ag the, 
carry them in stock they can ship prompt 
ly. 

This firm also have a large assortmen 
of high-grade tubs, including the Lupuria 
Liberty, Pointer and other styles of whic 
they keep a stock of several hundred a) 
ways on hand. Our readers should sen 
for prices and discounts on these tubs 
which will interest them. Mention Ty; 
PLUMBERS’ TRADE JOURNAL. 

_ oO Lr 
IN THEIR NEW QUARTERS 

The Central Brass Co., of Kansas City, 
are now snugly installed in their new 
and commodious quarters on the corner 
of Central and Goodrich streets. Their 
new home covers a plot 35 x 100 feet, 
exclusive of the L, and they are now in 
a position to fill orders with promptness 
and dispatch. This company is the con- 
tinuation of the old firm of Adolph Prier, 
which has just rounded out a quarter of a 
century of a successful business. | 


The accompanying cut shows the 
ard Anti-Freezing Closet, which h 
en a great success with this compan} 
the practical plumber will observe tl 
vantage of the combination at a gle 

They are sending out a neat ca 
showing their various specialties and 
have informed us that a postal car 
tioning Tur PLumpers’ Trapp Jou 
will bring one by return mail. — 

SnainnEREnEEione eras SeeescoeeeEeEEEE 

Hackney Bros., of Charlotte, N. 
just completed a heating and plu 
contract at Camden, S. C., which 4 
ed to $8,000, and another large hot 
at Lumberton. They also recen 
ished two fine contracts in Cotto: 
besides a number of small jobs, incl 
one of the largest hot water plants 
installed in a residence in Charlotte 


CSE aaa aa et te gage? 
; : 
“ANNOUNCEMENT | 
For the benefit of the Southern 
Trade we have established a 

F branch warehouse at Savannah, Ga. | 

Orders will be shipped promptly : 

from either Charlotte or Savannah. 

Xe]. E make everyihing required | : 
Pe Nclc Sa THe Downé Kine Suppuy ComPANY. 


> CHARLOTTE, N. C. : SAVANNAH, GA. | 
: 


Speakman Supply & Pipe Co., 


WILMINGTON, DELAWARE. 


ET us know your re- 
quirements, and we 
will gladly quote prices. 


Do not be deceived when you are offered Discs ‘‘just as good” 
or better than “Jenkins.” Weare the original manufacturers 
of this class of goods, and we have tried to maintain the high 
standard at which they are held by steam users everywhere. 
Insist on having the genuine Jenkins’ Discs, which are always 
stamped with our Trade-mark. 

JENKINS BROS., New York. Boston, Philadelphia. Chicago 


RICE LEWIS & SON, & 


IMPORTERS AND DEALERS IN 


PLUMBERS’ SUPPLIES, HARDWARE, TILES, MANTLES, ETC, 


32 King Street, o ° TORONTA, CANADA. 
> ¢ Plumbing Material | 
| ™ Sanitary Specialties 


wi The JAMES ROBERTSON MFG CO., Baltimore, Md.! 


“SECURO’’ SOIL PIPE CEMENT—Sure Cure 


for Leaky Joints, Sand Holes, Cracks, etc, 


SERN RCHAALS. Trial Order of Half Doz. Sticks $1.00, Postpaid. 
20 OF ST. LOUIS MODERN SCHOOLS , NotetraeCetaios of ine Publications Tools, Ete. 


BESIDES MANY PUBLIC INSTITUTIONS THROUGHOUT THE COUNTRY R, M. STARBUCH, - - - Hasiford, Cana 
. . ARE EQUIPPED WITH... : ? 


iN yelson Ventilated Individual =f 
Yasce” Bowl Latrines and Urinals | /¥& 


NEW SYSTEM » PERFECT SANITATION 


PUT INTO THE WHITE HOUSE BY THE U. S. GOVERNME‘T._ 
F. E. CUDELL’S 


® Pat. SEWER-GAS and BACK WATER TRAP 


For Wash Bowls, Sinks, Baths and Wash Tubs. i} 
WEST CLEVELAND, - - - - OHIO. & 


Iron Body Composition Mounted Valves 
With Parallel Bronze Seats 
For Ordinary and Heavy Pressures. 
Selt-Packing Stem 
With or Without By-Pass 
WRITE FOR CATALOGUE AND PRICES 


THE KENNEDY UALUVE MFG. CO., 


61 Beekman St, . - NEW YORK. 


ARCHITECTS ARE INVITED TO WRITE FOR 
**Nelson’s Blue Book on Sanitary Appliances”? 
JUST PUBLISHED 


_N.O. NELSON MFG. CO., St. Louis. 
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THE JEFFERSON UNION AND FLANGE 


Believing that one of the best adver- 
tisements for their unions and flanges is 
a statement direct from some reliable 
concern who are using them, the Jeffer- 
son Manufacturing Co., of Lexington, 
Mass., have issued a book with a number 
of facsimile letters from many of the 


prominent plumbers and supply houses 
throughout the country. 

With these flanges no gaskets are used. 
They are made in fifteen sizes, from 1 
inch to 10 inches. The unions are made 
in eleven sizes, from 14 inch to 3 inches. 

A request for a copy of their catalog 
when THE PLUMBERS’ TRADE JOURNAL is 
mentioned will meet with a ready re- 
sponse. 

9 64 <2 


THE IDEAL INDEPENDENT WATER HEATER 


The 
heater is 


“Tdeal’ independent gas water 
manufactured by the Ideal 
Manufacturing Company, of Detroit, 
Mich. It is made of a Size suitable for 
heating the water in a 30 or 40-gallon 
boiler rapidly. It will accomplish this re- 
sult with great economy and in a very 
short time. The construction is such 


that all the units of heat contained in 
the gas are brought in contact with thin 
layers of water closely surrounded by a 
non-conducting jacket, and are so baffied 
in their passage upward through the 
heater that they are most efficiently im- 
parted to the water; hence the remark- 
able results obtained at a low cost. 
Their aim is to heat a small quantity 


THE PLUMBERS’ TRADE JOURNAL, STEAM 


of water very hot, and also to heat a 
sufficient amount of water for one or 
more baths, at a minimum expense, and a 
fair, impartial trial will fully sustain 
these claims. 

Write to the Ideal Manufacturing Com- 
pany for prices, etc., mentioning Tur 
PLUMBERS’ TRADE JOURNAL. 
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THE “STAR” STOP AND WASTE 


The L. Wolff Mfg. Co., of Chicago, IIl., 
have recently placed on the market anew 
design heavy reversible stop and waste 
cock which is shown in the accompany- 
ing illustration. The number of this is 


F-3500, but is not shown in the catalog F. 
It is made of absolutely new metal, per- 
fectly ground, and of the best workman- 
ship throughout. 

A copy of their illustrated price list 


will be mailed upon request when THE 
PLUMBERS’ TRADE JOURNAL is mentioned. 
—_—___} _ 9 ¢ ¢ = ______ 


RECORDING THERMOMETERS 


On this page we illustrate one of the 
recording thermometers made by the 
Helios-Upton Company, of Peabody, 
Mass. ; 

In. making metallic thermometers ad- 
vantage is taken of the well-known prin- 
ciple of differential expansion by heat in 
a metallic strip made of two or more 
metals and the consequent distortion of 
the strip or lamina. In the recording 
thermometer the bi-metallic strip or lam- 
ina is in the form of a helix, one end is 
fast and the other end carries the pen 
over the recording sheet. The recording 
sheet is ruled into 120 spaces and is car- 
ried by a high quality eight day escape- 
ment clock. The zero of the dial can be at 
any point on or off the scale and the 
thermometer can be made to record tem- 
peratures up to the point where the heat 
would stop the clock, between 250 de- 
grees and 300 degrees Fahrenheit. The 
lamina can be adjusted to either the Fah- 
renheit, Centigrade or Reaumer scales. 

The general appearance of the instru- 
ment is workmanlike and neat, the round 
case covers the clock and dial, the glass 
front opens on a hinge shown at the right 
of the cut and is latched by the thumb- 
screw shown at the left. It can be locked 
by passing the staple of a _ padlock 
through the eyes below the thumbscrew. 
The clock movement is rigidly. attached 
to the back of the instrument and the 
construction of the case is such that dust 
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is prevented access to it, insuring infre- 
quent cleaning. 


The protuberance below the case in the 


cut shows the lamina cover; this is perfo- 
rated in order to get as great sensitive- 
ness of operation as possible, it is so sen- 
sitive that it records a breath. There are 
eyes for screwing or fastening it to a 
wall. 

The pen is made of a hard nickel al- 
loy, and is readily set if it gets out of po- 
sition, by means of a setting screw at 
the lamina holder. 

For dwelling houses a recording ther- 
mometer set up in some central position 
of the house keeps a perfect check on the 
running of the furnace, For greenhouses 
they are hard to beat. They are practic- 
ally non-corrosive and withstand the 
moist air. The padlock prevents tamper- 
ing with the record and the night watch- 
man can be proved faithful or the oppo- 
site by testimony he can’t impeach. For 
cold storage warehouses they are very 
desirable, and for marine cold storage es- 
pecially so. For use in refrigerator cars 
their testimony would save controversy 
between consignor and the transportation 
companies. In hot rooms, lumber kilns, 
drying rooms, laundries, heated cars for 
winter shipments of potatoes, etc., they 
are necessary. 

Our readers should write to the Helios- 
Upton Company at Peabody, Mass., for 
prices and -mention Tue PLUMBERS’ 
TRADE JOURNAL. 


o_?-0+—>—______ - 
THE EPWORTH ACETYLENE GAS GENERATOR 


The Ideal Epworth Acetylene gas gen- 
erator, which is shown herewith, is made 
by the Epworth Gas Light and Heating 
Co., of Waterloo, Ia. 

This generator drops a small quantity 
of carbide automatically into a large 


body of water, one gallon of water being 
allowed for each pound of carbide. There 
is no odor from the machine and no 
after-generation of gas. The moment all 
the lights are turned out the generation 
ceases until one or more lights are turned 
on. The gas made is in proportion to the 


number of lights or amount of gas used. 


REVIEW 


The gas rising through the water car 
to the surface the finer particles from 
lime, which, if undisturbed, will in tj 
form quite a stiff coating or scum that| 
not broken up and removed will int, 
\ 
| 
| 


, 
| 


fere with the proper generation of gas | 
holding the carbide on the surface. 
The gas on its way from the genera). 
to the holder passes through a seal cha’ 
ber in the base of the holder, where it 
washed and purified by passing throu’ 
a special preparation. This preparati 
deadens the bubbling sound. After pa, 
ing from the holder the gas ig Dass 
through a filter, that again filters ita 
dries it, so there is no complaint, at: | 
claimed, from burners clogging or ce 
bonizing. : 
Mention TuE PLUMBERS’ TRADE. Bou 
NAL and ask for a copy of catalog | 
which fully explains this machine, 
Pe 


THE ARMSTRONG MACHINES 


} 


E | 
Every journeyman plumber or steam f 
ter should include in his kit of tools ov 
of the genuine Armstrong outfits | 
stocks and dies for threading pipe. Eac 
of these sets is put up in a little box ar 
includes an adjustable stock and a var 
ing number of dies, according to the ou! 
fit selected, and is well within the meat 
of any workman. For shops the larg 
sets are indispensable. Full descriptior 
of these are found in the Armstrong a 


ufacturing Company’s é 


catia ag 
may be had on application to headqua’ 
ters of the concern at Bridgeport, Con 
or from their New York office, 139 Centr 


street. 
JOURNAL. 
The advantages of these tools are s 
well recognized as to make a lengthy d 
scription unnecessary. All are designe 
to accomplish their task with little labo 
in the shortest possible time. : 


Mention Tue Prumeers’ Trap 


a 
CLEVELAND BRANCH OF THE RUUD COMPAN 
The Ruud Manufacturing Company 
makers of the well-known Ruud instan 
taneous automatic water heaters, of Pitt: 
burg, Pa., have opened a branch offic 
and display room at 318 Prospect streel 
Cleveland, under the charge of Mr. Jame 
Devon, who has had many years’ exper’ 
ence in the water heater line. ‘ 
Since entering this field about si’ 
months ago they have received a ver’ 
good share of business from that section 
and sales are steadily increasing. Th 
Ruud Manufacturing Company will soo! 
increase their work force and mh 
enlarge their quarters. 


oe oT 


AN UNBIASED JUDGE 


“After considering the merits of thi 
various gas ranges on the market to-day 
we would undoubtedly render an opinior 
in favor of the white porcelain enamele 
top ‘Fire King’ ranges,” says an attrac 
tive circular which A. Weiskittle & Sov 
of Baltimore, Md., are sending to the 
trade. 

This range has many advantage ant 
the makers will be pleased to explait 


upon request from readers of this JO v1 
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t No Mechanical device to get out of order, but simple cunstrucu } 
= a on a scientific principle. Its water seal cannot be broken by s8)- 


honage. It is Sa scouring and will withstand long evaporation. e 
We have examined, tested and used the 
thers Say Geer er etree & t Costs You Nothing 
sulars, Prices end Traps of Jobbers, or 
= = 
T pm Manufacturing Co., 


Broadway, cer Minth Street, WATERVLEIT, WN. Y: 


— 


if not satisfactory after 10 days trial. 


There is not a plumber inthe 
United States that can afford 
to be without the 


SUCCESS 
CARBORUNDUM 
GRINDING WHEELS 


Equipped with two Carborunduin Wheels 
and complete polishing outfit, consisting of 
felt wheel coated for use, and cloth buffers 
with the necessary polishing compound for 


SUBSCRIBERS “inisJoarnal when 


ub s to Advertisers 


S, P, STAMBACH, ROBERT LOVE plumbers to polish up rough or finished brass. 

STAMBACH & LOVE, We ship the machine free for 10 days trial. If satisfactory, send 

PI b 9 S F e e e us $9.00, or if not satisfactory ship the machine back to us at 
umbers Supplies += Sanitary Specialties our expense. 


50 and 52 North Seventh Street, PHILADELPHIA. A FRIEND IN NEED 
1S 


the A. Rosenberg Co., | ' Luther’s Combination Brace 
BALTIMORE. Mb., US. A. i ‘ : | and Force Feed Drill 


MANUFACTURERS OF 


WATER MOTORS2""WATER FANS Far superior to the breast drill. Bull strength not required because the 


PLAIN AND ADJUSTABLE. GZ INNS chain does the pressing on, you don’t. Any pressure desired is had by sim- 
PATENTED JUNE 28, 1898 ‘S \ ply turning the feed wheel. Ball bearings between the chuck and feed 
Beware of Infringements! | wheel sleeve reduces friction toa minimum. Drills holes up to 14 inch in 
iron easily asin wood. Chain can be instantly detached and brace is 
then used as any other for general use. Weight about 4 lbs. 


LUTHER BROS. CO., —- NorTH MILWAUKEE, wis. 


ZENITH 


Highest Price Gas Range 
Cheapest. Gas Range 
Best Gas Range 


Seven (7) inch diameter Motor 
guaranteed to run for five (5) 
years WITHOUT REPAIRS. 


Price $7,50 retail, with 12-inch 
Brass Fan and Guard. 


DISCOUNT TO PLUMBERS. 
SEND FOR CIRCULARS 


14 W PIPE 


7/2 PIPE 


RECESSED 
DRAINAGE 
FITTINGS 


For Durham and Other Wrought Iron 
Drainage Systems 


Made Black, Tarred or 
Galvanized 


Write us for Catalogue of Steam and Plumbing Goods 


THE 
JOHN DAVIS 
CO. 


CHICAGO, ILL. 


RANGE AND CLOSET 
WE WANT THE prhela tL SS TRADE 


w 
Because they always Recommend the Best Goods in their line 


STEPHENSON MANUFACTURING Co., 


Sandusky, St.. ALLEGHENY, P 
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Send for Descriptive Catalogu D Mice tow this Paper. 
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THE CRESCENT INSTANTANEOUS HEATER 


In manufacturing the Humphrey Cres- 
cent instantaneous heater which is 
shown herewith every part is carefully 
examined and tested and found to be as- 
sembled before being used in a heater 
and every heater, after being assembled, 
is carefully examined and tested so that 
with all these precautions, it does seem 
impossible for any but perfect goods to 
leave here. Furthermore, they guarantee 
every heater to be exactly as represented. 
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When the gas is turned on hot water 
may be obtained instantly, and it twenty 
gallons of hot water in six, costing not 
to exceed 1%, cents for gas at $1.25 per 
1,000 cubic feet. By their system of 
spirally corrugated copper tubes and pow- 
erful burners used a most compact and 
efficient heater is obtained. It has 10%4 
square feet of copper heating surface, 
and Duplex valves to turn on gas and 
water with and extra water regulator. 
The heater, which is beautiful in design 
and finish, is guaranteed in every detail. 
Mention this JouRNAL when sending for 
prices. 


"4-2 42 ____ 


METAL POLISH PASTE 


The U. S. metal polish paste, which 
has been on the market over twenty 
years, is manufactured by George William 
Hoffman, of 295 East Washington street, 
Indianapolis, Ind., and the demand is 


daily increasing. 

This paste removes stains and produces 
a brilliancy equal to new. It is unequaled, 
it is stated, for polishing and cleansing 
plated ware, 


gold, silver, show cases, 


‘ - 
SS INDIANAPOLIS 
ND. 4 


A 
5 inpALLiBLe S| 


rub the Metal hard asd then wipe 
it off with a dry cloth 


store fixtures, brass, nickel, zine, copper, 
etc. It is non-injurious to the metals it 
comes in contact with or the person using 
it. The paste is put up in three ounces, 
one pound, five pounds or in bulk at low 
prices. Our readers may obtain a sample 
by sending a two-cent stamp and men- 
tioning Tur PLuMmpBers’ TRApE JOURNAL. 
Prices will be quoted and discounts given 
on application, 
-_—_-e_>*++—_____... 


ALLBE’S WIPING CLOTHS 


The plumbing trade should be inter- 
ested in the line of wiping cloths made 
by Charles A. Allbe, of 53 Stebbins street, 
Springfield, Mass. They are made in 


three different styles, herring bone, mole- 
skin and common tick, and in various 


sizes. Every plumber should write and 
ALLBE’S 
WIPING CLOTHS 
get prices. Mention THE PLUMBERS’ 


TRADE JOURNAL. C. A. Allbe is now in 
a position to quote prices to jobbers which 
will interest them. 

———_+>__ > 0 4~>—_____ 


THE F. & W. SYSTEM 


When drainage pipe was first put into 
living apartments no attempt was made 
to prevent the air in same from escaping 
into the rooms, but it was soon found that 
disease and even death came to those who 
were unfortunate enough to live in an 
atmosphere which man has since discov- 
ered to be laden with microbes. 

To prevent the escape of poisonous 
gases from the pipe, a self-sealing trap 
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quantities to completely close the vent 
pipe. 

To rectify these errors Messrs, Fruin & 
Walker invented a combination drainage 
and vent tee, in which, it is claimed, it is 
impossible for the secretion of rust and 
other foreign substances to lodge and re- 
main. 

In their system, as fast as rust forms 
in the vent pipe it falls into the drain- 


-age part of their special tee, from which 


it is carried away by the flow of water 
from the sanitary fixtures. In this in- 
vention it can be readily seen that an im- 
portant improvement has been made. 
They have also invented a series of 
special fittings and connections for vent- 
ing and reventing by which ventilation is 
maintained at all times. 

The F. & W. fittings possess the further 
advantage of displacing two or more or- 
dinary fittings, with their contingent 
joints, thereby reducing the cost of ma- 
terial and installation, as well as decreas- 
ing the liability of leakage. 

These fittings are manufactured by the 
Central Foundry Company, of 116 Centre 
street, New York, and they will be pleased 
to give further information and prices 


1 


I 
| 
| 
| 
| 
| 

if 


The F. & W. System of Fittings Invented to Prevent Accumulations of Rust and Sediment 


was invented and effectively applied. The 
trap is gas proof as long as the seal re- 
mains perfect, but it was demonstrated 
that syphonage often took place when the 
pipe was flushed, thus breaking the seal 
and admitting sewer gas to the living 
rooms. 

To prevent syphoning water from the 
trap and the disastrous results sure to 


. follow, an air pipe, called the vent pipe, 


was connected to its crown and extended 
through the roof. 

For a time this system seemed destined 
to receive the crowning verdict of “per- 
fect,’ but in numerous instances, after 
more or less service, it changed to com- 
plete failure, refusing to accomplish the 
work it had so satisfactorily performed. 

A careful examination of many jobs 
of this kind showed the cause to be im- 
properly constructed vent piping, having 
abrupt angles, which held the accumula- 
tion of rust and other refuse in sufficient 


upon application. Mention Tue PLums- 
ERS’ TRADE JOURNAL. 

The accompanying illustration shows 
these fittings connected with the sink, 
basin and bath tub. 

ep 


INSTALLED NINE PNEUMATIC PRESSURE TANKS 


The Kewanee Pneumatic Water Sup- 
ply Co., of Kewanee, Ill., manufacturers 
of the Kewanee Pneumatic Tanks for 
private waterwork systems, send us the 
following interesting letter from a firm 
of enterprising country plumbers: 
Kewanee Pneumatic Water Supply Co. 

Kewanee, IIl. 

Gentlemen :—We have installed nine of your 
pneumatic pressure tanks, varying in size ac- 
cording to the supply of water required, In 
most cases we have sold plumbing fixtures for 
complete bath room outfits, making homes out 
of reach of city water as complete and modern 
as those using city water, and with less an- 
nual expense. On some of our jobs we have 
connected water lifts for elevating cistern 
water, same as are used on city pressure, and 


others have gas machines connected, using { 
water pressure to operate the gas machine, (| 
all of our work we have used windmills { 
pumping. -_ | 

The pressure tank business is in its infan| 
and will be in much greater demand as t 
people become more acquainted with its adyg 
tages. There are so many modern conyenienc 
that can be added to residences in connecti 
with this system, that cannot be obtained 
any other way, that the up-to-date deale 
should be hustling for pressure tank busine; 


We enclose a list of towns that we are prepare 
to look after, and would like the agency fc 
those towns. Please let us hear from you. 
Yours respectfully, 
MARVIN, MicHHLS & BRADLEY, 
Mauston, Wis. 
They secured the agency. It will pa 
any enterprising plumber to write th 
company for the Kawanee tank agenc 


in his section, if it is not already taken 
a 


SMITH’S WATER HEATERS 

The Chas. Smith Company, of Chicagc 
Ill, are the inventors and patentees 0 
the jointless hot water attachment tha 
gives the water, it is stated, a circula 
motion and have no obstructions to thi 
natural movement of the water. Thesi 
heaters are made to stand a great pres 
sure and are carefully tested before leay 
ing the factory. They can be used in an} 
furnace. a | 

The use of hot water attachments i 
connection with furnaces is made neces 
sary, not because furnaces when proper} 
constructed and properly installed are un 
satisfactory, but because a furnace has it 
limitations. é 

Many owners of large residences havi 


Hot WATER: 


= 
found it necessary to install an extra fur 
nace in order to heat all parts of th 
building .atisfactorily By using these ho 
water attachments this extra furnace Cal 
be dispensed with, and the cost of running 
it be saved. S| 

A copy of “Smith’s Hot Water Special 
ties” will be mailed upon request when 
THE PLUMBERS’ TRADE JOURNAL is men 
tioned. “ 


HAVE COMPLETED THEIR NEW WAREHOUSE 


The Shirley Radiator & Foundry Com 
pany, of Indianapolis, Ind., have just 
completed an additional warehouse 5! 
feet by 150 feet, and have installed 4 
duplicate steam plant, so as to be able t¢ 
run their foundry with either gas 0 
steam. This company is running ful 
force with excellent prospects for fu 
business with their line of radiators. 
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D. SAUNDERS’ SONS, “*ortscs™ JARECKI MFG. 60., 


ERIE, PA. 
BRASS abe S FOR STEAM GAS, 
THR anp OIL 


FITTINGS, DRAINAGE FITTINGS, 


la Pipe Threading and Cutting Tools. Write 
for catalogues showing the most complete 
line of 1% inch to 16 inches for Hand, Belt, 
Engine, and with Electric Motor Attach- 
ment. We can furnish Bolt Threading 
a a g machines. for these 
machines. 


ERIE 


MALLEABLE 
Unions. 
Copper Packing 

ERIE PIPE 

HANGERS, 

Best Made. 

\ q (eninecn 14 ~ 
“Trimo” yaa Wrench, eight sizes from 6 in. to 


SPECIALTIES OF THE 


Ge a a ae om TRIMONT MEG. (0. 


ROXBURY, MASS. 
QUALITY GUARANTEED. 


“Trimo” Bull Dog Wrench, seven sizes. Capac- Motto: «Durability and Adaptability” 
ity % in. to 12 in, pipe. " y 


al = = a a 7 Si mas t os | : 
STOGKS and DIES 
Threading Pipe 14 to 6 in. The larger sizes have CUTTING OFF attachment. These tools are Lighl, 
Strong, and of Superior Design and Finish. Also 


PIPE THREADING MACHINES 


144 to 18 in.. tothe or ees Send for Catalogue to 
32 ATHERTON STREET., - - - YONKERS, N. Y. 


a 


When one man can do as much as 
four, there’s a saving somewhere— 


wi THE FORBES PATENT 
——DIE STOCK 


one man can cut and thread any size 
pipe up to 12 inches—and do it quick. 
WRITE FOR CATALOG. 


THE GURTIS & CURTIS CO., 


65 Garden Street, BRIDGEPORT, CONN. 


from ie to 3 in. 


PATENTED 1694. 
TL 


The Rese oCK TOOLS i Smooth Siti 


Our Wrenchisin use wherever nickel work is done. 
Our NEW STRAP VISE (better than blocks) is just out. 
ASK YOUR DEALER! 


“B-L” Brass and Nickel Pipe Wrench 


s ( WRENCH, 92 cents 
) HANDLE, pean on cts. 


WARNOCK MANUFACTURING CO., Worcester, Mass. 


Double or Single 
Strap of the 
Best Linen. 


Total Eclipse 


Handle? a Piece 1-2 inch Pipe 


A Receptacle for 
Hydrants B Resin for the A Sure Grip—NO SCRATCHES : 
ASK YOUR DEALER FIRST—THEN 
and Street Strap. B-L WRENCH CO.. 77 Traverse St., Boston. 
Washers... 


Superior to any other. 


HOT AIR PUMPING PANES MT 


peraneen styles a There are only two Hot Air Pumping Engines 
“McNAMARA” pattern which have stood the test of time; they are the 
Hydrants, RIDER AND THE ERICSSON ENGINES. 


There is only one concern which has stood the 
test of time, and thatis: 


THE RIDER-ERICSSON ENGINE CO. 


Every improvement suggested by our wide ex- 
perience has been adopted. 
Send for catalogue ‘‘Bs” to nearest office. 


RIDER-:ERICSSON ENGINE CO., 


35 Warren St., N. Y. 40 Dearborn St., Chicago. ~ 
239 Franklin Slice Boston. 40N. 7th St., Phila. 
692 Craig St. ,Montreal, P.Q.22 Pitt St. Sidney, N.S.W. 
Teniente- Rey t1, Havana, ‘Cuba. 


THE USE OF 


Oaiee a: 


All our geods 
Strictly first-class, 
high grade and best 
made. As perfect 
as long experience, 
best machinery and 
workmanship can 
make them. 


THREADING TOOLS, 


HAND OR POWER,FOR 
PIPE OR BOLTS, INSURES 


‘GREATEST RESULTS 


Write your dealer WITH LEAST LABOR. 
for prices. ASK US WHY. 
Carried in stock by . 
ve all J bbers. : e 
soap ieg Bt Jobbers oo wt THE OSTER MFG. CO. DENNEY IMPROVED 


Gil E.PROSPECT ST. 
CLEVELAND,O. U.S.A. 


~ RIDER & ERICSSON 


JOHN C. KUPFE LE, 
s HOT AIK PUMPING ENGINES 


) _ ESTABLISHED 1857 
Slane |. MO. 


For Domestic Water Supply 


and always ready for service. Important improve- 


(5: be operated by anyone. Perfecily safe, noiseless, 


ments patented and NOT FOUND IN ANY OTHER 
ENGINE. 


Genuine Armstrong Stocks and Dies, 
Pipe Wrenches, Pipe Cutters. Clamp 
Dogs, Vises, Ete. Pipe Threading and 
Cutting Off Machines for Hand or 
Power, 


Compare the Denney Improved Ericsson Engin» having 
double bearings and connec.ions, heavy cast iron furnace 
with the Old Style Machine with single bearings, spider 
like legs and cheap sheet irun furnace. Buy THE BEST. 


Catalogue on Request. 


THE ARMSTRONG MFG. CO., 


. New York Office, 139 Centre St, Bridgeport, Conn. 


ae ae: es einai BUILT FOR YEARS BY 
RUMSEY PUMP & MACHINE co.,|| American Machine Co. 
NEW YORK AGENTS, WILMINGTON, DEL. 
35 Dey Street, New York. 
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A BEAUTIFUL LINE OF GAS FIXTURES 


The Horn & Brannon Manufacturing 
Company, of 427-433 North Broad street, 
Philadelphia, are the manufacturers of a 
very attractive line of gas fixtures, elec- 
troliers and artistic brass goods. 

On this page we illustrate one of the 


handsome fixtures which is made by this 
firm. It is a standard, Greek or classic 
in design and made of brass or bronze. 

Upon request from our readers the 
Horn & Brannon Manufacturing Com- 
pany will be pleased to quote prices and 
discounts of Tue Prumeers’ Trappe Jour- 
NAL is mentioned. 


ee 
TO CARRY OFF SEWER GAS 


Edward YV. Koch, deputy building in- 
spector, of Milwaukee, Wis., has devised 
a plan for doing away with the dangers 
of sewer gas and has applied to Washing- 
ton for patents upon his idea. It con- 
sists of tubes from the catch basins con- 
veying the gas to the tops of tall poles— 
electric light poles, for instance—instead 
of allowing it to be emitted from the 
catch basins at the surface of the ground. 
By carrying away these gases, he says, 
explosions would be prevented and the 
deadly gases which are now accountable 
for so much disease in large cities would 
be carried above the point at which they 
are a menace to health. 


—_—_ _ P92 4 —_______ 
WILL ESTABLISH A BRANCH AT FARGO, N. D. 


It is announced that Crane & Ord- 
way Co., of St. Paul, Minn., will establish 
a branch house in Fargo, N. D., and will 
carry there a complete line of their 


plumbing goods and gas and electric fix- 
tures, etc. A three story building is to be 
erected by the company west of the Ar- 


mour building on N. P. avenue. 
——————_o_» ¢ o> 


THE REGINA COMBINATION CLOSET 


The Charles Miller & Son Company, 
of 127-129 Genesee street, Utica, N. Y., 
are the manufacturers of the Regina low- 
down combination closet, which is shown 
in the illustration on this page. This 
closet has many superior poitns which 
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marring the finish has become quite a 
serious problem for the plumber. While 
here and there work would possibly be 
accepted with the finish damaged from 
working on it, still such work is a credit 
to no one, and will re-act on the firm 
installing it, for possessors of new 
houses and bathrooms take great pride in 
having everything in fine shape. The 
Good Mfg. Co., of 88 Lincoln avenue, New 
York City, are marketing a vise for hold- 
ing nickel-plated or polished pipe while 
being threaded, cut off or disconnected 


7 
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together with its attractive price, makes 
it worth while for the plumber to in- 
vestigate. Mention Tur PLrumprrs’ TRADE 
JOURNAL and ask for their prices and dis- 
counts. 

This firm also carries a complete line 
of plumbers’, tinners’, steam fitters’ and 


mill supplies, and are manufacturers of 


lead pipe, solder, ete. 
——-e >*e4¢——_ 


TOOLS FOR NICKEL PLATED WORK 


Nickel- plated work has come into such 


eee 5 i 

~ Ee LS de if 
extensive and general use, that the hand- 
ling and working on the same without 
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& Son Co., Utica, N. Y. 
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from other parts. Different from the old 
and unreliable method of using wooden 


blocks, which would damage the finish 
unless the very greatest care was exer- 
cised, this grasps the pipe in such a 
manner that is is absolutely impossible, 
it is claimed, for the finish to become 
marred as only a flexible linen band, re- 
Sinous coated, comes in contact with the 
pipe. 

The saving of time and trouble is an- 


REVIEW > | 


tion with this vise, as the bands whic) 
hold the pipe can be instantly adjustec 
to any size pipe, odd sizes and all, rang. 
ing from % inch to 2%, inches. How! 
very much this means, those of the trade 
know who have used the other devices in 
the market which require a set of separ. 
ate blocks for each size of pipe and are, 
only for regular sizes, for what plumber 
using them but has experienced the loss 
of time and annoyance of wanting to use 
them on work away from the shop, and 
finding that he had not the right size 
blocks with him or that the tubing was. 
an odd size. _ 
Another proper companion to the vise 
is the pipe wrench for use on nickel. 
plated or polished pipe which the Good 
Mfg. Co. have been marketing for some 
time, and of which they now have a new. 
style in addition to the old one, giving 
the trade the benefit of two differens 
prices, 
In accordance with the policy of the 
Good Mfg. Co., which is first of all the 
very best goods made ready for use, and 
next, reasonable prices. As with all of | 
their goods, these are sold under absolute 
guarantee of giving satisfaction or 
money refunded, the only request being 
the free use of rosin on the bands and | 
proper tightening of them. 
mb e-¢—@—_______ { 
TO OBTAIN A WINCHESTER HEATER FREE 


The Smith & Thayer Company, of 236. 
Congress street, Boston, Mass., will ship — 
to you free of cost a Winchester steam | 


other great item to take into consideral 


or hot water heater if you are lucky 
enough to send to them the nearest guess | 
to the popular vote of the successful can-— 
didate for the President of the United | 


States in 1904. Mention Tur PLUMBERS’ 
TRADE JOURNAL and ask for the conditions 
of this contest. It will interest every 
plumber and fitter. 
————_“~_»0<—<.____—_- 


AN INCREASED STOCK 


The stockholders of the International 
Heater Company, of Utica, held a meet- — 
ing on January 16th and favorably voted © 
on a proposition to increase the capital 
stock from $551,900, consisting of 5,519 | 
shares of preferred stock of the par value | 
of $100 each, to $1,008,200. 


The Motor Storage & Mfg. Company, 
conducting a plumbing and heating bus! 
ness at Chillicothe, 0., has notified THE 
Puumeers’ TRADE JournaL that they de 
sire to receive catalogs from manufactur- 
ers and jobbers of plumbers’ supplies. cae 
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The Enterprising Man 


1S ON THE LOOKOUT FOR A GOOD INVESTMENT, 
AND SOMETHING WHICH WILL BE BENEFICIAL TO 
HIMSELF, HIS BUSINESS AND THE PRIDE OF THE 
SHOP. YOU WILL FIND THAT THE ENTERPRISING 
MAN HAS A BORDEN GEARED SOLID DIE STOCK 


Borden Company, 
WARREN, OHIO 


SEND FOR BOOKLET «B’’ —s «* THE FRIEND OF THE PIPER’’ 


Brass Founders 


Appreciate the Economy of 
Moulding Machines 


The vital advantage of the 
McCanna hand operated 
machine is the smail outlay 
for pattern plates. 


No Draw or Stripping 
Plates Necessary. 


SIMPLE, CAPACIOUS, DURABLE. 


AUTOMATIC 
COCK 
GRINDER 


made with four or 


eight spindles, 
willcutdown your 
expenses, 


ACURATE 
NOISLESS 
EFFICIENT 


Hundreds 
in use. 


SEND FOR CATALOG 
» AND PRICES 


The TURNER MACHINE CO. 


2049 N. SEcoNnD STREET, 
PHILADELPHIA, PA. 


PIPERS VRE VIEW, 


SPR ern rome: nena 
of er Bess 
“ERTESPA us oS Fee 


A man with a Reed Standard Pipe Wrench will often screw a 
pipe into place while another man equally as good is adjusting 
This 
wrench adjusts itself instantly to all sizes of pipe within its 


a chain wrcnch, or one that requires adjustment in place. 


capacity, gripping it firmly with the slightest downward pressure 
on the handle. 
tighter it grips, while the slightest upward pressure cn the handle 


It never slips. The harder you press down the 


instantly releases it. The action of the jaws is a perfect ratchet, 
each grip being firm and secure. Send for our catalogue “P” of 


Plumbers’ and Steamfitters’ Tools. 


Erie, Pa. 


Reed Manufacturing Co., 


‘“WILLMENT”’ Adjustable BASIN CLAMP 


RELIABLE AND BEST INVENTED. 
(Patented Oct. 13, 1896.) 


A perfect cinch on a basin. Sets up close to 
side, covering full width of basin rim. Hav- 
ing teeth, it prevents slipping back and 
being made in two pieces, when screwed 
up to slab, it acts as a locknut. 


GEO. W. HEILAND, 


Plumbers’ Sundries 
99 & 101 Beekman Street, NEW YORK 


“The King of Basin Clamps,” 
HEILAND'’S SMOHE-TEST MACHINE 


Shipped 
c.0.D.$20 


Will Please Mention 
This Journal when 
Writing to Advertisers 


A 


Subscribers 


j= 


Wich die LS: MM LLL 


sat. 
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How Does t his Strike You? 
TRY BEFORE YOU BUY. 


To further demonstrate to you that our J ightins 

System is a ‘*Money Saver.’’ and the most practi 

cal and safest on the market. We wil: allow frec 
trial for 10 days and guarantee it against imper- 

fection. for two vears. Can youafford to bein 
darkness any longer with this opportunity before 
you? Send in your diagram for estimate. "We 
are manufacturers, not assemblers. Avoid cheap 
imitators who demand money in advance. 


WHITE MFG. COMPANY, 
196 Michigan St., 
CHICAGO, U.S. A. 
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Riggs House 


WASHINGTON, D.C. 


Ypposite U. S. Treasury, one block 


from the White House. Special 
rates for traveling men; hand- 
somely furnished and decorated; 


table best in the city, 


oO. G. Staples, Provorietor. 


HOTEL STE. CLAIRE, 


DEGLROUE, ° MICH, 


Rates: 
American 
Plan 


Absolutely 
Fire-proof. 


Hot and el 
Cold Water i 
in Every Room |e | With Bath, 


$3.30. 


William P. Beyer & Co., Proprietors. 


Carnegie Hill Hotel 


Corner of Madison Ave. and 92d St. 


New, modern, fireproof hotel for 
permanent and transient guests, 
overlooking Central Park, New 
York’s best residential section, one 
block from the Carnegie and Slcane 
mansions; easily accessible to 
theatres, shops, etc. 

Bedroom and bathroom, inc. board, $3.50 to $4 
Farlor,bedroom and bathroom, “ 5.00to 6 
Parlor, 2 bedrooms and bath, 6.50 to 9 


Parlor. 3 bedrooms and bath, 7.50 to 9 
Rooms for maids and valets, 2.00 


Special Yearly Rates. 
Electric light and long distance tel- 


ephones in each apartment; marble 
bathrooms. 


TRADE-MARK, 


“Sequel to the Fencing 
Girl.” 


Copyright, 1903, by 
Chicago & Alton 
Railway, 


a rans Ts! ee 


ART CALENDAR 


Four graceful poses from life; figures ten inches 
high, reproduced in colors by a process far su- 

j Perior to last year’s calendar. Highest example 
of lithographic art. 


“THE ONLY WAY” 


to own one of these beautiful calendars is to 
send twenty-five cents with name of publication 
In which you read this advertisement, to GEo. 
J. CHARLTON, Gen’l Passenger Agent, Chicago 
& Alton Railway, Cuicaco, ILL. 

/The best railway line between CHICAGO, ST. 
Louis, KANSAS City and PEorIA, Take the 
“Alton” to the St. Louis World’s Fair, 1904, 


olorado 
California 


Are interesting states to visit at any 
season of the year. Colorado is not 
only a summer resort, nor California 
merely a winter resort. Thro’ train 
service daily from Chicago via the 


Chicago, Milwaukee 
& St. Paul Railway 


Three trains a day to San Francisco 


and one to Denver. A handsome book 
of fifty-six pages descriptive of these 
states, and the new service there sent 
to any address for six cents postage. 


F. A. MILLER, W. §, HOWELL, 


General Passenger Agent. General Eastern Agent. 
CHIGAGO. 381 Broadway, NEW YORK. 


‘“‘With its head in the clouds.” 


PIKES PEAKS 


One of the most famous mountains in Amer- 
ica stands about midway between Denver and 
Pueblo. Forty years ago, it took as many 
days to reach it as it now takes hours, so im- 
proved ave the transportation facilities. The 


NEW YORK CENTRAL LINES 


and their connections offer fast and luxurious 
trains with only one change between New York 
or Boston and important points in Colorado. 


A copy of “America’s Winter Resorts,” will be sent free, on re- 
ceipt of a two-cent stamp, by George H. Daniels, General Passenger 
Agent, New York Central & Hudson River Railroad, Grand Central 
Station, New York. 


Locations for Industries 


Erie Railroad—New York to Chicago 
INDUSTRIAL DEPARTMENT 


For information address 

LUIS JACKSON, 
Industrial Commissioner,Erie RailroadCompany | 
21 Cortlandt Street, New York. 


ST. LOUIS AND KANSAS CITY, 


VIA THE PUEBLO GATEWAY, 


COLORADO, UTAH an 
THE PACIFIC COAST. 


Observation Parlor Cafe Cars,meals ala and 
elegant Pullman service, electric lights and 
Double daily service. The scenic line through 
Colorado. Through service to California. 


THE IRON MOUNTAIN ROUTE 


reaches direct from St. Louis, the cities of Memphis, 
Hot Springs, Ark., and principal points in Texas, 
Mexico and California. Elegant through service 
and Dining Cars, meals a la carte, and Pullman 
Sleeping Cars with electric lights and fans. | 


For further information, apply to : al 
W. E. HOYT, G. E. P. Agent, 
335 BROADWAY, NEW YORK. 


| 
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Canyon 


of Arizona - 


Barth’s greatest wonder—_ | 
the titan of chasms, a mile | 
deep, many miles wide. 


Pictures of it: For 25 cents will 
queues send the season's 
novelty—a Grand Canyon photechrome 
view, uniquely mounted to reproduce the 
Canyon tints. Or, for same price, a set 
of four black-and-white prints, ready for 
framing. 


Books about it: For 650 cents 1 
Ee ES will send a 
Grani Canyon bok, 128 pages, 93 illustra- 
tions, cover in colors; contains articles by 
noted authors, travelers and scientists. 
Wortliy a place in any library. Or will 
mail free pamphlet, ‘‘Titan of Chasms.”’ 


G. C. Dittarp, General Agent, 
3?7 Broadway, New York. 


Santa Fe 


The magnificent through train 
service maintained by the 


“Bic Fou - 


In connection with the 


New York Central, Boston & Albany 
and Chesapeake & Ohio Ry’s, 


includes Buffet Parlor, Cafe-Library, 
Dining and Ooservation Cars, ani 
Pullman Sleepers 
TO 
Mountains, 


Lak 
bagote Seashore, 


East, 


West, 


North. 
Write for rates and folders. 


Warren J. Lynch, WD. P. Deppe, 
| Gen’l Pass. &TKt. Agt. Asst. Gen’l P. & TA: 
Crnctinnatt, Onto. 


J.B.CAMPBELL BRASS WORKS 


ERIE, PA. 


TSMOOTH-ON WOK 


SO LDERING A silicated Iron Cement for connecting Bell and 
Spigot Cast-Iron Soil Pipe in place of Lead. 
B R ASS NIPPLES AND Joints are easily and quickly made. 
Sold in 5, 10 and 25 pound red labeled tins, 
AND UNIONS. : 

eo) Y : Vil UN Big 

F E R R U L E S BRASS will repair leaky boilers, piping, ete. It will 

" WORK. withstand fire, water, steam and oil; it expands 

| and contracts the same asiron. Write for cata- 

loguesand prices. Sold in 5, 10 and 25 pound blue 

STOP AND 


labeled tins. 


SMOOTH-ON MF@G. CO., 


572-874 COMMUNIPAW AVE., JERSEY CITY, N. J. 
Chicago Office, ° - ° 61 W. Jefferson St., Chicago, Ol. 


PATENT ROUGH WASTE COCKS 


CHAMPION HOT WATER 
COMBINATION HEATERS 


THIS HEATER IS MADE FOR USE IN BARBER SHOPS 


It is efficient. It is durable. 

It is compact. It is non-rustable. 

| It has a large cone-shaped heating surface and 

i the heating cone can be easily taken apart for 
| 


Lakewood 


*‘Among the Pines of New Jersey”’ 


A Fashionable Fall Resort 


the removal of scale and other deposit. Heater with 


Base and 
two Ring 
Sections 
Attached. 


WRITE FOR A CIRCULAR AND DISCOUNT. 


1 The RANSOM & RANDOLPH CO., 


51S Jefferson St., TOLEDO, O. 


90 Minutes 


from 


Hl 
il 


Mh 
Capacity three gallons 


Will Please Mention 


a 
Subscribers — ™gourratwten 


|The U. S. Hi 


New York 


; Reached by the 
NEW JERSEY CENTRAL 


ts palatial hotels are famed for their 
rerfect cuisine and its sports include all 
sopular pastimes. 


They fit any furnace and will heat 
portions of the building where 
hot air will not flow. 


Made from 50 to 700 ft. capacity. 


re Ball-Cock 


—_— Valve is balanced. 

; Will not hammer even under pul- 
sation at a pump. 

Has renewable seat of best steam 
metal. 

Is perfectly noiseless. 

Full sized area. 

Good in any place for high or low 

pressure, 


gh Pressu 


Write for prices and pamphlet. 


IENRCAINUES JOE SIROVLFL 
156 Webster Ave. # CHICAGO. 


UR NEW BINDER. A serviceable and 
handy arrangement for holding THE 
PLUMBERS’ TRADE JOURNAL,-Will be sent 


A Descriptive Book will be sent 
upon application to C. M. BURT, 
General Passenger Agent, New 
York. 


Guaranteed. 


Szenp SaMPLE ORDER. 


FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 
85 cents. 


JULIAN D’ESTE COMPANY, 24 Canal Street, BOSTON, MASS. 


Urinals, Water Closets, Platforms, Base. 


She 


AYRES|| “°™ 
INLET] *"™ 


ALWAYS | DEPARTMENT Wiil Please Mention 


| 
A FRESH AIR OF BUILDINGS S u bsc a b e rs This Journal when 
INLET 
COMPOUND. 


Writing to Advertisers 
: OF GREATER 
NEVER , 
F The closest joints with least trouble, resisting every form of corrosion, but not re- 


pai ehh aad NEW YORK. , 
sisting a reasonable effort, if the necessity for separating joints or flanges arises, 


OUTLET 
THE HART-AYERS FOR SALE BY 

A revelation to those who have been taught to fit with red lead, 
Booklet 99D and sample freely sent. 


NEW YORK SLATE WORKS, 


493 E. 138th St., New York. 


LT tor the fitter’s most 


particular work is DIXON’S GRAPHITE PIPE JOINT 


4th Aveand Degraw St., 
BROOKLYN, N.Y. 


PLUMBING CO., DEALERS ONLY. 
JOSEPH DIXON CRUCIBLE CO 


Jersey City, N. 


The ADAM 
~) INSTANTANEOUS 
» WATER HEATER 


SOLD ONLY TO THE TRADE 


MANUFACTURED BY 


W. J. ADAM, 


JOLIET, ILlLs. 
Send for Latest Catalogue 


C. & D. TANKS AND SEATS 


CAST IRON AND COPPER LINED 


Over Head Tubular and Plain Showers, 
Baths, Stee! Copper Lined, Enameline, 
White Metal and Solid Copper. 


MANUFACTURED BY 


COYNE & DELANY, 


303-309 Rodney Street, Brooklyn, N. Y. 
Priceson Request. e e Telephone 878 Williamsburg. 
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THE PAYNE 
FROST PROOF CLOSETS 


Adapted for Cellar and Yard Installation 


is the most economical and up-10-date_ F . 
device on the market for furnishing — 


hot water for household purposes “_ 
We build Write for Catalog, 
e bui ; — 
it for you LAWSON MANUFACTURI 
222 E. Eighth Ave., | HOMESTEAD, 
Ready to set =o 
on trap. 
Estabrook’s 
It cannot : ca 
be botched. Gt case 
Requires Specified hy Leading Arch 
— : : Tae 
NO PIA = no Sa Ze \ IRON Tog inside Diamete 
: Ga nee Se OY <x2, CASTING Pane a 
: come air fii fatet in Brick work 
bound. 
; for a yard atl 
Prices Right. R. Estabrook’s 
Cet our South Boston, - 
Descriptive 
Circular. 


Combination No. 3 


WRITE FOR PRICES AND DISCOUNTS. 


Pittsburg Brass Mfg. Co., 


—MANUFACTURERS - 
Penn Ave. & 32d St., = PITTSBURG, PA. 


Combination No. 1 


WHY DO PEOPLE HAVE THE 


Monarch Automatic Tnstantaneous 
Water Heater? 


It supplies them with hot water when it’s wanted. 
It only burns gas when water is being drawn. 

It gives an unlimited supply, I gallon or 1.000 gallons. 
It has no storage or any boiler to connect to. 

It heats water in less than a minute. 


did JOUVHOsId 


Adlld Aldeing 


IT IS THE BEST; THEREFORE THE CHEAPEST, It is used ir 
cipal and U. S. Government Departments, endorsed by leading sanitary 
and is guaranteed to do what is claimed for it SOLD TO THE TRAD 
Write for Circular and testimonials, 


PHILIP BRAENDER, 47 W. 125th St, New 


-N. McKenna, 7+ Chestnut Street, pose AY. 
SALES AGENTS Oe E. Douglass, 40 Dearborn Street, Chicago, Ill 


Made for Hospitals, Hotels, Flat Build- 
ings, Fire and Police Departments, 
Residences or any place where hot 
water is required. 


NOW is the TIME 


Frost Proof 


Write us for information and get new catalogue. 


MONARCH WATER HEATER COMPANY, 


306 Wood Street, = PITTSBURG, PA. 


installed. Requires no pit, Ha 


LJ; WALLACE, 356 Fourth Ave. ,New York,N.Y. ROBT.B.CAVERLY, 504-506 10th St., Washington: a good strong flush, Opera > 
D. T. CORTIS, 22 West St., Boston, Mass. C. A. PHILLIPS,1017 Grand Av.,Kansas City,Mo is perfect It is the closet tk 
W. A. KRAMER, Builders’ Pxchauce Phila. ,Pa. C.L. WHITTEMORE, 1109 Olive St., St. Louis, Mo : 
JAS, H. LANDRETH, 285 Prospect St., Cleveland. EDWARD MAHL, 1206 Main St.,Har ford, Conn. the customer wants. 


G. A. BURKLEY, 318 Equitable Bldg, Louisville G.B. LARIMER, 1759 Stout St., Denver, Colo. 
B.S. WILEY, 18 E. Van Buren St., Chicago, Il. P. E. HEISEL, 409 Plum St , Cincinnati, Ohio. 
GEO. H. TAY CO., 49 First St., San Francisco, Cal. 


See Our Special Announcement Page in February ist Tssue. 


Write for Prices and Ce 
PHILIP HAA 


MANUFACTURER and PATEN 
28 South Jefferson St., 
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——~9 GET ONE OF GG 


int Profits ==""7 WADE’S BACK-WATER GATE VALVES 


by your list of satisficd 4) 


== yj custome:s. Pa ving Which will prevent Flooded Cellars, Flush your Sewerse 8 5 = 
J een ee aals and Absolutely Eliminate Sewer Gas from your building. _¢ 2 
are used. : SEND FOR CATALQ3 g 
Wisconsin IRON SANITARY =. 
Graphite MANUFACTURING se 
Pipe Joint COMPANY, == 
Paste 52-54 Dearborn St., 4 3 6 
stays where Heals CHICAGO, ILL. Pos 


Write for samples and JOHN MADDOCK. 
prices. THOMAS MADDCCX. 


ALEXANDER H. MADDOCK. 
WILLIAM B, MADDOCE, 


vii 


Profitable Patent and Trade-Mark for Sale. 


GheRex Basin 2" Bath Wastu 


PaTENTED 1896 CopvRIGHTED 1897. 
Patent ALLowepD OctToser, 1903. 


Fits any Basin, and 
has never been 
equaled in simp iic- 
ity and selling 
features. 


A simple turning 
handle on the slab 
moves the slide G 
against and under 
the cone Fof basket 
.E to open the stop- 
per D. 


The basket pre- 
vents loss of rings 
or jewels, is instant- 
ly cleaned, and re- 


VISCONSIN GRAPHITE COMPANY, 
PITTSBURG, PA. 


JOHN MADDOCK & SONS, 


COALPORT, - 


- TRENTON, N. Jd. 


Manufacturers of 


moval of stopper D 
andbasket E with the 


slide G moved back, affords a clear pas- 
sage and clean sweepdown to the trap. 

Thousands in successful operation, 
and endorsed by many leading Plumbers. 

The Patent, Trade-mark and every 
thing pertaining to it will be sold with- 
out reserve. 

FOR PARTICUI ARS ADDRESS 
Ss. W. LEWIS, 
51 ELDERT ST., BROOKLYN, WN. Y. 


Steamship, Car Builders’ and Plumbers’ Earthenware. 
Sanitary Specialties of Every Description. 
IMechanics Supply Co. 

| TOOLS AND SUPPLIES FOR 


PLUMBERS, GAS “0 STEAM FITTERS 


96 St. Peter Street, Quebec, Canada. 


e make six dif- 

nt styles of traps. 
fittings are of 
brass. No stamp- 
or bent tubes 

b 

CLIMAX 


\ Yours for Good 
Wiping Cloths 


is best. Ni Chas. A. Allbe 
Manufactured by 53 Stebbins St. 


HE CLIMAX 
ECIALTY CO. 
neca Falls, N.Y. 
he largest manu- 
urers of plumb- 
tig ce in the 
ld. 


SPRINGFIELD, 
MASS. 


UR NEW BINDER. A serviceable and 
handy arrangement for holding THE 
PLUMBERS’ TRADE JOURNAL, Will be sent 


SUBSCRIBERS “tnistocrnal when 


writing to Advertisers 


FREE to any subscriber senaing us a 
new subscription, or sent post paid for @ 
35 cents. 


PLUMBERS’ TRADE JOURNAL, Will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for e 
35 cents. 


UR NBW BINDER. A serviceable and 
) handy arrangement for holding TE f 


Wecan handle anything 
in the 


Standard Gas Fixture Co., ,35K5 Bsn y. 
MANUFACTURERS OF 


Staple Brass Gas Fixture | Fittings, Brackets, Pendants, Etc. 
MINERAL WOOL 
LPF Le tnUn dacpietisod Chciars Foc Remo 


UNITED STATES MINERAL WOOL CO., 


143 Liberty Street, New York. 


The Koven Galvanized 
ron’? RangeBoilers, Tanks 


provided with coils, 


Plumbing, Heating 
OR 


Electrical Lines 


for heating water by Having acquaintance with the railroads 


and manufactures of agricultural im- 
plements. We want to get hold of a 
good steel and wrought iron pipe ac- 
count. We have the influence and 
facilities for conducting an immense 
supply business, and desire to hear 
from any one interested sufficiently 
along the lines we have spoken, to 
have us represent them in territory 
from Chicago West. 


steam, Expansion 


Tanks, Heavy Sheet 


~~ 


McNAB 


ete ay 


Iron and Plate Steel 


Work for all pur- 


poses. 


. O. KOVEN & BRO.,, 


ffice: 50 Cliff St,, New York. 
Vorks: Jersey City, N. J. 


Brass and Iron Goods, 
For Steam, Water and Gas. 
Wrought Iron and Steel Pipe, 
Plumbers’ and Gas Fitters’ Supplies. 
Factory, PATERSON, N J. 
JOHN STREET, 


AZ 


ADDRESS 
Cet) te CO ae 


Care of The Plumbers’ Trade Journal, 


NEw YORK. 


ppp = 
LPP 


a 


LAWLER’S PATENTED 


GAS REGISTER HEATER | 4. 8. OSTRAADER & C0., 


No such powerful heaterinvented. Handsome, too 22 Dey St.,. NEW YORK. 
Manufacturers of 
all kinds 


Nav 


Will heat a large room, small cost for gas. 
Now is the time to make money bandling it. 


Every Plumber should sell it. ‘. 
We make a big line of Steam, Water and Gas Speaking 
Specialties. Tube and 
Have you our Catalogue? / j 
If not ask for copy. ec 
dol doa _ ————— upplies. 
PEPE sa 
™ < zs LAWLER REGULATOR CoO., Tisier: 
20 W, Houston St. . . NEW YORK CITY. 


[ER MOTORS FOR ALL KINDS OF FOWER, 1433 DeKalb Avo. 46ROOKLYN 


ee ee _ oa ee he 
2 = ieee 
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5 Wolff Manufacturing C 


Pens (Established 1855.) 
MANUFACTURERS OF 


“NS 8 Plumbing Goods 
Se”, Every Description 


yee nee t Sve 


Monum ent Pottery Co., 


Trenton, N. J., 
U.S. A. 


KOO 


Manufacturers of Monument Porcelain. 


KEK 


Bath Tubs, Lavatories, Kitchen Sinks, Drinking Foun- 


Wolit’s 
‘‘Star’’ 
Pattern 


tains, Etc. Also Monument Solid Porcelain Special 


Fixtures for Hospitals, Government Barracks, Etc. 


Special designs made to order. - We have ready for 


distribution Catalogue A, which we would be pleased 
to send upon receipt of application. In this catalogue 
we illustrate a complete line of goods as manufactured 
by us. Address all communications to 


<F: 3500—(Stop and Waste) 


The above is a new design (Patent applied for) heavy Stop and Waste Cock—not en | 
in our “F”’ catalogue —made of absolutely new metal, perfectly ground and - 
of the best workmanship throughout. 


SEND FOR ILLUSTRATED PRICE LIST 


Monument Pottery Co., 


TRENTON, N. J. 


Morgan & Wright 
Force Cups 


Are Standard 
in Quality. 


Season 1903-1904 


GAS NOVELTIES 


MANUFACTURED BY 
THE CAS TIP & SELF LIGHTER: COMPANY. 
Our $3.00 sample lot will be forwarded, upon receipt of price, to 7 


any dealer or agent for gas burning novelties, This charge only © 
partially covers the cost of manufacture. Express prepaid. . 


Thoroughly 
Reliable 
Goods 


THE LIST INCLUDES: 


Self-Lighting Torch for Burners and Stoves s 
Self-Lighting Cap and Mantle a 
Self-Lighting No Match Burner = 
Gas Governor Checks for Stoves and Ranges a 
- Gregory’s Governor Burners, 2,3,4,5 and6ft. 
Aluminum Tips with gas checks a 
‘Aluminum Tips, assorted sizes a 
One Pocket Gas Stove. One Red Hot Disc Heater — 
One “Solid Comfort” Light and Heat Radiator 
One New York Gas Lamp with 100C.P.41=2 inch Ma ant 


Wholesale jobbing prices will accompany samples. Our new 
Une of novellies is, without question, the best selling articles ever ‘ ¥ 
offered to the public. Send for Catalogue. 


Fuller Balls 

Basin Plugs 

Rubber Connections 
Tubing 

Elbows 

Etc: 


SEND FOR CATALOG. 


Morgan & Wright, 


CHICAGO 


New York, St. Louis, 
Dayton, O. San Francisco. 


Address all orders to 


THE CAS TIP & SELF LIGHTER 


25 WEST BROADWAY, NEW YORK. 3 
G. H. Gregory, Manager. om 


WRITE US FOR CATALOGUES AND DISCOUNTS. 


We Want Agents to Sell at Filter: 5 ci 


at helt nett tbe ated COMPANY, First and Larned Streets, 


Copyright 1904 by J-M Heatberton. 


Te PLUMBERS IRADE 


STEAM AND HOT WATER FITTERS REVIEW 


Jou 


10 cts.a copy $1.00 per year 


icuossinx, CENTRAL EDITION NEW YORK, MARCH 1, 1904. PC Now fare WY. Act of Congress of March 81070.” 
CLEVELAND COCKS 
\WEhope to be thought of : 
CLEVELAND FULLER WORK eae | ee CLEVELAND COMPRESSION WORK 


you get your spring contracts. 


The Central Brass Mfg. Co., 


CLEVELAND. 


[he Wm. Burrows Mfg. Company, 


72 Cliff Street, 
NEW YORK. 


Every Description of 


Plumbers’ High Grade 
Cabinet Ware and SPECIALTIES. 


YOU GET 
MORE 
GOOD 
" AT LESS 
COST 


by Buying Our 
Goods, 


PERFECT 
CASTING. 


Ger Our Prices, 
Tarn Go AHEAD. 


QUINCY, ILL. 


GRAVITY & PRESSURE FILTERS AND WATER SOFTENING PLANTS 


CONSTRUCTED UNDER THE WELL-KNOWN 
NEW YORK, CONTINENTAL, JEWELL, HYATT, WARREN, NATIONAL AND BLESSING PATENTS 


FOR BUILDINGS OF ALL KINDS REQUIRING CLEAR, BRIGHT AND PURE WATER. 
The New York Continental Jewell Filtration Go., General Contractors 


1S BROAD ST., NEW YORK. 40 W. QUINCY ST., CHICAGO, ILL. 


PROVE OUR ASSERTIONS 
Ae ets of an argument liesin its application. We argue all the 
e 


“GURNEY” HEATER 


“Bright Idea,” ‘‘Doric,’’ and ‘‘400”’ Series 


are the best selling heaters in existence. And the fact is having con- 
stant application at the haadsof our agents. Ask any oneof them 
what sort of areception the Heater receives.‘ Find out whether its 
extra long wear, its extreme economy in fael consumption and the ease 
and simplicity of its operation influence its sale. Then when you’ve 
satisfied yourself as to he force of our argument, write for full partic- 
ulars concerning an agency. For you certainly couldn’t make a more 
profitable business connection. 


GURNEY HEATER MFG. CO., 
74 FRANELIN STREET, Boston; 111 Firra Avenug, NEw York 


Order a sample, and it will convince you that 


Wolverine Brass Works, 


All Patts Renewable Without Removal From the Piping 


A trial will 
convince 
you of their 

° —, (superiority 
faajolver all 
3 others. 


Guaranteed 

not to leak 2 
at highest] / 
pressure, | ‘ 


TRADE M. 
‘ ont 
GAGE AND ay, 


2 S Un: SS 


We carry in stock of 
our own make every de- 


RED 

ib hy scription of 
ALLE METAL THOSE 
REELS and RACKS for the use 
of FACTORIES, PARKS, WARE- 
HOUSES, RAILROADS, FIRE 
COMPANIES,DOCKS and BOATS 

Sold all overthe world 

Send for Price List and Catalog 


to Believe Anything 


regarding our new 


“DALE”? BALL COCK 


UNTIL YOU HAVE TRIED IT ' 


IT IS THE BALL COCK. 


Unconditionally Guaranteed 


‘Wirt & Knox Mfg. Co., 


22-24 North 4th St., 


GRAND RAPIDS, MICH. PHILADELPHIA 


Ud. IRYAN & CO CAlcago 
“FAULTLESS” FULLER WORK. 


NO ALUM BONE BLACK ONLY 


The Cummings Filter Co., 


Manufacturers of 


The Cummings Filter 


Pure, Clear and Soft Water for all Purposes. 


Filters made in all Sizes 


Main Office, 8 Wood St., PITTSBURG, PA. 


(18 South 7th Street, Philadelphia. Pa. 
481 Fifth Avenue, New York City. 


Branch Offices : 


Trade Journal, Steam and Hot Water Fitters’ Review 


The Plumbers’ 


No matter what the weather is, 
the ‘“‘WINCHESTER’’ Heater is 


Always on Hand 


Humphrey Crescent 
Instantaneous 
Water Heater, 


Has the largest heating capacity of 
any Instantaneous Water Heater § 
on the market, 


PRICE 


NICKEL PLATED 


$25.00. 


_N. P. SHELF 
and 


BRACKET 


FREE 


WITH EVERY 
HEATER. 


Every 

Heater 

Guaran- 
teed. 


/f your house was warm last 
winter there was a ‘“‘WINCHES- 
TER’’ in the cellar. 


SMITH & THAYER CO. | 


BOSTON, MASS. 


Money Invest 


in an up-to-date reliable Gas Water Heater means increased comforts and conveni 


in its consumption of gas. . aE; 
Our patented combination pressure and thermostatic control positivel 
perfect automatic action. : 


NEW DESCRIPTIVE CATALOG UPON REQUEST 


RUUD MANUFACTURING COMPA 


3O7 Wood Street, PITTSBURG, PA., U. S. A. 


FOW. H. OSWALD, General Agent, Greater New Yor 


20 Warren Street. : : 


ALL ORDERS FILLED PROMPTLY. 
MAY WE SEND CATALOGUE AND DISCOUNTS? 


HUMPHREY MFG. & PLATING COMPANY, 
Sales Department, KALAMAZOO, MICH., U.S.A, 


setecteD °° B”” quatiry 
Cnamel Iron Roll Rim Tubs 


WRITE FOR PRICES. YOUR ORDER WILL FOLLOW 


Z < ve : oe 
nT Ain acl heel eel cal eae tena aa 
3-inch Roll Rin—30-inch wide—Flat Bottom. In 41-2, 5 and 6 ft. sizes. 


Your Opportunity 


We have in stock 500 of these Tubs, 
and now offer them for sale at an EXCEP- 
TIONAL PRICE. You have customers look- 
ing for just such a tub. Take advantage of 
eae Opportunity or your competitor 
will. 


FLECK BROS. Co., 


PHILADELPHIA, PA. 


MANUFACTURED BY 


Thos. Maddocks Sons 


Trenton, N. J. 


Se 
as ms. 
Le § ¥ 
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MUELLER PIPE END REAMERS 


Some pipe reamers spread or 
flatten burrs instead of cutting 
them off. 

Mueller Reamers have the 
blades well relieved so that the 
cutting edges never drag or 
scrape. They shave the burrs off 
clean and leave the interior pipe 


GOODS EFFICIENT, 
WORDS SUFFICIENT. 


FARNAN Brass Works, 
23 CENTER STREET, = CLEVELAND, O. 


5 


surface entirely free from ob- 
structions. 

The frame and ratchet handle 
are made of malleable iron and 


drop forged steel, and the blades 
are made of fine tool steel. 


Reams pipes from 3g to 3 inch 


sizes inclusive. 


Best Herringbone Ticking—16 ply—75cts postpaid 
Best Moleskin-heavy-No Rough Edge—$1 postpaid 


MADE ONLY BY 


WIPING With each order we send sample of our 
Special Wiping Cloth Preparation. 
CL OTH S corer for aes as our Ae takis Tools, etc, 
ANY SIZE R. M. STARBUCH, o - Hartford, Conn. 


Read and Ponder 


Then Use The 
Acme Roof Flange. 


No Lead Pot to carry on the roof, as it is complete in 
itself, wlth no joint to run and still makes a perfect 
metal connection the same as if poured. 
Over 200,000 now in use. 
WRITE FOR CATALOGUE, 


; ACME MANUFACTURING Co,, 
W. Somerville, Mass. 


PAT; MAY 21 1901 : Gives the Plumber 
FOR SUPPORTING ig and Fitter a chance to 
DRAIN PIPES, i use the waste wrought 
STEAM MAINS, JI, and castiron pipe. 
ETC. Can furnish fittin 
Catalogs and discounts | \Q,. for any desired pitch 
mailed. NS 


Drain Pipe with Overle Suppor Tara Support with. Oberle Fittings i 
J. F. OBERLE, Main Office, 780 Second Avenue, NEW YORK 


(IMACS) 


Manhattan Closet 


with 

INGE IS GYAN L 
FLUSH VALVE Guaran: 

Plate 2336—E : mR: i, : teed 

Tight. 
VIEDLA 
Write for 

flustrated Booklet on 
Necker sl lich Valvex When you want THE BEST you want 


caches Monarch Cocks 
apd ep Monarch Bibbs 


SANITARY 
PLUMBING MADE IN ALL STYLES AND SIZES. 


APPLIANCES 


Ground Key-Compression-Fuller Work 


Are made by 


The Monarch Brass Co., 
THE PECK BROS. & COMPANY, Pamisar cen press CO 


JOBB 
2 a OHIO. 


New Haven, 
N ew York Conn. Boston 
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A Good Job— 
The Best Ad 


op pec 
F004 GAIT 


PLATE 80 


Roll Rim Sink with 12-inch back, cast in one piece, 
enameled inside and out, 2 1-4-inch Roll Rim: con- 
cealed brackets and concealed air chambers. 
No cracks. No joints. 


We also manufacture the handsomest line of Enameled iron 


Lavatories on the market. 84C. 
Square Back, Oval Front, High Back Lavatory 
Every jobin which the Trenton Potteries Co’s Ideal Porcelainware Is used, {sa 
atanaing advertlsement of your business. People see the work, like it. and ree 
solve to have the same kind of work themselves. So your patronage Keeps 


on growing. 


Trenton Potteries Company, 


TRENTON, N. Je 
SELLS TO JOBBERS ONLY: 


Write for new oooklet, showing our complete line, together with sink shown above. 


THE CAHILL IRON WORKS, “SEW?” 


New York Representative, 
THOS. H. HUTCHINSON, 101 Beekman St. 


BURNHA M! 
STEAM WATER ! 


BOILERS 


TRITON RADIATOR 


One Column, 
Two Column, 


= Three Column, 

a] ON Four Column, 
Five Column, Window, 

Wall Radiator. 


Chautauqua i: cite: un 


\ } 


e CHIEAGO 
Three Column, Plain, eel: NEW ENGLAND 
i ON) Three Column, Direct-Indireet. Sets AGENT: 
Supply Co., J. W. Rowe, 
e 33 Dearborn St. 40 SummerSt., 
Perfect Pin Indirect. Chicago, I. Somer, 


In all heights. Can yo-s beat this line ? 


MANUYFAOCTUBED BY 


UNITED STATES RADIATOR CO.. 


DUNHIRH, N, Y. 


BRANCHES: 


NEW YORK—1519 Fouruer Bumpie, W ASHINGTON—63 Coenceaaw Burp. 
MINNEAFOLIS—432 GuaRANTy Buitpmea. 


WAREHOUSES; 
JERSEY CITY,N.J. - MINNEAPOLIS, MINN. 


+ 


LORD & BURNHAM CO., 


NEW YORK OFFICE, GENERAL OFFICE AND WORKS, 
1133 BROADWAY. IRVINGTON-ON-HUDSON, N. Y- 


vo A 
i 
a} 


Ph 
d= 


iM." Hor WATER Ae ier 


PEGA, 
NEW YORK, MARCH 1, 1904. COPYRIGHT, 1904, 
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SOME OF THE OFFICERS AND REPRESENTATIVES OF THE HAINES, JONES & CADBURY COMPANY OF PHILADELPHIA. THIS PHOTOGRAPH WAS TAKEN AT THE RECENT 
ANNUAL ENTERTAINMENT AND BANQUET HELD AT THEIR PLANT ON RIDGE AVENUE 
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JV ECHANICAL DRAWING FOR PLUMBERS 


THE ESTIMATING OF PLUMBING WORK 
OT ee I mae Oo] 


ARTICLE XVII—BY R. M. STARBUCK 


D peeeet OR the work on this article 

and the one following, we 
propose to take up _ the 
plumbing of a residence, and 
show it in full, believing as 
we do, that this branch of 
the work is fully as important to the 
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plumber as any that we have taken up. 
For this purpose we show a full set of 


\st. Frioon PUA 
OF RESIDENCE 


plans for such a residence, Fig. 1 repre- 
senting the cellar plan, Figs. 2 and 3 and 
4 the floor plans, and Fig. 5 the front 
view or elevation. 

In this and the following article we 
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ghall show separate elevations of the dif- 
ferent stacks, in each case taking these 
views from the most advantageous point 
of view, and before leaving the subject 
of the plumbing for this residence, we 
shall show a single elevation of the en- 
tire work of the house, taken from one 


2ND. Fu0O0OR - PLATT 

oF RESIDENCE 
view point. Now in Fig. 6 we show an 
elevation of the work in the kitchen on 
the first floor, and the laundry in the 
cellar. These fixtures are so located that 
they can be shown to advantage in the 
one view, which is obtained by viewing 
the work from the direction of the arrow 
&, which appears on both cellar and first 
floor plan. 


Stack must be offset 


to lest or secona floor, — 
as skown by Location 
of risers om Ist. ama&@d enteral 
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Instead of using up valuable space in| 
showing floors above the first floor, ang 


SRD. FLOOR PLAS 
or RESIDENCE 
also the roof, in order to show the roof 
connection for this stack, and also for the 
one in Fig. 7 we show by a note how they 
are to be run. ; 

Fig. 7 represents an elevation of the 
water closet located in the cellar, and the 
toilet room located on the first floor. The 
stack serving the toilet room passes up 
on one of the cellar piers, as shown by 
the cellar plan, and this fact is also 
shown on the elevation. The stack is run 
on the first floor through the closet, and 
also through closet on the two floors 
above. This stack is designated on the 
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OUR IRON FOUNDRY 


Is up-to-date. It has been in operation about three years and is 
equipped with modern appl ances for turning out a first-class product. 

Then, too, we have combined the suggestions of the trade with our 
own thirty years’ experience in handling soil pipe and fittings. As a re- 
sult the pipe is smooth and even, the bells and beads are uniform in size 
and the fittings are of the most approved patterns, with long shanks for 
convenience of calking. The soft iron which we use makes cutting easy 
without unnecessary waste. 

This is the time of year when activity in soil pipe and fittings begins 
again. We are ready to furnish you with the kind that will save you 
time. money and reputation. 


NW ee. Foods ere gli — 


HAINES, JONES & CADBURY Co. 


1130-1144 RIDCE AVE. PHILADELPHIA, PA. IRON FOUNDRY, NorRRISTOWN, Pa. 


Our ready reference price list of soil pipe and fittings is free for the asking. 


| 25 Years of Experience 


In the SANITARY CLOSET LINE enables us to now offer to 
THE MASTER PLUMBERS DIRECT 
CLOSET COMBINATIONS COMPLETE of every description, 
ENTIRELY OUR OWN PRODUCTIONS. 


Closets, Basins, Urinals, Hoppers, Etc. 


We Manufacture Our Own Closet Tanks, Seats, Tank Boards, Etc. 
Tank Valves, Ball Cocks, Nickel Plated Pipes, Ete. 


all our SANITARY EARTHENWARE to be VITRIOUS. 
We Guarantee our Tanks and Seats to be UP TO DATE IN DESIGN AND PERFECT IN OPERATION, 
our Tank Valves TO WORK OUR CLOSETS TO PERFECTION. 


We call your attention to our SILENT SYPHON J ET, patent applied for, without Jet Pipe or Rams 
Horn on outside of closet, the acme of perfection in sanitary ware. 


We call your attention to our CLOSET TANK of wood as well as of earthenware, built on scientific 
principles and guaranteed not to sweat or pull apart. 


ALL OUR GOODS bear our 
REGISTERED TRADE MARK 


No Order too large for our capacity. None too small for our prompt and careful attention. 


Columbia Pottery & Mfg. Co., Kokomo, Ind. 
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several floor plans as stack B. Now if the 
student will measure with his dividers 
from the side of the first floor plan (Fig. 
2) to the center of this stack, and then 


FYRonmtT BLUEWaAtiore 
OF RESIDENCE 


do the same thing on the second floor 
plan (Fig. 3) he will find that on the 
latter the stack is located further to the 
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(Continued from Preceeding Page) 


left. This is in order that the stack may 
be run in a convenient place, and at once 
shows that at the second floor the stack 
must be offset toward the right. A 
glance at the third floor plan will show 
the location of B is the same as on the 
second pian, showing that from the latter 
point it runs straight up. 

The work shown in Fig. 7 is obtained 
by viewing it in the direction of the arrow 
F, which appears in the cellar and first 
floor plans. The reason for choosing this 
direction instead of one at right angles 
to it, is that in the latter the 4-inch pipe 
under the cellar bottom, into which the 
water closet wastes, would appear end- 
wise instead of giving a clear view from 
the side, as it now does, However, in 
taking the view as we have, it brings the 
lavatory in the toilet room behind the 
water closet, and the main vent line be- 
hind the main stack, but this is not a 
serious matter in the least, for wherever 
hidden, as in this case, the work can be 
shown by dotted lines. Fig. 5, which we 
shall use later on, gives all necessary 
vertical dimensions, the several floors be- 
ing represented by the letters H, F, G, 
and H, and the points on the roof where 
the several stacks come up being shown 
by the letters A, B, C, and D. This latter 
information will be valuable in figuring 
stock, as the vertical runs of pipe can 
be found by noting at what heights the 
stacks come through the roof. 

We would advise the student to practice 
on all the work shown in our illustra- 
tions, especially on Figs. 6 and 7. 
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HE quasia reader of the third 
paper will remark or ask 
perhaps, “What way does 


that writer propose to con- 
nect his running joints un- 
der the floor?” 

Of course what we mean, in high toned 
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mentary, but nevertheless true _ that 
many of us have at divers times in the 
past been tripped up on “running” a 
running joint, and doubly worried even 
after we get it run to find that an extra 
point by the hammer on the caulking iron 
would have a tendency to drive in the 
lead at the bottom, leaving what might 
be termed an “aching void.’ 

Kindly remember that these series of 
articles have been written by an old- 
timer, a lead worker, who goes into print 
not of his own volition, but at the express 
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Fig. I—New Century Plumbing—Collar of Sink on the Floor Under the Sediment Cock 


trade parlance, is horizontal joints, and 
with our nineteenth century system ecar- 
ried over into the new, it is a sad com- 


invitation of the editor of Tar PLumBERs’ 
TRADE JOURNAL. 


If you, dear reader, are a practical 
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plumber and worked at the bench, you 
will gladly welcome the admission the 
writer makes when he says that in the 
thirty years of his experience, say five 
of them were devoted to mistakes. What 
the writer calls by mistakes will be il- 
the writer calls by mistakes is illustrated 
in Figure 1. 

fitted and got your pipes straight, tacks 
or stays nose to nose, screw slots all 
turned the right way, or in unison rather, 
and you breathed a sigh of relief when 
your waste and sediment were connected. 


Next, didn’t you take the sink, let it up: 


on the strip (old times we are talking 
about now), and then didn’t you utter a 
cuss word when you found that the col- 
lar of the sink was on the floor below the 
sediment cock. Look at the sketch and 
say yes. 

Now then, if we attempt to make a run- 
ning joint under the floor, how will we 
go about it? 

Well, if we do not know, we should 


| 
| 
heavy, that we now use, or are being co1 
pelled to use much against our will . 
wills, if you will have it. — (| 

There can be four, at least, or 
lengths even run and sweated upright | 
the plumbers and set in place without t) 
breaking of backs or straining of nerye 
Mind the assertion has been made “| 
plumbers,” for the reason that we w 
all find it to our advantage to put two, 
more plumbers on a job in new cent 
plumbing for the reason that it has be 
demonstrated before, and is a standa) 
idiom now, that two plumbers worki; 
hand in hand on a building, with t 
proviso that each is loyal to his employ 
and is possessed of that high standard , 
honor required by and expected fro 
journeymen to-day by their national 0 
ganization, can do more work than ty 
plumbers and two boys accomplished fo 
merly. 

But the real subject of getting a ho 
zontal joint on soil pipe tight, on tl 


Fig. 2—New Century Plumbing—Plumbers with Blast Furnace Making Running Joint on Brass Soil Pipi 


know that there are now on the market 
divers sorts of asbestos apparatus, which 
insure us running a joint with ease and 
comfort. It is not the desire of the 
writer to proclaim to the trade at large 
that asbestos is the best thing wherein 
to run a joint. 

Kindly remember he is speaking now 
about making a tight running joint with 
solder and not with lead. Those of us 
who have used putty for_our horizontal 
joints in good old times might still stand 
up and say a good word for it, still pre- 
ferring it to what the new century folk 
would say. 

Then again, there are others who pin- 
ned their faith to pipe clay to prevent 
leakage of lead, and really the time could 
be spared nowadays to use semi-dried 
clay on a running joint where solder was 
used, there wouldn’t be much fear of the 
male and female joints being well ‘‘sweat- 
ed” together. 

But time is money in the new century, 
so what can be devised for the running 
joint with the proviso that good ordi- 
nary solder and not junk is to be used 
in joining the soil pipes together? 

Well, horizontal joints will not occur 
so frequently with light drawn brass 
pipe or aluminum if you wish, as with 
the ponderous, suspicious, ever-to-be- 
dreaded cast-iron, standard or extra 


has been diverged from, so let us dri 
back to it again. | 

The blast torch used by painters, co 
persmiths, electric plumbers, and othe 
besides our own people, has, it will be a 
mitted, come to stay. We know s0 su 
as we have a right or left hand on 
bodies that it is well nigh infallibl 
Now, then, let us assume that there is 
running joint to make under the fio 
in the bath room on the new brass Pil 
of the present century. We will { 
through mentally the formula, if tl 
term may be used, and begin at the 
ginning. A bit of cotton batting, or eV! 
every day, plain, ignorant wood py 
newspaper, or anything except tar 
stinking oakum, can be gently pushed | 
the hub to stop the solder from runni 
through, and there will be no twisting | 
craning of necks to accomplish the pt 
pose the same as with oakum or lead, 

It is not to be supposed that the po! 
ing of a joint with “cherry red” sold 
will avail unless the “sweating” proc 
takes place. With a blast torch on 
side of the hub, or two for that matt! 
in the hands of each of the two plum 
ers, nothing is to be dreaded gave t 
metal running out of the bottom and § 
ing agilee. 

That is where the ingenuity of t 
assumption that it is brass or aluminu 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 213 


The Ideal Trap Still in the Lead 
NO INTERIOR PROJECTIONS, TUBES OR OTHER OBSTACLES 


Self-Cleansing be- 
cause its Action is 
Centrifugal. 

Note Whirlpool ef- 
fect. 

Safe Seal. 


Interior Surfaces 
are Polished, and 
grease will not ad- 
here to its sides. 


6he IDEAL MANUFACTURING CO. 


DETROIT, MICH. WINDSOR, CANADA 
‘name SEMEL BB HIGH PRESSURE BALL COCK. 


STAMBACH & LOVE, 


Plumbers’ Supplies - Sanitary Specialties | ,,. 
_ 50 and 52 North Seventh Street, PHILADELPHIA. special 


THE SIMPLEST AND BEST COCK EVER MADE. 


Mint on packing 
r required 
Save Your Wile Ground 
\ By running her sewing joint 
| Wan machine with one of our coupling, 
l'gi@ Ka! Plain or Adjustable Sees 
Us ! ~» _ 1 
| NE Water Motors alway 
i] NA Pe 5 2 f Wewanta good agentin every town 


HAS ONLY ONE PACKING WHICH IS READILY REMOVED. 
No Hammering. Renewable Seat of best Steam Metal. No Singing or Whistling. 


The Boston Brass Company, 
40 Oliver Street, ~ ° - BOSTON, MASS. 


Kieley’s Hot Water Tank 
Temperature Controller 


Guaranteed to Operate within One Degree of a Given Point 
ALSO MANUFACTURERS OF 
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wy 


Send for Circulars and 
Prices to agents 


A. ROSENBERG CO., 


¥ BY alo 3 
wt rea Baltimore, Md , U.S.A. 
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S z Waste Heat Utilizers, Damper Regulators, 

FS Water Pressure Regulators, Steam Separators, 

32 Pump Governors, Grease Extractors, 

z Steam Traps for all services, Relief Valves, 

f Back Pressure Valves, Water Feeders, 
Tank Pump Controllers, Pump Regulators, 


Reducing Vaives for Steam and Air, Return Steam Traps. 
Combination Muffler Tanks and Grease Extractors. 


KIELEY & MUELLER, 34 West 13th St., NEW YORK CITY. 
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craft will come in, and it is a small, very 
small, thing to master, not half so diffi- 
cult as the learning to make an ordi- 
nary round joint on a boiler coupling— 
about the simplest thing in the business 
—to those, of course, who know how. 

Much of the material furnished by the 
writer to the readers of THE PLUMBERS’ 
TRADE JOURNAL Will be in the shape of 
prophecies. The up-to-date plumber who 
can afford to make a big show of material 
and place hand-painted or decorated 
baths, etc., before the eyes of his pat- 
rons, natually stops to think whether his 
wares will be in style six months from 
now or not, and he is a bit chary. 

Who can tell what will be the style in 
a year or so from now regarding bath 
room fixtures, toilet arrangements, hot 
water heating apparatus or any of the 
commodities in the plumbing line? Fifty 
men to-day will arise up and ask to be 
called blessed as the only and sole orig- 
inators of the wash-out closet. The read- 
er will say, perhaps, that the writer 
touched on that subject before and the 
impeachment will be admitted with good 
grace, but in response to the impeach- 
ment, can it not be asked that a good 
subject bears repeating? 

If our national association of master 
plumbers, who “builded better than they 
knew,” were in their charity at the next 
convention to offer a prize to the inventor 
of the wash-out closet, where would the 
committee charged with the “presenta- 
tion” wander in search of the person to 
be honored? 

Well, there is a whole lot of cemeteries 
in this broad land of ours wherein lie 
the hallowed dead, many with nothing 
above their brows to mark their last rest- 
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ing place. Still if those dead could be 
allowed to speak for that occasion, and 
if the committee had carte blanche to 
make any and all inquiries, and money, 
of course, to prolong their investigations, 
there are very few graveyards in United 
Statesdom which couldn’t resurrect one 
or more of its occupants and say, “I am 
he.” 

So it is with our low down tanks. If 
there was ever a real inventor of the 
low down tank system, why did he not 
come forth and assert himself before the 
plumbing world and have himself ac- 
claimed the moranch of everything he 
surveyed? 

Yet to-day we see the low down tank 
slowly but surely eating its way into 
popularity for the time being. Eating 
its way is supposedly not a good term to 
use, but the low down tank or so-called 
pneumatic tank is but a relic of the past. 


If one, only one, reader of these ar- 
ticles will agree with the writer on the 
subject of low down supplies for closets, 
then his labors will not have been in 
vain for the reason that low down tanks 
in the shape of sawed-off old copper boil- 
ers were years ago used to enhance the 
pressure and flush for closets. 


The last one disappeared about seveu 
years ago from the toilet rooms of the 
Willoughby Club on Willoughby street, 
Brooklyn, and it stood silent and alone 
like a sentinel doing duty, until gathered 
one side and sent to the junk pile or old 
metal box, to make room for “something 
better,” which by the way soon came out, 
owing to the march of improvements and 
the inability of the club to pay its rent. 

(To be Continued) 


Ail inquiries and sketches on practical and scientific subjects relating to plumb: 


ing, heating, and lighting answered in this column. 


only. 
must accompany each communication. 


A GOOD CRITICISM—SHOULD HAVH TWO 
DELIVERY PIPES. 


THH PLUMBHRS’ TRADE JOURNAL: 
If published this will be the first time my 
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Noanswers given by mail, but published in due time. 


Write on one side of paper 
Name and address 


see the following is a criticism: 

In your January 15th issue you have an 
inquiry from “F. W.” (Chicago) regarding 
double cistern work. 


“RW. W.” quotes: “They desire these two 
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Double Cistern Work Showing J. F.*J’s Suggestion of Two Delivery Pipes 


name has appeared in your valuable JourNAL. 
I owe you an apology in advance, as you will 


cisterns built so that when both are filled 
with water they may be able to use elther one 
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at a time, and when one becomes empty they 
may be able to turn the water from the filled 
one into the empty one, cleaning out each 
empty one in turn.” 

It appears to me that both of you have 
overlooked a very important and yet very sim- 
ple part which I think you will find necessary 
to make the apparatus work successfully. 

Just like you have two suction pipes with 
separate cut offs, I think you should also have 
two delivery pipes each with a separate cut 
off. I would judge that your apparatus as 
shown would suck air out of the empty cistern. 
You may have intended working check valves, 
but wouldn’t one check work against the other? 

If a Pitcher pump is used it seems as 
though you would have to deliver water out of 
pitcher into a receptacle, piped to both cisterns, 
each with a separate cut off. I would like a 
force pump if the job was mine, and I inclose 
a rough little sketch which “F. W.” might 
look at and then he can arrange his pipes the 
most convenient way to suit himself. 

The overflow I didn’t put on, but I think 
that your plan is the best only you could save 
water by taking the vertical pipe out of the 
top of the horizontal pipe and then go down, 
water could then travel from one tank to the 
other and the vertical pipe would only run 
when both tanks were full. 

The kind of pump I would use on the job 
would be a force pump with an extension cyl- 
inder, and I would put the cylinder between 
the two horizontal lines with two unions, the 
rod to work piston in cylinder goes down on 
inside of pipe. JOHN F., JENKINS. 

Camden, N. J. 

J. F. J. is quite right in his idea of 
perfecting the plan shown on page 64. 
Assuming that one of the purposes of the 
pump is to throw water into the cisterns, 
we did not carry our plans above the 
point of draught, and in doing this we 
simply carried out the design of F. W., 
who does not show anything above this 
point. Had we done so, we should cer- 
tainly have carried out the idea ad- 
vanced by our correspondent. Possibly 
we were a little slow in not doing so, but 
we will not quarrel over this point, but 
thank our friend for his suggestion. 


WHY A PLUMBING ORDINANCE IS AN 
ADVANTAGE. 


THH PLUMBERS’ TRADE JOURNAL: 

Have you anything in the way of printed 
matter that I can use to an advantage in my 
efforts to secure a plumber’s ordinance for this 
city? Anything you may send that I could 
use before the Health Committee will be of 
assistance. 

Give us another article on the subject and 
I shall send my paper to them. 

Augusta, Ga. F. A. ROBBE. 

Regarding the above request, there is 
so much that might be said in favor of 
the establishing of city ordinances gov- 
erning plumbing work, that it is hard to 
know just where to begin on the sub- 
ject. 

It is a strange fact that almost any 
small town in the country has its health 
department, usually with a physician at 
its head, and these departments as a gen- 
eral thing keep busy in the overthrow 
of every nuisance and source of unsani- 
tary condition, until we reach the matter 
of plumbing. 

If there is any one serious menace to 
the public health it exists in unsanitary 
plumbing, and as it appears to us there 
are two principal reasons why it is not 
given attention in many of our cities and 
towns. In the first place those in author- 
ity have no knowledge of the subject of 
plumbing, and. often cannot tell good 
work from poor, and consequently are 
not able to act wisely in such matters, 
and knowing the fact, let it alone. 

The most important reason, however, 
touches the pocketbook. We all know 
that the real estate owner, and ofttimes 
those occupying their own houses, would 
rather take chances in living under un- 


sanitary conditions due to bad plumbing 
than to lay out money in making gooq 
existing defects. 

These are the people who oppose all 
advancement in this direction, and get 
themselves against the passage of any 
ordinance regulating such matters. 

Those in power, whose duty it is to 
have an oversight of the public welfare,’ 
are often politically afraid of advancing 
such a cause, because of its unpopularity, 

Finally, no doubt there are many places 
which go along under the old conditions 
through ignorance of existing conditions, 
or through carelessness, or possibly be- 
cause there is no moving spirit in the 
community to push the agitation of the 
subject. In many such places, however, 
it has often been the incessant and unre 
mitting agitation for better conditions 
that has finally brought the desired re. 
sult. 

Now then, admitting that there is great 
danger in unsanitary plumbing, and ad., 
mitting also that people ofttimes will not 
do what should be done unless forced by 
law so to do, and admitting further, that 
there is danger from’ the employment of 
unskilled help by the plumbing trade, 
and from the attempt of mere tinkers to 
perform plumbing work, why is it not 
only well, but absolutely necessary, to 
regulate all these things by law. 

No city which has had the advantage of 
a plumbing ordinance properly enforced, 
would ever wish to go back to the old 
way of letting affairs regulate them- 
selves, knowing well that affairs thus 
regulated are not regulated at all. .. | 
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NOT THB PROPER WAY TO CONNECT 
RANGE BOILER. 


Tan PLumpBors’ TRADE 

JOURNAL: 

I have a problem in 
mind that I would like 
to introduce to you, 
and of which I am 
sending a rough sketch 
drawn by Brothers: 
Pickett and Jack Star- 
ling. I would like to 
ask you if this is prac 
tical. I have been 2 
student of your sketches 
and consequently I 
would like to have your 
advice. | 

The range boiler is 
placed in the basement, 
as seen in my sketch, 
the range being upstairs 
in the kitchen, of 
course. Now I would 
like to give you a Cor: 
rect imitation of how 
this sketch was draw2. 

Mart, J. RBILLY. , 

Bloomington. 

If M. J. R. will 
look on the 6th pase 
of Jan. 1, 1904, num 
ber of THe PLuMi 
ERS’ TRADE JOURNAL, 
he will find a better 
way of connecting 
range with boiler 00 
floor below. He will 
notice that at the * 
of loop we place a? 
air cock as it is quite 
necessary to provide a vent of some nt 
at this point. A better way still would 
be to vent by running a hot water pip? 
from this point to some fixture. Now 
while this may be the best that can De 
done under the conditions shown, we Will 
repeat what we have often said, vi 
never place boiler and range in this PO 
sition if it is possible to avoid it, bul 
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“THERE IS ONLY ONE LEADER” 
THE ““SURE=-SEAL”’ Non=Syphon Trap 


The only “SELF-SCOURING" Trap made 
“That Cannot be Syphoned” 


At a recent test for Syphonage by the Trenton, N. J. Board of 
Health, the “SURE-SEAL” Trap scored a victory over all other 
traps tested, and gave the makers of so-called non-syphon traps 
a “severe jolt.” 


We invite investigation by Health Boards and Plumbing Inspectors. 


WRITE US TO-DAY. 


Ohe Sure-Seal Trap Co., Nc. 


Providence, R.I., U.S.A. 


THE TEST OF SERVICE 


INVARIABLY PROVES THE 
ABSOLUTE SUPREMACY OF ‘ 


JEFFERSON UNION 
ann FLANGE. 


Hersey |/aTer Meters 


OUR DISC AND ROTARY METERS T HE T RI DE NT 
duet acafok os WATER METERS 
H ersey M anufacturing Co. Constructed and Sold by | 
Telephone 220 Broadway NEPTUNE METE R CO. ? 


1848 Courtlandt New York City PO eer PP a oe 
ar. °. > . . 


Just what every fitter has often hunted 
for. AUnion THAT IS TIGHT and STAYS 
TIGHT. Built on the right principle to 
sell at the right price. All Dealers. 


JEFFERSON MFG. CO., 


LEXINGTON, MASS. 


———<—— 

METER COMPANY 

—— 
EASI PITTSBURG. PA’ 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM, 


CHEMICAL 
POTTERY 
WORKS, 


110 to 116 Metropolitan Ave., 
Send for Catalogue. Brooklyn, N. Y. * 


MANUFACTURERS OF Painted, Galvanized, Blue, re c 
Q) ater Mw et ers Gray and White Enameled 
. Wee ALEC ‘ , = COLUMBUS and 
—— OVER 60,000 IN UsE.—— NEW ERA 
WROUGHT 
STEEL SINKS 


%e Kilbourn @ Jacobs Mfg.Co. 
Made in Six Sizes Cotamban Okie: 


FLEMING SLATE Cco., 
Mills and Quarries 
Poultney, Ut. 

Purple and Green Slate. 
WASH TUBS, SINKS, URINALS, 


EVERYTHING THAT CAN BE MADE FROM SLATE. 
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Questions 22.4 Answers Continued tom Preceeding Page 


place boiler on same floor with range 
If there is a lack of room put boiler on 
floor above. If placed as shown in 
sketch, there is a constant war with 
natural law. 4 


BENDING WROUGHT-IRON PIPH. 


THR PLUMBERS’ TRADR JOURNAL: 

I am this day sending you an express order 
for two dollars to pay my subscription, and 
for William A. Paul, plumber. Be sure and get 
this man’s name right because he has some 
trouble getting his mail. There are several 
more men here that I am after. I will land 
them shortly. I wrote to you some time ago 
asking you which was the easiest and the best 
way to bend wrought-iron pipe from 1 inch to 
4 inches and size, but as yet I have not seen 
anything in the JOURNAL about it. 

Would you kindly put it in the next issue 
of THN JOURNAL? JOR FRYER. 

Fort William, Ont. 

If our correspondent will refer to the 


December 15th issue of the JouRNAL he 
will find on page 532 the information he 
requires. 

The style of bending form illustrated 
has been on the market for a number of 
years, but will bend nothing larger than 
2-inch pipe. However, it would not be a 
hard matter to have a form cast for the 
larger sizes. We thank you for your in- 
terest in securing new subscribers to 
THE PLUMBERS’ TRADE JOURNAL. 


OBVIATES THE NECHSSITY OF VENTING. 


Will you please explain in your valuable 
paper what the real necessity of ventilation 
is? Let us assume that there is such a thing 
as a non-syphon trap, then what would be the 
necessity of ventilation? In other words, if 
sewer gas is protected by traps so it cannot 
escape into the dwelling, why the necessity 
of ventilation? Thanking you in advance, I 
am, A SUBSCRIBER. 

New York City. 

We assume that “Subscriber” has spe- 


cial reference to the ventilation of traps, 
as we know of no one who raises an ob- 
jection to carrying the main stack 
through the roof as a ventilator of the 
entire system. With a-trap that is non- 
siphonable under all conditions, we do 
not hesitate to say that counter venting 
is unnecessary, as the main object of 
back airing is to cut off the danger of 
siphonage. 


KEEP THE COPPER-LINED TROUGH 
CLEAN. 


THH PLUMBERS’ TRADE JOURNAL: 

I should like to know where I can get some 
idea in regard to plumbing for a steam laun- 
dry. 

Would it be proper to allow a copper-lined 
wooden trough (open) 6 inches drain to re- 
ceive the discharge from three centrifugal 
washers spaced about 12 feet apart and to 
have one large trap at end of trough? 


Waar 


6 Open Trough 


Sroe Evevarion 


We have only this fall commerced connect- 
ing to our new sewer (sanitary system) and 
are very busy. There is considerable old 
plumbing already installed, which I do not 
wish to compel tearing out unless unsanitary, 
but which is not first-class plumbing. What 


discharged per 


city has the most practical plumbing ordi- 
nance that you are acquainted with? 
Our system does not permit the main home 
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pipe, showing the amount of water deliv- 
ered from various sizes of pipes, under 
different heads and relative lengths of 
pipe. 

Regarding the question of friction, there 
is no general rule that we know of, fric- 


Or | H= | H= 
piPe-| 10L | 9L 

y% 19.8 18.7 5 hy fae) 16.5 15.3 14.5 12.5 19.8 8.8 8.3 1.7 

BB 84.5 82.7 30.1 28.9 26.5 24.4 21.8 18.9 15.4 14.4 13.4 

% 54.4 51.7 48.7 45.6 42.2 38.5 34.4 29.8 24.3 22.8 A a 
af 111.8 106.0 100.0 93.5 86.6 79.0 70.7 61.2 50.0 46.8 43.2 
1% 195.2 185.2 174.6 163.3 151.2] 138.0 123.4 106.9 87.3 81.6 75.6 
1% 308.0 292.1 275.4 257.6 288.5] 217.7 194.8 168.7 ley exe 128.8 119.3 
2 632.2 599.7 566.4 538.9| 488.1] 447.0 399.8 346.3 282.7 264.4 248.8 
2% 1104.0] 1048.0} 987.8 924.0| 855.41 780.9 698.5 604.9 493.9 482.0 427.7 
3 1745.0] 1651.0) 1560.0] 1460.0] 1351.0]1284.0] 1103.0 955.5 780.2 728.8 674.8 
4 3581.0] 3397.0] 3203.0] 2996.0] 2774.0|2532.0] 2265.0] 1962.0} 1602.0] 1496.0} 1385.0 
5 6247.0) 5928.0| 5588.0] 5227.0] 4839.0|4417.0] 8951.0] 3406.0] 2791.0] 2613.0] 2420.0 
6 9855.0| 9349.0] 8814.0] 8245.0] 7633.0]6968.0] 6233.0] 5391.0| 4407.0} 4122.0] 3817.0 


In the foregoing table, H represents head, and L represents length of pipe. 
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trap but has continuous ventilation to the 
roof from the sewer. 

I should be glad to receive any catalogues, 
etc. Francis H. WRIGHT. 

Helena, Ark. 

In considering the question of F. H. W., 


we should hardly call the work shown in- 
sanitary, provided the copper lined trough 
is kept clean. The conditions are quite 
different from what they would be if he 
was pumping sewerage, in which case we 
should cestainly disapprove of the plan. 
We fail to see how this trough differs ma- 
terially from the long factory sink in 
common use. Were it not kept clean, 
soap and grease would collect and in time 
decay, making the conditions unsanitary. 
Wle would therefore urge that it be kept 
clean and the same care given it that 
would be given the sink where used by a 
cleanly party. Regarding the city ordi- 
nances governing plumbing, there is but 
little difference between them to-day, one 
following the other in its up-to-date work. 
There is a difference of opinion regard- 
ing the value of the main trap, some cit- 
ies adopting it while others do not favor 
it. This is a subject that has been dis- 
cussed in THr PLumMBerRS’ TRADE JOURNAL 
to considerable length and strong argu- 
rent has been presented on both sides 
of the question. We would suggest that 
our correspondent correspond with the 
secretary of the board of health of any of 
the principal cities, asking for copy of 
their ordinances, which we feel assured 
will be readily forwarded to him. 

We stand ready to give any information 
on plumbing in a steam laundry which 
Mr. Wright may ask for. 


TABLE SHOWING AMOUNT OF WATER 
DISCHARGED FROM VARIOUS 
SIZED PIPES, ETC. 


Editor THn PLUMBERS’ TRADH JOURNAL: 

If it would not be too much trouble, I would 
very much like to have you publish in your 
most valuable JourNAL the following at your 
earliest convenience : 

A table giving the number of gallons of water 
minute from different sized 
pipes, 4% inch to 4 inches inclusive, with dif- 
ferent length up to 100 feet, and with different 
pressures up to 100 pounds per square inch, 
Also a table giving the theoretical discharge 
and also the actual quantity discharged, allow- 
ing for friction in pipe. Also how much to de- 
duct for friction in each elbow, Tee-valve or 
turn-in pipe. 

IRA R®YNOLDS. 

18 Rexford street, Norwich, N. Y. 

Questions very similar to the one asked 
by I. R. have been asked of us a number 
of times, and as we believe it will be of 
value to. many of the readers of TuE 
PLUMBERS’ TRADE JOURNAL, we publish a 


complete table from % inch up to 6-inch 


tion depending on so many conditions. 
In other words it is subject to so many 
different coefficients that a special co- 
efficient must be used in figuring out each 
problem. A great deal of time has been 
expended in an endeavor to get a satis- 
factory rule that would apply generally. 


MUST BE SOMETHING WRONG IN THIS 
PUMP’S NEW PACKING. 


THE PLUMBERS’ TRADE JOURNAL: 
Would you please try to help me out of a 


little trouble with a water pump that I was 
sent to repair, and after I got through with 
it is was in the same old way? I was callea 
to fix the hand pump because it would not 
pump up the cistern water. I examined the 
pump and put two new leather cup washers in 
the cylinder, also put new leather washer in 
the suction. Where check valves are made 
of leather I took all the old leather out and 
put in everything new, packed the stuffing box 
and put it In good repair. Then I tried to 
pump, but fail to suck a'drop of water. I put 
a pail of water on the suction pipe near the 
pump, but it would not draw, so I had to give 
it up. So I have done all I know of, The 
pump is a small hand pump in the style of 
my drawing, about 12 x 10 inches, with a long 
handle to work it; the pipe going to cistern is 
clear. J. N. 

Chicago. 

We can only say in reply to B. J. N. 
that there must be something wrong in 
his new packing. He has a simple pump, 
and if the packing is put in as was the 
original it must work. 

Possibly what he terms his suction 
valve may not fit tight enough, and the 
water may get past it, or the main valve 
may be caught in some way so that it 


cannot lift when the vacuum is produced 


in the cylinder. Again, while it is rath. 
improbable, there may be a shortage | 
water in the reservoir. We would advil 
J. N. to commence at the reservoir and ; 
over the ground carefully, for there is 1) 
reason why the pump should not pork | 


7.0 6.3 5.4 4,4 

12.2 10.9 9.5 Ta 5.5 | 
19.3 17.2 14.9 12.2 Soe | 
39.5 85.3 30.6 25.0| are | 
69.0 61.7 53.5 43.7/ 30.9 j 
108.9 97.4 84.3 68.7] 48.7 
223.5] 199.9] 178.1] 141.4] 100.0 i 
390.4 3849.2! 302.4] 246.9| 174.6 , 
615.9) 555.5) 477.1] 390.1] 275.8 
1264.0| 1183.0] 979.3] 800.8] 566.2 
2209.0] 1976.0] 1711.0} 1894.0/ 987.7 
3484.0] 3116.0] 2693.0) 2204.0] 1558.0 


the conditions referred to above are 4 
they should be. At the same time b 


sure there is no leak above bile line i 


the suction pipe. 


—_——_>>4+>___ 


DOIN’S ABOUT CONVENTION HEADQUARTER 
KANSAS CITY, MO. 


Epirok or THE PLuMmMBERS’ TrapE Jour 
NAL AND THE CRAFT WHERE ’ ER Dis 
PERSED ABOUT THE GLOBE, GREETING! 

As Kansas City, U. S. A., is continually 
coming to the front I deem it wise to le| 
the small balance of the world know thai 
it is only a question of time until th 
whole world will be a suburb of the then 

little Kansas City world. Our own E. D 

Hornbrook has proven that the “stuff” i 

here to make great men and measures, 

and then Timothy Cotter—somewhat deaf, 
but ever alert and watchful. I'll tell yo 

a story on Cotter: 2 . 

A Friend of Cotter’s asked the loan of 
$5. Cotter being a little hard of hearing, 
turned his head to catch it and said; 

“What’s that?” The friend took advant- 

age of time and said: “Loan me $10.” 

But Cotter said: “Go to Heaven, I heard 

you the first time.” 

Eph Doherty is busy as usual, yet 
takes time to attend the business. placed 
upon him by the association. | 

The association held its annual meet- 
ing and elected officers as published in 
the last issue of your JouRNAL. 

A lockout was declared by the associa-' 
tion on account of abuse of the firm of 

Allison & Hudson, but Mr, Hudson pre- 

ferred to go it alone and asked the asso- 

ciation to withdraw the lockout, as they 
were not desirous of having the city tied 
up on their account. This was acted up: 

on and the lockout declared off. 4 

Indications are that Kansas City will, 
do her regular business this year and it 
is to be hoped that the master plumbers, 

will throw their pencils away and get 4 

good round price for their work—sharp 

pencils are dangerous. 

I hope that all over the country the! 
craft will let up on this slashing and 
cutting and find the eternal calm we are 
hunting. There ain’t overly much pie ate. 
when we are fighting. Sor DErRING. 


—_— cee 


The contract for overhauling the 
plumbing work in the postoffice and We | 
tom house at Knoxville, Tenn., has beet 
awarded to J. A. Ahler of that city. he 
old plumbing work will be completely 
overhauled and most of it replaced PY 
new. The price is something oues $1,600. 
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RAINBOW PACKING 


MAKES A STEAM, FLANCE, AND HOT WATER JOINT INSTANTLY. 


Don’t Have to Use Wire and Cloth 
to Hold RAINBOW. 


Thousands of Imitators 
No Equal 
Will Hold Highest Pressure. 


Can’t Blow it Out 


THE COLOR OF RAINBOW PACKING IS RED, 
Notice our trademark, the word ‘‘RAINBOW”’ in a diamond in black in three rows of diamonds, extending throughout the entire length of each aud every roll of RAINBOW Packing. 


arantee that when steam is applied every joint will be perfectly tight, saving 


Steam heating companies can make thousands of joints in new plates without the use of steam, with the assurance and ee Tito B00 er conte of iabor and Lion, 


the labor of baking and following up, etc., as is the case when usudurian or plumbago packings are used, thereby saving 
MANUFACTURED, PATENTED AND CoPpyRIGHTED EXCLUSIVELY BY 


: THE PEERLESS RUBBER MFG. CO.. 


; : i i - . and 18-24 Main St., 634 Smithfield St. 
2 . = n St., and 201-207 Tschoupitoulas St., 202-210S. Water St., 1221-1223 Union Ave. 26S Meridan St. 17-23 Beale St. an - , 
ro ee ec Poa ease NEW ORLEANS, ve ; CHICAGO, ILL. KANSAS CITY, MO. INDIANAPOLIS, !ND. SAN FRANCISCO, CAL. PITTSBURG PA, 


CLEANING 


whether given frequently by the care- 
ful housemaid or strenuously by the 
zealous janitor, does not destroy the 
original brightness of 


BENEDICT-NISKEL 
Seamless Tubing. 


It is “‘white metal clear through,” 
and there is no plated surface that 
can be worn away by rubbing. 


coor 


AJOR’S CEMENT 
is the Best for Repairing 
-UMBERS’ PORCELAIN WARE 
Price, 15 cents. 
Major’s 
Rubber Cement, 
Major’s 
Leather Cement, 
Same Price 
Sold Everywhere 
phonse Major, Proprietor. 
NEW YORK CITY. 


All products, including Seams 
fess Brass and Copper Tubing 
are described in our 

“Table Book,”® 


BENEDICT & BURNHAM MFG. Co. 
WATERBURY, CONN. 


w WAYNE 
ATER HEATERS 


wt NEW YORK, 253 Broapway. 
BOSTON, 172 HicH Sr. 
a i PATENT APPLIED FOR 
= - a A Re a GALVANIZED IRON COVERS 
. es | SUDscribers © tg ours won 
in Writing to Advertisers FOR LAUNDRY TUBS 
I SIS LT Tee a i s 
tea Fittings 
: fact f 
Required, ats ne oo ee The only all iron cover made, ab- 
Easily ‘ solutely no part wood. 
Cleaned H igh Grade Closet Strong, Durable and Attractive. 
, of Lime ° e This cover makes the laundry tub 
r ond. Combinations perfectly sanitary. 
e Sediment. Prompt shipments on regular sizes. 
et. Easily (Prices on Application) 
Operated. RECULAR SIZES 
Easil 2134 in. x 4 ft. with 4 in. back strips 
e ans FERGUSON SUPPLY CO., Lid., 24in. x 4 ft. with 4 in. back strips 


Successors to EXTRA SIZES 


made to order on short notice. Send 
for full information and prices. 


GREASON MANUFACTURING CO., 


108 W. 99TH ST. NEW YORK,N.Y. 


ee Ferguson—Marcellus Co., Ltd. 


GRAND RAPIDS, - - - MICH. 


Manutacturers and Jobbers of Hign Grade 
Plumbing and Heating Supplies. 


ALBERT ROLF, 
28 Broadway, - FT, WAYNE, IND, 


se Charlier Patent Rolling Furnace 
iaves 50 per cent. of the cost of melting your brass 


PIPE CUT 
TO SHETCH 


RELIABLE GOODS, 
HONEST PRICES, 
PROMPT SHIPMENTS, 
QUICK DELIVERIES, 
LIBERAL DEALINGS. 


T’S the most econom- 
ical method of melt- 
ing, and will pay for 

itself every three months. 


CHARLIER 


Buy no more crucibles. 


Send at once for catalog 
containing full informa- 
tion, as you cannot afford 
to be withouta 


Everything tertse Plumber, Steam.a22Gas Fitter 


JOHN A. Murray, 
625 627 Sixth Avenue, - - NEW YORK. 


Charlier Furnace 


MEDBERY @ SON ; General Sales Agents, 
Broadway . ° e . NEW YORK. 


Ct 


Te ee ee | 


pecs Talks on Steam 
and Hot Water Heating jj 


ee Cee eee ee) 
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ON THE SUBJECT OF GREENHOUSE HEATING. 


ARTICLE XI—BY DON 


CLASS of heating which of 
late years the steamfitter 
has been called upon to do is 
the heating of greenhouses 
or conservatories by either 
steam or hot water and this 
work is in a class by itself. 

Formerly, greenhouses were heated by 


Fig. I. 


A Flow Pipe. 


B - Return Pipe. 


hot-air flues running lengthwise through 
the greenhouze underneath the flower 
beds. Then followed the style of heating 
by hot water, using cast iron pipe about 
4 inches in diameter and of much the 
same character as the 4-inch soil pipe 
used to-day in the plumbing trade. This 
pipe was made in sections about 8 feet 
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Fig. 4—Showing the Location of Heater, Expansion Tank and Potting Shed 


in length, each section having a hub or 
sleeve on one end, the inside diameter of 
the hub being slightly larger than the 
outside diameter of the pipe itself, the 
joint being what is commonly known as 
a “rust joint,” made by using iron filings 
and cement securely caulked in the hub. 

This style of heating has been gradu- 
ally discontinued and the florist or gar- 
dener now demands the later methods 
of heating by the use of wrought iron 


REX 


pipe made into coils of various designs. 

Florists differ as to the relative merits 
of steam or hot-water heat for green- 
houses. It is a subject carefully consid- 
ered by them as the expense of heating 
their houses during the cold weather 
forms a very large proportion of their 
entire running expenses. It is usual for 


C—Connections from Flow to Return at far end of House 


the members of the Society of American 
Florists, who meet in convention annu- 
ally, to devote a considerable part of their 
time at the convention to a discussion of 
the heating problem. The writer (who 
has attended a number of these conven- 
tions) after listening to the reading of 
numerous papers on the subject and re- 


Ex parsio rm 
Nase 


marks by some of the largest growers of 
this country, has reached the conclusion 
that there is little difference in the re- 
sults obtained, whether the heating is 
done by steam or by hot water, provided 
the system used is properly proportioned 
and erected. 

If there is any difference it is due to 
local or climatic conditions. For instance, 
in upper Canada or the extreme northern 
part of the United States a week of con- 


tinuous warm weather in winter is the 
exception rather than the rule, while in 
the central or central-southern states a 


= } 
find the amount of glass surface by 1 
plying together the length and br 
of the greenhouse, adding one-thiy 


Fig. 2. Floor Plan of Same House of Which Figure One is an£Elevation. _7A—Air Vents. & B—Gate | 


week of extreme cold weather is the ex- 
ception; therefore, we believe hot-water 
heat to be better for greenhouses in the 
extreme north and steam for the milder 
climate. 

In computing the amount of radiation 
necessary for a greenhouse first ascertain 
from the owner the temperature he de- 
sires to maintain in the coldest weather. 
If the florist is a grower of carnations he 
will doubtless require from 45 to 55 de- 


this result as an allowance for the, 
and pitch of roof; that is to say, fin 
square feet of floor surface and d 
the result by three and add this 
third to it. For example, take a & 
house 150 feet long by 20 feet in W 
150 X 20 = 3,000 + 1,000 = 4,000 
approximate amount of glass surface 
For Steam. 

To obtain 50 degrees, night tem 

ture, divide total glass surface by | 


Fig. 3—Skeleton View of One Half the Piping in Greenhouse in Figures | and 2 


grees, night temperature. If he grows 
roses he will require 60 to 65 degrees. A 
quick and easy method of estimating, and 
sufficiently correct for all purposes, is to 


To obtain 60 degrees, night t 
ture, divide total glass surface by | 
To obtain 70 degrees, night e 
ture, divide total glass surface by 
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i Our Book 


= 


describing the Regulator shown in 
cut and our other devices used to con- 
trol the temperature of hot water 


Is Ready 
DO YOU WANT IT? 


a> 


DIAPHRAGM 
STEAM VALVE 


STEAM COIL. 


=—@e Davis & Roesch Temperature 
Controlling Co., 


276 New Jersey Railroad Ave. - NEWARK, N, J. 


Manufacturers of 
HOUSE and CAR THERMOSTATS 


HOT WATER REGULATORS 
DAMPER REGULATORS 
e @ DRAFT CONTROLLERS 


PRESSURE GOVERNORS 
YACUUM AIR VALVES 


C(O Water 
SPE Sr OA | ‘S »2Heaters 
‘NIE VIN MES ALLSTEEL, 

OR POCKET CAT, | SELF FEEDER. 

/»\ N) E Shaking and Dumping Grates Send for 

Gini Ne Automatic Regulators. ‘  Iilustrated Catalogue. 


Go) 
_ KEWANEE BOILER CO., - - Kewanee, Ill. 


CHICAGO STORE: 
169 East Lake Street, 


Is an indispensible tool for 
conveniently threading 
iron pipe in ditches, under 
floors, in corners,overhead 
etc. With this tool threads 
can be cut without remoy- 
ing whole lengths of pipe. 
This tool is provided with 
a strong vise which secure- 
ly grips the pipe, and by 
means of the leading 
thread the die is forced on 
pipe and the thread is cut. 
It is made of malleable 
iron and steel, and while 
light in weight, making it 
convenienttocarry,is very 
strong and rigid. The ad- 
vantages of this tool make 
it absolutely indispensable 
to plumbers,steam and gas 
pipe fitters, gas and water 
companies, machinists, 
etc. It takes standard 
size dies, which are extra 
if furnished. 
No. 1 threads 44 to1 

inch pipe,takes die 

2 and 24 inches 


HoT WATER 
THERMOMETERS 


NO BREAKING 


Have you 
Had the 
Free Sample 


We are sending any one in 
the trade who will write for 
it—a free sample of the 
Allen “Automatic Air 
Valve.” 


Seeing it work is the best 
Salesman we have. Orders 


always follow. 
Write To-Day. Mention The Plumbers’ Trade Journal. 
NORWALL MFG CoO., 
40 Dearborn Street, CHICAGO, 
346 Broadway, NEW YORK, 
911 Filbert Street, PHILADELPHIA. | 


VERY DURABLE, EASILY READ, 
ACCURATE and RELIABLE, 


No. 2 threads 1 to 2 
inch pipe,takes die 
214, 3 and 4 inches 


MANUFACTURED BY 


HELIOS-UPTON CoO., 


PEABODY, MASS. 


Manufactured Solely by 
> M. KEMP MFG. CO., Baltimore 
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Modern Practical Steam and Hot Water Heating 


(Continued from Preceeding Page) 


For Hot Water. 


To obtain 50 degrees, night tempera- 
ture, divide total glass surface by 4. 

To obtain 60 degrees, night tempera- 
ture, divide total glass surface by 3. 

To obtain 65 to 70 degrees, night tem- 
perature, divide total glass surface by 
246. 

This rule is for a climate similar to 
New York City and surrounding terri- 
tory, colder localities needing more and 
warmer localities less radiating surface 
to produce the same results. 

Greenhouses are usually built with 
flower beds running along the sides and 
one or more beds in the center of the 
house. The piping is arranged and 
valved so that portions of it may be shut 
off and the amount of heat reduced in 
mild weather. 

Sketch No. 1 shows an elevation plan 
of a greenhouse with side benches and 
one center bench. It is usual for the flow 
pipe or pipes to enter the house at the 
end nearest the boiler and to run over- 
head to the far end of the house, there 
dropping down and feeding the various 
groups of return pipes, which return un- 
neath the beds to the end of the house 
nearest the boiler and there gathered to- 
gether into one or more returns and Car- 
ried back to the boiler. If the work be 
hot-water, the main flow or flows should 
pitch upward about 1 inch in each 10 feet 
toward the far end of the house, and if 
for steam they should have a downward 
pitch of about the same amount. 

On sketch No. 1 the flow pipes are 


marked “A” and the return pipes “B.” 
The pipes marked “C” are the drop con- 
nections from flow to returns at the far 
end of the house. If for steam the flow 
pipes should be sized according to’ the 
amount of radiation in the returns, and 
if for hot-water the flow pipes should 
have a capacity equal to the combined 
area of all of the returns. As the flow 
pipes are in a very much exposed condi- 
tion, care should be taken that they are 
abundantly large for the work. 

Sketch No. 2 shows a floor plan of the 
same house of which sketch No. 1 is an 
elevation. This drawing shows the man- 
ner of connecting and valving the re- 
turns and the location of the air vents. 
The return pipes, whether for steam or 
hot-water, should have a fall toward the 
boiler of one-half to one inch in each ten 
feet of length. 

Sketch No. 3 shows a skeleton view of 
one-half of the piping (one man flow and 
return) in the same greenhouse, and is 
self-explanatory. Sketch No. 4 shows the 
manner of ijocating and connecting the 
expansion tank when heating with hot- 
water. Florists usually place the heater 


in a pit or cellar underneath the potting . 


shed at one end of the house or houses, 
and the expansion tank is placed in the 
upper part of this shed. 

Very good results are obtained by put- 
ting a hot-water job under pressure; that 
is, placing a safety valve on the expan- 
sion tank, thus sealing the vent pipe. A 
hot-water job of this character for green- 
houses requires less piping and is not 
dangerous to operate. 
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Practical Hints on House Heating 


By Cuarues B. THOMPSON. 


CuHaptsr VII. 


VACUUM STEAM HEATING. 


| HE heating contractor who 
advocates water heating only 
for residence work will lose 
many jobs that he might 
have secured had he advo- 
cated and figured on a good 
steam heating apparatus, because the lat- 
ter costs so much less than does water 
heating. 

It may be well to explain that these 
articles on heating are written from the 
heating contractor’s standpoint, and 
some of the pipe sizes and rules given 
for certain work will not be in accord 
with some of the text books. For exam- 
ple: The text books say that in hot water 
heating the flow main should equal the 


Fig. | Fig. 3 


area of all the branches and that the tap- 
pings furnished by the radiator manu- 
facturers will serve as a guide to the size 
of the mains. All very good. Such jobs 


will work, of course, though they are 
sometimes waterlogged, and the boiler 
has all it can do to heat the water in the 
mains to say nothing of the water in the 
radiation, but the man who figures work 
according to that rule against a man who 
knows how to proportion his piping, will 
do nothing but figure, while the other fel- 
low will do the work. 

Take a 2,000 square foot water heating 
job, with thirty radiators tapped 11%4 inch 
and 10 radiators tapped 1% inch. The 
combined area of all the radiator tap- 
pings (branches same size as tappings) 
is 544% square inches; the area of an 8- 
inch pipe is 50 square inches, and this 
you must use if you follow instructions— 
or you could use one 5-inch and one 6- 
inch, or four 4-inch, but your competitor, 
if he knew his business, would use one 5- 
inch main and would not use one 114-inch 
valve on the job and few 114-inch. 

A prejudice exists among many people 
regarding the use of steam in the house. 
They say that it overheats, that you get 
a temperature in the rooms of 212 de- 
grees or nothing, and a range of only 15 
degrees—from 212 to 227 (5 pounds). 

This is not strictly true. Water boils 
at 212 degrees at atmospheric pressure, at 
sea level, but it emits a hot vapor at 180 
degrees, and in all well planned and exe- 
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cuited heating plants this vapor will cir- 
culate a short distance, which gives a 
range of temperature from 180 degrees 
to 227 degrees (5 pounds steam) or 47 
degrees range of temperature, and if we 
relieve the radiation of a portion of the 
atmospheric pressure, we can get the wa- 
ter to boil and throw off a vapor as low 
as 125 degrees in practice, which gives a 
range of temperature of from 125 degrees 
(25 inches vacuum) to 227 degrees (5 
pounds pressure) or practically 100 de- 
grees range of temperature. 

To illustrate: Suppose we install a 
steam plant in a residence; get up steam 
and fill all the radiation with steam. As 
the steam enters the radiator, being 
lighter than air, it rises to the top of the 
loops and with the pressure from the 
boiler, expeis all the air from the radia- 
tor. If there is an automatic air valve 
on the radiator, it will close when the 
steam reaches it and the radiator will be 
filled with steam in place of air. The 
steam which is condensed by the radiator 
is replaced by fresh steam from the boil- 
er so long as there is sufficient fire to 
evaporate the water. 

When the fire gets low the radiator will 
condense the steam faster than the boiler 
can supply it and the air enters through 
the automatic valve to fill the space which 
the steam had occupied before Coens 
tion. 

Now, suppose each and every radiator 
had been furnished with a positive air 
valve operated by hand and tightly 
closed when the radiators were all filled 
with steam. Now, when the fire gets low 
the radiators remain warm, but at a 
lower temperature, and will continue to 
emit heat but at a constantly decreasing 
temperature so long as no air enters the 
system, until the temperature of the wa- 
ter in the boiler drops down to 100 de- 
grees. This is domestic vacuum steam 
heating. 

Now, if instead of positive air valves, 
we use automatic air valves, so arranged 
that they will allow the air to escape but 
will not permit it to enter the radiator, 
we have an automatic vacuum system and 
can get all the advantages of water heat- 
ing at a greatly decreased cost. 

It is, of course, necessary to have the 
piping tight and vacuum valves on all 
the radiators because wherever the air 
enters the system it will kill the existing 
vacuum throughout the entire apparatus. 

We illustrate a few of the different 
kinds of valves now in common use. 

Nos. 1, 2 and 4 are positive steam air 
valves. Nos. 3 and 5 are hot water air 
valves. No. 6 is one of the simplest forms 
of automatic steam air valves. It is 
closed by the expansion of a vulcanized 
post from the heat of the steam. This 
valve is provided with a thread to which 
can be attached a 14-inch air line carried 
to the basement to prevent any dripping 
of water. 

No. 7 is the form of air valve usually 
employed to put on the return end of a 
steam main to relieve it of air. No. 8 
is a simple form of vacuum automatic 
air valve. The ball shown in the base of 
the valve is there to prevent air from 
entering the radiator as the steam press- 
ure relaxes. These vacuum valves are 
made at present in other ways than 
shown in the illustration. 

No. 9 is an automatic air valve with a 
float, the latter to prevent water from 
escaping when there is not sufficient heat 
to close the valve by the expansion of 
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the post. No. 10 is an automat iol 
valve with a small syphon tube + 
in connecting end, which drops into 
loop of the radiator and is said to hay 
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Fig. 4 
the effect of clearing the radiator 7. 
of the water of condensation more free] 
than when it is not employed. a 

The principle of vacuum heating is, 0 | 
course, based on the fact that water boil 
at 212 degrees Fahrenheit at sea Hive 
where the atmosphere exerts a pressur 
per square inch of 14.7 pounds. a i 
called absolute pressure. 

When water is heated in a sons ap 
paratus, such as a steam plant, the Press 
ure will soon rise in the apparatus abov 
the atmosphere, which is indicated by 
the steam gage, and this is called al 
pressure. 

When the gage shows 5 pounds we say 
there is 5 pounds pressure at the boiler 
but there is really 5 pounds plus ‘the 
pressure of the atmosphere—14, ee 
ing 19.7 pounds pressure. We will ste 
at the atmospheric pressure of 14.7 H 
which point the steam is leaying ‘the 
boiler at a temperature of 212 dozrecs, 
We check the fire so the boiler will ot 
supply the steam at that temperature a: 
fast as the radiators will condense it, 
but the air is prevented from taking the 
place of the condensed: steam, the water 
will continue to boil and throw off vapor, 
the temperature of which is below an 
degrees, because the atmospheric press 
ure on the water in the boiler has been 
reduced by the action of the a 
steam, : 

The following table shows the oe 
atures at different absolute pressures, 
with the corresponding readings of ime 
pressure and vacuum gages: 


= 


© Absolute 
Pressure poe be ; Be 
Lbs. per Lbs. per Inches of 
¥ Sq. Inch 8q. Inch Mercury 

25 10.3 

24 9.3 

23 8.3 

22 7.3 

21 6.3 

20 5.3 

19 4.3 

18 3.3 

17 2.3 

16 1.3 

15 0.304 

14.7 atmos. 0.00 

14.0 1.41 

13.0 3.45 

12.0 5.49 

11.0 7.52 

10.0 9.56 
9.0 11.60 
8.0 - 13.63 
7.0 15.67 
6.0 17.70 
5.0 19.74 
4.0 21.78 
3.0 23.83 
2.0 25.85 
1.0 27.88 


As it is practicable in the sae é 
scribed, to get 25 inches on the vacul 
gauge, a glance at the table Ww 
the increased range of temperatul 
the ordinary steam heating plant. 

The proper gauge to use is a combis 
tion which shows the vacuum ines 
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Free for 30 days 


5s a. 


When People 
Plan a Home 


you will find it to your advantage to 
show a line of 


Kinnear Radiators 


Made from sheet Steel, Brass, 
Bronze or Copper. Electrically fin- 


THE NATIONAL ished in great variety of styles to har- 
HOT WATER monize with room decorations. 


HEATER KINNEAR RADIATORS 


are very light in weight, of Guaranteed Durability and are 
adapted for use wherever steam or hot water heating is specified. 


To convince you beyond a doubt that The 
Wonderful Doran Lignt willlight your | 
store better and at less cost than with any 
other kind of light, we will send our outfit 
free on 80 days trial. Let it prove our 
claims. If it fails, send it back at our ex- 
pense. If it succeeds, send us the price. 
Send for catalog and price list. 
ACORN BRASS MFG. CO., 

61 Green St., Chicago, Ill, 


*“‘Torrid’’ Heater Fer steam 


It is practicalin design» 
safe, being tested to 200 
pounds, easy to manage 
and keep clean; durable, 
sectional and easily hana- 
led; has no packed joints; 
is self-feed or surface 
burning; has the Torrid 
patent rocking and dump- 
ing grate, and is low in 


Suitable for large or small 


houses, stores, conserva- 


: b b h eee eat price: bes plac paneer 
: ure a i s i 
vatories, arber Ss ops, Write for adapted pocineentne tae 
hotels, etc. Catalogue ape coal. Send for 
'} is No. FACTORY: 
Heats water quickly. Cir: ) pom a] Hackettstown, - N, J, 


culation is positive. No 


w. DRAHE, 
ante insid 1 k 36 Clinton Street, . NEWARK, N.J. 
joints inside to leak. : 
Also, all kinds of coils and gi i <2 Thomson’s 
z sd 4 Ai - a. . 
bends of iron, brass and — 7 NG ee o > SP. 
copper pipe A. \ I Machine 
SV] 
Menufactured by : 


for testing plumbing 


THE NATIONAL PIPE 


5 Every honest 
7 a plumber needs one 
b Write for Circular 
BENDING CO., oe 


and Price 
Agents Wanted 


, WS 
2) en 
i; eit FEL COMPANY 


s=\__ N24 BROADWAY, NEW YORK. 


85 Lloyd St., New Haven, Conn. 


THOMSON 
MFG. CO. 
Elmhurst, Pa. 


The GORTON 


SIDE FEED 


BOILER 


For Steam and 
Hot Water Heating 


Send for New Catalogue and Prices. 


GORTON @ LIDGERWOOD CO., 
96 Liberty Street, New York. 
Chicago. 


VACUUM STEAM HEATING SYSTEM 
MORGAN @ CO., CHICAGO. 


Wilks Water 


ROA og | 


13 Steam 
ce «Generators 
| and Steel 
Caniks, 


Best in Use. 
All Steel. 
No Coils. 
No Flues. 


No Cast Tron 


ARE YOU HAVING TROUBLE WITH 
VALVES YOU HAVE BEEN USING? 


IF SO, TRY THE 


CORSET 


They are made of A-1 metal. 

They are assembled by hand. 

They are thoroughly tested. 

We make a complete line of Globe and 
Angle Valves, all sizes in both Standard 
and Competition; also Horizontal and Ver- 
tical Check Valves, both Sliding and 
stationary stem. 


Sections. 


Pe ee 


Send for Catalogue. 


2 


WILHS MANUFACTURING Co., 


S5TH STREET @ SHIELDS AVE., CHICAGO. 
TELEPHONE YDs. 866. 

N. 8. Bovron, President, E. 8. Szpewiox. V. P. & G. M. H, M. Szpewrox, Sec’y and Treas. 

FOR SALE BY ALL JOBBERS. 


Write Us for Prices, They are Low. 


|American Valve & Meter OF 
Cincinnati, O. 


Thos. H. Hutchinson, Selling Agent. 101 Beekman St., New York: 
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Modern Practical Steam and Hot Water Heating 


(Continued from Preceeding Page) 


on one side and pressure above atmos- 
phere on the other. 

We have seen that at the sea level the 
pressure of the atmosphere is 14.7 
pounds per square inch, so it follows that 
at points above sea level the pressure 


‘ Fig. Tt ete 


will be less. Starting at sea level, we 
have a pressure of 14.7 pounds, at which 
pressure water boils at a temperature of 
212 deg. F. At % mile above sea level 
the pressure is 14.02 pounds; at 4% mile, 
13.383; at % mile, 12.66; at 1 mile, 12.02, 
at which altitude water boils at a tem- 
perature of 200 deg. F 

Denver. Colo., is located just one mile 
above sea level, and a steam heating 
plant in that city, operated at atmos- 
pheric pressure, will give off its vapor 
at 202 deg., or 10 degrees lower temper- 
ature than is obtainable in localities near 
the coast. 

In New York City are some of the 
finest living apartments that money can 
build and furnish, and they are all, or 
nearly all, steam heated and without 
any arrangement to heat below atmos- 
pheric pressure. It may be said that 
many of the jobs are not wholly satis- 
factory, and the same might be said of 
water heating, without detracting from 
the value of either system. 

In the matter of fuel economy, there 
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Fig. 10 
will be no difference between water heat- 
ing and vacuum steam heating, if both 
are equally well installed. 

In old houses where no provision has 


‘Civilization. 


peeo waue Lor Pisers Or rauiators, ihe 
steam plant can be much more readiyw 
adapted to conditions and much less cut- 
ting of floors is required. In new build- 
ings, where temporary heat is required, 
the steam radiator can be permanently 
connected, swung out from the wall, and 
swung back when floors and walls are 
finished, but the water radiator must be 
connected twice. 


COMPARATIVE COST OF A WATER AND 
VACUUM STEAM HEATING JOB. 
Steam. 

600 square feet radiation at 20c...... $120.00 
900 square feet boiler ..........cceee 175.00 

Pipe and fittings—7 per cent. of 
PACA TION ete aicke eleseieeteleeiers 42.00 
Radiator valves (12 at $1.50)...... 18.00 
Were VWs 5a quoc5caGds CONOR 12.00 
Decorating radiators, 2c. foot...... 12.00 
10 days labor at 1$6.00 ci... 0.7. ols si0re1e 60.00 
Pipe covering—5 per cent. radiation. 380.00 
CALLAZe CECH tere eredere) er cloisleleistelstalsvecsie 10.00 
$479.0U 
Add] ZO Tper Cen Gayest <i. oreneiale 95.00 
Bice ioe cle chovobere crestor eterstc $574.00 

Water. 


For same house—60 per cent. more radiation. 


960 square feet radiation at 20%c....$196.00 
LOCO foot, Dollermwar.terstslerersrere siateleos elers - 165.00 
Pipe and fittings—10 per cent of 

PAGIATION Ec iie si sleleteieralsiorel spear 96.00 
Radiator valve air cocks at $1.50. 18.00 
Hxpansion: takin). ceiceleishere uke sisie 10.00 
Thermometer at alternating gage. 3.00 
Decorating—2c. foot .........-- 19.00 


18 days labor at-$6:005 .5)- 05. <= we srs 108.00 


CATEALZE, “CLC. crs aaevelsteterover bi stetererey sis 12.00 
Covering—5 per cent. radiation... 48.00 
$676.00 

Add 203 percents a crcsterisreniesle 135.00 
BGT onset siete staetetoee $811.00 


These figures show a difference of 
$237.00 in favor of the steam plant, and 
if the latter is properly installed, it will 
be fully as satisfactory as the best water 
heating job, and besides, the owner can 
well afford to pay $25.00 to $35.00 extra 
for an indirect stack for ventilation, 
which places it far ahead of the water 
system. 


————_o—_#-¢ ¢ > _______ 


LACK OF VENTILATION IN HOMES 


If Philadelphia, or any American city, 
should be suddenly covered up by some 
catastrophe and then explored, say 100 or 
200 years hence, as the archeologists 
have uncovered the ruins of Pompeii, the 
most surprising thing to the people of 
the future would be the lack of ventila- 
tion in the American house. Farm jour- 
nals, says an exchange, devote much 
space nowadays to ingenious plans for 
ventilating chicken houses; the cows in 
a modern dairy are provided with an 
abundance of good fresh air, but the arch- 
itect has neglected the human occupant 
of the house. The ordinary house of an 
American city is a barbarous survival in 
It may be a model of con- 
venience; the plumbing may be perfect 
the ornamentation is perhaps artistic and 
pleasant, but in the great essential of 
furnishing the tenant with fresh air it 
is an anomaly—almost a crime. 

es 


Libby & Blinn, of Hartford, Conn., 
have recently completed the heating 
plant in the Danbury high school. They 
are also installing the hot water heating 
system in the residence of H. H. Hill on 
Beacon street, in Hartford: 
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fin Ordinance Passed at Joliet, Ill., oF EXAMINERS, PLUMBING RO 
SPECTOR, AND REGULATING THE PLUMBING, DRAINAGE AND VENTILATION OF BUILDINGS | 


E it ordained by the City Council 
in the city of Joliet, in the Coun- 
ty of Will and State of Illinois: 

Section 1. There is hereby 
created a board of examiners 
of plumbers, which shall con- 
sist of the chairman of the 

board of health, who shall also be chair- 
man of the said board of examiners, a 
second member who shall be a master plumber, 
and a third member who shall be a journeyman 
plumber. The said second and third members 
of said board shall be appointed by the mayor, 
by and with the consent of the city council, 
as soon as may be, and thereafter at the first 
regular meeting of the city council in May 
of each year, or as soon thereafter as may 
be possible, and their terms of office shall be 
one year, and until their successors are duly 
elected and qualified. Provided, however, that 
the term of any such member of said board 
who may be appointed before the first regular 
meeting of the city council in May, 1904, shall 
end at the time of the said meeting. 

Sec. 2. Two members of said board of ex- 
aminers shall constitute a quorum for the 
transaction of all business. 

Sec. 8. It shall be the duty of the said 
board of examiners to examine all applicants 
desiring- to engage in the work or business of 
plumbing, whether as master or employing 
plumber or as journeyman plumber, as the 
case may be. Said board shall examine said 
applicants as to their practical knowledge of 
plumbing, house drainage and plumbing ven- 
tilation, and if satisfied of the competency of 
such applicants shall thereupon issue a cer- 
tificate to each such applicant authorizing 
him to engage in the work or business of 
piumbing, whether as master or employing 
plumber, or as journeyman plumber, as the 
case may be. The fee for a certificate, if a 
master plumber or employing plumber, shall 
be five dollars ($5.00), and if a journeyman 
plumber one dollar ($1.00), which said fee 
shall be paid into the treasury of the city. 


Sec. 4. Every person desiring to work, 
either as a master plumber or as a journeyman 
plumber, in said city of Joliet, who has not a 
certificate authorizing him to engage in the 
work or business of plumbing shall apply to 
the board of examiners and procure a cer- 
tificate before entering upon such work. 

Sec. 5. Any person who shall enter in the 
work or business of plumbing, either as a 
master plumber or a journeyman plumber, 
without having first obtained a certificate from 
a duly qualified board of examiners, within the 
State of Illinois, shall be deemed guilty of a 
misdemeanor, and be subject to a fine of not 
less than five dollars ($5.00), nor more than 
fifty dollars ($50.00), for each offense. 

Sec. 6. No member of said board of ex- 
aminers shall receive any compensation for his 
services as a member of said board. 

Sec. 7. The said board of examiners shall 
meet at least once a month, or oftener if neces- 
sary, at the office of the plumbing inspector. 

Sec. 8. There is hereby created the office 
of plumbing inspector, who shall be appointed 
by the mayor, by and with the consent of the 
city council, as soon as may be, and thereafter 
at the first regular meeting of the said city 
council in May of each year, or as soon there- 
after as may be possible, and who shall hold 
his office for one year, and until his successor 
is appointed and qualified; provided, however, 
that any such appointment made before the 
first regular meeting in May, 1904, shall end 
at the time of said meeting, and that said 
plumbing inspector may be either master 
plumber or a journeyman plumber, and may 
be a member of the said board of examiners 
of plumbers. 

Sec. 9. No person shall be appointed to the 
office of plumbing inspector who is not thor- 
oughly skilled in the business of plumbing, 
house drainage and plumbing ventilation, and 
who is not a resident of the city of Joliet, 
and a citizen of the United States; and, here- 
after, he must hold a plumber’s certificate 
when appointed. The journeyman plumber 
who may be appointed a member of said board 
must also hold a plumber’s certificate when 
appointed. 

Sec. 10. Said plumbing inspector shall, be- 
fore entering upon the duties of his office, 
execute a bond to the city of Joliet in the sum 
of two thousand dollars ($2,000.00), with two 
or more sureties thereon, to be approved by the 


| 
city council of the city of Joliet, conditioneg 
for the faithful performance of his duties, ang 


take and subscribe the oath prescribed for city, 
officers, 


Sec. 11. Said plumbing inspector shall not 
engage in the occupation of plumbing, house 
drainage or plumbing ventilation, or be in. 
terested directly or indirectly in any firm: 
or corporation engaged in the business of 
plumbing, house drainage or plumbing yentila- 
tion, during his term of office. 


Sec. 12. The plumbing inspector may, a 
far as necessary in the performance of his 
duties, enter in the daytime any building or 
premises in the city of Joliet. 

Sec. 13. It shall be the duty of said pimp. | 
ing inspector to see that the construction, 
maintenance and control of the plumbing. 
drainage and ventilation of all buildings in the 
city of Joliet shall hereafter conform to and 
comply with the rules and regulations estab. 
lished by this ordinance, and by all other 
ordinances of the city of Joliet. | 

Sec. 14. It shall be the duty of the plumb. 
ing inspector to sign and issue all notices, per- 
mits and certificates required, to pass upon 
all plans submitted, to keep a daily record ot 
his work, including all notices and applications 
received, permits granted, violations of these 
regulations and all other matters which may 
pertain thereto; he shall inspect all houses’ 
in the course of erection or undergoing altera- 
tions or repairs, as often as may be necessary, 
and shall see that all work for plumbing, drain- 
age or ventilation is done in accordance with 
the provisions of these regulations, and shall 
collect all fees due said department. 

Sec. 15. The said plumbing inspector shall 
keep, in proper books provided for that pur- 
pose, a register of all transactions of said de 
partment, which said books shall be open to 
the inspection of the mayor and the city clerk 
and the members of the city council at all 
times. 

Sec. 16. The plumbing inspector shall col- 
lect the following fees for all permits granted: 
For each application for a permit in a new 
building, the charges shall be seventy-five 
cents per fixture, the word ‘‘fixture’ being here 
meant to include all openings left for waste 
or ventilation pipes, whether fixtures are set | 
or not. 

Provided, further, that where any extra 
trips outside of the two trips for the purpose 
of making the tests required under this or 
dinance are made on account of any defective 
material in or work performed on said job, 
or account of being required to lay out a job 
or work, then the person obtaining said ‘per- 
mit, as hereinbefore provided, shall pay to 
said plumbing inspector the sum of one dollar 
for each extra trip so made by him for the 
causes aforesaid. 

Provided, further, that where any ‘changes. 
in soil, waste or ventilation pipes are made, 
and where no changes are made in the num 
ber or location of the fixtures, the person ob 
taining said permit, as hereinbefore provided, 
shall pay to said plumbing inspector the sum 
of one dollar per one hundred dollars’ worth 0 
fraction thereof, of such soil, waste or ve 
tion ea so used. 


CREATING A PLUMBING BOARD | 


person, firm or corporation. E 
Sec. 16. Said plumbing inspector ana | 
an accurate account of all fees paid and re 
quired to be paid to him, giving the name ; 
the party paying some, the date paid L 4 1e 
amount of fees. 

Sec. 17. Said plumbing inspector shall, 0B | 
the last day of each and every week, pay 
to the city treasurer all moneys collecte : 
him, and take a receipt and duplicate re 
therefor, and shall deposit such duplicat 
ceipt with the city clerk, and shall en 
a report, under oath, each month to the » city 
council for all moneys received. \ 

Sec. 18. All the clerical work of the sale 
inspector of plumbing made necessary by a4 
ordinance, the receiving of fees, the kee eeping 
of books and all work of a like character, shall 
be done by the city collector, for the ety 
inspector, and under his direction, and which 
shall be a part of the official duty of sald 
city collector, | 

Sec. 19. Said plumbing inspector shall have 
his office in the city hall, and shall spa 
there for the transaction of the busines 
office. me 
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LAUNDRY HEATERS~—4 SIZES, 


Square and Round Top. 
Cap. 40 to 150 Gallons, 


No. of Irons, 10 to 25. 


TANK HEATERS—14 SIZES. 
Cap. 65 to 400 Gallons. 6 Styles. 


Tested to 100 Ibs. pressure per square inch, and will meet every reasonable requirement, 


Special Systems requiring a pressure in excess of this, the pressure test should be stated. 
— SEND FOR— 
Descriptive: pamphlet—giving Dimensions, Capacity and Price, 


MAGEE FURNACE CO., 32-38 Union Street, 


BOSTON. 
STEAM AND HOT WATER HEATERS, WARM AIR FURNACES. COMBINATION (WARM 
AIR AND HOT WATER) RANGES, STOVES, ETC. LARGEST LINE UNDER 
ONE NAME IN THE UNITED STATES. 


NEW YORK REPRESENTATIVE-E. N. COKEFAIR, 39 Cortlandt Street, 
Western Acency—J. D. Lorr & Co., 86 Lake Street, CarcaGco. 


Excessive Pressure 


— 


tions. 


R. M. STARBUCK, z 


You can control 
with the Reliable 
Water Pressure Reg- 
ulator, and when 
you do this, all your 
troubles of water 
hammer,  bursted 
pipes, leaky faucets 
and valves areat an 
end. 


Descriptive Cir- 
cular for the asking. 


C. Aneshaensel & Co., 


Indianapolis, Ind. 


ie) IN. 


HATERS STEN 


SHIRLEV RADIATOR & FouNDRY Co. | 
INDIANAPOLIS,IND. 


108 Centre St. - 


SE QUR BRONZING LIQUIDS 
AND MAROON JAPAN 
For Radiators. 


0. J. FERRIS, Manufacturer 
amilton Co. « PLAINVILLE, O. 


A 


SUCH IS DIXON’ S. 


At 
JOSEPH DIXON CRUCIBLE 


“Questions and Answers onthe Practice and Theory 


6TH EDITION NOW READY, 
Nearly Double the size of Previous Edition. New Il1lustra- 
Much additional Information. 


ore Cornell Steam Heater 


John Simmons Co 


Pipe Joint Compound of pure flake graphite that will never “set,” 
that will make the tightest joints, that will 
guarantees an easy separation at any time. 

Economical and remarkably useful. 
your request we will ed Book 99D and a 
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THE STEADY LEVEL. 


The steady water-line much desired in a Steam 
Boiler, results from a just-about-right arrangement 
of water line areas, steam space and inner circulation. 

IDEAL Boilers work with a reliable water-level 
steadiness. 


They manifest a general 
steadfastness in every part, 
in section, grate, connection, 
and all the small parts. 


IDEAL Boilers, 
AMERICAN Radiators. 


IDEAL Premier Boiler 
For Water. 


AMERICAN RADIATOR COMPANY 


LAKE AND DEARBORN STREETS, CHICAGO. 
New Yors: 42-44 E, Twentieth Street. MINNEAPOLIS: 204 Fourth Street, South. 
Burraco: 1741 Elmwood Avenue. Denver: 831 Fifteenth Street 


PHILADELPHIA: 622 Arch Street. Boston: 44 Oliver Street. Sr. Lours: 207-209 N. Tenth Street 


of Sanitary Plumbing’’ 


Price, $1.00 postpaid. 
- Hartford, Conn. 


Don’t Forget 


to tell 


that you saw their 
Advertisement 


Advertisers 


ih dai 
Has given the THE PLUMBERS’ 
best satisfac- 
tion wherever 


used. 


TRADE JOURNAL 
when writing them. 


Send for Catalog 
and discounts. 


REVISEDANDENLARGED 


at i , 
ITOWER'S 
When PLUMBERS’ MANUAL AND 
writing, TEXT BOOK. 
mention Elementary and condensed articles on metals’ 
Dept. R. solder, water and its distribution, pumps, hydraulic 


rams, meters, boilers, filtration, electrolysis, friction. 

Drainage, houseand subsoil. Traps and siphonage. 
Ventilation as applied to plumbing. Fixtures: Proper 
and desirable material for their construction and 
installation, 


Miscellanéous Matter, Rules, Ete. 


Plumbers’ dictionary, very convenient. A wear 
and answers suitable for Plumbers License Examina- 
tions. All in compact form. Size 4x6 inches. A 
helpful, reliable and convenient reference book for 
plumbers and apprentices. 


PRICE $1.00 POSTPAID, TO ANY ADDRESS. 
No C. O. D. Orders. 
Address, Plumbers’ Trade Journal 

Publishing Company, 
61 Beekman St, NEW YORK. 


ob 
- NEW YORK. | 


resist all rust and corrosion and 


sample, 
Jersey City, N. J. 
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Sec. 20. The salary of the plumbing inspec- 
tor shall be one hundred dollars per month. 

Sec. 21. The said inspector shall, on the 
1st day of May, of each year, prepare and 
present to the city council a report showing 
the receipts and expenditures and entire work 
of his department during the full previous 
year. 

Sec. 22. That the construction, maintenance 
and control of the plumbing, drainage and 
ventilation of all buildings in the city of Joliet, 
Illinois, shall hereafter conform to and comply 
with the following rules and regulations, viz. : 

Sec. 28. Before the construction of any 
portion of the plumbing and drainage system 
of any new building, suitable plans, specifica- 
tions and description of all work proposed to 
be done, shall be presented to the plumbing in- 
spector or agent of the property. Such plans, 
specifications and descriptions, after examina- 
tion, shall be marked “approved” or ‘“‘re- 
jected” and returned to the owner. 

Sec. 24. All plumbing plans and sections 
shall be drawn to scale and shall show clearly 
the location of every pipe, fixture and trap, 
and the ventilation of rooms in which plumb- 
ing fixtures are to be placed. Plans must be 
drawn in ink on heavy paper, or on tracing 
cloth. 

Sec. 25. One vertical drawing is sufficient 
for a building when it can be made to show 
all the work; if not, others must be submitted. 
When a number of buildings are situated to- 
gether on the same street, and the plumbing 
is the same in each, one plan will be per- 
mitted for the buildings. In such a case @ 
general plan must be submitted, showing all 
the houses and the location of the main drain 
of each house. Every plan must be accom- 
panied by a clear, written description thereof, 
or abstract of the specification. 

Sec. 26. Plans and specifications will be ap- 
proved or rejected within a reasonable time 
from the date of filing. In case of disap- 
proval, the person filling the plan will be noti- 
fied in writing of the reasons for such disap- 
proval. 

Sec. 27. No portion of the plumbing or 
drainage work of any building shall be exe- 
cuted until the above-mentioned plans and 
descriptions thereof shall be approved by the 
plumbing inspector. 

Sec. 28. All approved plans, drawings, 
Specifications or descriptions, shall be per- 
manently marked ‘Approved’ and signed by 
the plumbing inspector. The said inspector 
shall also issue a certificate of approval, which 
shall be made in book form, well bound, and 
numbered in duplicate from one upward. 
These certificates shall be signed by the plumb- 
ing inspector, one of which shall be delivered 
to the person, firm or corporation filing the 
plans, specifications and descriptions, and the 
other to remain undetached in said book in 
the office of the inspector, to be retained for 
any future use or reference by the city. 

Sec. 29. If the work is not begun under 
the approved plans within six months from 
the date of the approval, such plans must again 
be presented for approval. Plans are approved 
under condition that such approval expires 
by its own limitations within six months from 
the date of approval; and where one plan has 
been submitted for more than one building, this 
rule shall apply as to each of said buildings 
as if said plan had been filed for such building 
only. 

Sec. 30. No change or modification of the 
approval plans will be permitted unless such 
change or modification be authorized by the 
owner or agents, submitted to the plumbing 
inspector, and approved and placed on file as 
in the case of original work. 

Sec. 31. The plumbing inspector shall keep 
in suitable form a record of all plans and 
specifications examined by him, whether ap- 
proved or rejected, and whether for new 
buildings or of old systems inspected and ex- 
amined by him, and shall as soon as possible 
complete the record of plumbing or want of 
plumbing, sewer connections, ete.,, in each 


building in the city, with such explanations — 


and notes appended thereto as will enable 
future boards of examiners to trace sources 
of filth and causes of sickness, enforce the best 
Sanitary conditions, and preserve the public 
health without a re-examination or re-Inspec- 
tion of plumbing, drainage and ventilation. 
Sec. 32. Whenever it shall come to the 
knowledge of the inspector, that the plumbing 
in any building causes a nuisance, or is con- 
trary to the ordinances of the city, or is of 
faulty construction and Hable to breed sickness 
or disease, or endanger the health of the oc- 
cupants; or upon the request of any owner 
or occupant of any building fitted with plumb- 


ing prior to the passage of this ordinance to 
the commissioner of health, then the board of 
health shall direct the plumbing inspector to 
examine the plumbing in any such building, and 
such inspector shall make a drawing of the 
plans of said plumbing, drainage and sewer 
and ventilating shaft connections. He shall 
report his findings in writing to the board of 
health, and suggest such changes as are neces- 
sary to make the same conform to the rules 
governing these matters. The board of health 
shall then notify the owner or owners, agent 
or occupant of any such building, of the 
changes which are necessary to be made in the 
plumbing. ‘These changes shall be made within 
a time fixed by the board, and upon a refusal 
or neglect to obey such orders, the board shall 
proceed to have such changes made and such 
nuisances abated, and recover the expense from 
the owner or occupant of said premises. 

Sec. 88. The plumbing inspector must be 
notified when the work is begun and when any 
work is ready for inspection, by the plumber 
doing the work. All work must be left uncov- 
ered and convenient for examination until in- 
spected and approved. 

Sec. 34. The plumbing inspector will ex- 
amine the work within two working days 
after notice that it is ready for inspection has 
been received. All plumbing when placed in 
position must be tested by the water test in 
the presence of the plumbing inspector, and 


all defective joints made tight. Defective 
pipes must be removed and replaced with sound 
pipe. When the entire plumbing work is com- 
pleted, and before it is used, it must be tested, 
by peppermint, or other practical test, in the 
presence of the plumbing inspector, and upon 
satisfactory completion of said work, the 
plumbing inspector shall issue a certificate of 
approval. 

Sec. 35. Any portion of the existing or- 
dinances of the said city of Joliet which re- 
quires any person to obtain from the said city 
any other or further license or certificate than 
as hereinbefore required before the said person 
may engage in the business of plumbing is 
hereby repealed, but sections 703 to 753, both 
inclusive, of the revised ordinances of the city 
of Joliet, of 1902, are hereby continued in full 
force and effect, except insofar as the same 
may be in conflict with any of the provisions 
of this ordinance, or with the laws of the 
State of Illinois. 

Sec. 36. No person, firm or corporation 
shall carry on the business of a master plumber 
within said city of Joliet without having first 
obtained a master plumber’s certificate, under 
a penalty of not less than twenty dollars nor 
more than fifty dollars for each offense. 

Sec. 87. Before any permit shall be granted 
to any person or persons, firm or corporation 
to perform any job of plumbing in said city 
of Joliet, he, they or it shall execute a bond 
to said city of Joliet with two or more sureties 
to be approved by the city council in the 
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sum of one thousand dollars condition that 
he will indemnify and save harmless the city 
of Joliet from all expense or damages caused 
by any negligence in either the performance, 
execution or protection of any work done by 
him, or for any unfaithful or inadequate work 
done under or by virtue of any permit issued 
to him by said city of Joliet as aforesaid and 
conditioned that he will observe and obey all 
ordinances of the city of Joliet with reference 
to plumbing and sanitation, provided, however, 
that such person giving bond as aforesaid 
shall execute a new bond as provided herein- 
before on or before the first of May of each 
year. 

Sec. 38. Any person, firm or corporation who 
shall perform or carry on the work of plumbing 
without first having obtained a permit there- 
for from the plumbing inspector of the city of 
Joliet shall be fined in a sum not less than 
five nor more than fifty dollars, provided, how- 
ever, that this section shall not apply to re- 
pairs made in plumbing already installed where 
no change is made in the same except such re- 
pairs. 

See. 39. Any change of the firm name or 
location of business of any person, firm or 
corporation engaged in the business of plumb- 
ing in the city of Joliet shall be promptly re- 
ported to the plumbing inspector, and a mas- 
ter plumber’s certificate issued to any such per- 
son, firm or corporation shall be kept posted 
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in a conspicuous manner, in the place of 
business of such person, firm or corporation. 

Sec. 40. All plumbing or drain work in any 
house, or connection therewith, shall be sub- 
ject to the inspection, approval and super- 
vision of the plumbing inspector. 

Sec. 41. Any master plumber, journeyman 
plumber, property owner or any other person 
who shall violate any of the provisions of this 
ordinance, or any ordinance of this city relat- 
ing to the plumbing, drainage and sewerage in 
said city, or who shall install or allow to be 
installed, any plumbing or drainage therein 
contrary to the said ordinances shall be subject 
to a fine of not less than five dollars nor more 
than fifty dollars for each and every offense. 
—e e+ > 


NEW PLUMBING BOARD FOR GENEVA, N. Y. 


The plumbing board of Geneva, N. Y., 
which was recently appointed .by the 
mayor of that city is now organized and 
ready to carry out its work in conjunc- 
tion with the board of health. The ap- 
pointment of such a board was strongly 
fought by ex-Mayor Moore, but unsuc- 
cessfully. The members of the new board 
are Michael T. Hawkins, Foist Hatmaker 
and E. D. O’Riley of the board of health, 
and Supt. Church of the department of 
public works. 


LOUISVILLE, KY., PLUMBING NEWS AND s! 


new home, which is to be in Clifton, 
| 

Mr. John Duffy, son of M. J. Duffy, 
rapidly improving, and his friends g 
congratulating him on his recovery fro | 
a serious operation. ; 


The firm of Johnston & Miller hay 
dissolved. Mr. Tom L. Johnston is doin 
business at the old stand and the Joy 
NAL wishes him success. | 


Mr. Theo. Ahrens, president of th 
Standard Sanitary Mfg. Co., was unan 
mously elected president of the Boar 
of Trade to succeed Mr. Marvin E, Ta 
lor, resigned. | 


B. B. Watts is an all round hustler an 
is rounding up some nice contracts. H 
claims to be well pleased with last year’ 
business and looks forward to plenty o 
work the present one. 


Beeler & Lindemann, New Albany 
Md., have dissolved partnership. W. H 
Beeler retains the old stand and Adolpl 
Lindemann has opened up his new plac 
of business at 311 East Market street. 


Simon Shulhafer has completed th 
plumbing work in the handsome Weis 
singer-Gaulbert flat building. Mr. Shul 
hafer can be justly proud of the fact thal 
he installed the largest flat building in 
Louisville or the South. 


Henry Scherich is in Brooklyn, N. Y., 
on business for his firm, The Scherich & 
Nevin Co. is now incorporated and have 
about as much work as they can handle, 
Among the contracts they have is the new 
Deacons Home, located at 8th and Madi: 
son streets, which is now under way. 


Graft Bros. have the plumbing con- 
tract for J. J. Gaffney’s new flat building 
at the entrance to Cherokee Park. This 
building is well located, haying the aé- 
vantage of a pleasant view overlooking 
Louisville’s most beautiful park. — 


W. H. Beeler found quite a curosity in 
a dry well beneath a hydrant he was call- 
ed in to repair recently. Many small 
roots from a tree close by had found 
their way into the dry well, and when 
pulled out resembled a large snake, hav- 
ing grown in cork screw fashion around 
one another. 


‘ 


Louisville’s chief plumbing inspector, 
of whom we show on this page a soot 
likeness, is busy at his desk revising a 
new code of laws to be adopted by the 
council in the near future. Havine 
closed his first year as inspector Mr. 
Nolan called his board together to act 
upon suggestions eliminating the bad fea 
tures of the old law. We are glad that 
Louisville is coming to the front in | 


provements along sanitary lines. 


DESIRES CATALOGUES FROM MANUFACTURERS 

W. V. Egbert & Co., jobbers in plumbers’ 
supplies at 35 and 37 Mechanic street, 
Newark, N. J., informs this Jounnat that 
they are making extensive alterations 
their office and that they would be pleat 
ed to receive catalogs and price lis 
from manufacturers in all pranches of the 
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Books on Plumbing, Heating, Lighting and Ventilation 


To anyone sending 1 New Subscriber to THE PLUMBERS’ TRADE JOURNAL we will mail with our compli- 
ments any one of the fifty cent books named below. ; ; ; 

For 2 New Givsckibers we will give either of the following books: ‘‘Kitchen Boiler Connections, Hot 
Water Supply,” by Dye, or ‘‘Plumbers’ Text Book” by Tower. : 

Fors Now Bubeeribsra we will give either of the following books: ‘‘Lawler’s Hot Water Heating, Steam 


and Gas Fitting,” or ‘“‘Plumbing Problems.” 


For 4 New Subscribers we will give either of the following books: ‘‘Steam Heating for Buildings,” “Steam 


Heating Problems,” or ‘‘American Plumbing Practice.” 


All new subscriptions must be sent by a paid up subscriber to entitle sender to any of above premiums. 


Acetylene Gas, its nature, properties and Uses ; 
also Calcium Carbide, its composition, properties 
and method of manufacture, by G. F. Thompson.... 

American Steam and Hot Water Heating Practice; 
descriptive articles, questions and answers, 585 illus- 
MAtLON Gece micslesitaeiercy cok ciaweceran cianieeile oem sees oteee 

American Plumbing Practice; reprint of articles de- 
scribing notable plumbing installations in the U.S. 
and questions and answers on problems arising in 


plumbing and house drainage.......sccccccccceeseccees 
C. S. Mersick’s Estimatiag Book; A handy book 
LOU DIUM DELS: reese maces oe rocco re Berean eee onee nceak 
Contract and Estimate Record Book for steam and 
hot water heating by B. H. Jessup.............cceceeees 
Dean’s System of Greenhouse Heating, by M. Dean 
Drainage and Plumbiag, by N. R. Maguire........... 
Estimate Books, for plumbersand heating men, by 
Bi ele) OSEUDy CUS PALOT sc cvscssassenwcoes talevaaeesease sss 


Examination Charts. For Boards of Health and 
Plumbing Examiners, Price per set, including key to 
CAC CHAI Ta conceacaccerenosmnte onan t ner ae tiainececans 


Greatest Instructor in Plumbing —Our Bound Vol- 
umes for 1899-1900 (now ready). Two volumes each 
year; 800 illustrations. Special rate for each volume 

Heating and Ventilating Buildings, by Carpenter; 
a general idea of principles and methods in construc- 
tion in various systems of [heating and ventilating... 

Heating and Ventilation; +=ble; and formulas 
for dimensions of heating floor and return pipes for 
steam and hot water boiler, by —'. Schumann........ 

Hood, on Warming Buildings, oy 7’. Dye.............0... 

Hot Water Circulation. A cet of 50 blue prints 
showing range b iler connoctions and hot water circu- 
lation in plumbing work, By R. M. Starbuck.......... 

Hot Water Heating and Fitting; construction and 


pyonohwles of modern hot water apparatus, by W. J. 
al wat elon os aes Boe paae 


tee eee eescerees 


¥ 


Lawler’s American Sanitary Plumbing (revised 
second edition) for plumbers...........cccccccececeueus 


Lawler’s Hot Water Heating, Steam and Gas Fitting.... 
Lead Burning by the Autogenious Process, with full in- 
structions to the amateur..........ccccscccsscsecccsscce 


Teme eee e eee etee 


Lighting by Acetylenc Gas, Electric Purnace, Genera- 
tors and Burners, by W.E. Gibbs, M. B................ 


Mechanics’ Companion, by J. M. Scribner 
Modern Sanitary App iances, bys Colivar ero c tc. tes. 
Modera Sanitary Plumbing, by James J. Lawler..... 
Modern Methods of Sewage Disposal for towns, pub- 


lic institutions and isolated houses, by George BE. 
MARI SO Lica: sarc iiss Se eae aM ee ae 
Modern Plumbiag Illustrated. Fifty bound blue 
prints, illustrating the most modern p actical methods 
of plumbing residences and building, by R M.Starbuck 


Plumbers’ Text Book; 300 questions and answers by 
PTAA VOWS tt cee <saissnisn cased oa tavccearckeve tee. 


42 These books are for sale by THE PLUMBERS’ 


427 sent to any address on receipt of our list price. 


$1.50 


3.00 


2.50 


1.25 


1.50 
200 
4.80 


2.00 


5 00 


3.00 


2.50 


4.00 


1.50 
6.00 


3.00 


2.50 
1.00 


1.75 


Plumbing, by S. S. Hellyer’.............cccccccsess soveseee $1.50 
Practical Gas Fitting. ...............cccceee cevees seevcccees 1.00 
Practical Hygiene, by Currier.................sssccesosees 1.50 
Practical Hints on Joint Wiping for beginners in 

DILGER DUTP eecntevinisitasisie hier seapinccs lelemocecte noc ncs conan 25 
Sanitary Engineering of Buildings, by Gerhard. Vol. 

RC LOLI saacmictgeashiseiemisn a tcte siiealnmcuclc ct odkewa tesco. 5.00 
Sanitary House Drainage; its Principles and Prac- 

MCC MOY ML alu: COLEMIBT «iaeicie caliccien out ainy dsinecenennece « 240 
S. E. Hendrick’s Directory for Buyers and Sellers...... 6.00 
Standard Practical Piumbing;by P. J. Davies. Vol. 2. 4.50 
Standard PracticalPlumbing; A complete history and 

encyclopedia for practical plumbers, gas fitters, hot 

water fitters, and lead burners. Dlustrated withover 

2,000 engravings, by P. J. Davies. Vol.1 .........cceees 3.00 
Steam and Gas Fitters’ Price Book, by Brown & 

EERSTE (OL Ror aeripeleu Semen te aCe an ees I ee 5.00 
Steam Fitters’ Computation and Price Book by 

Dean; tables showing radiation required for vari- 

ous size rooms, and other valuable information....., 3.00 
Steam Heatiag for Buildings or Hints to Steam Fit- 

ers, With miscellaneous tables, by W. J. Baldwin.. 2.50 
Steam Heating Problems; questions, answersand de- 

scriptions relating to steam heating and steam fitting 1.50 
Steam and Hot Water Fitters’ Text Book: for the 

steam and hot water fitters and apprentices. By 

PENOMASUH eG NEL src cceticccedises sdctcc eens caccecccce 1.00 
The Steam and Gas Fitters’ Price Book by Brown & 

ERECT SHeOR COR BEECH ETE ROBE OO ORR oe en 5.00 
The Turkish Bath, by R. O. Allsop..........ccc00ceeeceee 2.50 
The Plumber, by S. S. Hellyer..........0...ccccccccceeeee 5.00 
The Plumbers’ Trade Journal bound volumes for the 

years ’92, ’93, ’94, 95, ’96, containing hundreds of 

sketches of plumbiag and plumbing devices, practi- 

CAMSLUErS CLC, svEACH as en cliacnetaised sis ova ciedeX oor eles sce 4.00 
Questions and Answers on the Practice and Theory 

of Sanitary Plumbing, by R. M. Starbuck..............6 & h4 


Any of the following Books for 50c 


Boilers, Incrustation and Corrosion, by F. J. Rowan. 
Domestic Electric Work, by W. R. Wittbecker. 


Gas Fitting and Lighting; a pocket book for gas companies, 
by William Paul Gerhard. 

House Drainage and Sanitary Plumbing, by W. P. Gerhard. 

Hot Water and Steam Cooking Apparatus; the fitting and 


fixing of boilers and pipes for the circulation of hot water, 
by F. Dye. 


Hydraulic Tables, by P. J. Flynn, 


Mechanics of Ventilation (revised 
Geo. W. Rafter, C. E. 


Recent Practice in the Sanitary Drainage of Buildings, 
by William Paul Gerhard. 


Sanitary Condition of Dwelling louses in town and coun- 
try, by Geo. E. Waring. 
Sewer Gases, nature and origin, by De Varona. 


Sewerage and Sewage Purification, by M. N. Parker, 
Ph. B. 


The Treatment of Sevvage, by Dr. C. M. Tidy. 
The Disposal of Household Waste, by W. Paul Gerhard. 


Ventilation of Buildings, by \/, F. Butler. 
Water and Water Supply, by W. H. Corfield. 


second edition by 


ee 
TRADE JOURNAL, P.O. Box 715, New York City, and will be &h 
No books sent-C. 0. D. While these books are thoroughly good A 


47 and instructive reading, still we want it understood that we do not recommend any special one. th 
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N a report which he submit- 
ted recently to the Board 
of Education of New York 
City. Health Commissioner 
Darlington practically re- 
commended the temporary 

closing of one public school in Brooklyn 
and the disuse of certain classrooms in 
two other schools in that borough. The 
commissioner also urged improvement in 
the sanitary conditions in nine other 
schools in Brooklyn. 

The recommendations followed an in- 
vestigation made by Sanitary Superin- 
tendent Charles F. Roberts. The 
school which has been practically order- 
ed closed is No. 66, in Osborn street, 
in the Brownsville section of Brooklyn. 
This school is an old one-story frame 
structure. Superintendent Roberts found 
that the building was insufficiently heat- 
ed, the arrangement of the classrooms 
bad, and the plumbing defective. He 
considers the building unfit for use in its 
present condition. 

Defective plumbing was found in 
School No. 72, at New Lots Road and 
Schenck avenue. The report recommends 
that the use of several classrooms there 
be discontinued and the buildings given 
an overhauling. The plumbing in School 
No. 86, at Irving avenue and Harman 
street, was found to be in need of much 
repairing, and it is suggested that the use 
of some of the rooms there also be dis- 
continued. School No. 28 on Herkimer 
street was found to be dangerously over- 
crowded and filled with bad odors, due 
to the bad state of the plumbing. Poor 
lighting and ventilating arrangéments, 
defective plumbing, and other sanitary 
faults were found in the following schools: 
No. 109, in Dumont avenue; No. 116, 
Knickerbocker avenue; No. 70, Patchen 
avenue; No. 83, Bergen street, and the 
Truant school, in Jamaica avenue, East 
New York. At No. 68, on Bushwick ave- 
nue, it was found the water supply was 
insufficient, while at No. 121, Canarsie, 
there was no water supply at all. 


The Master Plumbers’ Association of 
the Oranges, N. J., has elected these 
officers: President, J. Budd Smith; Vice- 
President, Ezra C. Williams; Recording 
Secretary, Edson Garrabrant; Financial 
Secretary, John F. Mills; Treasurer, 
William F. Back; Sergeant-at-Arms, 
August Daum, 


The Jaehnig Gas Fiqture Company, of 
Newark, N. J., has recently been incor- 
porated to make gas and electric fix- 
tures. The capital is $50,000, and incor- 
porators are: Oscar Jaehnig, Richard 
Pfeifer, Phillip See, John C. Roll, Geo. 
Cook and John F. Deane. 


That genial member of the supply 
house trade of Greater New York, H. PB. 
Haff, of F. N. Du Bois & Co., has just 


THE PLUMBERS’ 


TRADE 


JOURNAL, 


returned from an extended Western trip. 
One of the representatives of THz PLUMB- 
ERS’ TRADE JOURNAL met him in the city 
of San Francisco. We understand that 
he was looking for lead mines and will 
perhaps speculate with some of the sur- 
plus millions which he has acquired the 
last few years in the plumbers’ supply 
business in turning out the raw material. 
Perhaps he might loan some of the rest 
of the crowd a few of the millions he 
has put by. At any rate Mr. Haff is a 
good fellow and if anybody wants a mil- 
lion or two we would suggest his get- 
ting together with Mr. Haff. 
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Fifty-fourth street, and a new apartment 
house on Madison avenue. Mr. Staatz 
always has “a smile that will not come 
off.” 


The New York Edison Company, of 
55 Duane street, are constructing an elec- 
tric power house at 44-46 West Twenty- 
seventh street. Kieley & Stahl, plumb- 
ers at 1123 Broadway, have the contract 
for the installation of plumbing and 
heating, and expect to complete their 
work September 1, 1904. 


If there is any one who believes that 
Johnson, of the Federal Co., of Chicago, 
can’t bowl, we bid them beware. Even 
the fair sex can’t beat him. There is 
nothing like breadth of girth and gener- 
ousness of avoirdupois when it comes to 
fine work on the bowling alleys. 


That was a mighty pleasant little din- 
ner that the Central Supply people of the 
Greater New York gave the Cast Iron 
Club at the Arena on Wednesday even- 
ing, February 17th. Everybody seemed 
to have an enjoyable time. E. HE. Haff 


Spee tse eae eo ese sea ees 
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Any of our trade visiting New York 
will find at the Proctor houses some of 
the best and most interesting shows in 
town. Mr. Proctor has formed a third 
stock company to play the spring and 
summer engagement at his Albany the- 
atre, it being his policy to divide the 
time of that house equally between vau- 
deville and stock productions. 


Our scribe called on James D. McEn- 
tee, the jovial master plumber at 710 Co- 
lumbus avenue. Mr. McEntee has plenty 
of work and is figuring on a number of 
large contracts. 

Gus Staatz, of 160 East Fifty-ninth 
street, Manhattan, is a very busy plumb- 
er and has some large contracts on hand, 
among which are the Bloomingdale Ar- 
cade and extension on East Fifty-ninth 
street; church on Lexington avenue and 


This is a Snap-Shot of Some of the Traveling Men Taken in the Rooms of The Plumbers’ 
Trade Journal at the Albany Convention of the New York State Assn of Master Plumb- 
ers Last February. The Glasses in Front Show that Nothing but “Ice Water’ 
Had Been Used by These Exponents of Temperance 


as toastmaster, was in his element. The 
speakers of the evening were Francis J. 
Torrance, of the Standard Sanitary Mfg. 
Co., of Pittsburg; J. A. Campbell, of the 
Trenton Potteries Co., Trenton; John H. 
Mueller, of the Rome Sanitary Works; 
John A. Bucknam, ex-president of the 
Cast Iron Club, of the firm of the Nason 
Mfg. Co., and President Rogers, of the 
Central Foundry Co. Following the busi- 
ness meeting and session the members 
adjourned to various parts of the hotel 
and spent a pleasant evening in each 
other’s society. 


J. Haughey has succeeded to the 
plumbing business of the late Ed. J. 
Riordan at 492 Columbus avenue, Man- 
hattan. 


A. A. Du Mond, of McDonnell & Du 
Mond, Rochester, N. Y., while in New 


REVIEW | 
York City the other day informed 
that he had obtained the agency for | 
Tiffany Studio and expected to deli; 
the artistic tastes of the people of Ro 
ester in the future. 


| 


A number of the prominent New | 
plumbing firms are arranging to or 
branch offices in Baltimore, Md. Amo 
tne many we learn that the firm of We 
& Newton Co., of 539-547 Hast Sey, 
teenth street, have representatives 
Baltimore at the present time and hc 
to open their offices for business ahc 
March 1. This firm have commenced { 
plumbing work in the new Times Buj 
ing, now under construction at the «i 
ner of Broadway, Forty-second and bY 
ty-third streets. 


Has any one seen J. J. Ryan, of () 
cago, since the meeting of the bra 
men at the Arena in Manhattan la 
week? He was last seen going out 
the Arena without an overcoat and smo 
ing a cigarette. This is extremely cal 
less. 


We understand that Fred Griffin, 
the firm of Griffin & Seddon, an 
from the Albany convention of the Ne 
York State Association of Master Plum 
ers with a severe attack of the grip] 
and that he has been laid up for son 
little time. We are glad to note that I 
is about again, as all his friends misse 
him for the time he was laid up. Gri 
fin & Seddon just received a very ni’ 
contract for two fine houses just off fro 
Fifth avenue and 49th street, 


E. W. Jacobs, the old-time mast 
plumber at 8 Rector street, is kept ver 
busy with new contracts and overhaulin 
work. Mr. Jacobs’ shop is one of th 
old landmarks of the city. 


I. O. Shumway, that prominent ma 
ter plumber on Fourth avenue and 25t 
street, says that the popular brand ¢ 
hat to wear at a State convention is 
plug hat. He is now waiting for the on 
which John J. Moyles, of the Brookly 
delegation, is going to send him to tak 
the place of the “Knox” tile whic 
Moyles put out of business. 


The representative of THe PLUMBER 
TRADE JouRNAL met P. C. Dougherty, ¢ 
Poughkeepsie, the other day. The geuié 
Pat had several new ones to spring 0 
his friends of the Greater New Yor 
City trade and, among other statement! 
announced that he would certainly neve 
miss an annual convention of the maste 
plumbers in the future. | 


One of the best posted young men, 4 
well as popular, in the New York Cit 
supply trade, is F.. Richardson, former! 
with the Colwell Lead Co. and E. ! 
Keating. Mr. Richardson has just ass 
ciated himself with the enterprising 'l 
idly advancing house of McNab & Harli 
on John street, Manhattan. 


Messrs. Kelly & Fleming, -of 1783 At 
sterdam avenue, are hustling and ente) 
prising plumbers of that section of th 
city. They also handle a large su?! 
of hardware. os 

ees 

“Hot Stuff” Thos. F. Cushing, of F 
H. Keating Co., returned from New Yor 
State trip the other day and his | 


i or 
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w The Scully Closet Ventilator 


and [Ilustration Showing Complete Installation 


Drawn by a Journeyman Plumber 


The Ventilator re- 
quires a direct water 
connection, which can 
be taken off from sup- 
ply pipe supplying 
water to the closet tank 
or by a separate connec- 
tion coming through 
floor as illustrated. We 
always send a straight 
supply pips as illustra- 
ted, together with slip 
joint connection and 
spin ing. 


The foul air is forced 
out of closet bowl through 
the 11-4 inch spiral pip- 
ing illustrated by dotted 
lines. This piping can bo 
wrought iron, either black 
or galvanized or sp cial 
sheet iron. This foul air 
outlet pipe can be carried 
~to the most convenient point 
tu discharge the foul air into 
the open air. 

The Ventilator is shipped 

complete with all N. P. pipes 
ah and tubing above floor. 


is not a new device or experiment, 
having been used and tried out for 
years by Plumbers and Health Boards 
throughout the United States and Canada 
with phenominal success. What we claim 
e Oa 4 for it, is, that by its use all odors that you 
: smell in your bath rooms, whether you 
have a $5.00 or a $50.00 closet in same, (and the cheapest closet is as odorless as the most expensive, as the odor does 
not emanate from closet, but from party using it), are forced out of the bath room and into the open air. This wo 
absolutely guarantee, and further we positively guarantee it noiseless. 


T: Scully Closet Ventilator (patented) 


The W. J. Scully Ventilator & Mfg. Company, 


72-86 Beecher Street, and 2-22 Hyacinth Street, - = - DETROIT, [MICH. 
Address all Communications to Ventilator Department 


REPRESENTED BY 


THE F. W. WEBB MFG. COMPANY, BOSTON, MASS. - = FLECK BROS,, PHILADELPHIA, PA. 
“pi ged wry COMPANY, NEW YORK. - = - DU QUESNE SUPPLY CO., PITTSBURG, PA. 
as papers FRANCISCO, CAL. - - - - RUNDLE-SPENCE MFG. CO., MILWAUKEE. 
» ALBANY, N. Y. - - - THE R. C. McCLURE COCIPANY, SYRACUSE, N. Y. 


DIXON & BALLOU, BUFFALO, N. Y. = SANITARY SPECIALTY [IFG. CO., CHICAGO. 
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move shortly after was to look for a 
position for a bouncing boy which his 
better half most thoughtfully made him 
a present of. We are delighted to hear 
that Mrs. Cushing is improving. 


Some people are very fond of the the- 
atre. This is only natural. Consequent- 
ly, when a representative of THe PLUMB- 
ERS’ TRADE JOURNAL sat in a box at one 
of the principal Manhattan theatres the 
other evening, he was not at all sur- 
prised to note in the box above him Bill 
Stevenson, one of the prominent Sche- 
nectady master plumbers, and F. Kehoe, 
of Pierce, Butler & Pierce Mfg. Co., of 
Syracuse. When the chorus came on he 
thought these two would fall out of the 
box. In future we would suggest their 
getting an orchestra seat in the front 
row. The view is better. 


The plumbing firm of Byrne & Mur- 
phy have finished a very fine exhibit of 
plumbing work in the new building at 
1263-1265 Broadway, to be occupied by 
Browning & King, clothiers. The base- 
ment is fitted with a line of plumbing 
at a cost of $25,000 and to be used as 
Turkish baths and barber shop. It is 
a model of its kind and will become 
the leading Turkish baths in the city. 


It is estimated that the loss of water 
through leaky plumbing fixtures in 
Manhattan and the Bronx probably ex- 
ceeds fifteen per cent. of the total sup- 
ply, or upward of forty million gallons 
per day. The recent special commission 
of experts who were appointed by Com- 
missioner Munroe to report upon all 
questions relating to the city’s water sup- 
ply have disclosed some interesting facts. 
A house-to-house inspection in typical 
districts has convinced the members of 
the commission of some causes or sources 
of waste. The leakage from the mains 
was found to be much less than hereto- 
fore supposed. The principal sources of 
waste are, in the opinion of the commis- 
sion, leaky plumbing fixtures, the over- 
flowing of tanks not provided with ball- 
cocks, defective plumbing design and pos- 
sibly abandoned service pipes. 

Under the usual and defective design 
in plumbing, hot and cold water pipes 
are placed side by side as run through 
the house, without proper circulation, 
requiring the waste of large quantities 
of water before securing either the hot or 
cold water desired. The commissioners 
do not believe it feasible to reduce ma- 
terially that extravagant use of water 
due largely to this defect in the plumb- 
ing design in present structures, because 
of the great expense of changing the 
pipes and the trouble to householders; 
but they say a careful revision of the 


plumbing laws should remove this cause | 


of waste in all future plumbing. 

A house-to-house inspection was advo- 
cated by Tur PLumMBERS’ TRADE JOURNAL 
several years ago, and we believe this 
would remedy many existing evils. 


The plumbers of New York City and 
vicinity will well remember the spirited 
bidding for the contract for plumbing 
work in the various stations of the new 
subway. The Tracy Plumbing Company, 
of 890 Park avenue, were finally award- 


ed the contract, and they now report 
that the work is practically completed 
and ready for inspection. In a later is- 
sue this journal will dwell more fully 
upon this work. 


Another enterprising and hustling 
plumber who has opened a branch shop 
in Baltimore is J. W. Cooney, of 355 W. 
26th street. A few years ago this same 
plumber had the distinction of making 
the largest tank in the world. It was 
built for Imre Kiralfy for his reproduc- 
tion of the battle of Santiago, exhibited 
at Madison Square Garden, and contain- 
ed over one and a half million gallons 
of water. Mr. Cooney is at present in- 
stalling plumbing in a large number of 
new buildings, among the more important 
being the new Siegel Building at the 
corner of 14th street and Sixth avenué, 
and W. K. Vanderbilt’s home at Hemp- 
stead, L. I. For the few years that Mr. 
Cooney has been in business he is the 
most successful plumber in the city, and 
he has our best wishes for his continued 
success in his new venture. 

EES 

George Frederick Gilbert, of Roches- 
ter, N. Y., died of typhoid fever at St. 
Mary’s Hospital in that city on January 
12th, aged 42 years. Mr. Gilbert was a 
resident of Lakeville, Livingston County, 
N. Y. For several years he was engaged 
in the produce business and was post- 
master for four years under Cleveland. 
In 1896 he became connected with the 


The Late George F. Gilbert X 


CE FRG Ga a ey 
H. W. Johns-Manville Co., New York, 
and was their general sales agent for 
Northern and Western New York. He also 
represented the company in connection 
with work for the State government. In 
1890 he married Miss Mary Halleran, at 
Rochester, N. Y., who, with his mother 
and a brother, survives him. 
[Re ete et we) 

It is with regret we learn of the sud- 
den death of Mrs. Andrew H. Brown, 
wife of the well-known New York master 
plumber and ex-president of the local 
association, at their residence in Tarry- 
town, N. Y., on February 16th. Mr. 
Brown heard his wife ring the telephone 
and then fall, and rushing down stairs 
found her lying dead on the floor. Death 
was due to apoplexy. 2 

Mrs. Brown attended the last national 
convention at San Francisco last June, 
Mr. Brown being a delegate from New 
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York, and made many friends. The edi- 
torial staff of Tuer PLUMBERS’ TRADE 
JouRNAL extends their heartfelt sym- 
pathy to Mr. Brown. 


Thrush & McMillan is an enterprising 
firm of master plumbers at 108 Roseville 
avenue, Newark, N. J. At the present 
time they have a number of good con- 
tracts on hand which will keep them 
busy for some time. 


MEETING OF THE BRASS MANUFACTURERS 


A meeting of the Brass Manufacturers 
and their representatives was held Feb- 
ruary 18, 1904, at the “Arena,” corner of 
31st street and Broadway, New York City. 
This was a very representative gathering, 
but few of the prominent manufacturers 
being absent. 

The meeting was called to order at 10 
A.M. After approving the minutes of the 
previous meeting and receiving reports 
of the various committees and completing 
other detail work, the session adjourned 
to partake of an elaborate luncheon pre- 
pared by a leading caterer. 

It was after three o’clock before the 
afternoon session was called to order 
and at least a dozen more members an- 
swered the roll call. 

During the afternoon session a num- 
ber of interesting questions were dispos- 
ed of, the most important being that of 
the question of rebates, conceded by the 
manufacturers to the jobbers and in op- 
eration for the past year. 

The members present concluded that 
it would be both beneficial to the jobbers 
as well as themselves to abolish the sys- 
tem of rebates, which was put to a vote 
and carried unanimously. It seems that 
this action will meet with the jobbers’ 
wishes, as some of the members present 
reported that they had spoken to vari- 
ous prominent jobbing houses in respect 
to the proposed change, who seemed to 
be agreeable to the abolition of the re- 
bate system. In effect, the benefits 
under the old rebate system will still 
prevail, as from now on the difference 
will appear on the face of the invoice. 
Other simple arrangements will later be 
taken up, that will be entirely satis- 
factory to the jobbing trade in general. 

The present rate of prices were re- 
affirmed, with but few changes in the 
higher class goods. 

A number of new applications were act- 
ed upon and handed to the proper com- 
mittees with instructions to report on 
same at the next meeting. 

The president’s report dwelt upon the 
vrogress of the association and trade con- 
ditions generally during the past year, 
which was well received and unanimously 
approved. The treasurer reported 4 
snug balance on the credit side of the 
bank account, which is evidence of the 
continuing prosperity of this progressing 
association. 

After a late hour the meeting adjourn- 
ed to again convene at Cleveland, Ohio, 
subject to the call of the secretary. 

At a recent meeting held in Chicago, 
Ill.. the following were elected officers 
for the ensuing year: 

Mr. F. J. Torrence, Pittsburg, Pa., 
president; Mr. H. D. Morton, San Fran- 
cisco, Cal., Mr. Jos. H. Glauber, Cleve- 
land, O.Mr FB F Neiddeker, Milwankee, 
Wis., and Mr. E. C. Register, Baltimore, 
Md., trustees; Mr. William M. Webster, 
Chicago, Il],, commissioner. 


BROOKLYN MASTER PLUMBERS’ ASSOCIATION 
HOLD THEIR ANNUAL BALL 


EBRUARY 12, 1904, besides being 

F celebrated as the birthday | 
the immortal Abraham Lincoln 
gathered additional renown as, 

the evening on which was heli 

the annual entertainment and reception! 
of the Brooklyn branch of the Associa. 
tion of Master Plumbers, City of New. 
York, the function being held at 
Schwaben Hall, Knickerbocker ang 
Myrtle avenues, Brooklyn. From 7 o'clock 
on the crush at the doors evidenced the 
fact that a good night’s fun was on tap, 

The committee of arrangements, com- 
posed of Messrs. Wm. M. Brown, James 
L. Meeks, Charles Schirrmeister, Thos, B, 
O’Brien, William THiermann, with Ed. 
ward Macdonald as chairman, all inde. 
fatigable workers, was an assurance in 
itself that a fine time was awaiting the 
many hundred masters and their legion 
of friends. ‘ . 

For a starter on the excellent bill of 
vaudeville attractions, the American Vita- 
graph pictures awoke a house full of en: 
thusiasm to so great an extent that this 
part of the show riveted the attention 
of all present for half an hour. Harry 
Breen, a monologuist, followed in a yery 
choice lot of parodies and original songs. 
The balance of the programme contained 
such names as Johnnie Carroll, Greg 
Patti, Mildred Hanson, Novelty Comedy 
Four, and further than this nothing need 
be said, as the above mentioned have all 
been headliners in our best theaters. The 
accompaniment of Harry Bennett was an 
entertainment in itself. The only miss- 
ing feature of the entertainment was 
Harry M. Noble’s characteristic sketch, 
with which he has delighted audiences 
of the past. Mr. Noble, who is one of 
the well-known master plumbers of 
Brooklyn, has not been enjoying good 
health for some time past and could not 
be prevailed upon to do one of his usual 
stunts. 

The plumbers turned out in fine shape, 
and all the pessimist needed was but one 
look at them to change his mind about 
these being troublous times. For dress, 
good taste and generally healthy appear 
ance, our friends are greatly to be con: 
gratulated. Oh, my! What appetites. 
The affair was graced by the presence of 
a large number of traveling men and seV- | 
eral representatives from various other 
associations, together with men prominent 
in the Building and Health Departments 
of the Borough of Brooklyn. From the 
New York City Association were present 
Messrs. A. H. Brown, T. A. Hill, B. BR 
Donohue and a number of others. — 

It was indeed a delightful occasion, 
thoroughly appreciated by everyone who 
attended. No fairer or more charmingly 
gowned women has it ever been the good 
fortune for the representatives of TH? 
Prumpers’ Trape JournaL who were pres 
ent to see at any time in the past. | 

Floor Committee.—Samuel J. Corcoran, 
floor manager; T. F. McEnaney, Louis A. | 
Deiser. J. Manneschmidt, Jr., Wm. F. Glea 
son, E. S. Lambert, John S. Moyles, E: 8. 
Kelley, E. W. Evans. | 

Receptior Committee—Geo. W. Smyth, 
Wm. M. Brown, Dennis Donegan ©. 8. 
Kelley, John Bosch, F. Leach, Louis Gfto- 
erer, Thos. Radcliffe, M. A. Belford, H. 
Noble, M. Nugent. | 

At 11 o’clock the grand march, exe 
cuted with almost military precision, ¥™ 
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“Standard” 


“PORCELAIN ENAMELED BATHS 


Surpass all others in quality, design and durability, and the large number of exclusive patterns 
in which they are made, permits the selection of a bath that will harmonize with the decorative 
treatment of the bathroom, no matter how modest or elaborate it may be. 


pda 
PITTOOVAGH. PA, 


The “OCCIDENT’”’ 


PLATE 101 G,. 


is the choice of many who desire a sanitary, modern equipment without expending more than 
is necessary to provide these most essential features. The “Occident”’ is made in five sizes, with 
trimmings as shown, also with Imperial Waste and Overtlow, or Bell,Supply Fittings. 


The exterior finish ot the bath is a matter worthy of the consideration of every pro- 
gressive plumber. The 


Stardard” Bath Decorations 


as applied by skilled decorators, with special facilities for the Purpose makes the exterior as in- 
viting as the interior. The reasonable cost at which we furnish exterior finishes, allows a protit 
to the plumber and insures satisfaction to the patron, instead of the expense and annoyance 
resulting from the application of ordinary paint by unskilled hands. 


Every piece of Standard” Ware bears our **Green and Gold’”’ guarantee /abel, and has our name 
“Standard” or initials **S. S.M. Co.’ cast in relief on the interior. No others are genuine. 


standard Sanitary T)fg. Co. 


| : Pittsburg, U.S.A. 
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ably lead by our genial friend, President 
William A. Brown and Mrs. Brown, fol- 
lowed by Mr. G. W. Smyth and one hun- 
dred and twenty-five couples. This was 
the signal for several hours of close ap- 
plication of Terpsichore, and not until 
four p. x. did Mr. McGarry’s fine band 
dare to play the please-go-away strains 
of “Home Sweet Home.” Even so a half- 
dozen couples implored Prof. John to 
oblige with just one more. 

Prominent among the army of happy 
folks specially enjoying themselves were: 

Mr. and Mrs. Edward Macdonald and fam- 
ily, Mr. and Mrs. M. T. Gleason, Mr. and 
Mrs. D. Donegan, Mr. and Mrs. Edward Bel- 
ford, Mr. and Mrs. Charles Schirrmeister, Mr. 
and Mrs. William Eirman, Mr. and Mrs. H. M. 
Jaquiss, Mr. and Mrs. H. J. Samuel and family, 
Mr. Charles Baumann and Miss Tiny Preiss, 
Mr. Samuel Corcoran and sisters, Mrs. Cor- 
coran, Mr. Thomas 3H. O’Brien, Mr. and 
Mrs. J. S. Moyles, Mr. William Johnston, son 
of Brother George B. Johnston, and sister, Miss 
Bessie; Mr. Jonn Bosch, son, and family; Mr. 
and Mrs. Jerome Jung, Mr. and Mrs. John A. 
Iibel, Mr. and Mrs. William Maguire, Mr. 
Charles Menzinger, Mrs. J. T. Matthews and 
daughters, Mr. and Mrs. Robert Hutchins, Mr. 
and Mrs. William Gault, Mr. and Mrs. R. A. 
Austin, Mr. and Mrs. L. A. Deiser, Mr. and Mrs. 
C. W. Evans, Mr. and Mrs. E. L. Abrams. 

Among the representatives of the sup- 
ply houses and manufacturers present 
were: 

Mr. William Griffin, of Coyne & Delany; Mr. 
Walker Kerr, of John Simmons Co.; Mr. G. W. 
Faweett, of F. N. Du Bois Co.; Mr. F. A. E. 
Renner, of F. N. Du Bois Co.; Mr. J. P. Dona- 
hue, of Central Foundry Co.; Mr. J. Roberts, 
of Colwell Lead Co.; Mr. E. F. Ryder, of Ron- 
alds & Johnson Co.; Mr. Walter Gannon, of 
Ronalds & Johnson Co.; Mr. William King, of 
thos, G: Knight; Mr. J.T. Hirseh, of -H. 2: 
Read Lead Works; Mr. Hauck, of firm of Me- 
Elroy & Hauch; and a host of others almost 
without number. 

The general opinion created by the very 
good time, fine handling of the many 


hundred of their friends and the keen ap- 


Celery 


preciation by the latter of the efforts of 
the committee to provide only that which 
was enjoyable, that the Brooklyn master 
plumbers exceeded their already high 
point of excellence. May they live long 
and prosper. 
i 
NEWARK MASTER PLUMBERS’ ASSOCIATION 
HOLD THEIR ANNUAL BANQUET 
N Thursday evening February 18, 
the Newark (N. J.) Master 
Plumbers’ Association held their 
ninth annual banquet at L. 
Achtel-Stetters, 844 Broad 
street, it being the most elaborate affair 
ever undertaken by this progressive as- 
sociation, far eclipsing any of the former 
banquets. 
About one hundred and fifty invitations 
were issued, and of that number one hun- 
dred and twenty-five guests responded. 
They were all prompt in appearing and 
mingled with the members of the as- 
sociation were representatives from the 
various supply and jobbing houses in the 
State of New Jersey, Philadelphia and 
New York City. 
The menu, one of the features of the 
evening, consisted of the following: 
OYSTERS 
Rockaway Cocktails—Through Stop Cocks 
RBELISHES 
Olives Pickles 
Charcoal, Rosin and Mineral Wool. 
SOUP 
Cream of Chicken—Nickel Tickled 
FISH 
Baked Blue Fish—Old Style Re-dipped 
Parsley Potatoes with Soil Pipes 
WINE Sauterne—not Frozen 
ENTREE 
Pattie of Sweetbread—a la Steamer Hose 
Green Peas—Fuller Balls 


ROAST 
Phila. Turkey—Stuffed a la Oakum 
Duchess Potatoes—Our Hill Brethren 
Cranberry Sauce—Ladled 
Claret Wine—Wash Down 


SALADS 
Lettuce Celery Apple Mayonaise 
Cutting Oil 
DESSHRT 
Sorbet a la Cardinal 
Cakes Fruit Cafe Noir 


Cigars—Smoke Test 

After the dinner speech making was in 
order. Mr. A. Selden Walker, the re- 
cently transformated bachelor, was the 
toastmaster of the evening. Mr. Samuel 
F. Wilson, the president of the Newark 
association, was the first speaker intro- 
duced, and in well-chosen words re- 
sponded to the toast “Our Association.” 


Following Mr. Wilson, Mr. Ira Budd, 
national state vice-president, was intro- 
duced, whose remarks dwelt upon the na- 
tional association and its progress of re- 
cent years. He paid a glowing tribute 
to National President Hornbrook, which 
was received amid great applause. 

Then came Mr. Geo. Aldous, president 
of the New Jersey State Association. 
His subject was “The State Association.” 
Although Mr. Aldous has during recent 
years taken an active part in association 
work, his endeavor was a very able one, 
and the members present were delighted 
with his report on the conditions of the 
associations generally throughout the 
State. 

Mr. H. T. Baillet was the next speaker, 
and responded to the toast “The Spirit 
of Association.’ He is certainly an in- 
teresting orator and kept his audience in 
a cheerful mood with his numor and wit. 

During the evening some of the speak- 
ers dwelt upon grievances that. have ex- 
isted against various supply houses. 

Billie Roe, of Roe & Conover, in a 
happy manner defended the supply men 
and jobbers. He was followed by Mr. A. Y. 
Meeker, of the Alberene Stone Co., and 
Mr. G. O. Meyer, representing Ritter 
Bros., of Philadelphia. The other supply 
house representatives present were: Dick 
Doremus, of Magner & lWoremus; A. L 
Trimble, of Jenkins Bros.; J. Harvey 
Anderson, of Letcher & Norton, Jersey 
City; Wm. Canfield, of Hedges & Bro.; 
Al. Devoe, of ‘Thatcher Furnace Co.; De 
Witt Cook, of Egbert & Co.; Hy. Mason, 
of Bundy Radiator Co.; Jay Reginald 
Wagener, of the Wagner Pluinbing Co.; 
Tom Lee, in his own behalf, and J. T. 
Mooney, of Kelly & Mooney. 

The association is to be complimented 
upon the selection of its arrangement and 
reception committees. 


The following is a list of the Recep- 
tion Committee: 

Charles Champlin, chairman; Elmer Harris, 
M. Berla, R. A. Koether, Hugh Lynn, James 
Sutcliffe, Charles E. Harrison, Philip Brenner, 
Jacob Rau, Jr., Hlmer Lutz, Al. J. Simpson, 
William Jacobi, Julius Wagner, Jr., Thomas F. 
Kelley, J. H. Mersfelder, Robert Zeitler, Wil- 
liam Ebert, C. P. Zimmermann, Patrick Callan, 
James F. Hanley, Samuel Frost. 


The following members composed the 


‘Arrangement Committee: 


A. Selden Walker, Chairman; Edward M. 
Stirling, Secretary; F. J. Sturn, Treasurer; 
Ira Budd, Walter Champlin; Samuel F. Wilson, 
ex-officio. 


The musical talent was the best that 
could be obtained. Many varied sketches 
were on the program, the most popular 
being the musical sketch of the Ern Bros. 

It was a late hour when the gathering 
adjourned to other parts, with the sing- 
ing of “Auld Lang Syne.” 
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Fifteenth Annual Convention of the Iowa State Master 
Plumbers Held at Dubuque on Feb. 8th, 9th, 10th 


¢ 


Co Rr peep Ryan parse pa Spee pa nel ae pa Spel 


H-R-R-R-R-RE! 
Ting-a-ling! 
“Hello, hello!” 


“Is this the plumber?” 
SOS sy 

“T want you to come up right away. 
I’m all froze up!” 

And thus the merry jingle of the tele- 
phone bells resounded throughout the 
various shops in the Hawkeye State, 
while the mercury was doing its level best 
to kick a hole through the bottom of the 
thermometer. : 

Such was the condition of affairs which 
confronted the Iowa State boys on the 
morning of the 8th ult. as they were pre- 
paring to leave their homes to attend the 
convention at Dubuque. Notwithstand- 
ing the urgent calls for their services a 


Iowa Plumbing & Heating Co., Roy P. Kerker 
H. Sontag. 

Des Moines—William A. Cochrane, ext 
Moines Plumbing Co., Thomas Plumbing (o,, 
A. H, Walker & Co. : 

Dubuque—Phil Breithaupt, E. T. Cleayer, 
H. B. McCarten, Robert Jungk, Linehan «| 
Molo, McDermott & Gow, Mullen Bros., Nesler, 
Pape & Jackquinot. 

Keokuk—Irank Vollers. 

Maquoketa—N. J. Rankin. 

Mason City—W. J. Daly, Garvey & Mulgrey, | 

Monticello—J. S. Hall. 


Oelwein—The Scott Company. 

Sioux City—C. T. Fitts & Co., John F, Gear. 
en, Lavelle & Hogan. 

Waterloo—Bllis & Foster, Jennish 2 Wait: 
ne 

Fi Liberty—W. A. Houston. 

Secretary C. T. Fitts, of Sioux City, 
submitted his report, which was accepted 
as read. The report of Treasurer Cleaver | 


Hotel Wales, Headquarters of the lowa State Convention at Dubuque 


goodly number of the faithful hurriedly 
instructed their foremen to take proper 
care of: their customers, then took their 
departure for the Bluff City, where they 
were destined to receive the most cordial 
welcome ever extended to them since the 
organization of the association, and, as 
the official poet from Sioux City was 
heard to remark: 

“There never was a minute 

That the plumber wasn’t in it.” 


The convention was called to order by 
President J. L. McCarthy, of Clinton, on 
Monday at 2.15 P. M. On account of the 
poor attendance, caused by the delegates 
being unable to reach Dubuque on sched- 
ule time, the convention adjourned until 
Tuesday morning. 

The second day of the convention open- 
ed ith a much larger attendance and was 
called to order by President McCarthy 
at 10.30 o’clock. At the call of the roli 
the following members were found to be 
present: 


Burlington—Henry Ewinger Plumbing Co. 
Cedar Falls—George P. Sheerer. 

Clinton—J. L. McCarthy. 
Davenport—Robert Clayton, Dunker & Co., 


showed that the finances of the asso — 
ciation were in a healthy condition. A 
letter from National President Horn- 
brook was read and ordered to be spread 
on the minutes. f 
The balance of the day was devoted toa 
heart-to-heart talk among the delegates | 
for the good of the association, and it - 
was the sense of the delegates that the — 
incoming administration should put their | 
shoulder to the wheel and push the as 
sociation out of the rut into which they — 
were slowly sinking. | 
The third day was devoted mostly to 
executive session, after which the elec 
tion of officers took place with the fol 
lowing results: President, Robert Clay 
ton, of Davenport; vice-president, Andrew 
Fletcher, of Des Moines; secretary, D. W. | 
Fitts, of Sioux City; treasurer, HB. D. 
Cleaver, of Dubuque. 
It was voted to send six delegates 10 
the national convention at St. Louis and | 
the following were chosen in conjunction 
with the president: 
Delegates—J. Garvey, of Sioux : 
C. W. Rosene, of Des Moines; wm. 0 
Ewinger, of Burlington; Frank Le lal 
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The F.& W. System 


Vent, Revent and Drainage Fittings 


is the only up-to-date practical sanitary system 
and should be adopted by all Architects, Master 
Plumbers, Builders and Owners. 


FIG, 501 
rc. & W. Sanitary Cross 
Double Uent 


FIG. 502 


F. & W. Sanitary Cross 
with bath inlets 


Other Styles of F. & W. 
Fittings will be shown 
in next issue. 


SEND FOR CATALOG 


TRADE F, & W,, mark 
FITTINGS 


are better and cheaper. 


oF F. & W. Ravents id Lik 
F, & WwW. Double ay it ADDRESS ALL CORRESPONDENCE TO Fig. 604 
“TY” Boston Butera CENTRAL FOUNDRY CO., F. & W. Cross 
Single Vent 116 B Nassau St. * NEW YORK CITY. Single Vent 


“Josico” PORCELAIN URINALS. SLATE URINALS. 


FIC. 605 


Consists of a Long Single Urinal Stall (without Center Partitions) 114-inch 
Slate Ends and Back with Rabbeted Joints, 2-inch Countersunk Base, 
Polished Brass Wing and Bolts, Polished Brass 34-inch Laving Pipe 
with Loose Key Stop, Galvanized Cast Iron Gutter with Straight or 
Down Outlet Connection. 

Drv ensions. —Height, 5 or 51g ft.; depth, 20 inches. 


FIC. 600 


These urinals may be set on floor, in tile, incased in marble or slate stalls. 

DiMENsions.—Height over all, urinal only, 4 ft.; width over all, 2 ft.; base, 
from front to rear, 19 inches; at top, from front to rear, 12 inches. 

Measurements are subject to slight variation. Each urinal ismadé with local WRITE TO DEPARTMENT R FOR CATALOG AND PRICES 
vent opening, 2x4 inches, at top as shown. 


JOHN SIMMONS CoO., 110 CENTRE ST., NEW YORK. 
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of Keokuk, and D. W. 
City. 

Alternates—Andrew Fletcher, of Des 
Moines; H. C. Claussen, of Davenport; 
E. D. Cleaver, of Dubuque, and J. L. Mc- 
Carthy, of Clinton. 

A vote of thanks was extended to the 
Dubuque local and their friends. 

A pressing invitation was extended to 
the association by Mayor Caldwell, of 
Sioux City, to hold the next convention 
at that place. On motion it was voted 
to accept the invitation. 

There being no further business the 
convention adjourned sine die. 


Fitts, of Sioux 


THE ENTERTAINMENT. 


On Tuesday evening the delegates and 
their friends were the guests of the 
A. Y. McDonald-Morrison Co, and right 
royally were they entertained. 

At 8 o’clock the delegates formed in 
line at headquarters and marched to the 
Grand Opera House, where the orchestra 
chairs had been reserved for the boys to 
witness a melodrama in four acts, en- 
titled “Over Niagara Falls.” After three 
solid hours of the “melo,” intensified 
somewhat by the desperate deeds of the 
villian, and lightened by the funny antics 
of “poor Lo” and the Englishman, the 


See 
Photograph of The Delegates and Members 


boys were all anxious to follow the bar- 
rel that went over the falls and the 
march was continued back to the hotel. 

Upon entering the cafe, which had been 
set apart expressly for their entertain- 
ment, the boys were surprised to find a 
magnificent lunch awaiting them. It was 
an informal affair; every man attended 
to his own wants, 

At the end of the cafe a stage had 
been erected and was presided over by 
Edwin Rood, a professional artist from 
Chicago who had been engaged to enter- 
tain the boys, which he did in a satis- 
factory manner. His juggling feats were 
very clever. 

One of the volunteer entertainers was 
J. E..Scemp, a former Dubuque boy but 
now of St. Paul, acting in the capacity of 


traveling passenger agent for the C., B. 


& Q. Ry. His stories and recitations put 
him on good terms with the boys, and his 
rendition of “Casey at the Bat” would 
have made DeWolf Hopper appear like 
a 300 to 1 shot in comparison. 

Mr. John Morrison, of the A. Y. Mc- 
Donald-Morrison Co., was called on for 


a few remarks and told the boys a num- 
ber of funny incidents that happened to 
him during his career as a master plumb- 


Andy Fletcher, Des Moines, la., Vice-President of 


State Association 


er. He said that plumbers were given a 
great deal of notoriety on account of the 
length of their bills and the easy off-hand 
manner they had of charging up. But 


Who Attended The Annual Convention of The lowa State Association of Master Plumbers, Held at Dubuque on February 8th, 9th and wth 


there were others. To bear him out in this 
statement he related an incident that hap- 
pened to him. Having occasion to go out 
of the city one day to attend to some work 
he had in hand in the suburbs, he sent word 
to the liveryman to have a horse and wagon 
ready for him at a certain but it 
so happened that he was 


hour, 


any use for Some time 


the team. 
on opening his mail, he was surprised to 
find inclosed a bill from the liveryman 
for $10. Hastily donning his hat and coat 
Mr. Morrison started to hunt up the rob- 
ber. Entering the stable he exclaimed: 
“What do you mean by sending me a bill 
for something I never had?” 

“You ordered the team, didn’t you?” 
exclaimed the blaze. liveryman. 

“Yes, but I didn’t use it!” 

“Well, that doesn’t make any differ- 
ence. The bill is all right. You plumb- 
ers needn’t think that you are the only 
ones that can charge for standing time!” 

Mr. Morrison related another incident 
of how he got it good and hard. One 


unable to get © 
away that day and therefore did not have ° 


after,. 


night a cold snap suddenly came up and 
he started to shut the water off from 
his house, but found that he had no key 
to reach the cock of the main, so he sent 
for one of his own laborers to come 
and shut the water off. The laborer was 
a jolly, good natured Irishman and 
quickly responded, and in about five min- 
utes had the water shut off. On the fol- 
lowing Saturday Mr. Morrison was sur- 
prised to find on his desk a bill which 
read as follows: 
To John Morrison: 

Shutting off the water at No. 
street, $3.00. 

Received payment, 
Patrick Flanigan. 

Mr. J. W. Conchar proved a very in- 
teresting speaker. 
view of the A. Y. McDonald-Morrison 
Co. and stated that he was the first man 
to sell a McDonald pump. He has been 
closely identified with the firm and has 
watched the boys closely as they have 
grown from infancy to manhood, and 
predicts a great future for them. Mr. 
Conchar has made a great study on the 
plumbing of ancient times and says that 
the syphon closet is nothing new, as it 
was in existence over 200 years ago. 


The hit of the evening was when Mr. 
Garvey. of Mason City, sang “Throw 


Robert Clayton, Davenport, la., President of The 
lowa State Association 


Him Down, McClusky.” Mr. Garvey has 


He gave a short re- 
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a fine tenor voice which, if cultivate 
would net him a fortune. 


Mon. T. Whitney, of the H. Muel 
Mfg. Co., told a funny story about 4 
pinochle players. Mon. is a good a) 
round story teller. 

The buffet lunch was a grand guece 
and the Iowa boys will ever bear j 
mind the generous donors, the A, \ 
McDonald-Morrison Co., who haying 
axe to grind in the matter and with 
tendency to shrink from the notoriet 
that the affair was bound to give thep, 
considered that it was their plain dut 
to entertain the boys, coming as the 
did to the home of the largest man 
facturers of plumbers’ supplies west , 
the Mississippi River, and their only 
sire was to show a small part of thej 
appreciation for the many kindnesses e 
tended to them in the past by the Iow 
master plumbers, among whom the 
count their friends as “legion.” 


THE DANCE. 

On the evening of the last day of th 
convention the spacious dining room 0 
the hotel was given up to the plumber 
and their guests who, to the inspirin, 


strains of an excellent orchestra, trip 


ped the light fantastic until rast nil 
night. 

We are forced to forego the pleasure 0) 
chronicling the events of this social, f0) 
if we were to tell the truth and say tha 

e “Rescue Mission” from Des Moines 
the Big Chief from Davenport and th 
silent man from Mason City acted in‘ 
“purfectly scandlus” manner the crasl 
that occurred during the dance of th’ 
“Heirschmidt” would be but an echo t 
the crash that would follow at the fire 
sides of these worthies were we to pub 
lish the facts. But it is better that W' 
say nothing about it. 

Starlight is revenged! 

Henry C. Claussen, of Davenport, Wa 
the tallest man at the conyention. Hen! 
had to keep moving so that the other fel 
lows could see. 

Big Chief Ewinger, of the Burlingto! 
tribe, had his war paint on Tuesday night 
Ugh! If the chief could have got am 
fire water it would have been all ove 
with Fletcher’s scalp, ugh! 


Great Scott! What a reception wil 
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im of Oelwein received when he entered 
1e convention. 

N. J. Rankin, of Maquoketa is a great 
nthusiast on acetylene lighting. He says 
iat the plumbers stand in their own 
ght by not handling it. 

Kubes, of Des Moines, played solitaire 
nd nursed a game leg during the con- 
ention. 

Dlugosch brought his storm signals 
ith him. 

My, but couldn’t that Davenport crowd 
it! When Dunker and Walther got 
rough with the lunch table it looked 
ke a Kansas wheat field after the grass- 
oppers had visited it. It took two hours 
) revive the lunch man. 

Gearen, of “Siox” City, wouldn’t. be- 
eve that the magician popped that corn 
-because he didn’t see him bake it. 
A. M. Fletcher, of the Thomas Plumb- 
ig Co., of Des Moines, is very popular 
ith the boys. Andy is going into train- 
ig and says that by the time the next 
mnvention meets he will have the flow- 
g locks of the Burlington redman hang- 
ig from his belt. 

Edward Walther, of the Walther Mfg. 


Delegates at the Fourteenth Annual Convention of the Kansas State 
Report of This Meeting Appeared in the February Ist Issue of The Plumbers’ Trade Journal 


.. of Davenport, stopped over at the 
ivention. Ed. says that his gas ma- 
ine has all the others skinned to death. 
A. H. Cline, Jr., of the United States 
nitary Mfg. Co., was on a business trip 
Dubuque at the time of the convention. 
3. R. Church, who represents the Chi- 
se house of the John Douglas Co., of 
icinnati, happened to be in town dur- 
; the meeting and was caught in the 
ig net. 

‘he Dubuque local kept open house dur- 
; the convention and a plentiful supply 
refreshments, both solid and liquid, 
Ss served day and night. 


Marshall Cowing, who takes care of the 
Nebraska territory for the A. Y. McDon- 
ald-Morrison Co., is an energetic young 
man and is also a great jollier. He is a 
grandson of the late John P. Cowing, of 
Seneca Falls, N. Y., who constructed the 
first iron pump ever made in this coun- 
try. You didn’t know that the trade 
came very near losing Marshall, did you? 
Well, it did; yes, indeed! Some time 
ago Marshall began to look around for 
some easy money, as he was tiring of the 
usual weekly stipend of so much per, 
and concluded that the only legitimate 
way to get hold of the needful in bunches 
was to enter the theatrical arena and put 
a company on the road. These were 
pleasant evenings for Marshall as he sat 
in his easy chair doping his future out 
of the fire, and in the fantastic shapes 
that sprung up from the coals he could 
sec the hustling throng that elbowed 
their way to the box office, and then again 
he could see himself inside dealing out 
the bits of pasteboards to a confiding 
public in exchange for the long green 
slips of the “filthy’’ which an able assist- 
ant beside him was busily stuffing into 


a big black bag. Well, the negotiations 
were made, the money advanced and “The 
Girl From Texas” was billed to appear. 
Everything had progressed Smoothly up 
to the appearing part, but it was here 
that Marshall fell down. The leading 
lady kicked over the traces and failed to 
make good, and Marshall’s aspirations 
and money went to the bad. And thus 
it was that—but we promised not to 
mention anything about it, and we will 
keep our word. 

It is not generally known that John 
F. Garvey, of Mason City, was a con- 
tributor to the Century Dictionary, but 


it is true, nevertheless. His latest was 
the definition of the word “knocker.” 
Mr. Garvey defines it as a “booster,” or 
a man who is continually trying to throw 
his neighbor down in the mud, but at 
the same time is unwittingly elevating 
him in the estimation of the people. It 
is too bad that John was unable to get 
this in, but it arrived too late for publi- 
cation. 

On Wednesday the boys visited the fac- 
tory of the A. Y. McDonald-Morrison 
Mfg. Co. and were shown through the ex- 
tensive works. It was an education to 
the average plumber to watch the various 
stages through which the many special- 
ties manufactured by this company pass- 
ed from the molten brass to the finished 
fixture. The plumbers were close ob- 
servers of what they saw as they passed 
through the several departments and 
were surprised at the immense amount 
of work that was being turned out by 
the most modern and improved machines 
of the inventor’s art. But few of the 
boys knew, and many will be surprised 
when they read this article, that they 
stood in the presence of the largest pump 


Association of Master Plumbers Held at Topeka on January 27th and 28th. The 


works in the world. This company have 
already outgrown their present factory 
and have laid the foundations for a ware- 
house that will cover an area of 101 x 
259 feet. The main building is construct- 
ed after the most approved methods, and 
there is not a dark corner in it, the 
framework being composed of Oregon 
pine. The main building is 140.x 224 
feet. The boys were well pleased and 
left the factory very much impressed 
with what they saw. 

On Monday night at the stroke of 12, 
when graveyards yawn and ghosts are 
supposed to stalk around, a desperado 
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was caught forcing his way into the apart- 
ments of the JourNAL man. Before we 
could get a half Nelson on him whereby 
he would have been forced to feel the 
power of the press, he was quickly hustl- 
ed down to Parlor G, where he was taken 
in hand by the “Rescue Mission” from 
Des Moines. He claimed to hail from 
Chicago, but upon being carefully search- 
ed it was found that the scene of his 
last exploits were laid in Decatur, IIl., 
as a number of knives marked “H. 
Mueller Mfg. Co.” were found in his pos- 
session. The boys were jubilant over 
his capture as they recognized in him 
one of the most notorious three-card 
Monte men in the country, and one who 
had separated them from their money on 
different occasions. The JourNaL man 
was congratlated on his narrow escape. 
———_®_>«¢+—.s___. 


REPRESENTATIVES OF THE TRADE HAVE A 
JOLLY GOOD TIME 


JOLLY party of representa- 

tives of the plumbing and 

heating trade of Cleveland 

went to Canton, O., Friday 

afternoon January 22d, with. 

J. M. McCarty as chaperon 
The occasion of this journey to Canton 
was to accept the invitation of the J. N. 
McLain Company to inspect its works 
and enjoy the hospitality of the officers 
of the McLain Company. Mr. J. M. Mc- 
Carty invited about fourteen Cleveland- 
ers to accompany him. Among his guests 
were the following: Gus Schneider, of 
the Schneider Plumbing Company; Joe 
Keiper, of Keiper & Gould; William, of 
Rutenbeck & Son; R. Kohls, of R. Kohls 
& Company; Edward EB. Hill; David H. 
Roberts; J. W. Kortz, of the Cleveland 
Plumbing and Supply Company; Adam 
Welker, of the Sanitary Company; 
B. M. Hallock, of the B. M. Hal- 
lock Company; A. M. Bacher; Plag- 
man and Copp; W. H. Henderson; 
W. B. Vansickle, of Vansickle & Warren; 
Peter McDermott, of the H. W. Johns 
Manville Company; Mr. J. M. Weaver, of 
Elyria, Ohio also joined the party. The 
party left Friday morning over the 
Wheeling and Lake Erie and were held 


‘up on the road for three hours on ac- 


count of the high water. The guests 
were met at the works by P. L. McLain, 
secretary and treasurer; E. W. Lewis, 
manager of the sales department, and 
William Rothe, superintendent of the fac- 
tory, who escorted them through the 
works. In the evening a banquet was 
served at the McKinley Hotel, which was 
the occasion for a good time and a little 
speechmaking on the part of the hosts 
and guests. 

The return trip was made on Saturday. 
A jolly good time was reported, and all 
the visitors speak highly of the hospi- 
tality of the J. H. McLain Company. 

oe )-4+ 2 .____ 


BANQUET AND INSTALLATION OF OFFICERS 


Editor of THe PLumMBERS’ TRADE JOURNAL: 
I beg to advise that at the annual 
banquet of the Master Plumbers’ Asso- 
ciation, the installation of officers was 
went into and the following gentlemen 
were elected to the following offices: 
President, J. E. Phillips, Jr.; Vice-Presi- 
dent, Chas. Burkert; Secretary, W. RY’ 
Fensom; Treasurer, John J. Rose. 
RICHMOND, VA, W. R. FEnsom, Sec 


ee 
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@ EDITORIAL AND 


HE remains of James Smithson, 
T founder of the Smithsonian Insti- 
tute in Washington, have been 
brought to this country by the Board of 
Regents of that body after having re- 
posed in Genoa, Italy, the place of his de- 
mise, since 1830. The great - institution 
he founded in this country—a land on 
which he had never set foot—has been 
referred to by many of the world’s great- 
est men as an establishment signalizing 
the most broad beneficence of the foun- 
der, and in view of the great assistance 
to science and research, and to the en- 
lightenment and progress of mankind in 
general, deserving of the deepest appro- 
bation. 

That a man with the blood of the Brit- 
ish peerage in his veins, a graduate of 
Oxford University and an officer of the 
English army in the early nineteenth cen- 
tury campaigns should leave all of his 
great wealth to endow an educational in- 


stitute in a republic to which by reason ~ 


of his birth and calling we might presume 
him to be opposed, has presented a puz- 
zling speculation concerning his motive. 
Perhaps the man’s deep learning and 
powers of deduction allowed him to fore- 
see the permanency of our institutions 
and the wider scope they would give in 
future days to a more general diffusion of 
knowledge and to a freer, broader prog- 
ress than was possible in his own coun- 
try or in Europe, where in his day nearly 
all wealth, all youth, and all energy were 
being utilized for war purposes, many of 
them for the sake of mere conquest or to 
gratify the whims of ruling despots. That 
he fully realized the future value of his 
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munificent gift is positively known from 
statements found in his manuscripts. 
That he served his own country well and 
faithfully, and yet assisted in the devel- 
opment of another one that he had never 
seen but which he was convinced could 
best appreciate .and. utilize his gift, 
stamps James Smithson as one of the pio- 
neers in that constantly growing group 
of men who are too broad, too great, too 
odlike, to be claimed by any one country 
or by any one division of society—men 
whose conscious and unconscious efforts 
alike tend to a consummation of universal 
brotherhood and enlightenment. 


CORRESPONDENT who interests 

himself in government contracts 

writes us in complaint of the 
plumbing work being let through general 
contractors. The evil of this system has 
been exploited over and over again and 
not without results, inasmuch as several 
localities, particularly in the Western 
States, now refuse to submit estimates 
to or contsruct work for anyone other 
than the owners or architects or their le- 
gal representatives. That such a well or- 
ganized body as the National Association 
of Master Plumbers should countenance 
the practice of subcontracting is to be de- 
plored from both a business and a trade 
standpoint. As a business proposition it 
means only too often that an estimate 
which has consumed many hours—even 
days—of figuring and study is “peddled” 
by the successful general contractor un- 
til the lowest possible figure is secured 
from some simpleton or knave who can- 
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not or will not realize that the act of esti- 
mating a subcontract, the general con- 
tract connected with which has been se- 
cured by using a legitimate estimate 
which is now being squeezed for a “dirty” 
extra profit, is against the trade’s and his 
own interests. 


N excuse is often put forward to the 
A effect that there must be some one 
person to hold responsible for the 
general construction, for the progress 
made, for the time lost, for adjustment 
of disputes, etc. We have always felt that 
this properly came within the province 
of the architect or engineer in charge! 
We know that they are specially trained 
for such duties and from the nature of 
the technical education they have re- 
ceived are capable in greater or less de- 
gree of intelligently supervising the work 
of different artisans and mechanics, As 
for the average general contractor he 
knows as little about plumbing or steam 
heating as it is possible for a man in the 
building line to know, his chief interest 
being centered in how cheaply he can get 
the work done. He doesn’t even object to 
a wholesale substitution of first class 
goods for inferior ones provided a satis- 
factory allowance is made and the archi- 
tect does not interfere! 


HE reputable architects of the coun- 
— try won’t favor the separate letting 
of plumbing contracts if properly 
appealed to. How often nowadays is he 
merely employed to furnish designs an‘ 
plans, the construction work being left to 
the tender mercies of a “general contrac- 
tor” with a crowd of “subs,” who, with- 
out intelligent supervision, “skin’’ much 
more out of the work than would have 
paid for the architects’ services until its 
completion. Then again he would prefer 
separate lettings because he could confine 
himself to such bidders as he knew from 
personal observation or by reputation to 
be fully capable of constructing work sat- 
isfactory to his desires. He realizes the 
great importance of good plumbing—that 
his clients are becoming more and more 
exacting about it, and that a poor job, no 
matter whether its cost be great or small, 
will do more to injure his reputation and 
his business than anything else within a 
building. 


tracts the correspondent who com- 

plains of the manner of their let- 
ting also calls attention to a growing 
prevalence of omitting specifications for 
back ventilation or anti-syphonage pipes 
and particularly in connection with lava- 
tories. The materials called for are in- 
variably the best, the details of construc- 
tion elaborate and costly, but the writer 
contends that until it is absolutely proven 
beyond all reasonable doubt that modern 
traps are safe and reliable without back 
ventilation the government architects 
cannot afford in view of their generally 
accepted superior skill and knowledge to 
discontinue such practice on the work 
they supervise. The burden of this proof 
should not lay with the manufacturer or 
with his silver-tongued salesman, nor yet 
with the practical tests, so called, con- 
ducted more or less by interested parties. 
It should lay in great measure with the 
plumber, the man whose responsibility for 
the proper installation of a plumbing op- 


Reece: back to government con- 


| 
| 


eration remains long after it has ceased | 
to affect the maker of some special appli- 4 
ance or the champion of some specia) 
whim of construction. 


HE conscientious ‘plumber is not | 
blindly opposing any appliance he. . 
cause it cheapens cost or permits 

the use of less materials. He knows the | 

efficiency of present day practice, embrac- 

ing complete ventilation, and will not 
permit it to be displaced by any other 

system not of equal efficiency. He takes | 
this position as a man who cannot permit 
any retrograde movement in the trade 
where there is a possibility of checking it, 

He has a pride in and a regard for his 

chosen craft entirely separate from the 

mere desire of making money, not alto- 
gether because he lacks business acumen, 
but to his eternal credit because he real- | 
izes that the greater the advances of the 
trade in general stability, in safe practice 
and in faultless materials, the greater 
will be the reward—legitimately and hon. 
orably earned—for possessing the requis- 
ite skill and knowledge to be recognized — 
as a capable master plumber. The grand 
old craft has often been assailed from 
without and accused from within, but 
there are still identified with it all over 
this broad land, men, and many of them, 
whose best thought and effort is being 
given to elevate it before the public and 
before ourselves to the dignified position 
it is entitled to as a sanitary science—a 
dignity it cannot long be denied with the 
right and might and the brains of its 
worthy craftsmen fighting for such recog- 
nition. 


Mr. L. A. Cornelius, president of the 
Wolverine Brass Works, of Grand Rapids, 
Mich., who has been confined to his 
house with a severe attack of pneumonia 
for a number of weeks, has recovered and 
is attending to his duties. 

———_e_ 944. 


(CS BSS SS SS: 
THE CAMERA AT CONVENTIONS 

No. 2. 
CGeeeeSeeseSeeeseaeau 
Figure two is taken of a group of the 
New York delegates on board the boat 
going to Catalina Islands from Los An- 
geles. Wm. Brooks, of Passaic, N. J. 
snapped his camera just as Mr. Cochrane 
arose in the center and started down the 


aisle for the purpose of taking the pic 
ture himself. It will be seen that the — 
light affects Mrs. Thos. Gaynor, of New 
York City, who is seated to the left, while — 
beside her is Mrs. Rourke, of New Havel. 
Franklin Reynolds, that good old-time 
veteran master plumber of New York 
City, is noting every point of interest, | 
while between him and his wife a little 
back is seen the genial countenance of 
Ex-Alderman McCaul, that great New 
York City master plumber who is know? 
as the newsboys friend. 
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° Market Quotations 
For The Trade 
@ Edited by C. C. RIGGS, 
Sop me eet tN tote ten paged ly 
IG IRON.—An unsettled market 
has continued to be expe- 
rienced. No large transac- 
tions have been made, but 
there has been a* fair tonnage 
sold for both prompt and forward deliv- 
eries in small lines. Prices have been 
irregular. Northern pig iron for Febru- 
ary and March delivery has sold at 
$13.50 to $14 for No. 2 foundry, but for 
April-June delivery there are sellers of 
No. 2 foundry at $13 with buyers difficult 
to interest and a market weak. A ru- 
mor has been freely circulated to the ef- 
fect that a good sized block of No. 2 
Southern iron sold at $8.75 per ton at 
Birmingham. The best informed of the 
trade, however, stated in most positive 
terms that the report was not true, the 
present market being about 50c. per ton 
above this price. One authority in com- 
menting upon the rumor said that just 
what the basis of such a report could be 
is not clear, unless it has some connec- 
tion with the options given on Southern 
iron to cover castings for the Pennsyl- 
vania tunnel. Pipe works, of course, 
would gladly purchase 60,000 tons or 
more on the basis of $8.75 for No. 2; 
furnaces will not entertain such a pro- 
position except possibly for No. 3 iron, 
and if there is any truth in the report 
it was probably No. 3 and not No. 2 which 
was sold. 

Corpper.—Business in the market for 
ingot copper has been dull, complaint be- 
ing general of the slowness of the de- 
mand. A limited number of orders have 
been placed by exporters, but at the close 
of the month the demand from abroad 
was practically at a standstill. The home 
trade has been a slow buyer. Large 
consumers have been indifferent, they 
apparently having their wants for the 
present well protected, and the fact that 
they have been meeting with a compar- 
atively small demand for finished ma- 
terial has held them in check as buy- 
srs. Prices quoted have been largely 
nominal, but sellers have not been dis- 
posed to lower prices, as it was not De- 
lieved that buyers would be attracted to 
iny extent by a reduction of quotations. 
At this writing prices for carload lots 
were 12%c. for Lake and 12.35 for elec- 
rolytic. Smaller lots were quoted from 
4, to %ec. per pound higher. 

Pia Tin.—Prices have advanced to a 
1igher basis, the scarcity of spot sup- 
lies and a good steady demand from con- 
sumers naturally have a strengthening 
nfluence. At the close of the month, 
1owever, a reactionary tendency develop- 
‘d. Increased supplies are expected dur- 
ng the coming montu and the informa- 
ion received from the London and Singa- 
ore markets has been of a more bearish 
tharacter, foreshadowing larger supplies. 
°rices quoted at this writing for carload 
ots of spot supplies were 28.40 to 28.45 
ind 29 to 29.25 for smaller quantities. 

Pia Leap.—A fairly full volume of busi- 
1ess has been transacted principally for 
orward shipment from the West. Prices 
1ave yielded slightly from top figures 
ind at the close 4.40 to 4.4714¢. were the 
juotations for round lots in the local 


market and 4%4 to 5c. for smaller quanti- 
ties. St. Louis quoted 4.35 for carload 
lots. 

SpELTER.—Prices have advanced slight- 
ly and there has been a fair degree of 
activity to the demand, closing at 5 to 
5.10c. for carload lots, and 5% to 5c. 
for smaller quantities. 

NicKEL.—No changes have been made 
in prices, they holding steady at 40 to 


‘47c, for round lots and 50 to 60c. for 


smaller quantities. Business has been 
moderately active. 

Prrzr.—No large orders have been re- 
ported placed latterly for either cast iron 
or merchant pipe. The principal foun- 
dries, however, are understood to be well 
supplied with orders and there has been 
no special competition for business. Sev- 
eral projects are under way which will 
require a large tonnage of cast iron pipe 
for New York, Philadelphia, Washington 
and the New England territory. The 
basis at which the foundries have been 
selling has been $20.50 to $21 for the 
large and medium size and $22 to $22.50 
for the small sizes at the foundry. Lead 
pipe and sheet lead have been in moder- 
ately active demand; prices have been 
unchanged and sturdy. Quoted: Lead 
pipe, 5 to 5.20c. per Ib.; sheet lead, 514 to 
5% per lb.; tin-lined lead pipe, 10c. per 
pound and block tin pipe, 33 to 34e. 


Go cree vat fina parent 
Bowling in Boston ; 


UESDAY, February 9th, was 
the evening of the master 
plumbers’ ball games in the 
Boston Bowling League. 
Scheduled were Salesmen vs. 

Smith & Anthony, Jas. Barrett Mfg. Co. 
vs. F. W. Webb Mfg. Co., and Locke- 
Stevens & Co. vs. Peck Bros. Co. Of the 
three games but one was rolled—Sales- 
men vs. S. & A. Co.—the others being 
postponed. Smith & Anthony took three 
straight and just to show no hard feel- 
ing made high individual single string 
and high team string in doing it. Plac- 
ing individual string at 127 and team 
string at 488. Score: Smith & Anthony 
Co., 459, 422, 488—total, 1,369. Sales- 
men, 386, 408, 428. Salesmen rolled a 
dummy, whose score was 90 in last game. 
On Thursday 11th J. H, Young & Co., play- 
ed off two series of three games—first 
with Locke-Stevens & Co., losing two to 
three as follows: Locke-Stevens & Co., 
414, 404, 409—total, 1,227; Young, 369, 
390, 420—1,179. 

Then following with Dalton-Ingersoll 
Co, and through good work winning two 


in three from the leaders. Young, 414, 
431, 396—total, 1,249; Dalton-Ingersoll, 
391, 428, 437—total, 1,256. W. B. Hub- 


bard & Sons Co. took two from W. H. 
Gallison Co., though every one appeared 
to be off in form. Hubbard, 391, 397, 376 
—total, 1,164; Gallison, 374, 376, 383— 
total, 1,133. The first forfeit of the sea- 
son also came that evening. Cambridge 
Plumbing Supply Co. not having men 
enough present forfeited to Hoey Mfg. 
Co., who bowled in great shape against 
what might be called Bogy—465, 397, 440 
—total, 1,302. On Tuesday 16th Dalton- 
Ingersoll Co. got into form again, win- 
ning three from W. B. Hubbard & Sons 
Co. D. I. & Co., 417, 418; 396—total, 
1,281; Hubbard, 390, 402, 386—total, 1,183. 


Smith & Anthony dropped one to Thos. 
Hoey Mfg. & Supply Co., thus giving the 
leaders—D. I. & Co—a margin of one 
more. §S. & A. Co., 428, 439, 363—total, 
1,230; Hoey, 415, 394, 391—total, 1,200. 
F. W. Webb forfeited to W. H. Gallison 
Co., whose string showed up well against 
Bogy: 408, 417, 395—total, 1,215. On 
Thursday the 18th J. H. Young & Co. 
followed up their good form by licking 
those from Peck Bros. Co.: Young, 434, 
392, 428—total, 1,254; Peck, 405, 391, 404 
—total, 1,200. Locke-Stevens took two 
from Cambridge; L. S. & Co., 407, 436, 
397—total, 1,240; Cambridge, 398, 421, 
411— total, 1,230. Salesmen forfeited to 
Jas. Barrett Mfg. Co., whose score was 
449 375, 395—total, 1,219. The forfeit 
games seem to have come all in a bunch 
—one each night for past three nights. 


Bowling in 


New York City 


The Plumbing & Steam Supply League 
of the Greater New York has entered 
upon its second half of the bowling 
schedule at Cadieu Alleys, Sixth avenue 
and 26th street. The enthusiasm con- 
tinues at fever heat and it is evident that 
the last half will bring many surprises, 
owing to the manner in which many of 
the teams are practicing. 

On February 18th only one game was 
bowled, the Kenney Mfg. Company not 
appearing. It was a lively game between 
the Metropolitan Supply Company and 
THE PLUMBERS’ TRADE JOURNAL, the latter 
taking tne honors with a score of 779. 
The Metropolitan Supply Company scored 
659 + 79, making a total of 733. 

On the evening of February 23d a meet- 
ing of the League was held at Cadieu 
Alleys, with President Heatherton in the 
chair. Delegates from the following 
teams were present: Locke & Smith, 
Colwell Lead Co., Metropolitan Supply 
Co., A. L. Perkins, John Simmons Co., 
F. N. Du Bois & Co., Ashcroft Mfg. Co., 
Kenney Mfg. Co., and Tur PLUMBERS’ 
TRADE JOURNAL. 

It was decided, owing to many changes 
having been made on or about the first 
of the year in the various supply houses, 
that new members be added to the var- 
ious teams as submitted in response to 
a circular letter from Secretary Walton. 
The Kenney Mfg. Co.’s team, which was 
represented by Mr. Geo. E. Robinson, 
and which had withdrawn owing to cer- 
tain statements which had been made 
by certain individuals, was induced to 
continue with the League for the bal- 
ance of the season. 


ere chee aoe al meee a 
; Bowling in Philadelphia ; 
ep nme teres tasty S) 


The following is the result of .the 
Plumbers’ Supply League played on the 
Central alleys on February 15th: 

In the first game the Salesmen won 
two of the three from the Perkes team. 
The scores were Salesmen, 726, 826, 885; 
Perkes, 735, 644, 591. Two out of three 
were won by Froelich over Jenkins. 
Scores. Jenkins, 682, 625, 712; Froelich, 
720, 738, 668. In the next game the 
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Haines, Jones & Cadbury Co. were the 
victors in all three over Ronalds & John- 
son. Scores: H. J. & C. Co., 738, 689, 
703; R. & J., 717, 689, 609. McCambridge 
2nd won two from Rainear Co. Scores: 
Rainear, 647, 642, 572; McCambridge, 548, 
685, 685. McCambridge ist took two 
from Fleck Bros. Scores: McCambridge, 
655, 628, 657; Fleck Bros., 619, 652, 581. 
In the last game Walls & Pearsall won 
all three from the Standard Supply Co. 
Scores: Walls & Pearsall, 805, 817, 813, 
and the Standard Supply Co., 725, 676, 
683. 
—_———o_ +9 ¢ > ______ 


THE PAYNE FROST PROOF CLOSET 


It may 
strange to 
among the 
and one _ improve- 
ments in plumbing 
fixtures in the past 
twenty-five years 
there seems to have 
been few in  frost- 
proof closets, many 
Plumbers who are 
now old men are 
still using the same 
old hopper cocks that 
were used when they 
were boys and when 
a frost proof closet is 
spoken of they asso- 
ciate them imme- 
diately with an old 
hopper cock and a 
Philadelphia Hopper 
with its insufficient 
flush through a one- 
‘half inch pipe and a 
nasty and insanitary 
pit, whereas some of 
the makes of to-day 
in this line are in 
fact frost - proof 
water closets, 

The Payne closet 
is especially design- 
ed for use in the cel- 
lars of tenementhouses and all other 
places where protection from frost is 
necessary. For such work it has sev- 
eral strong points. Among many others 
are the following: It is flushed through 
a one-inch pipe under the air pressure 
from the tank which cannot become air- 
bound and hold the water; the hopper 
has a flushing-rim and a spigot end which 
is calked into the soil pipe, thu® making 
a firm and durable connection, and when 
used with Payne pitless valve (a cut of 
which is herein shown) no pit or ground 
box is necessary to repair the valve, as 
it can be handily removed from above the 
floor. 

This closet is made by the Pittsburg 
Brass Mfg. Co., of Pittsburg, Pa. Send 
for a copy of their catalog and mention 
this JOURNAL. 

Alte ah eeemtars ere Ae 


seem 
say that 
thousand 


Thrush & MeMillan is an enterprising 
firm of master plumbers at 108 Roseville 
avenue, Newark, N. J. At the present 
time they have a number of good con- 
tracts on hand, which will keep them 
busy for some time. 


Alex. Zeck, the well known plumber of 
Grafton, W. Va., has secured the plumb- 
ing and heating contract for the new 
court house at Elkins, W. Va. The heat- 
ing contract alone amounted to $4,000. 
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St. Louis and Vicinity @ *Hitin’ News 


NN oraimance will be introduced 
in the House of Delegates 
and City Council very short- 
ly, which, if passed, will be 
the means of inaugurating a 
Plumbing Hxamining Board 

in this city as provided for in the bill 
passed through the efforts of tne Jour- 
neymen Plumbers’ Association in the 
State Legislature. The Legislature pass- 
ed the bill, which is intended to be oper- 
ative in cities of over 50,000 inhabitants, 
with a final amendment that its accept- 
ance be contingent on local ordinances 
in such cities adopting its provisions. 
The St. Louis Association of Master 
Piumbers has endorsed the State law and 
tne city ordinance legalizing it, at the 
request of the Journeymen’s Association. 
This in itself is wortny of note as a step 
toward the resumption of the friendly re- 
lationship formerly existing in general 
trade circles in St. Louis—a relationship 
that has been very strained since the 
rupture of the joint agreement during 
the winter of 1902. 


As to the cause of the rupture referred 
to in the preceding paragraph, there are 
of course two different versions, that of 
tne master plumber conflicting with that 
of the journeyman. ‘here is little sense 
im reopening the issues now or of allow- 
ing real or imaginary grievances to in- 
terfere with any progressive movement 
capable of being made by joint effort at 
this time. To “let the dead past bury its 
dead” should be acceptable advice to all 
who realize that both life and progress 
is in the present and the future, and to 
my mind it should prove a source of gen- 
eral satisfaction to know that in spite of 
the many disagreements and conflicting 
opinions existing between the local 
plumbers as employers and employees, 
there still exists a mutual desire to ad- 
vance the trade’s best interests by sur- 
rounding it with every possible precau- 
tion relative to the construction and in- 
spection of work and the fit quauifications 
or those engaged init. 


There are still a great many employing 
plumbers who oppose any and all legisla- 
tion affecting the trade, many of them 
men above reproach either as plumbers or 
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business men. They are not confined to 
any locality, since I have met them at 
State and National Conventions for the 
past half dozen years just as I met them 
in daily intercourse here at home. Hay- 
ing a firm belief that the various plumb- 
ing laws of our principal cities and 
States are in great measure responsible 
for the generally sanitary construction 
of modern plumbing, I am compelled to 
differ with their arguments, while freely 
admitting the honesty of their opinions 
and their right to give expression to 
them. However, there is a right and a 
wrong side to this as to everything else, 
and its very nearly time that the trade 
as a whole placed itself in unison on the 
matter. 


I propose to offer two suggestions in 
connection with the above, one to the 
trade press with its thousands of read- 
ers, embracing practically every type of 
plumber, and the other to the National 
Association of Master Plumbers in con- 
vention as representative of high intelli- 
gence and earnest effort! To the trade 
press I would suggest a series of letters 
or interviews with plumbers in different 
sections of the country approving or dis- 
approving of legislation affecting plumb- 
ing, and in each case setting forth what 
in the writer’s opinion is the remedy 
possible for our National Association to 
use in producing conditions that would 
meet with his approval in this particular 
respect. To the officers of our National 
Association I would suggest that the 
Essay Committee be advised to procure 
essays on the subject. I believe they 
would be eagerly listened to, freely de- 
bated upon, and give birth to action in 
the convention that would result in two 
very good things, first by determining in 
a general way the attitude of the trade 
toward plumbing legislation, and second- 
ly, by showing the way for our National 
Legislative or Sanitary Committees to do 
a great educational work for the members 
by summarizing the various laws now 
in force, deducting from them an ideal 
general law and giving the result of 
their deliberations as to the best means 
of securing such uniformity as they would 
suggest. 

The argument against plumbing legis- 


lation in St. Louis seems principally to 
be that “the law puts everybody on the 
same footing!—that the good man has 
no preference over the rascally inclined 
one! That the public expect to secure 
through the laws inspection the same 
class of work from both of them!” I 
mention this, not to argue upon it but 
simply to show any reader other than a 
St. Louisan that the position taken is a 
practically universal one. It would please 
me very much to get into a good natured 
argument on this really serious subject 
and the invitation is extended to the 
trade at large. A plain expression of 
honest opinions, a few statistics or cita- 
tions to illustrate and emphasize our 
claims, and a whole lot of that good 
nature that should always characterize 
a plumber’s argument, should prove pro- 
fitable to all of us. Once again, brothers, 
not in sarcasm, but rather in fun, let me 
say: “If you’re the very best plumber 
in town with a gilt-edged reputation both 
in the trade and at the bank, and you 
find a lot of your trade going to a young 
fellow in the next block because he un- 
derbids you! If you think the customer 
would pay you the difference in pre- 
ference if the plumbing law did not prac- 
tically guarantee the same construction 
from both of you! If these reasons em- 
body the many smaller ones why you 
oppose legislation, perhaps you'll tell us 
all about it and give the other fellow a 
chance to present his side? 


A rule of the local Gas Fitters’ Union 
provides that a master plumber doing 
gas fitting must either do all such work 
with their members, or else sublet it all; 
in other words, he must not do one job 
himself and sublet the next, or vice vers. 
Two master plumbers have recently been 
“fined” for violation of the rule and 
have reported the cases to the Grand 
Jury now in session. The master plumb- 
er who was fined heaviest states he sub- 
let work on account of having to be out 
of the city and thus unable to super- 
intend it. He further avers that the 
fine was not immediately imposed, but 
put on him at a later period when in 
the midst of a lot of rush work. The gas 
fitters on the other hand claim to have 
signed agreements from the complain- 


SPECIAL—The greatest Instruction and Information 
on Plumbing and Heating. 


we have of THE PLUMBERS’ TRADE JOURNAL. These volumes have been sell- 


W* desire to make a clearance sale of a limited number of bound volumes which 


ing for $4.00 apiece. 


They are splendidly bound and contain the most up to- 


date and thorough information on practical plumbing and heating that is published. 
There are many drawings of new work and illustrations of old that can be obtained 


in no other way than through these bound volumes. 


For the next THIRTY DAYS 


we will dispose of a limited number, as we state, at the uniform price of $2.00 APIECE, 
postage paid to any address in the United States. 


We have 50 volumes of 1893. 
6é 


ee 

eo e6 
66 “6 
“ee “6 
“6 “é 


“< “ce 


1897. 


1899, January to June, 


1899, July to December. 
1901, January to June, 

1902, July to December. 
1903, July to December. 


We have also copies of other volumes which can only be sold at the regular retail 


price of $4.00 a volume. 


THE PLUMBERS’ TRADE JOURNAL 


61 Beekman Street, New York City. 


ants, antedating the present trouble, ai 
which are in the form of contracts to el 
ploy them direct. 


Out at the Fair Grounds things g 
rapidiy assuming shape and there is ; 
doubt but what all will be in readine 
May Ist. The Hanley Casey Co. haye t; 
bulk of their work inside the groun 
completed and are now occupied pri 
cipally with the installation of pum 
and motors for the water supply of t} 
“Cascades.” Plumying on the big “| 
side Inn” is being roughed in by ©, , 
Cricqui, of Buffalo, who has a large for 
of men at work. Mr. Kavanaugh, anoth 
buffalo master plumber, is. fitting up it 
“Tsle of the Seas’ and several minor ¢o) 
cessions. Local plumbers, busy along tt 
“Pike” and on the many temporary h 
tels growing like magic in the adjacer 
territory are Fink & Schuster, Henr 
Whitney, Joe Hirschstein, Quinn 
Smith, Chas. Doherty, John Gilmor 
John Quinn and Hoban Plumbing Co, 


Messrs. Weber and Groves, local arch 
tects, have prepared plans for a factor 
building for Brown Shoe Co., covering a 
entire city block at 12th and Russe 
avenue. There is quite a large amoun 
of plumbing in it of the usual heavy fa 
tory construction and it will prove a nic 
job for someboay since it is to be erecte 
at once and with time penalties. 


The local association is making hast 
slowly in its preparation for the annua 
convention to be held in Septembei 
Just now particular attention is be 
ing given to hotel accommodations, 
very difficult task if we are to su 
ceed in ‘our intention of procurin 
suitable quarters for everybody unde 
one roof. Scattered accommodations i 
a city that will be alive day anu nigh 
with every conceivable kind of attra( 
tion could not fail to injure the attenc 
ance at business sessions. If at all po: 
sible, consistent of course with fair rates 
we propose to have every delegate wher 
the chairman of his city or State del 
gation can reach him at will. We want 
convention for business first and pleas 
ure afterward, and knowing that the set 
timent finds approval in the heart 0 
every loyal and earnest member we Wi! 
keep this point always in view. 

eer 

Mitchell & Busbee, of Washington, Pa 
are distributing to their friends a han 
some leather pocketbook with comp! 
ments. 
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ROUBLE IN THE HEALTH DEPARTMENT AT 
DENVER, COLO. 


It is reported that Lawrence H. Balfe, 
plumber of Denver, Colo., had a lively 
me recently at the office of the City 
fealth Department. It seems that the 
lumbing inspector reported unfavorably 
n some work being done under the sup- 
rvision of Mr. Balfe and the Health De- 
artment ordered the work discontinued. 
‘r. Balfe appeared at the office and took 
sue with the plumbing inspector, and 
1e language used was of such a char- 
ter as to provoke a physical encounter. 
As .a result a few rounds were fought 
sgardless of any established rules and 
yme “blood letting’ followed. A _ peace- 
)ly inclined contractor finally succeeded 
| patching up a truce. 


SPECIAL NOTICES. 


RATES FOR SPECIAL NOTICES. 


Special notices, such as “wants,” “for 
ile,” etc., are inserted at the rate of 50 
nts per issue for regular subscribers. To 
yn-subscribers the rate is $1.00 per inser- 
on, to not exceed five lines. Cash must 
ccompany order. 


CAN SELL YOUR PLUMBING BUSINESS, NO 
matter where it is or what it is worth. Send de- 
ription, state price, and learn how. W. M. Os- 
ander, 847 North American Building, Philadelphia. 


LEAD BURNING 
IN 


\.LL ITS BRANCHES 


ill teach by mail practical 


LEAD BURNING 


as it is done, can be done, or ever has 
been done. 


Will take charge of any LEAD BURN- 
ING work, overseeing the proper me- 
chanical construction, at reasonable 
rates. Am considered the authority in 
the United States and Canada on the 
subject. Have worked at it for twenty 
years. Will give instructions at moder- 
ate rates, and invite correspondence 
from any part of the country. 


RICHARD A. LEGARDE, 


909 N. 10th St., PHILADELPHIA, PA. 


yj ANTED —AN ENERGETIC SALESMAN, 
_ familiar with Brooklyn, N. Y. trade, or a bright 
timate clerk. Address “N. B.,” care of 
umbers’ Trade Journal. 


“OR SALE CHEAP—Patterns 
for a full set of DURHAM 
OUSE DRAINAGE FITTINGS 
-Ells, Tees, T.Y’s, etc. If in- 
rested, will send full informa- 
on andprice. Address‘*‘J.S.’’ 
are Of The Plumbers’ Trade 
ournal. 61 Beekman St. 


ae Se eee 
{ ANTED—GOOD FIRST-CLASS MECHANICS 

who understand plumbing, gas and steam-fit- 
ig; steady work to right parties, married men 
eferred. Address E. L. Kallenback, Opera House 
ock, Olean, N. Y. 


he 


eesti eee ee 
DESIRE TO 8ELL MY PATENT BASIN CLAMP. 
My plumbing and heating trade makes it impos- 
le for me to devote time to the clamp, which is an 
cellent seller. 


Address John M. McVey, Lima, O. | him to Mrs. H. K. Powe 


LUMBERS’ WOODWORK— 
Wanted by one of the best- 


known selling agents in the East, the 
agency for a good line of plumbers’ 
woodwork—to sell to jobbers only 
on a commission basis. Address 
“J.D. R.,”’ care of The Plumbers’ 
Trade Journal. 


Journal 
~ Copies 
Wanted 


We Will Purchase 


Copies of THE PLUMBERS’ 
TRADE JOURNAL in good 
condition to a limited num- 
ber, paying 


One Dollar Apiece 
FOR 


November 45th, 1889, 


We have received all the 
copies needed of Feb- 
ruary 15th, 1896. 


These copies must be sent carefu.ly done 
up with the sender's name and address 
marked thereon to 


THE PLUMBERS’ TRADE JOURNAL, 


671 Beekman St., NEW YORK. 


PLUMBER WANTS POSITION—PRACTICAL AT 
Steam and Hot Water Heating from plans. Ad- 

sree eg oe Maloney, 9 Montgomery Street, Jersey 
ity, N. J. 


“NO-LEAK™ PIPE JOINT COMPOUND 


RELIABLE AGENTS WANTED to han- 
die this on a good commission basis. The 
Compound is superior to anything onthe 
market and costs less. For booklets 
and other information write or call on 
Geo. Owen & Co., Ltd, (late The Anglo- 
American Export Agency), 95-97 Liberty 
St,, New York City, exclusive agents for 
Canada, Eastern U. S. Territory, and 
Export. 


WSkse IS H.K.POWELL? ANYONE KNOWING 

the whereabouts of H. K. Powell will confer a 

favor by Sor mnaatcating all information concerning 
, Barboursville, Ky. 


Good Mfg. Co., 


NEW YORK 


88-92 Lincoln Ave. 
ALL GOODS GUARANTEED, 


‘‘Good’”’ Pipe Benders 


Can be readily withdrawn from Pipe. 


iia MEET EEE TA ee ED 


OR SASLE—ESTABLISHED PLUMBING BUSI- 
ness ina thriving Pennsylvania town of about 
8500 population. Having sewer, water, gas and steam 
fitting and tin work. Price about $2,(00; cash or on 
good security. New stock, with or without tools, 
and can reduce stock if parties wish it, as I have two 
shops; good trade and only one other shop in town; 
have made $2,000 since April, 1903. Address 
“H.W.C.,” care of The Plumbers’ Trade Journal. 


OR SALE—PLUMBING AND STEAM HEATING 
business, in city of 30,000 population, growing 
very rapidly; business will run about $25,000 per 
year. Stock will invoice about $3,500. Address 
“O. T.,” care of The Plumbers’ Trade Journal. 


OR SALE—A FULL PAID SCHOLARSHIP IN 
Plumbing, Steam and Gas Fitting in International 
Correspondence Schools. Cost $38.75. Best cash 
offer takes it. Address 75 West Lacrosse Ave., 


Lansdowne, Pa. 
A POSITION WITH AN ELDERDY GENTLEMEN 
conducting a plumbing and heating business, 
with a chance to take an interest and help manage 
same in small city or a town; can estimate from 
plans and put up work. Ama young man, soberand 
a hustler; have attended New York ‘Irade School 
and have some knowledge of lead burning. Can 
draw plumbing plans. Address ‘‘H. B. W.,” care of 
The Plumbers’ Trade Journal, 


OR A LIMITED NUMBER OF 
the September 1st edition of THE 
PLUMBERS’ TRADE JOURNAL, 
we will pay 25 cts. apiece. We want 
one dozen copies of the Central 
Edition of THE PLUMBERS’ 
TRADE JOURNAL for September 
1st. Each copy sent must be in per- 
fect condition, and have the writer’s 
name and address attached to the 
wrapper, which must securely protect 
it from harm in mailing. 25 cts. is 
the price we will pay. Should we re- 
ceive more than the number we re- 
quire, will return the copies without 
expense to those who may send them. 
Address M. A. Rocks, P.O. Box 715, 
New York City. 


SUBSCRIBERS 
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OR SALE—A NUMBER 3 PIPE MACHINE, 
The Eaton. Cole & Burnham make, all complete, 
with one to six inch dies and guides, practically new, 
only been in use about a year. Address Edw. Flan- 
agan & Co., Lehigh and Kensington Aves., Philadel- 
phia, Pa. 


Position WANTED BY AN ALL-AROUND 
Plumber, Steam and Hot Water Fitter. 2U years’ 
experience, married, sober, and capable of taking 
charge of work as well as installing same. Address 
“P. D. B.,”’ care of The Plumbers’ Trade Journal. 


To the Plumbing Inspec- 
tors of the United States 


I would consider it a special favor 
if the plumbing inspectors of the 
United States would inform me the 
amount of salary paid by their respec- 
tive cities to inspectors of the Health 
Department. I have an. object in 
view in obtaining this information, 
Address ‘Inspector’? care of the 
Plumbers’ Trade Journal. 


TENOGRAPHER—YOUNG MAN WANTED BY 
Boiler Manufacturing Co. to learn the principles 
of steam and hot water heating business, with the 
view to taking a better position when qualified. 
Must be good stenographer, active, and make him- 
self generally useful in office. Every advantage 
given to learn the business. One with experience 
preferred. Address ‘‘Manufacturer,” care of The 
Plumbevs’ Trade Journal, New York City. 


ATALOGUES—ON SANITARY GOODS AND 
lumbers’ supplies are solicited by Santiago 
webb, Echaurren 45. Santiago, Chile, 8. A. 


ALESMAN WANTED — WE DESIRE A GOOD 

man to cover territory along the Coast and East 
as far as Salt Lake City, selling a high grade line of 
Plumbers’ Brass Goods. Address “Brass Goods 
Manufacturer,” care of The Plumbers’ Trade Jour- 
nal, 61 Beekman St., New York City. 

It not only gives a high, glowing,dur- (z 2) y) 

able olla to all metals, but the polish 


Bar Keepers Frieud: 


{¢ will shines on! It benefits all metals, minerals 0: 
while eleaning them. 250 1 lb box, For sale by drug- 


ists and dealers. a@ 2e stamp for 6 le to — 
Wilts Hoffman, 295 E. Washington Bt. Indianepolla, 


Will Please Mention 


This Journal when 
writing to Advertisers 


THE WILHELMI THE MODERN 


TWO BEST BOILERS 


The “Wilhelmi” is a high-grade copper range boiler 


tested to 250 pounds and guaranteed to stand a working 


pressure of 150 pounds. 
made. 


There.can be no better boiler 


“ : as 
The “Modern” is for use where the pressure does not 


exceed 100 pounds, as that is the guaranteed working pres- 


sure. 


It is tested to 200 pounds. 


BOTH BOILERS GUARANTEED NOT 


TO LEAK AND AGAINST COLLAPSE 


Very 


Attractive Discounts Furnished 


FOR SALE ONLY BY JOBBERS OF PLUMBERS* SUPPLIES 


HAYES MFG. CO., . = 


‘ Paterson, N. J. 


Every one guaranteed. 


Oe ret 


*‘Good’”’ Stove Drills—For drilling holes in 
all kinds of iron, marble, enameled bath tubs and sinks, etc, 
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w@ Pittsburg and the South &@ 
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INCE the settiement of the re- 
cent strike of the journey- 
men plumbers in Pittsburg 


the work on the new Bes- 
semer Building has been 
rushed and is now near- 
ly completed. Messrs. Geo. H. Sof- 
fel & Co. are the plumbing = con- 
tractors. In this building sixty of 
Peck Nethery flush valve closets are 
being installed, and twenty-four regu- 


lar Bedfordshire earthern urinals with 
marble stalls. There are 275 Peck’s solid 
porcelain corner washstands, twelve solid 
porcelain slop sinks, and thirteen solid 
porcelain drinking fountains. The Dur- 
ban system of drainage was installed. 
All piping, except for gas, is galvanized 
and extra heavy soil pipe was used. 
The water lines, with the exception of 
the fire lines and stand pipes, are brass 
pipe. Heat, light and power for the new 
structure will be furnished by the Besse- 
mer Power Building, a 12-Story building 
now being erected on Cecil alley, in the 
rear. The building will also have its own 
water supply, independent of the city 
supply, as a crib has been constructed 
in the Allegheny River opposite the build- 
ing and a private water plant has been 
installed. 


The Tyler Tube and Pipe Company, of 
Washington, Pa., has secured a large con- 
tract for boiler tubes from the Mexican 
government, calling for many thousand 
dollars’ worth of tubes, being the largest 
order ever secured by the firm. The Tyler 
mill is one of the foremost in the world, 
having been established many years ago 
by Col. W. P. Tyler, a New York capitalist. 


The New Natatorium to be built in Pitts- 
burg will cost $160,000, and will include a 
swimming pool, turkish bath, bowling 
alleys, billiard rooms, cafe, library, and 
other departments. The building will be 
erected in the Hast End on the triangle of 
ground bounded by Friendship avenue, 
Baum and St. Clair streets. Work upon 
the structure will be commenced in the 
spring: Robert M. Garland, a director of 
the Bailey-Farrell Manufacturing Com- 
pany, is a member of the board of direc- 
tors of the Natatorium Company. 


The Monongahela Water Company has 
voted to increase its capital stock by 
$300,000 for the extension of water lines 
with boilers, tanks, pumping machinery 
and other necessary improvements. 


John Richards, Jr., 131 Fairfield ave- 
nue, Johnstown, Pa., has distributed a 
neat memorandum book to his friends 
and patrons. Mr. Richards is one of the 
most successful plumbers of Johnstown. 


The Buerkle Plumbing Company have 
secured some very good plumbing con- 
tracts recently, among them being the 
six-story Weaver, Costello & Co. building 
on Second avenue, the plumbing in which 
will amount to about $3,000. The fixtures 
include washstands, closets and urinals. 
They are also doing the plumbing in the 
stable of D. P. Black, president of the 
Real Estate Trust Company of Pittsburg, 


and finishing up the residence of A. A. 
Frauenheim on Squirrel Hill, the latter 
being a very fine piece of work. Deco- 
rated tubs and onyx lavatories were in- 
stalled. This residence contained five 
complete bathrooms, and the plumbing 
contract amounted to in the neighborhood 
of $6,000. 


Holt & Winter have opened a new 
plumbing shop at No. 99 Beltzhoover ave- 
nue, Pittsburg. Mr. Holt was formerly 
in business at New Brighton, Pa. 


Thomas J. Norton, the well-known sup- 
ply man, was the successful contestant 
for the prize ring given by the ice men at 
their annual ball on January 20, for being 
the most graceful two-stepper. Among 
the prominent supply men present were 
John Fitzgerald, Charles G. Noble, Frank 
Knapp, and Victor A. Harder. 


George H. Bailey, president of the 
Bailey-Farrell Manufacturing Company, 
is the proud father of a young daughter. 
The new member of the Bailey househo 
is said to be a beautiful and dainty speci- 
men, so much so that an admirer of the 
baby sets forth her charms in the follow- 
ing ditty: 

DOROTHY. 
Dorothy hath eyes of blue, 
Cheeks of pink and rose, 
And her cherry lips, parbleu, 
Pearly teeth disclose. 


Dorothy can only say 
“Um, Um’ and “Goo Goo.” 
Thus throughout the livelong day, 
She doth hum and coo. 


Carson & White, plumbers, wilth shop 
located on Perrysville avenue, Allegheny, 
have been awarded contract for the 
plumbing in the eight-story Oliver, Build- 
ing located corner of Virgin alley and 
Wood street. The building will have a 
wrought iron drainage system and im- 
proved closets and lavatories. Work will 
be started as soon as the plumbers reach 
an agreement with the journeymen. 


The marriage of Miss Mary Christina 
Madaralla, of Turtle Creek, Pa., and Mr. 
Antony Joseph De Simone, the well-known 
and prominent Hast End plumber, was 
solemnized on Wednesday morning, Feb- 
ruary 3, at the Church of Our Lady. The 
bride was given away by her father, and 
wore a gown of white crepe and pointe 
lace with a long tulle vaile. A reception 
and banquet was served from 5 to 11 at 
the Highland Auditorium, the hall being 
beautifully decorated in trappings of white 
and green, while spikes of ascension lilies 
reared their heads above the nodding 
headgear at the banquet table. After the 
reception the happy couple left on an ex- 
tended Southern trip, taking in Florida 
and the Mardi Gras at New Orleans. 


At the annual meeting of the Wash- 
ington, Pa., Master Plumbers’ Associa- 
tion, held in Washington on January 4th, 
J. W. Minton, of J. W. Minton & Co., was 
elected president, and John R. Harley, of 
Kerr & Earley, was elected secretary. 


Geo. H. Soffel & Co. have leased the plot 
ot ground at the corner of Second avenue 
and Cherry alley, Pittsburg, and have be- 
gun the erection of a three-story brick 
building for their own use. The new 
building will be 75 x 18 feet in size and 
will contain a show room in addition to 
the shop and office requirements. The 
firm expect to complete the building im- 
mediately and remove from the old loca- 
tion at Fifth avenue and Ross _ street 
March 1, 1904. 


Plumbers and jobbers throughout Pitts- 
burg express great sympathy for Law- 
rence & Watson, the well-known East 
End plumbers, whose shop at No. 76 
Frankstown avenue, East End, was 
burned to the ground on February 7th, en- 
taling a loss to the firm of $3,500. Law- 
rence & Watson were very well known, 
and had long been established in busi- 
ness in Pittsburg. They have done some 
of the largest contracts in the plumbing 
line in this city, and their work was al- 
ways of the best. It is understood that 
their loss is completely covered by in- 
surance. 


The charter of the old established iron 
firm of A. M. Byers & Co., Incorporated, 
one of the oldest and best known of the 
iron and steel concerns of Pittsburg, has 
expired by limitation and a new cor- 
poration has been organized with a cap- 


| 
italization of $1,500,000. This take: 
place of the old capital, wnich was m: 
nominal, at $100,000. The new com 
is a reorganization of the old, and 
capital places the stock on an a 


book basis. The new company own; 
large wrought iron pipe works on 
South Side, Pittsburg, and the Gj 
Furnace Company, which was forn 
owned by the company, but was not : 
tified directly with them. The new 
pany will be known as the A. M. B: 

The following are its officers: [ 
Byers, president; E. M. Byers, vice-p 
dent; and H. H. Richardson, secre 
and treasurer. The firm manufact 
the famous “Byers wrought iron pj 
and does a large export business in g 
tion to its home trade. 


Spindler & Floto have opened a 
plumbing shop at Steubenyille, Ohio 
the corner of Third and Washin; 
streets. 


All the household property of the 
Frank Cummins, the plumber of G] 
port, Pa., who was asphyxiated at 
home with his wife and his partner, \ 
E.. Weaver, some time ago, hag been 
vertised for sale, only one article be 
exempt. This is the furnace, which ° 
the cause of the tragedy. It will be 
stroyed as a precautionary measure. 


Owing to the serious illness of 
wife, J. F. Kelly, of the Bailey, Far 
Mfg. Co., has been called West, and ( 
ing his absence C. D. Wallace, who 
been covering other territory for the 
F. Mfg. Co., will look after Mr. Kel 
trade. 


Send for Catalogue. 
ence, 


yourself, 


The Plumber == 
And His Lost Profit 


=)ERHAPS it has never occurred to you in this way but 
P there are, right in your own city, hundreds of wooden 
laundry tubs constructed by the carpenter installed in dwellings 
and apartments, the owners of which might easily be induced 
by the plumber to equip their buildings with a modern, sanitary 
laundry tub of life-long durability and non-leakage qualities. 


Every wooden tub so placed in your city repre- 
sents a lost protit to YOU. 


Euclid Laundry Trays and Hitchen 


Sinks are designed to fill a long-felt want for a durable — 
sanitary laundry or kitchen equipment at reasonable cost. 


Me 


Place it on your desk for ready refer- 
You will be surprised at the ease with which you may 
influence your clients by a timely suggestion to specify an 
article which will result in satisfaction to them and profit to 


REMEMBER-—The cost of a cypress tub is very 
little less than the price of the EuclidT 


THE NORCROSS CO. 


CLEVELAND, O. 


THE © PLUMBERS’ 


ittsburgh *"4,, South Continued 1--m Preceeding Page 


e Board of Health in Bellevue has 
n steps to have all the plumbing in 
yoreugh inspected by a competent in- 
or. Houses built during the last few 
; will not be inspected, but plumbing 
does not confirm to the rule of the 
1 will be ordered changed. — 


new court house to cost from $250,000 
300,000 will be erected in Somerset 
ty this year. Work will begin in the 
ig. Architect J. C. Fulton, of Union- 
, Pa. is preparing plans for the 
‘ture, 


degrave & Co., the well-known plumb- 
firm at Johnstown, Pa., sustained a 
of about $1,000 by fire recently. Sev- 
buildings were destroyed and the 
grave property was damaged to the 
1t above named. 


J. L. Lawrence, representing the 
rican Pine Co., was in Pittburg this 
and closed a contract with the Pitts- 
Supply Co. for 100,060 Frederick’s 
natic checks. 


e Pittsburg Valve & Fittings Com- 
have moved their offices from the 
ry at Barberton, Ohio, to the Frick 
ling, Pittsburg, Pa. 


H. Burnham & Co., the well-known 
izo architects, have completed the 
. for the proposed new bath houses 
e South Side, to be donated by Henry 
liver of this city. Work upon the 
houses will be commenced in the 
g. The baths will be the most com- 
and attractive in existence, and will 
need the South Side has felt for a 
time. 


ss Laura Sidler, the popular young 
who operates the billing machine for 
of our large supply houses, gave a 
year sledding party on January 12 to 
nber of her friends. After a delight- 
de over the Boulevard, the party was 
n to Miss Sidler’s home, where an 
r supper was served. Among those 
sipating were Mr. CC. Albert 
sider, Miss Rena Garrow, Mr. Fred 
», Miss Lillian Ulrich, Mr. Magill, 
Helen Hall, and others. 


> strike of the Pittsburg plumbers, 
1 on October 1, 1903, is at last at an 
Committees from the Master Plumb- 
Association and from the organiza- 
f the journeymen met on January 26 
fter a long conference, the two sides 
y got together and the men agreed 
back to work. 
» terms of settlement provide that 
en shall receive $4 per day of eight 
that the agreement shall termi- 
December 31, 1904, and that the 
ers who were brought to Pittsburg 
‘e the place of the strikers shall not 
charged. 
- workmen, it will be noted, did not 
inything by the strike, as they were 
ing $4 per day when the strike was 
ed, and struck for $1.50 per day. 
also demanded that the agreement 
nate October 1, 1904, instead of De- 
r 31, which point they likewise lost. 
committees which settled the strike 
nuary 26 were made up as follows: 


Master Plumbers—John M. Addy, chair- 
man; George T. Davis, Joseph A. Isher- 
wood, A. D. Keister, George Zitzman, 
Frank McConnell, vice-president Master 
Plumbers’ Association, and George Sands, 
secretary Master Plumbers’ Asosciation. 

Journeymen—James M. Baird, secre- 
tary; Daniel F. Coogan, Thomas J. G. 
Lambert, M. J. Biglen, James V. Barker, 
Edward F. Welsh, president of Local 
Union No. 27, and James P. Toole, secre- 
tary of Local Union No. 27. 

The new agreement is as follows: 
Articles of Agreement between Master 

Plumbers’ Association of Pittsburg and 

vicinity and Journeymen Plumbers’ 

Union, L. U. No. 27. To take effect 

January 26, 1904, and expire December 

31, 1904. 

Article 1—Section 1.—That 8 hours on a 
job or in a shop shall constitute a day’s work. 
Regular working hours shall be from 8 o’clock 


A. M. until 12 o’clock noon and from 12:30 
until 4:30 P. M. 


LOUISIANA 
PURCHASE 
EXPOSITION 


Section 2.—Any journeyman reporting for 
work at starting time unless previously notified 
not to appear, shall receive one day’s pay. 
This section is not construed to cover the case 
of a man discharged for just cause. 

Article 2—Section 1.—When a_ workman 
works overtime, he shall be allowed time and 
one half time, excepting when employer desires 
work done double time, and in such case the 
employer reserves the right to employ two 
sets of men, one set for day turn and one set 
for night turn, and if the day turn men desire 
to work on the night turn, they shall be per- 
mitted to do so without interference from the 
union. 

Section 2.—Workmen shall be paid double 
time for Sundays and the following legal holi- 
days: July 4th, Labor Day and Christmas 
Day. 

Section 3.—No journeyman shall get out any 
material before starting or after quitting time. 

Section 4.—When work is at a great dis- 
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tance from shop, special arrangements can be 
made with employer subject to approval of 
joint committee from both associations. 

Section 5.—Any journeyman working outside 
the radius of one mile from shop (12 blocks 
constitute a mile), whether on contract work 
or not, shall be given carfare exceeding an 
amount necessary to reach shop. 

Article 3—Section 1.—No employee will be 
allowed to do subcontracting or lumping for 
a master plumber, nor work for any person 
who has taken such a contract. 

Section 2.—No employee will be allowed to 
do any work after working hours when em- 
ployed during the day, except for his employer. 

Section 3.—A journeyman who is employed 
shall not permit himself to be borrowed or 
loaned to work for any other employer, except 
when all members of L. U. No. 27 are em- 
ployed at the time. 

Section 4.—All pipe 2 inches and under to 
be cut by the journeyman plumber or employ- 
ing plumber assisted by the apprentice. 

Section 5.—Blank books shall be furnished 
in which you shall keep accurate account of all 
materials and time consumed on job. 

Section 6.—AIll work when completed must 
be reported at office at once and all matertal 
must be returned to shop or put in safe place, 
and list of same given at office. 

Article 4—Section 1.—All journeymen shall 
furnish and keep in good repair a full first 
class kit of plumbing and gas tools, except what 
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is known as shop tools. ‘The term shop tools 
consists of the following: Dies, vises, taps, 
reamers, pumps and gauges, furnace and pots, 
all wrenches over 18 inches in size, back saw 
blades, brass pipe wrenches, oil and gasolene 
cans. 

Article 5—Section 1.—Rate of wages shall 
be: First class, $4.00 per day; second class 
(apprentices just out of their time), $3.50 per 
day, and no member allowed in second class 
over two years. 

Section 2.—Journeymen shall receive their 
wages not later than 4:30 P. M. on Saturday 
at shop or on job. 

Section 3.—All employees shall be paid in 
full each week or not to exceed two weeks, and 
any employee failing to receive his wages at the 
expiration of two weeks, shall report the fact 
to the union at once, and no member shall be 
allowed to work for such employer until wages 
shall have been paid in full. 

Article 6—Section 1.—Regarding a firm em- 
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ploying a foreman regularly, it is understood 
that the said foreman shall not be affiliated 
with the union. 

Article T—Section 1.—Where the unions can- 
not provide the employers with first class me- 
chanics to execute tueir work, the employer re- 
serves the right to employ whom he pleases 
for the proper execution of his work. 

Article 8—Section 1.—The workmen shall not 
order a strike on a shop or job on any dispute 
or misunderstanding, but any dispute or mis- 
understanding shall be referred to the HWxecu- 
tive Committee of the employers’ association 
and the union or workmen, and in case they 
fail to agree, the dispute shall be settled by 
arbitration, the employer to select one man, 
the union or workmen one man, and these two 
a third man. The decision of these three shall 
be accepted as final. 

APPRENTICES. 

Article 9—Section 1.—AIll employers shall 
employ apprentices as may be determined by 
the Master Plumbers’ Association. 

Section 2.—Each firm may have at least one 
apprentice, and for five journeymen, two ap- 
prentices, and for eight journeymen three ap- 
prentices, and in no case shall more than three 
apprentices be employed by one firm. 

Section 3.—The term of apprenticeship 
shall be five years. 

Section 4.—When circumstances are such 
that an apprentice cannot complete his term 
in the shop in which he started, the Appren- 
ticeship Committee shall make every possible 
effort to find a place for him in another shop, 
so that he may finish his trade. 

Article 10.—Section 1.—That should either 
party to this agreement desire any change in 
this scale at its expiration, three months’ no- 
tice prior to the termination of this agreement 
is to be given to the employers or employees, 
stating specifically in writing what charge is 
desired; otherwise this agreement is to re- 
main in full force for another year. 

BASIS OF AGREEMENT. 

Article 11—Section 1.—The men must return 
to work in their respective shops, as prior to 
the commencement of this difficulty, and that 
this settlement shall be without prejudice to 
either employer or employee as at present 
working, and that the Master Plumbers’ Asso- 
ciation do not object to the hiring of any ap- 
prentices now on strike, and that L. U. No. 27 
will take all men back to their association who 
left it during the present trouble on payment 
of such regular dues as were in force at the 
time of their withdrawal, and the master 
plumbers will permit the use of all honorable 
means to induce all non-union men now em- 
ployed, to unite with L. U. No. 27, or failing 
which to dispose of them in any honorable way. 


The suit of James W. Arrott against the 
Standard Sanitary Manufacturing Com- 
pany, had its last hearing before Judge 
Achesen in the United States Circuit Court 
on January 18, the court taking the papers 
for decision later on. The case is an in- 
teresting one and will be recalled by 
many, owing to the fact that Arrott was 
formerly a partner in the Standard Manu- 
facturing Company. Mr. Arrott brought 
suit against the Standard Sanitary Manu- 
facturing Company, in which he charged 
infringement of his patent tor dredging 
bath tubs and sanitary articles with 
powdered enamel or other pulverulent 
material. The Standard Sanitary Manu- 
facturing Company, in its answer, alleged 
prior use of the patent to Mr. Arrott’s pat- 
ent, and also filed a bill stating that Ar- 
rott had agreed to convey to the company 
the patent in question. Mr. Arrott then 
filed a further reply to these charges, in 
which he denies ever having agreed to 
convey to the company the patent re- 
ferred to. The decision of the court will 
be awaited with interest. Mr. Arrott, 
since his retirement from the Standard 
Sanitary Manufacturing Company, has, in 
conjunction with his brothers, operated 
the United States Sanitary Manufacturing 
Company, at Monaca, Pa., having erected 
a large plant at that place for the produc- 
tion of enameled bath tubs and sanitary 
goods. 
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The plumbing contract in the Besse- 
mer Building amounted to about $30,000. 
The structure is thirteen stories in height 
and is one of the finest edifices of its 
kind in the country. It stands at the 
corner of 6th street and Duquesne Way, 

Pittsburg, an excellent location for an 
' office building. 


F. T. Croff has also started into the 
plumbing business at McKeesport, Pa. 


Kerr & Harley, the large and success- 
ful plumbing firm of Washington. Pa., 
announce their removal on or before 
April 1, 1904, to the Donnan Building, 
No. 6314 South Main street, first door 
above the First National Bank, in the 
rooms formerly occupied by the Citizens’ 
Water Company, Washington. In the new 
location the firm will have a strictly up- 
to-date show room and workshop, and 
will be better prepared than ever to tak 
care of business in the plumbing, heating 
and hardware line. 


Harry A. Neff, who has been connected 
with the Standard Mfg. Co. jobbing de- 
partment for six year, has been promoted 
to a position in the purchasing depart- 
ment of the Standard Sanitary Mfg. Co. 
as assistant to C. H. Lloyd. 


After a great deal of spirited com- 
petition the Bailey Farrell Mfg. Co. were 
the successful bidders on the plumbing 
material for the Freedom, Pa., bank build- 
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ing, for which John W. Hartzell, of 
Rochester, has the plumbing contract. 
The plumbing contract amounted to about 
$1,000. The U. S. Sanitary Mfg. Co.’s 
enameled goods were specified through- 
out. There will be fifteen bath tubs, fif- 
teen combined enameled sinks and laun- 
dry trays and twenty-five enameled lava- 
tories. 


Reynold Bros. have opened a new 
plumbing shop at No. 125 Beatty street, 
East End, Pittsburg. 


Wm. B. Bryar, of the Bailey Farrell 
Mfg. Co., and one of the leading lights of 
the plumbing supply business of western 
Pennsylvania, paid a visit to New York 
City recently to hear “Parsifal’ and in- 
cidentally to visit the art galleries of 
Bouseod Wiladon & Co. and M. Knoedler 
& Co. in search of rare vases and paint- 
ings. While in Gotham Mr. Bryar was 
deeply impressed with a beautiful Jap- 
anese landscape done by John La Farge, 
and purchased the same for $3,500. It 
will adorn the west wall of Mr. Bryar’s 
magnificent gallery in his elaborate resi- 
dence in the East End. 


Orvill W. Irwin has opened a new 
plumbing shop at No. 718 Fifth avenue, 
McKeesport, Pa. 


The plumbing in the fine residence of 
J. L. Fredericks, Greenville, Pa., is being 
done by Thomas Stone, of Greenville. 
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New England Plumbing News and Gossip 
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UESDAY evening, February 9th, 
the twenty-second annual ball 
of the Master Plumbers’ As- 


sociation of Boston and 
vicinity was held in Berk- 
ley Hall, Odd Fellows’ Building, 
Tremont and Berkley streets. The 


weather was all that could be desired— 
clear, cold, a typical old New England 
winter’s eve. The guests began to arrive 
early, and when President John Manning 


Thomas J. Tute, Member of Arrangement Committe 


and daughter led off in the grand march, 
followed by Vice-President Andrew Cur- 
tin, of Medford, and lady, the hall was 
most comfortably filled and showed signs 
of proving all too small before the even- 
ing was over. The Committee of Ar- 
rangements, consisting of 


J. W. Barry, chairman; B. J. Serres, secre- 
tary and treasurer; R. F. Brown, T. J. Tute, 
J. C. McCoole, F. F. Muldowney, David Craig. 
T. F. Garvey, L. J. Logan, C. H. Cronin, C. 
Sullivan; -J; PB. - Drury, KYO; Johnson; Ty a 
Fitzpatrick Daniel Shannon, Samuel Morse, 
E. J. Farley, A. E. Touchet, J. W. French, G. W. 
Branch, John Manning, H. H. Collins, A. J. 
Granara, J. W. Cosden, James O’Connell. 


had attended well to the work in hand, 
and everything moved along just as 
smooth as a song. The Reception Com- 
mittee, consisting of 

James O’Connell, chairman; D. G. Finnerty, 
J. K. Tully, James Tucker, M. J. Keane, T. B. 
Sharpe, J. P. Vogel, David Craig, P. Callahan, 
M. Ahern, J. W. French, Edward Moore, I. W. 
Crozier, J. C. Kelley, J. F. Davlin. 
were out in good force, and certain every 
guest had full reason to feel proud that 
he had been enabled to enjoy the master 
plumbers’ hospitality. But how could it 
be different with Jimmy O’Connell as 
chairman? 


The floor and consequently the ladies 
were well taken care of in the following 
hands: 


Floor Marshal—John Manning. Assistant 
Floor Marshals—A. F. Curtin, T. J. Tute, B. J. 
Serres; oJ.) oP DEUry, da. Wie b Arlyn dss ie 
Martin, T. J. Fitzpatrick, G. W. Branch, 
T. F. Garvey, A. J. Granara, F. Ryan, J. 1’. Con- 
don, J. F. Jacques, C. J. Donahue, J. C. Mc- 
Coole, F. O. Johnson, J. W. Cosden, F. H. 
Capper, D. Shannen, C. H. Cronin, W. E. 
Burnham, P. F. Capper, H. B. Leighton, J. F. 
Murray, A. BH. Touchet. 


At eleven o’clock a most excellent col- 
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lation was served in the dining room, 


consisting of 
Boiled Ham. 
ENTREES 
Escalloped Oysters 
Chicken Salad Lobster Salad | 
Rolls and Butter 
ICE CREAM 
Strawberry 
Chocolate Harlequin 
Orange Sherbet Frozen Pudding 
CAKE 
Currant Almond 
Macaroons 


Vanilla 


Citron 
Sponge 


Lady 
Finger 

Coffee 

At two o’clock promptly the last dance 
was over and one of the best attended 
balls in the history of the association be- 
came only a pleasant memory. ‘There 
was a noticeable number of new faces 
among the participants, while most of 
the old stand-bys were on hand. But it 
is “the ladies—God bless them,” -that 
make a ball a true success, and they were 
certainly out in all their glories to at- 
tend the twenty-second annual. Dress 
suits and vari-colored silks and satins 
moving in rhythm with good music al- 
ways makes a beauteous sight, and one 
calculated to soften the heart of the 
hardest plumber, be he ever so bothered 
with back vines and all sorts of freeze-up 
and bust-outs. The association in general 
and the committees in particular are to 
be congratulated on the success of their 
undertaking, which certainly means a 
larger hall for 1905. 


The report of the Metropolitan Water 
Board just issued contains much interest- 
ing dataand furnishes food for consider- 
able thought in calling attention to the 
increased use of gallons of water per 
capita. 


John B. Dupee, former secretary of the 
Boston Plumbing Supply Association, met 
with an accident on Atlantic avenue on 
Saturday, 20th inst. Falling ice from a 
roof badly lacerated one of his hands and 
gave his nerves a severe shock. He was 
lucky to escape so easily, but John always 
was lucky excepting on fishing trips. 


The Magee Furnace Company, of Bos 
ton, announce to the trade that Mr. S. E 
Newell, who has an extended acquaint- 
ance throughout New England among the 
stove and heating trades, will represent 
their wholesale interests at their Bosto~ 
sample rooms, as pertains to visiting 
trade. 


= OF THE CENTRAL oe 


K 
ASSOCIATION ict 


HE regular meeting of the Cen- 
tral Supply Association was 
held February 22 at the Audi- 
torium Hotel, Chicago, IIl., 
with ‘the following members 

in attendance. 


Knapp Supply Company, 
Union City, Ind.; L. C. Huesmann, Central 
Supply Company, Indianapolis, Ind.; L. B. 
Jenks, Western Tube Company, Kewanne, Ill. ; 
W. B. Henion, Henion & Hubbell, Chicago, IIl. ; 
Walter Kelly, Kelly & Jones Company, Pitts- 
burg, Pa.; J. C. Campbell, Western Tube Com- 
pany, Chicago, Ill.; Angus Morrison, Chicago, 
Ill.; O. G. Kropf, Findeison & Kropf Mfg. 
Co., Chicago, Ill; R. C. Mead, Secretary 
IIenion & Hubbell, Chicago, Ill.; F. R. Dougel, 
F. R. Dougel Mfg. Co., Milwaukee, Wis.; C. A. 
Bottingen, Western Supply Company, St. Paul, 


L. C. Huesman, 


; | 
Minn.; J. L. Sullwold, Western Supply Co 
pany, St. Paul, Minn.; Jas. Mackay, Kello 
Mackay-Cameron Company, Chicago, Ill.; Pra 
Collins, National Supply Company, Toledo, ¢ 
N. W. Wollin, Lausten Lead Works, Chica; 
Ill.; A. Fowler, Jr., Central Foundry co 
pany, New York, N. Y.; M. C. Pinson, J. | 
Rathbone and T. E. Crowe, U. S. Heater Co 
pany, Detroit, Mich.; W. HB. Clow, J. B, cy, 
& Sons, Chicago, Ill.; F. K. Dibley, Runa 
Spence Mfg. Co., Milwaukee, Wis. ; Murray ° 
Sales, Sales & Broad Company, Detroit, Mict 
C. C. Deuel, Jas. Walker & Son, Detroit, Mict 
BE, W. Stoddard, Detroit Range Boiler Co: 
pany, Detroit, Mich.; H. L. Andrews, Anch 
Sanitary Company, Pittsburg, Pa.; F. M. 1 
naugh, Columbus Brass Company, Columb: 
9.; J. E. Holland, Holland Radiator Compan 
Chicago, Ill.; Wm. Ivy, N. O. Nelson Mfg. ( 
St. Louis, Mo.; Robert Rom, Robert Rom (Co) 
pany, Milwaukee, Wis.; W. A. Myler, Standa 
Mfg. Co., Pittsburg, Pa.; C. A. Carothe 
Standard Mfg. Co., Cleveland, 0.; Geo, } 
Gorton, W. B. Young Supply Company, Kans; 
City, Mo.; W. T. Verity, Jr., Standard Sar 
tary Mfg. Co., Chicago, Ill.; John P. Fette 
W. A. Roosevelt Company, La -Crosse, Wis 
C. E. Gates, McElwaine Richards Compan 
Noblesville, Ind.; L. R. Phillips, National Tui 
Company, Chicago, Il].; A. V. Conradt, Gre; 
Western Pottery Company, Kokomo, Ind 
Theo, Ahrens, Standard Sanitary Mfg. 
Pittsburg, Pa.; J. R. Steneck, Illinois Ma 
leable Iron Company, Chicago, Ill.; Albe 
Merkel, Merkel Brothers, Cincinnati, 0.; | 
Hoffmann, Hoffmann Mfg. Co., Milwauke 
Wis.; S. Deschauer, S. Deschauer, Chicag 
Hl.; A. B. Pierce, N. O. Nelson Mfg. Co., § 
Louis, Mo.; C. W. Woodward, National Con 
pany, New York, N. Y.; A. H. Cline, Jr., U. | 
Sanitary Mfg. Co., Pittsburg, Pa.; BH. A. Ni 
decker, Hoffman & Billings, Milwaukee, Wis 
C. F. Arrott, U. 8S. Sanitary Mfg. Co., Pitt 
burg, Pa.; H. EB. Herott, U. S. Sanitary Mf 
Co., Pittsburg, Pa.; Aug. Seelman, B. Hot 
man Mfg. Co., Milwaukee, Wis.; W. W. Critc! 
low, Knight & Jillson Company, Indianapoli 
Ind.; James Harvey, A. Harvey Sons Mf 
Co., Detroit, Mich.; A. D. Sanders, Feder; 
Company, Chicago, Ill.; L. A. Cornelius, Wo 
verine Brass Works, Grand Rapids, Mich.; V 
G. Callow, The Kennedy Company, Cleyelan 
O.; Geo. H. Van Arnan, Knott-Van Arns 
Mfg. Co., Fort Wayne, Ind.; 8S. H. Moo 
Ahrens & Ott Mfg. Co., Louisville, Ky.; H. } 
Heideman, Crane Company, Chicago, Ill.; Jn 
Dunlan, Western Tube Company, Kewanee, III 
J. B. Rahm, U. S. Supply Company, Omah 
Neb. ; Jno. F. Wolff, L. Wolff Mfg. Co., Chicag 
Ill.; John Fitzgerald, Duquesne Sanitary Con 
pany, Pittsburg, Pa.; HH. Verbeck, Sanita 
Specialty Mfg. Co., Chicago, Ill.; Mr. Lor’ 
American Radiator Company, Chicago, Ill 
HW. V. Brigham, Great Western Pottery, K 
komo, Ind.; Jas. P. Feely, Ideal Mfg. Cc 
Detroit, Mich.; J. J. Ryan, J. J. Ryan 
Co., Chicago, Ill.; Jno. D. Hibbard, The Joh 
Davis Company, Chicago, Ill.; W. C. Wen 
worth, Pittsburg Valve & Fittings Compan 
Fittsburg, Pa.; IF. BE. Rundle, Rundle Mfg. Cc 
Milwaukee, Wis.; C. E. McCullough, Westel 
Tube Company, Kewanee, Ill.; J. D. Purd 
Jr., Spang, Chalfant Company, Inc., Pittsbur 
Pa.; C. R. James, Humphreyes Mfg. Cc 
Mansfield, O.; C. B. Street, Street & Ker 
Mfg. Co., Chicago, Ill.; John Ellis, 298 } 
Clinton Street. Chicago, Ill.; Isedore Well 
S. E. Young, P. & S. Company. | 

The following firms were also repr 
sented: 

La Crosse Plumbing Supply Company, I 
Crosse, Wis.; The Prox & Brinkman Mfg. Co 
Terre Haute, Ind.; BE. W. Blatchford & Cc 
Chicago, Ill.; Ferguson Supply Company, Ltd 
Grand Rapids, Mich.; Pittsburg Brass Mf 
Co., Pittsburg, Pa.; Pittsburg Supply Compa 
Pittsburg, Pa.; Wm. B. Scaife & Sons Con 
pany, Pittsburg, Pa.; The Victor Supply Con 
pany, ; The M. J. O’Fallon Supply Con 
pany, Denver, Colo.; General Supply Compan. 
Atlanta, Ga.; Omaha Shot & Lead Work 
Omaha, Neb.; T. N. Brown & Co, @ 
the May Supply Company; Keystone San 
tary Supply Company, Pittsburg, Pa.; U te 
Lead Company, New York, N. Y.; Detroit San 
tary Supply Company, Detroit, Mich.; A. 
McDonald & Morrison Company, Dubudu 
Iowa; Lacrosse Plumbing Supply Company, y 
Crosse, Wis. 

The following new 
elected: : 

Glenn Mfg. Co., St. Charles, Ill; Unit 
States Heater Company, Detroit, Mich. ; J.) 
McLain Company, Canton, O. Sapte 


members weé! 
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Smith & Anthony Co., 


48:54 Union St., 2 2 z Boston, Mass. 


MAKERS OF 


SANITAS 


Plumbing Fixtures 


HUB 


Steam and Hot Water Heaters 


ACME 


Sewer Gas and Back Water Valves and Cleanouts 


THIS VALVE IS A PERFECT SEAL AGAINST SEWER GAS, BACK WATER AND VERMIN 


The concave-convex form of the brass clapper 
and the manner of seating and supporting it, are 
important features not found in any other back 
water valve. 

The oscillating clapper makes it self-cleaning 
and renders it impossible for anythiug to find 
lodgment either on clapper or seat. 

Without the clapper it makes one of the most 
| perfect cleanouts now on the market. 


WRITE FOR PRICES. 


Philadelphia Agency, STAMBACH & LOVE, 50-52 N. Seventh St. = 


The Difference in Cost 


between cheap outfits and Caldwell Outfits 
is slight. The difference in service is great. 


Caldwell Tanks and Towers 


may cost slightly more than inferior grades, 
but the saving, effected by the absence of re- 
pairs soon pays the difference. Cheap out- 
fits go to pieces in a few years. Caldwell 
Outfits last a lifetime. 


Send for Catalogue and Price List. 


aldwell Co., 


Louisville, Hy. 
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Easy to Clear Out. Size 18X10. 
Suitable for Kitchen Use. 


R. Estabrook’s Sons, 


Manufacturers and Dealers in 


Plumbers’ Supplies 
Cor. First and C Sts. SO. BOSTON, MASS. 


SIEBEN 
BRASS BATH and BASIN 
TRAPS 


Furnished in either Polished or Nickel-plated Brass 
Roughing in for vent allow 


13 in. from floor line to center 
of vent. 

When roughing is for waste 
to wall, allow 7 inches from floor 
line to center of waste pipe. 

When ordering state if waste 
pipe goes to floor or wall. 


PATENT APPLIED FOR 
Sieben Basin Trap 


for Basins, Drinking Fountains, etc. 


Kansas City, Mo. 
We have used a great many of the 
Sieben Bath Traps, and can recommend 
them as giving good satisfaction. 
Very truly yours, 
Goss HEATING AND PLUMBING Co. 
Per Henry Goss. 


Kansas City, Mo. 


Ithave used a great many of the Sieben 
Traps in our public schools, and after a 
thorough test, I find them the best trap 


on the mar<et. 
8S. H. Brapy, 


Chief Engineer of School Board, 
Kansas City. 


SEND FOR CATALOCUE 


NATIONAL BRASS MANUFACTURING Co. 
619 Adams St. Kansas City, Kas, 


Sieben Bath Trap 


PATENTED FEBRUARY 22, 1900s 


The Best Advertisement 


we get trom those 
who have used our 
Carborundum Grinder. 


Read the following: 


Richmond Hill, L. I,, Dec. 14th, 1903. 
LUTHER BROTHERS CO., North Wilwaukee, Wis.:— 

Gentlemen:—While on an automobile trip last summer the writer 
saw one of your Grinders on the premises of Mr. June Bishop at 
Centre Moriches, L.I., and after haying interviewed Mr. Bishop, 
as to the different purposes for which he had used it, concluded 
that it would be useful to us in our business. 

Immediately upon my return home I ordered one, but owing to 
congested freight conditions, or some other cause, which we are 
unable to explain,there wasa delay in its reaching us,and you very 
courteously made a duplicate shipment, which arrived promptly. 

Our drills, which we use for going through brick walls, have 
always been a source of annoyance and expense to us, but with 
this machine in our shop our men never need go away with dull 
tools, and we are convinced that it more than pays for itself every 
month in the saving of time, as our laboris high-priced and the 
amount of work accomplished each hour with a sharp tool as 
compared with a duil one, is a great factor with us. Your 
courteous treatment, in the matter of the duplicate shipment, and 
the great benefit we have already derived from this Grinder 
Prompts us in making this acknowledgment. 

Very truly Yours, 


DISBROW & COMPANY. 


100 Main Street, 
NORTH MILWAUKEE, WIS. 


LUTHER BROS. CO., 


Advertisers in The Plumbers’ Trade Journal can have their catalogs and trade 
literature reviewed with our compliments in these columns by sending first copy 


off press to our New York office. 


For a number 
of years’ past 
Inustratea Geo. W. Heiland, 
Crratogue dealer in plumb- 
= "R Prumbers | |i ers, sundries, at 
94 and 101 
Beekman street, 
New York City, 
has. published 
catalogs showing 
various styles 
< of washers and 
plumbing sundries, but it remained for 
him to eclipse all former efforts in the 
compilation of the catalog he is now dis- 
tributing among the trade. 

The cover of the 1904 catalog is a very 
attractive shade of dark green with the 
reading matter in red letters, and con- 
tains forty pages, with over three hun- 
dred wood-cut illlustrations, among which 
are Heiland’s famous “Smoke Test,” 
“Plumbers’ Dust Proof Washer Cabinet,” 
and the “Unique Thawing Machine.” 

This should be in the possession of 
every member of the trade, and although 
the first supply is entirely exhausted, Mr. 
Heiland now has another large quantity 
ready for distribution to those who desire 
a copy. 

When writing mention THe PLUMBERS’ 
TrapE JOURNAL and request Catalog “B” 
of the 1904 series. 


From the Prizer 
Painter Stove & 
Heater Co., of 
Reading, Pa., and 
160 Fifth avenue, 
New York City, we 
have received a 
copy of their 
1904 diary, which 
they are sending 
to their friends 
and customers. It 
is handsomely 
bound in red 
leather, on which 
is printed gilt let- 
ters. Besides the 

which is printed in 


information 


useful 
the regular diary, this contains a space 
for each day in the year and several 


pages for address and memoranda. If any 
of our readers have been overlooked in the 
distribution of these books they should 
mention THe PLuMBERS’ TRADE JOURNAL 
and ask for a copy. 


If any of our readers have not received 
a copy of the Morgan & Wright, of Chi- 
cago, catalog they should send for one 
at once. It illustrates and describes their 
very desirable line of rubber goods, in- 
cluding filler balls, basin plugs, rubber 
connections, tubing, elbows, etc. 


The Phoenix Glass Co., of 15 Murray 
street, New York, have a very handsome 
and desirable catalog which they are 
sending to the trade upon request. This 
catalog, which is number 15, illustrates 
their handsome line of electric and gas 
globes, shades, etc. Mention this journal 
and ask for a copy. 


———e_ > ——"_—_—— 


WILL FILL ALL ORDERS PROMPTLY 


The Stephenson Manufacturing Co., 
Allegheny, Pa., makers of the Zenith gas 
ranges and Stephenson automatic instan- 
taneous water heaters, are now prepared 
to fill orders for their goods promptly. 

After an absence of four months, caused 
by the fire, they are back in their old lo- 
cation, 207 and 209 Sandusky street, 
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lower left-hand side to show the user how 

to regulate the gas without stooping over. 

Prices and further description of these 

goods may be obtained from the manufac- 

turers at the above address. Mention 
Tue PLUMBERS’ TRADE JOURNAL. 
Se ASS See eee 


PLUMBERS’ WOOD WORK 


The Dowd & King Supply Company, of 
Charlotte, N. C., and Savannah, Ga., are 
manufacturing a very fine line of plumb- 
ers’ wood work which will bear close in- 
spection, and they invite investigation of 
both quality and price. Our readers 
should write to this firm fora catalog. 


Blevi eeprom 
g Plumbing News From 
Colorado and 
Adjacent Territorities 


Bhp prem Wrens 
OW comes the report that Bos- 
ton capitalists have offered 
a large sum of money for 
Colorado Springs’ water Sys- 
tem. However, it seems that 
the other cannot be consid- 
ered, as it is claimed that neither the 
city council, or the citizens of the city 
are able to convey title to the water 
system, owing to the fact that certain 
grants made by congress are not subject 
to ownership by private corporations. 
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{ Zenith Gas Range, Manufactured by The Stephenson Manufacturing Co., of Allegheny, Pa 
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- where they will be pleased to welcome the 


trade at any time. This new store affords 
them ample room to carry a large stock 
always on hand. 

On this page we illustrate one of their 
Zenith range and closet combinations 
The body is all cast iron, with removable 
sheet iron oven. It has solid cast iron 
(cored) burners and cast iron cylinders 
around them. The range is also fitted up 
with an oven thermometer, brass water 
coil, brass needle valves. 

A plate glass mirror is located in the 


Owing to the limited fall of snow in 
the mountains to date, there is some 
anxiety’ as to the water supply during 
the coming summer, for such cities as 
depend on getting their water from the 
mountains, 

It is reported that the city engineer 
of Colorado Springs has made an extend- 
ed trip in the mountains from whence 
the city obtains its water supply, and re- 
ports that there is a prospect of a good 
water supply for the coming summer. 

As an evidence of the great importance 


‘taken into consideration. 


street, Denver, Col. 


of water storage for irrigation purposes, 
it is reported that the Douglass reservoir, | 
situated near Fort Collins, Colo., has. 
been sold to a new irrigation company © 
recently organized for the sum of $515, | 
000. The reservoir is to be greatly 


enlarged. 


The general government has asked for 
bids for the construction of 16,600 feet 
of 8-inch sewer, to connect Fort D, A, 
Russell with the sewer system of Chey- 
enne, Wyoming. 


P. S. Cook, of Cheyenne, Wyo. was 
awarded the plumbing and heating con- 
tracts for the new mansion to be erected 
in Cheyenne, by the State of Wyoming, 
for the governor’s use. The fixtures to be 
used are to be up-to-date and of the best, 


The Laramie Plumbing Co., of Laramie, 
Wyo., is putting the finishing touches on 
its plumbing and heating contracts for 
the new brick block being built and to be 
occupied by the Laramie Grocery Co. 

The new structure will be one of the 
nicest buildings in the city when fully 
completed. 


Cordiner & Patullo, of Laramie, Wyo., 
secured the plumbing contract for the re- 
modeled masonic building of their city, 
which is now being rebuilt, The changes 
includes the fitting up of some fine of- 
fices, uy 


a 

On February the 28th, the State of Wy- 

oming expects to let the contract for 

plumbing and heating the new addition 
to the State penitentiary at Rawlins, — 


Charles S. Turner, of Boulder, Colo | 
was the lowest bidder for the plumbing 
and heating of the new addition to the 


. 


Boulder County Poor House, located two 
miles from the city of Boulder. The best 


“2 


of material is specified. 


So far this winter the snow fall in the 
mountains of Colorado has been less than 
for any like period during many past 
winters. The indications are now fayor- 
able for an early spring, otherwise snow 
in considerable quantity might be ex 
pected later. It is to be hoped that this 
region will be favored with a rainfall of 
unusual abundance during the coming 
spring and summer, 7 


D. J. Tirsway, of Denver, has been 
awarded the contract for the construc: 
tion of a sewerage system for Teller In- 
dian Institute, Grand Junction, Colo. 
Consideration said to be $16,000. 


D. S. Wallace, of Denver, is making 
good progress with his plumbing contract 
on the new Phipps Memorial Hospital, 
when the great extent of the contract is 
Mr. Wallace 
also has the plumbing contracts for two 
store and office buildings in Denver, the 
jobs being of considerable importance. 


Wm. Scherer, of Pueblo, Col., secured 
the plumbing and heating contracts for 
a large apartment house to be erected at’ 
the corner of 13th avenue and Emerson 


The Sanford Furnace Co., of Denver, 18 


completing its heating contract for the 


Phipps. Memorial Hospital, of that city. 
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WATCH THIS AD., AS A CHANGE WILL OCCUR EVERY ISSUE]} ~ = THE 
| — “Hamilton Gem” 


Low Down Closets 


We wish to announce that we have recently gained control of the Crawford 
Specialties, so well known among the trade, and hereafter we shall be 
the sole manufacturers of the 


' LAUNDRY TRAY TRAP 
Crawiord | BRASS SINK TRAP 


SINK and TRAY SUPPORTS 


Speak Chapters for 


e QUALITY, 
Adjustable PIPE HANGERS, and And volumes for 
SEWER and TIDE WATER TRAPS. 
SATISFACTION. 


The goods are too well known for further comment fromus. Literature 
will be sent out from time to time describing same. 

We are also revising prices and we know these new prices will meet 
with your hearty approval. 

/n addition to their superiority over the common lead goods, they are 
cheaper, taking into consideration the /abor. \ eB 


WRITE FOR NEW PRICES OR SEND US SAMPLE ORDER. 


BUILT RIGHT, 
LOOK RIGHT, 
WORK RIGHT. 


"o _/ Ghe Sanitary Mfg. Co. 
BROWN-WALES CO., FINE PLUMBING MATERIAL, : ; id Hamilton, Ohio. 


BOSTON, MASS. oe Push Buttons or Pulls Mr. Plumber 


THE NO. 37 TORCH 


is the King of pint torches. 
It will produce a strong 
blue blast flame that is in- 
tensely hot and is not 
affected by cold or wind. 
It can be carried in the 
tool bag and is resdy for 
immediate use. The No. 
37 is the result of years of 
careful study and possess= 
es every improvement 
that improves. Jobbers 
sell at factory price, or 
we will ship by paid ex- 
press upon receipt of $2.75 


The Barrett 
Pipe Forcing Jack 


PATENTED 
For forcing or pulling pipe horizontally 
underground. Forces at an average 
rate of one foot per minute. 


Does not telescope the couplings. The wood work of our 


Closets will bear close 
inspection—we invite in- 
vestigation of both qual- 
ity and price. 


Our catalog is free. 


$2.25 Net 


Clayton & Lambert Mfg. Co., 
Detroit. Mich., U.S.A. 


GOULDS 


GUN METAL HYDRAULIC 


TEST PUMP 


For Testing Boilers, Tanks, Pipes, Etc. 


THe Down Kine Suppry ComPANy.. 
CHARLOTTE, N. C. - SAVANNAH, GA 


: 
Lp J tO IODA ALLA OIE. FLOP AOTC TES ass 


All working parts 
are bronze. A very 
strong, powerful 
pump. For 

use up to 
1,000 Ibs. 
per sq. 
inch. 


Saves Ditching and Re-filling. Saves 
enormous amount of expense and labor Will Please Mention 
in running service lines, or forcing pipe SU BSCRI B FR This Journal when 
under lawns, streets or sidewalks. writing to Advertisers 


Send for Special Circular “P’’ and 
further information. 


MADE ONLY BY 


The Duff Mfg. Co., 


Works: Allegheny, Pa. Pittsburg,Pa. 


——— 


SEND FOR CATALOG 


The Goulds Mfg. Co. 


SENECA FALLS, N. Y. 


16 Murray Street, New York. 
22-24 N. Canal Street, Chicago. 


SPECIAL—The greatest Instruction and Information 
on Plumbing and Heating. 


E desire to make a clearance sale of a limited number of bound volumes which 
W we have of THE PLUMBERS’ TRADE JOURNAL. These volumes have been sell- 
ing for $4.00 apiece. They are splendidly bound and contain the most up-to- 
date and thorough information on practical plumbing and heating that is published. 
There are many drawings of new work and illustrations of old that can be obtained 
in no other way than through these bound volumes. For the next THIRTY DAYS 
we will dispose of alimited number, as we state, at the uniform price of $2.00 APIECE, 
postage paid to any address in the United States. 
fWe have 50 vo'umes of 1893. 
17 Si can 18976 
40 P 1899, January to June, 
40 1899, July to December. 
25 1901, January to June. 
25 1902, July to December. 


15 1903, July to December. 
We have also copies of other volumes which can only be sold at the regular retail 
price of $4.0) a volume. 


THE PLUMBERS’ TRADE JOURNAL 61 Beekman Street, New York City. 


PETER MUNN, 


Editor 
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DETERMINED effort on the 

part of the master and journey- 

men plumbers of Chicago is be- 

ing made to prevent the ap- 

pointment of anyone but a local 
man as Chief Sanitary Inspector. C. J. 
Boyd, representing the master plumbers, 
and R. J. Donnelly, on behalf of the 
journeymen, recently appeared before 
the Civil Service Commission to protest 
against the marking of the papers of non- 
residents who took the competitive ex- 
amination held by the commission for 
the position of Chief Sanitary Inspector. 
Their protests were made on the ground 
that the action of the Civil Service Com- 
mission in permitting non-residents to 
take the examination was in violation 
of the law. The legislative enactment 
relating to the subject passed July 1, 
1895, provides that “No person shall be 
eligible to any office who is not a quali- 
fied elector of the city or village, and 
who shall not have resided therein at 
least one year next preceding his elec- 
tion or appointment.” 

After listening to the arguments of 
the committee, the commissioners con- 
sidered it was rather a fine point of 
law, and having gone so far in the mat- 
ter, did not feel justified in throwing out 
the examination papers of the non-resi- 
dents without a formal order of court. 
The commissioners contended that if 
they threw out any of the papers of the 
applicants, it would be necessary to 
withdraw all the papers and call for a 
new examination. 

The committee then appealed to the 
mayor, who has ordered an opinion on 
the matter from the Corporation Coun- 
sel. Should his opinion be similar to 
that already secured, the mayor has 
promised he will then take the matter 
up with the Civil Service Commission 
and order them to comply with the law. 

In addition to securing a legal opinion 
on the action of the Civil Service Commis- 
sion in permitting outsiders to take the 
examination for the position of Chief 
Sanitary Inspector, an opinion was also 
obtained on the validity of the proposed 
erdinance creating a “Department of 
Sanitary Inspection” recently formulated 
by the joint Sanitary Committee of mas- 
ter and journeymen plumbers. It is held 
that the city council possesses sufficient 
power under its charter to impose all 
reasonable conditions and_ restrictions 
governing the method and character of 
plumbing apparatus to be installed in 
buildings, so as to ensure the highest 
and best hygienic or sanitary conditions 
in such buildings. Under the State law 
of 1881, certain power is vested in the 
Health Commissioner or Commissioners, 
leaving it optional with the city by sub- 
sequent legislation to decide in which 
particular branch of the city govern- 
ment that power shall be lodged. Under 
the present plumbing ordinance of the 
city, the city council has placed that 
power with the Commissioner of Health, 
and having granted that power, may at 
any time recall it, leaving with the 
Health Commissioner a part, and lodg- 


CHICAGO 


ing with some other department another 
part. 

If the proposed ordinance became a 
law it would repeal the one passed Noy. 
30, 1891, and yest in a new department 
control and supervision of the methods 
to be thereafter employed in the instal- 
lation of plumbing and drainage appar- 
atus. It is also held that in the event of 
the creation of a Sanitary Inspection De- 
partment, its head or chief inspector 
could be appointed by the mayor with- 
out being compelled to pass a Civil Ser- 
vice Examination. The recent ordinance 
passed by the city council creating a de- 
partment to be known as the Department 
of Local Transportation, it is pointed 
out, establishes a sufficient precedent for 
the council to take similar action with 
reference to the creation of a Sanitary 
Department if it feels so disposed. 


The deliberations of the annual con- 
vention of the Illinois Master Plumbers 
Association, held at Peoria in January, 
has already borne good fruit, for since 
that time the plumbers of Joliet have 
succeeded in passing in their city a new 
ordinance creating a Board of Plumbers’ 
Examiners, and also a plumbing inspec- 
tor, in accordance with the State law. 
The ordinance (a copy of which is pub- 
lished elsewhere in this issue of the 
JOURNAL), became a law Feb. 3, 1904. 
The plumbing inspector and Board of 
Examiners provided for by the ordinance 
will be appointed in the near future. 


The new officers of the Joliet Master 
Plumbers’ Association recently elected 
are as follows: President, George P. 
Smith; Vice-President, Wl. L. Erickson; 
Treasurer, Robt. Meers; Secretary, Mor- 
rill Sprague. The Board of Directors 
will consist of the foregoing officers, to- 
gether with H. C. Cundiff and J. J. Mar- 
so. The Joliet local is one of the strong- 
est and most progressive in the Associa- 
tion and the good work which it has ac- 
complished for its members could be du- 
plicated by some of the other towns in 
Illinois if they would appreciate more the 
efficacy and power of organization. 


At their regular meeting held February 
5, the Chicago Master Plumbers” Associa- 
tion admitted to membership the follow- 
ing master plumbers: W. F. Bahn, 1081 
Southport avenue; H. P. Siewert, 1207 
Armitage avenue; Robert Liss, 452 Bel- 
mont avenue. It is the intention of the 
association to follow out the policy adopt- 
ed last year of building up the member- 
ship, and those already members have 
been urged to act as a committee of one 
to secure the application of those regu- 
larly established in the plumbing business 
who would make desirable members. It 
requires a systematic campaign of educa- 
tion to convince employers of the bene- 
fits of the organization, and in this re- 
spect master plumbers are no exception 
to the rule. 


Among those appointed from the Build- 
ing Trades Council who co-operated with 


News and Gossip From Plumbing, 
Heating and Lighting Trades 


J. H. PARKER, 
General 
Western 
Representative 


the coroner in investigating the Iroquois 
theater disaster, was Thomas Burke, 
business agent of the Journeymen Plumb- 
ers’ Association. The committee from the 
building trades were appointed to investi- 
gate the matter from a practical stand- 
point. They recommended the use of 
standpipes and fire lines in all theaters 
and public buildings, to prevent the recur- 
rence of similar disasters in the future. 
The work of installing the standpipes, ac- 
cording to Mr. Burke, is still an open 
question between the plumbers and steam 
fitters. The work has sometimes been 
done by the workmen of either trade, de- 
pending largely on what specifications the 
architect included in the work. No trou- 
ble, however, is anticipated between the 
two trades in this particular, as the as- 
signment of the work will most likely be 
determined by the Pipe Trades Council, 
recently organized in Chicago. 


B. J. Farwell, 87 W. Jackson Bouie- 
vard, has recently been awarded the con- 
tract for overhauling the plumbing of the 
Rialto Building at La Salle and Van 
Buren streets. Two additional stories 
will be added to the building, and cer- 
tain sections of the building will have 
its plumbing system entirely remodeled. 
The contract will amount to something 
like $10,000.00. D. H. Burnham is the 
architect. Mr. Farwell has also the con- 
tract for the plumbing of a large factory 
building being erected at West 438d street 
and Taylor street, and has also a good- 
sized plumbing job at Rockford, Ill. It 
is seldom that Barney fails to have a 
large amount of work on hand, and he 
generally manages to keep quite a force 
of plumbers and steam fitters steadily 
employed. 


The master plumbers of Lake County, 
Ind., have recently organized a local as- 
sociation, which will be known as the 
Lake County Master Plumbers’ Associa- 
tion. The organization comprises the 
plumbers of Hammond, East Chicago, In- 
diana Harbor and Whiting, and includes 
97 per cent. of the plumbers in Lake 
County. The new association has made 
application for a charter to the Indiana 
State Association through which it will 
affiliate with the National Association. 
Several attempts have been made to or- 
ganize the plumbers in this territory, 
but have never succeeded until the pres- 
ent time, and much of the credit of form- 
ing the present association is due to the 
unceasing efforts of J. I. Elliot, of In- 
diana Harbor, who has been elected presi- 
dent. The other officers are: Vice-Presi- 
dent, Wm. G. Klihiege, Hammond; Secre- 
tary, George H. Lewis, East Chicago; 
Treasurer, A. J. Campbell, Hammond; 
Sergeant-at-Arms, F. J. Laverty, Whiting. 
According to present arrangements the 
local will hold their meetings weekly, al- 
though it has not yet been definitely set- 
tled in which town the meetings will be 
held. In the meantime all communica- 
tions relating to association matters 
should be addressed to George H. Lewis, 


secretary, care East Chicago Hardwa: 
Co., East Chicago, Ind. 


| 


One of the strongest local associatio; 
in Illinois is located at Danville, 1) 
which for the coming year will also | 
the headquarters of the State Associatio. 
To illustrate the efficiency of the organiz 
tion in Danville it may be mentioned th; 
all of the plumbers engaged in busing 
in this place, without exception, are mer 
bers of the local association. The ne 
officers of the local for 1904 are: Pres 


L. W. Straw, Danville, Illinois, Secretary State Assi 
ciation of Master Plumbers 


dent, F. Greiser; vice-president, J. Cai 
son; secretary, HB. J. Ryan, and treasure) 
L. W. Straw. 

We take pleasure in presenting wit 
this issue photograph reproductions ( 
BH. J. Ryan and L. W. Straw of Danvill 
Ill, the newly-elected president an 
secretary of the Illinois Master Plumber 
Association. Both Mr. Ryan and M 
Straw are well and favorably know 
throughout the State. They are firm b 


~. State Association of Master Plumbers 


i! 


lievers in the benefits derived from ¢ 
ganization and for a number of y 
have been actively identified with 
work of the association. They intend 
direct their efforts, as did their pre 
cessors, to increasing the membership» 
the State Association, and thereby ™# 
ing it a more powerful medium for t} 
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Armbruster & Farrell have recently es- 
tablished a branch shop at 107th street 
and Stevens avenue, Pullman, Ill. With 
a force of from twenty to thirty plumbers 
steadily employed, this firm is still busily 
engaged in overhauling the plumbing in 
all of the houses in the town of Pullman, 
and placing them in modern sanitary 
condition in accordance with the rules 


pipe has been allowed by the Health De- 
partment to be installed for revent pipes, 
and the removal of the restriction on 
galvanized pipe will make it optional 
with the plumbers as to which can be 
used. In many cases it has been claimed 
that galvanized pipe could be used to bet- 
ter advantage than cast iron. The Jour- 
neymen plumbers it is stated have been 


in favor of cast iron pipes for revents, be- 
cause it gives them more work and re- 
|quires greater mechanical skill to put it 
up. Experienced men in the business, 
however, have long contended that gal- 
vanized makes an equally good job, and 

Jas. J. Wade, the veteran Chicago|has not the tendency to rust and corru- 
plumber, is slowly recovering from a se-| gate that some have claimed for it. What- 
vere attack of appendicitis for which ever influence has induced the Health 
he underwent an operation at the Mercy Department to change its rules, it is be- 
Hospital January 28th. During his seri- lieved among the trade in general that 
ous illness much anxiety was felt by his the innovation, if that it may be called, 


and regulations of the Chicago Board of 
Health. They have been employed on 
the work now for over a year, and it 
will likely require another year or more | 
before the work is finally completed. 


many friends in the plumbing business, | 
and they will be glad to learn of Mr. 
Wade’s favorable progress toward com- 
plete recovery. When the necessity of an 
operation became known, some fears were 
expressed as to the result, but Mr. Wade’s 
wonderful vitality carried him through 
the ordeal successfully, for which his 
family and numerous friends are truly 
thankful. 


The plumbing firm of H. G. Orne & 
Co., 9462 Cottage Grove avenue, has re- 
cently dissolved partnership, Mr. H. G.| 
Orne purchasing the interest of his | 
brother, C. S. Orne, in the firm. The busi- 
ness will be continued by H. G. Orne, the 
practical plumber of the concern, under | 
whose active management the business | 
has been conducted for the past few) 
years, 


On and after Feb. 9th, according to 
an order sent out to the plumbers by the 
Bureau of Sanitary Inspection at the 
direction of the Commissioner of Health, 
standard seamless wrought iron pipe, 
galvanized inside and out, shall be per- 
mitted to be used for reventing purposes. 
Since July 1st, 1901, nothing but cast iron | 


is one of progress and advancement. 


“TRIUMPH” 


WATER LIFT 


CISTERN SUCTION 


The Improved “Triumph” 


Water lift is the simplest, most durable and 
most satisfactory Water ].ift on the market to- 
day, but not the highest priced. 
The following letter from one of Columbus’ 
leading plumbing firms explains itself: 
L008 & REYNOLDS 
Plumbing, Steam, and Hot Water Heating. 
Columbus, O., May 6, 1903. 
The Ohio Pump and Brass Co., 
y Gentlemen: We congratulate you on the 
improvements, which you have recently made on 
your ‘Triumph’, Water Lift. 
It was good before—now itis ina class by 
itself. 
Yours truly, 
[Signed] Loos & Reynolds. 
Glad to send you our catalogue, and prices 
on our improved ‘‘Triumph” Water Lift. Write 
us, 


The Ohio Pump & Brass Go., 


Oak and 18th Sts. = COLUMBUS, OHIO. 


@ VACUUM 


JAS. A. TRANE VACUUM HEATING CO., 


HEATING 2 


La Crosse, Wis, 


Eastern Office: Vacuum Heating Co. 429 Heed Bldg., Phila., Pa. 


CAS 


: CATALOG ON 


eoanauns 60.689 | 


_KRAUSHAAR BRASS MFG. CO., St: Louis 
AND ELECTRIC FIXTURES. 


CXBKOKOKOXLOXOXELKOKOKEKOKOKOK 


Money Saved 


KINSEY & MAHLERCO., 


PEORIA, 


APPLICATION. 


¥ ¥ e 
Is it worth while to save ten 


cents on a valve when you know 

you will be lucky if you don’t have 

a dollar’s worth of trouble with it? 
¥ vw 


Send usa sample order for steam 
brass goods—if you want 
to dodge trouble. 


ILL. 


This Ittustrates Our Roma C 852 


Porcelain Enameled Iron Water Closet Combination 


We have a handsome, high-grade line of Closets, Bath Earthen- 
ware and Enameled Iron. They are shown in our catalogue Coe 
which you should have. Our prices are interesting. 


We handle everything in Plumbing, Gas, Steam and Water Supplies. 


Sanitary Specialty Mfe: Co. 


H. Verbeek, President and Manager, 
24 to 30 Milwaukee Ave. z CHICAGO. 
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THE STEAM AND GAS FITTERS’ PRICE BOOK 


Is designed to meet a long felt want of an office price book. 
Experience in this line of business has shown that much valuable 
time has been lost owing to the lack of a complete and compact 
book of prices. Bound in leather. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE, $5.00. 
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PLUMBING and HOUSE DRAINAGE 


A text book onthe practice of plumbing,with supple- 
mentary chapters on house dtainage and ventilation, 
with three hundred and eighty illustrations. 

By William Paton Buchan. 


SENT POSTPAID UPON RECEIRT OF PRICE, $1.75 


The Plumbers’ Trade Journal, 


61 Beekman St., NEw YORK. 


The Central Chandelier Co., 


Manufacturers’ of and Dealers in 


GAS and ELECTRIC FIXTURES 


CHICAGO. 


51? Fu'ton Street 


Sena .or New Catalog' aan 
Mention Plumber's Trade Journal] 


246 


Geo. P. Rodgers has been certified by 
the Civil Service Commission as one of 
the new plumbing inspectors assigned to 
the Bureau of Sanitary Inspection. Mr. 
Rodgers has been engaged in the plumb- 
ing business for the past few years at 
389th street and Wentworth avenue, but 
it is likely he will give up his business to 
assume, the duties of his new position. 
This still leaves four vacancies to be 
filled by the commission, to take the 
places of the inspectors suspended sever- 
al months ago. The Bureau of Sanitary 
Inspection is entitled to fourteen plumb- 
ing inspectors, exclusive of the assistant 
chief, and there are at present only ten 
inspectors doing the work of the depart- 
ment. Even with its full complement, ac- 
cording to Assistant Chief Inspector T. 
J. Claffy, the number of inspectors al- 
Iotted to the Bureau is entirely inade- 
quate considering the large territory 
which they have to cover. It would re- 
quire three times as many inspectors, Mr. 
Claffy states, to attend to the work of 
the Sanitary Bureau properly and do 
the work as it ought to be done. It is 
feared, however, that on account of the 
poor financial condition of the city, it 
will be impossible at least for the pres- 
ent to secure any increase in the force 
of inspectors. 


W. J. Hilliard, the subject of the fol- 
lowing sketch, was born at Hudson, 
Mich., forty years ago. Starting in his 
home town to Jearn the plumbing trade, 
Mr. Hilliard later came to Chicago and 


Wm. J. Hilliard, Elmhurst, 11). 


finished his apprenticeship with E. Bag- 
got and M. J. Corboy. After working 
as a journeyman plumber in Chicago for 
nearly ten years, during the greater part 
of which time he also acted as secretary 
for the Journeymen Plumbers’ Union. 
Mr. Hilliard finally drifted to the little 
town of Elmhurst, where he engaged in 
the plumbing business for himself. For 
the past ten years he has been in this 
attractive residence suburb of Chicago. 
He has built up a successful plumbing 
business, not only in Elmhurst, but in 
Some of the thriving towns along the 
Northwestern railroad he does consider- 
able work, including West Chicago, 
Wheaton, Glen Ellen and Batavia. At 
present he has on hand the contract for 
the plumbing of six new residences to be 
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finished by May 1, one of them, the 
Emery residence, is a $2,500 job, in- 
cluding the heating. Mr. Hilliard is also 
prominently identified with the business 
interests of Elmhurst, and is secretary of 
the Business Men’s Association, is a mem- 
ber of the local school board and is now 
serving his second term as Deputy Sheriff 
of Du Page County. He is an active As- 
sociation worker, and has attended every 
convention of the Illinois State Asso- 
ciation since it was organized. Mr. Hil- 
liard has on several occasions been elect- 
ed a delegate-at-large to the national con- 
ventions, and can truly be said to be one 
of the representative, progressive, and 
successful plumbers of the Central West. 


Simon O’Donnell, business agent of the 
Journeymen Plumbers’ Union, has been 
endorsed for the aldermanic nomination 
in the nineteenth ward by the local 
Building Trades Association. Formerly 
a member of the Chicago police force, Mr. 
O’Donnell as an officer of the union exer- 
cises considerable influence with the la- 
bor element in Chicago, whose support he 
could doubtless count upon should he be 
successful in securing the nomination. 
Plumbers are nothing if not politicians, 
and it would not surprise us greatly to 
see Mr. O’Donnell capture a seat in the 
city council. At any rate, if elected, we 
know that Simon will lend considerable 
“weight” and not a little dignity to the 
position. 


Nicholas Ott has recently opened a 
plumbing shop in South Chicago at 87th 
street and Commercial avenue. Mr. Ott 
was formerly engaged in the plumbing 
business at 1348 Diversey avenue, but for 
the past few years has been working as 
journeyman. Having gained experience 
in business for himself on the extreme 
north side of the city, Mr. Ott will now 
try his fortunes at its southern boun- 
dry. There are now nineteen plumbing 
shops in South Chicago, although it is 
claimed there is scarcely work enough 
in the plumbing line to support half that 
number, 
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Baltimore Plumbing 
News and Gossip 


Edited by J. ©, M. 


. 
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The continuous cold snap in this city 
has caused quite a harvest for most of 
the boys. 


Henry D. Koethe has secured the con- 
tract for the plumbing and gas fitting 
in the large store and warehouse of ‘the 
Baltimore Bargain Co., on Fayette street. 
This is one of the largest buildings of its 
kind in Baltimore, and there will be 
quite a number of fixtures to be placed 
in this building. 


Thos. B. Boland has the contracts for 
running several fire lines of piping in 
the theatres of the city which has been 
ordered by the building inspector. The 
Chicago disaster has caused no little 
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amount of work, owing to the alterations 
in many of the public buildings. 


Wm. H. Rothrock has just finished 
roughing in the plumbing at the Mary- 
land University building. There will be 
about forty “Sure Seal” traps used on 
this job. He has just completed a large 
job at the Baltimore Athletic Club on 
Charles street, which is one of the most 
completely fitted buildings of its kind in 
this country. 


J. F. Miller has his shop full of work 
and claims that business is flourishing 
with him. 


On my tour through west Baltimore 
I stopped into the shop of John J. Pierce 
and, as usual, found John in a happy 
mood and full of business. 


Owing to the great fire on the 7th in- 
stant, the annual reception and dance of 
the Master Plumbers’ Association, which 
was to be held at Lehman’s Hall on 
Monday evening, the 8th, was postponed. 
This was to be one of the best events 
ever given by them. Quite a number of 
invitations were sent to out-of-town plumb- 
ers, including the president of the N&tion- 
al Association: The committee in charge 
have made arrangements to hold the re- 
ception shortly after lent. 


A number of master plumbers were af- 
fected by the recent conflagration, among 
whom were Mr. Wm. H. Rothrock, whose 
place of business on Sight street, with a 
large portion of his stock, was entirely 
destroyed. He is now temporarily located 
on South Charles street, near Barre 
street. L. E. Mitchell’s place of business 
on the corner of Hanover and Lombard 
streets, was burned to the ground. He 
has opened an office on Gay street, near 
Forrest street. Mr. Peter Kries’ place on 
German street, near Light street, was com- 
pletely destroyed. The building of C. Y. 
Dandron & Co., on Liberty street, was 
demolished. Alford & Lauder, on Fayette 
street also suffered damage, but are still 
doing business at their old stand. The 
James Robertson Mfg. Co., one of the 
largest supply houses in Baltimore, who 
were located on Hanover street, were en- 
tirely wiped out by the fire, building and 


_all their stock. They are now located tem- 


porarily in the McShane building on 


North street. 


James Barry has moved from his old 
place of business on Cathedral street 
and taken the shop, which was formerly 
his brother Dan’s on McMeehan street, 
“Jim” is doing a nice business and 
makes a very fine display. 


John Trainor is well under way with 
his work at the Earlcourt apartment 
house. He is also doing the steam heat- 
ing in this building. 


The showroom and shop of Thos. P. 
Hibbitts presents a busy scene, and Tom 
looks the same as he was some years ago 
—no older. 


At this writing the plumbing business Is 
very quiet, but when the debris of the 
fire have been cleared, the plumbers ex- 
pect to be quite busy, as there will be a 
number of new buildings erected in the 
places of those destroyed by the fire. 


REVIEW 
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St. Paul Plumbing — 

News and Gossip! 
Tren nrtnenns 

The plumbing trade conditions ir 
Paul are not as favorable as the 1, 
would like them to be. The strike, ry 
ed last spring, by the journeymen. has, 
been settled, although some of as 8) 
are paying the new scale of $4 for € 
hours. 

A number of transient plumbers 
employed by the “Loyal” shops at the 
rate of $3.50. Some of the bosses 
up the solder pot and tool sack when: 
strike commenced and are still at; 
strange to say. They now claim tc 
making a living and some profit, 
majority of the strikers have secured v 
out of town, while a number have 
gaged in business in St. Paul. The D 
abilities are the “loyal” shops will st 
through the spring and possibly all s 
mer, naturally resulting in business 
maining in an unsettled condition. 


Baird & Sudheimer, St. Paul, are } 
satisfied with their venture in the plu 
ing business and state they have had | 
or more good contracts ahead of th 
ever since they began a year ago. 
ahead, “poys, but show a living profit 
every contract. 

Schnaith Bros., St. Paul, have remode 
their show room and shop and now mt 
tain one of the most attractive sh 
rooms in the city. They report busin 
good. 


James H., Fred J., Arthur L. and W 
ter J. Doyle are doing a rushing plumb’ 
and heating business at 518 St. Pe 
street, St. Paul, under the firm name: 
Doyle Bros. James H. Doyle was fo1 
erly engaged in the business at Red Wi! 
Minn. 


Feehan & Doyle, St. Paul, are loyali 
consequently they have been yery bu 
doing their own work since the siri 
commenced. Martin and Charlie are | 
ing the humping act nowadays on accov 
of the large number of freeze ups. 


MINNEAPOLIS PLUMBING TRADE NEWS 


Edw. Sahler will manufacture cemé 
laundry trays. 


W. I. Gray & Co. are progressing nict 
with the plumbing in the new State Ca 
tol Building. 


The Guaranty Building is being re! 
ted with 36 new closets and 10 urinals | 
Geo. Hineline & Co. 


Tom Mooney, formerly of Moon 
Bros., is superintending work in the § 
Louis fair building. ; 

Chas. Wilkin’s will put in $2,500 wor 
of material and labor in the new Con 
House at Decorah, Iowa. | 


S. E. Gelwicks made an assignmeél 
January 30. Liabilities, less than $2, 00 
assets, practically nothing. | 


Garrett A. Kelly is installing @ nu! 
ber of high-grade fixtures in Geo. W. Pe 
vy’s castle at 2014 Park avenue, — 
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‘Lad —where the air is strongly impregnated with salt, poor tin is most 
unsatisfactory. Architects, builders, contractors and roofers will find in U. 8, 
Eagle NM (new method) ternes and in @ ternes the best roofing material to 
resist this rust-producing atmosphere; most satisfactory in results; easiest to 
work because of their perfect black plates, their very heavy coating of pure 
tin and new lead, and the thorough hand work that produces them. 


U.S. Eagle NM 


(NEW METHOD) 


»~ ME Ternes 


are so much superior to all other brands, we would like to place a sample in the hands 
of every architect, contractor and roofer who is not acquainted with this great ad- 
vance in roofing Free, prepaid, on request. Our products are tor sale by 
all tirst-class wholesale metal houses. 


“‘A Fifty Year Roof,” a manual of terne manufacture and hand- 
book of roofmaking—an art booklet—free, if you write to 


Ww. C. CRONEMEYER, Advertising Agent, 


AMERICAN SHEET & TIN PLATE CO., Frick Building, Pittsburg, Pa. 


WHEN ORDERING 
ANTI-FREEZING 
CLOSETS 


MM 
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I 
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SPECIFY WITH 


THIS IS THE GENUINE Star Hopper Valves 
Kewanee Air Pressure Tank The success of a closet depends largely on the valve used. 
For supplying water to farms, country homes, and all points beyond the reach of Star Hopper Valves have no equal for durability 


city water mains. and simplicity. 
The tank is placed in the basement, and delivers water by force of compressed 


air. It costs less than an elevated tank and tower, cannot freeze or blow over, and MERIT MAKES THEM POPULAR 
lasts a life time. Furnishes water supply and fire protection equal to city water ats 
works. 2,000 inuse. Send for catalogue. To secure trade discounts mention pe ae TUR Em BY 


this paper. CRAMPTON-FARLEY BRASS Co. 


KEWANEE PNEUMATIC WATER SUPPLY COMPANY, mnsAS CITY, 20: 


KEWANEE, ILLINOIS. 
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A VERY COMPLETE LINE OF BRASS WORK 


The Speakman Supply and Pipe Com- 
pany, of Wilmington, Del., make a very 
complete line of brass work for the set- 
ting of marble stall and partition work. 


They have had a wide experience in de- 
signing and manufacturing this particu- 
lar class of work, so that they now have 
a very large assortment of patterns. Con- 
sequently they can guarantee quick ship- 
ments. 

Their new catalog “EK” describes their 
line completely, which they would be 
pleased to mail to you if you will write 
them and mention Tur PLuMBERS’ TRADE 


JOURNAL. 
>—>§+_>—______- 


THE GABEL WATER HEATER 


The manufacturers of the “Gabel” 
water heaters, which is shown herewith, 
call the attention of the trade to the 
many advantages of this device. It is 
not expensive or complicated, yet dur- 
able and practical. 

The chief qualities that the manufact- 
urers emphasize regarding this heater is 
the fact that besides being handsome and 
ornamental in design, it is so constructed 
that it gives the greatest amount of hot 
water with the least possible consump- 


“OUTLET 


WAT HE- 
7. -GABEE 
‘Peautomaric 
INSTANTANEOUS < F Thames 
WATER HEATER 2 
“TET 
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tion of gas. Moreover, it requires no 
care or attention and is simple and eco- 
nomical. Another great advantage is 
that the Gabel heater is never in the 
way; it can be put in an unused corner 
of the basement or cellar, where it is 
easily connected with the water pipes. 
A heater than can claim such advantages 
is surely worth consideration. Further 
particulars regarding it can be obtained 
by writing to the Gabel Mfg. Co., 105 


Market street, Pittsburg, Pa., and men- 
tioning Tue PLUMBERS’ TRADE JOURNAL. 


THE RUNDLE ENAMELED IRON LAVATORY 


A yery handsome line of lavatories, 
plumbing supplies, is shown in the cata- 
logue of the Rundle Manufacturing Co., 
of Milwaukee, Wis. We show herewith 
one of their enameled iron one-piece 
apron lavatories. This fixture includes 
their sanitary nickel-plated brass soap 
tray, waste plug, rubber stopper, chain 
stay and nickel-plated brackets. The 
dimensions are as follows: Slab, 20 x 24 
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closet bowl which is shown on this page. 

Any master plumber who has not this 
closet bowl in his showroom should write 
to the manufacturers, C. H. Muckenhirn, 
of Salem, N. J., for the proposition which 
will put it there. The Naturo bowl has 
many points of advantage which will be 
explained to any of our readers writing 
Cc. H. Muckenhirn and mentioning Tur 


PLUMBERS’ TRADE JOURNAL. 
—_______#— + -¢4—< —______ 


ANOTHER “GOOD” PRODUCT 


One of the articles that the Good Mfg. 
Co., of New York, take special pride in, 


I 


Enameled Iron One-Piece Apron Lavatory, Manutactured by the Rundle Mfg. Co., Milwaukee, Wis. 


is their rubber elbows. The particular 
features commending it are its length, 
adjustment and quality. Being a long 
elbow, it can be cut off and adjusted to 


inches; height of back, 12 inches; P. O. 
oval bowl, 12 x 15 inches, and a 1%4-inch 
roll rim. 

Ask for a copy of their catalog show: 


The Naturo Closet Bowl, Manufactured by C. H. Muckenhirn of Salem, N. J. 


ing this line of lavatories and mention 


THE PLUMBERS’ TRADE JOURNAL. 
_ eo >4+.____... 


THE NATURO CLOSET BOWL 
Every progressive master plumber in 
the United States and Canada who keeps 
up with the new articles placed on the 
market should investigate the Naturo 


any desired length, and the quality is 
such that it will not split or harden, and 
so confident is the company on this point 
that they guarantee each and every one 
and are ready to replace free of all charge 
any which should prove defective. It is 
with pride, however, that they have given 
this guarantee during all the years they 


a | 


have made them and the many tonsa 
and thousands that they have sold, t, 
have not been called upon to rep) 
half a dozen, which speaks volumes | 
[ 
| 
| 


their quality and the care exercise 
manufacturing. 


to Ait plumber when using them 
far the cheapest to buy, and all t 
Mfg. Co.’s goods are made with 
ject in view. ; 
a 


PADDOCK IMPROVED DOUBLE WATER FILT 


A water filter which is attracting c 
siderable attention in the plumbing a 
is the Paddock double, which is made | 
the Paddock Water Filter Co., of 380 V. 
mont street, Buffalo, N. Y. The filter 
made of cast iron, and is composed | 
two complete filters, placed one above t 
other, and is so constructed that ea 
section is cleaned with water that 
been filtered through the other secti 
before passing under the gate to the s: 


tion being cleaned. The grates are 
perforated copper plate, tin plated a 
covered with tinned copper wire clo, 
making rust or corrosion impossible. / 
pipes are galvanized, and all unions ha 
ground brass seats. Another feature ' 
the fact that the valves are brass. 7 
joints are lathe finished and packed wi 
rubber gaskets. The filling is fine riv 
sand or emery as various waters may | 
quire. For further particulars regardi 
the mechanism of this construction wr! 
to THE PLUMBERS’ TRADE JOURNAL. | 
a 9-0 —__. \ 

A NOVELTY SENT FREE TO THE TRADE 
The Pierce, Butler & Pierce Mfg. C 
of Syracuse, are distributing a very ™ 
ful article to the plumbing and heat! 
trade with their compliments. It is 
combined check protector and envelo 


o-.ner, as shown in the accompany!) 
iliustration. =| 

The demand for the protectors was” 
great that the first supply was exhausts 
but another large quantity is now rea! 
for the trade. When writing to this fir 
mention Tue PLuMmBers’ TRADE JOURN: 
and you will receive one. 


- 
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Copy of this very desirable Catalogue 
will be sent to dealers, upon request. 


CATALOGUE 
No.15. 


PITTSBURG CHICAGO 


NEW~-YORK 


Electric ‘and Gas Globes, 
Shades, Ete. 


The Phoenix Glass Co. 


15 Murray St, s s NEW Y ORK. 


MTT ZA ZB 


Bred. F. DBischif z& Ea. 
673 GRAND AVENUE, 
TEL. WEsT 1390. CHICAGO. 


Cornice Skylights 
Galvanized Steel Tanks 
Metal Ceiling, Rivet Pipe 
Metal Stamping 
Patent Articles Made to Order 
Send Plans for Estimate 


Will Piease Mention 
This Journal when 
Writing to Advertisers 


Subscribers 


Experience of an Expert 


Experience may qualify a plumber to guard against bad and insanitary 
conditions, and it is against the unseen and unknowable that the 
pee plumber seems to make provision, an ounce of prevention 

ing worth a pound of cure. One route to safety liesin using on your 
sinks and lavatories, etc., CLEAN SWEEP TRAPS. 


An expert writes us recently: ‘There are many good tra Ss, but after 
all we think that CLEAN SWEEPS are the est ail aaa trap in = 
at the present day,” a consistent opinion from an unbiased judge, and 
our FULLER WORK, the perfect kind, that’s silent when working, 
these are yours for the asking. The Traps are sold in England, Scot- 
land, Germany, Canada and the United States. 


Detroit Sanitary Supply Co., 


27 Jefferson Avenue, . 


Sole Manufacturers, 
DETROIT, MICH. 
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The Kenney Manufacturing Company, 


MANUFACTURERS OF THE 


mor FLUSHOMETER wm 


PEALERS IN PLUMBERS’ SUPPLIES 


Office and Salesroom: 36 East 22 Street, NEW YORH, 
BRANCH SALESROOM AND WAREHOUSE, 193 LEXINGTON AVE. NR. 32D STREET. 


OFFICERS: 
George S. Terry, President. Thomas F. Murphy, Secretary, 
N. Melman Shaffer, Jr., Vice-Pres. & Treas. J. Adriance Bush, General Counsel. 
D. T. Kenney, Consulting Engineer. 


DIRECTORS:—Edmund C. Converse. George R. Sheldon, Newton M. Shaffer, M.D., Theodore B. Starr, 
George Terry, N. Melman Shaffer, Jr. 


NOVEMBER 1st, 1903. 
NOTICE BEWARE OF INFRINGERS. 

To Tue TRADE AND PuBLic:—We desire to call the attention of the trade to the fact that we are 
now the owners of all the United States and Foreign patents granted to D. T. Kenney for flushing 
valves. It is our intention fully to protect these patents and promptly to prosecute all infringers 
j of thesame. Suits have already been begun in the United States Circuit Court of this District against 

The J, L. Mott Iron Works for infringement of the Flushometer patents, and against The ells 
& Newton Company of this city for selling the so-called ‘‘Aquameter’’ valve made by The Fed- 
eral Company of Chicago. Suits against other infringers are to follow. 


TELEPHONE—681-Gramercy. THE KENNEY MANUFACTURING COMPANY. 


YOTTO 


Stands ior the best and most 


Perfect Incandescent Gas Mantles 


Each and every one sold means a 
‘“*‘Permanent Customer” 
gained. We make them and other brands also. 


Better write us to-day and get our 
prices. They will interest you. 


AMERICAN INCANDESCENT Lamp Co., 


92 Fulton St... BROOKLYN, N. Y. 


Lawrence Gas Fixture 
Manufacturing Co. 


Designers and Manufacturers of 


Gas, Hlectrie and 
Combination Fixtures 


129, 131, (33 and 135 N. Twelfth St. 
CORNER CHERRY ST. 


Write for Catalogue Philadelphia 


THE HORN & BRANNEN MFG.C2 


DESIGNERS & Z FACTORY & 
MAKERS °F eZ SALESROOMS- 


LIGHTING 427-429-4516435 
FIXTVRES- N-BR°AD ST- 


GAS-ELECTRIC PHILADELPHIA 
AND PA: 
(COMBINATION: ——> SPECIAL: DESIGNS 

= SVBMITTED-FOR 


WRITE:FOR RESIDENCES» AND 
CATALOGVE> _PVBLIC-BVILDINGS 
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Tthe conclusien of the coroner's in- 
quest, the public was amaze | to find 
high Chicago officials held responsible 

for the dreadful loss of life at the Iroquois 
theatre fire, and great was the surprise in 
learning of the actual neglect of almost, 
if not entirely, all parties interested in 
providing safeguards and _ protection 
against such casulties in play houses—- 
in all parts of the world, as well as Chi- 
cago. 

The subject of protection against fire, 
exits and arrangement in construction of 
theatres, halls, churches, etc., has been 
brought to general attention and discus- 
sion, and the good that will come from 
the agitation will be of great advantage 
to the people, through Chicago’s great 
misfortune, in future construction and 
public building equipment. 

The primary cause of the fire has been 
a minor feature of the discussions that 
followed the thorough investigation, but 
should be given particular attention by 
the lighting trade. 

A witness before the coroner’s jury 
testified to seeing “a spark from the 
flood light” fall against the drapery of 
the stage effects. 

The special committee of investigation 
appointed by city authorities reported, 
“as the primary cause” of the fire: 
“Sparks of heat from an electric pro 
jector, spot or flood light, igniting dra- 


peries back of the proscenium arch about 
12 feet above the stage floor.” 

From this early stage, the slow creep- 
ing of the at first small flame on and on 
as it found more combustible food, until 
it broke into the death dealing avalanche 


~~ 
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‘That Fatal Spark at The yisaiees Theatre o 


of fire, smoke and suffocating gases; the 
failure of the asbestos curtain to oper- 
ate and confine the flame to the stage, 
and the terrible result, tragic almost be- 
yond comprehension, have found a dark 
line in modern history of amusement 
tragedy. 

The lesson to the “light man” is in the 
primary cause of the fire. 

The electric flood light, consisting ordi- 
narily of a standard on which is a re- 
versible hood reflector with electric con- 
nections which throws the light at dif- 
ferent angles as desired by the operator, 
is not considered a dangerous apparatus 
in the hands of a skilled operator, the 
hazard being from small sparks or the 
general risk in wire charged by elec- 
tricity being brought into “bare” con- 
tact. 

That dire results of such magnitude 
should develop from a small spark, al- 
lowed to escape from a light that is not 
considered extra hazardous, should ap- 
peal to every manufacturer and dealer in 
artificial lighting and cause him to pro- 
vide in every way possible against the 
results of careless or ignorant users or 
operators of any and all lighting sys- 
tems. 

The people must have and will have 
light, and as all light, from the sun’s 
rays down to the most dangerous vapor 
flame, in evolving light and in use, are 
accompanied by risk, it is for those inter- 
ested in the promotion of lighting to 
educate as fully as possible those who 
will submit to education and to provide 
against the possible mistakes of the ig- 
norant user. 


By introducing a large percentage of 
air, in a properly proportioned burner 
tube, acetylene produces intense heat, 
but the regulation lighting flame, using 
the proper air mixture, radiates less heat 
and vitiates and exhausts the surround- 
ing air proportionately less than any 
other illuminating flame. 

In comparison with the coal gas flame 
for illuminating, which exhausts about 
6% times its volume of air, acetylene, 
owing to its richness in carbon, exhausts 
about twelve times its volume in burn- 
ing, but, considering the acetylene flame 
has ten times the illuminating efficiency 
of coal gas, the conclusion is apparent 
that, for equal lighting power, coal gas 
will exhaust sixty-five volumns while 
acetylene will exhaust twelve volumns, 
thus showing fifty-three points in favor 
of acetylene (comparing six cubic feet of 
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coal gas equal to .05 cubic feet of acety- 
lene) as producing equal light and ex- 
hausting surrounding air of the lesser 
amount of oxygen. 

Considering relatively the incandescent 
(mantle) gas light: If acetylene is 
burned in open flame and coal gas in a 
mantle burner, acetylene will compare 
favorably, and if both gases are applied 
in the incandescent system, acetylene 
holds the same relative advantages as in 
comparison of the open flame. 

Electric lighting will be acknowledged 
the least in air vitiation and if the qual- 
ity and power of the light was equal to 
acetylene (or approximately so) its hy- 
gienic advantages would be appreciated. 

It is, however, worthy of note that, 
while electric lamps create no odor and 
product no carbonic gases, as gas flames 
do, the gas flames have merit in that 


“me. 
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they sterilize the air in a room by pass- 
ing a portion through the burners and 
keep a current of air constantly in circu- 
lation, which is a redeeming feature 
when large congregations of persons are 
assembled in illy ventilated rooms, and 
is especially worthy of note in the acety- 
lene flame, which keeps up this circulat- 
ing action of the air with minimum vitia- 
tion and exhaustion. 

Kerosene oil lighting in comparison 
with acetylene can be reckoned on about 
the same basis as coal gas: relative to 
exhaustion of and heating the air in a 
room, while the escaping odors from the 
regulation oil lamps place it relatively 
lower in grade as a hygienic light because 
of greater air vitiation. It is also well to 
consider the scrupulous care oil lamps re- 
quire to prevent oderous gases arising 
from heated oil on the hot burner parts. 

In comparing gasoline with other light- 
ing systems there are so many “unknown 
quantities,’ grade of oil and construc- 
tion of generating devices and burners, 
power, admixture of air, etc., as to make 
it very difficult to arrive at conclusions 
regarding the healthful qualities of the 
gaseous vapor light. 

The conditions are further aggravated 
by the fact that the oil itself, as it is 
marketed and used under many condi- 
tions and the vapor produced, allow of 
no definite chemical analysis. The in- 
candescent vapor light is the most popu- 
lar system of using gasoline, and when 
generated by moderate heating and the 
flow and pressure controlled and regu- 
lated, will compare with kerosene light- 
ing in vitiating effect of the surrounding 
air; but the ever prevalent tendency to 
vary the pressure and quality of vapor 
allows varying degrees of proper cor- 
bustion and consequent escape of uncon- 
sumed gases, escaping direct from the 
combustion chamber under abnormal 
pressure and from the heavier heated 
substance carried with the vapor into 
the burner parts, where it is held subject 
to the intense heat of the metal, throw- 
ing off noxious fumes which, in connec- 
tion with its air exhaustion and air heat- 
ing capacity constitutes objective con- 
siderations of vapor gas as a hygienic 
light. 

Adding to its good health points the 
non-poisonous, asphyxiating properties of 
the gas, placing it in conditions as we 
may find them, considering all objections 
possible to substantiate, acetylene will 
prove most efficient and least objection- 
able to all flame lights from a hygienic 
point. ; 

—— 


TO MAKERS OF ACETYLENE GAS GENERATORS 


Editor THz PLUMBERS’ TRADE JOURNAL: 

I am interested in acetylene gas. I 
would like very much to get catalogs. 
I see you advertise it in JourNaL, and 
thought likely you could have them sent 


Hoping this will not trouble you too 
much. JoHN E. Cook. 
188 Wells street, Chicago. 


a4 


ww a 


Piumbers Rebuked . 


~~ a 


POPPY 


| Page Rev. Frank M. Thomas of Louis- 


ville, Ky., recently in a sermon re- 
ferred to the plumber as follows: 

“T used to think that the plumber was 
a much maligned man and that the jokes 
at his expense in the comic papers were 


overdrawn, but I have changed my 1 
The other day a water cock in my }/ 
room was broken, and I went down tc 
plumbers’ supply house to buy anot 
To my astonishment, the dealer said| 
cannot sell it to any one except a ph 
er.’ Shade of Julius Cesar, look d 
and turn green with envy! This is 
height of imperialism and tyranny, — 
free-born American citizen, cannot br 
simple little water cock because the uw 
of plumbers says so. This is doming 
by force with a vengeance. 

“The people of the United States | 
not submit to this kind of dominat 
no matter from whom it comes. Th 
borer has a right to combine for prc 
tion; but he has no right to dominat 
brute force or the strength of votes 
men. Many labor leaders believe in f 
ing the country to adopt their stand 
and saying, ‘You must do this or we 
crush you.’ Neither the capitalist nor 
laborer has any right to dominate in » 
way. The right to combine belongs 
both, but the abuse of it is where 
evil comes in.” 

We know of no better reply to the fF 
Mr. Thomas than the following from 
well-known master plumber of Louisy 
Ky.: 

The peculiar argument of Dr. Thon 
on the “Cause of the World’s Unri 
could be well described in his own wo 
—“his speech was a reflection on his. 
tellect.” | 

Dr. Thomas’ ire has been raised agai 
the plumber because the wholesale dec 
and the retail dealer have voluntarily 
operated to maintain law, order and ; 
tice in their business relations. | 

Doubtless he passed several of 
many retail plumbing establishments 
bump hard against the fact that sc 
wholsesome co-operation does exist 
Louisville. , 

If he will try to buy a yard of cal 
at a wholesale dry goods house he D 
find the same conditions prevailing. : 
getting mad and calling down any k 
of a Romanesque shade will not alter 
isting conditions along this line beca 
these conditions are based on busin 
honor and fairness. 

The truth of it is Dr. Thomas betr: 
his ignorance of wholesome business ¢ 
ditions and is unwilling to recognize 
right of the “other fellow.” | 

He reminds one of the Irish laddie 
the drill where everyone was out of s 
but himself. 

There seems to be very little cont 
tion between Dr. Thomas’ text and | 
sermon. His sermon is not an exege! 
He could not get rebellion against | 
government from any teaching of 
Master, who told the Pharisees to “Tr 
der therefore unto Cesar the things ; 
are Cesar’s, and unto God the thi 
that are God’s.” Nor from Paul ¥ 
gave the true solution to this problem 
the thirteenth chapter of Romans, Ve 
10 is the ideal condition. ) 

Anyone who teaches or preaches rel 
lion or flings bitterness and antagoni 
between people whose mutual good 
pends upon them standing together is 
of the causes of the world’s unrest. 

W. H. Mamiacr 
———$ — > 1 

At Cleveland, O., Chafer & Becker : 
the contract for installing the heati 
plant in the Forest City Bank, on the ¢ 
ner of Pearl and Detroit streets. 
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A Few 
of Its 
' Advantages 


Patented Metallic 
Loop which cannot 
break or burn out. 


Nickel Wire Sup- 
ports which will not 
bend. 

No visible shrink- 
age. 

Highest _ possible 
candle power. 

Will outlast 10 
other mantles. 


Superior Facilities en- 
able us to give Bet- 
ter Quality for Less 
Money than any 
other Manufacturer 


Write for our 
new Illustrated 


Catalogue 
ARITAN MANTLE CoO., 
&8 Chatam Sq., NEW YORKCITY. 


Largest Mantle Manufactory in New York City. 


Automatic Collaps-* 
ing Tap with Ream- 
er combined. ho 
rechucking 
finished complete 
at one operation. 
No changing friom 
reamer to tap; ro 
reversing of ma- 
chine. no watching; 
it stops atthe proper 
depth and automit- 
ically collapses. 


PATENTED 


Positively 
Saves from 50 
per cent. to 75 
per cent.in cost 
of tapping. 

Descriptive 
circular sent 
e application 
oO 


The MURCHEY MACHINE & TOOL 6O., 


64 Second Street, = DETROIT, MICH, 


Bestin the world. Sznp ror CaraLtoaus 
ssf Hy for delivered prices. 
H. F. LEWIS & CO., Lro. 
> 316 Baronne Sr., NEW ORLEANS, LA 


» Ideal Epworth 
Acetylene 
Generators 


Are the best, 
simplest and 


easiest cared 
for. 
FOOL PROOF 


Every one war- 
ranted. Everybody 
pleased. 

Agents wanted. 
ADDRESS 
ipworth Gas Light & Heating Co., 
Waterloo, lowa, U. S. A, 


& Diz Gp Santer 


Ee Ss ES 


Eres 


Weare Headquarters for all kinds of Gas Burners 
(for Acetylene, Coal Oil, Water or Machine Gas) as 
well as for Lamps and Posts of all descriptions. 

Weare also manufacturers of an extensive line 
of Gas and Electric Light Supplies, including a 
large variety of Globes and Shades. 

In fact we make a specialty of anything 
pertaining to Light and Heat. 
ESTABLISHED 
1851. 
Write for Catalog ‘*S No. 


E. P. GLEASON MFG. CO., 


181-185 Mercer St., NEW YORK. 


INCORPORATED 
1871. 


3’’ just issued. 


It’s a Seller 


Our agents get money 
as well as popularity 
with sale of our 
machines, 

This shows whether 
our proposition is a good 
one or not, 

One agent cleared 
over $3,000,00 in six 
months. Why not get 
in line! 


It’s amoney maker 


WRITE US. 


The Rosh 
ae Generator 
0., 


20 Bristol St., 
CANANDAIGUA, N, Y. 


RUSH'S DISSOLVING PROCESS “/\ 


MES: cones 
uy LIGHTED 


Subscribers “Fyne. 


iting to Advertisers 


Lighting Problem Solved by 


Carter’s Cellular ~ 
Acetylene Gas System 


CHEAPER THAN COAL O/L, BETTER THAN GAS 
or ELECTRICITY, ECONOMICAL, SAFE, 
S/MPLE and RELIABLE. 


We want Reliable Plumbing Firms 


as Agents to sell fhe best Acetylene 
Apparatus on the market. 


Write for terms and territory 


Niagara Falls Acetylene 


Gas Generator Co. 
Niagara Falls, * . s N.Y, | 


REVIEW 251 


DO YOU KNOW THAT GEURGE BRAY & COM-{ 
PANY MADE THE FIRST BURNER 
USED FOR ACETYLENE GAS ? 


RAY 
URNERS 


FOR 
ACETYLENE 


G IVE the highest ef- 
ficiency and are 
the most satisfactory. 

The fine gas apper- 
tures in the Bray 
Acetylene Burners 
will not stop up so 
readily as is the case 
with other Acetylene 
Burners in the market. 

Bray Acetylene 
Burners are protected 
by numerous PAT- 
ENTS THROUGH- 
OUT THE WORLD, 
and are all stamped 
with Bray's Name and 
Trade Mark. 

Bray Acetylene Burn- 
ers, in their several 
kinds, are the cheapest 
in the market. lt 
WRITE FOR PRICES. 
WILLIAM M. CRANE Co., 

Sole Agents for the United States 

1131 Broadway, New York 


CATALOGUE |) 


GAS FITTER’S 
HANDY REFERENCE BOOK : 
ILLUSTRATING, 


GAS FIXTURES 


INCANDESCENT ee tseseal 
ACETYLENE BURNERS \c 
GLASSWARE 
RON PIPE FITTINGS, 
TOOLS, ETC. 


VAX FIXTU ES = Saaterd: Al Lye 
je STAPLE, FITTINGS ALY 
Ke BRACKETS Ber 9; 


ae is > saLESAOOME 
454- “ASL MILWAUKEE AVE. 52-54 LAKESTREET 


CHICAGO.U.SA. 


is ELECTRIC & COMBINATION A | 


Inside Lamp No. 40 
One Mantle, 950 Candle Power 


A Light for any indoor room or 
place of business requiringa 
substantial and satisfactory 
light of great brillianey and 
far-reaching penetration: 


Write for Prices and 
Descriptive Catalog 


The American Self- 
Lighting Lamp Co. 


300 Montana St. d Hs 
PEORIA, ILL. eee BES 
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Philadelphia Plumbing News and Gossip 


By J. B. COLLADAY. 
RANCIS BROS. & JELLETT, 
245 N. Broad street, Philadel- 
phia, are awarded the steam 
heating contract in the addi- 


tion being erected to the Lan- 


caster General Hospital, Lancaster, Pa. 


-W. H. Peterson, who has been manager 
for the Philadelphia Branch of Pierce, 
Butler & Pierce, for a number of years, 
with office in the Builders’ Exchange, 
terminated his association with the com- 
pany on February ist, and is succeeded 
in the capacity of manager by his assist- 
ant, William B. W. Bryan. Mr. Bryan 
is comparatively young in years, not hav- 
ing reached the 30 mark, but what he 
lacks in this particular, he-~ certainly 
makes up in experience. After finishing 
his school education he affiliated himself 
with Mr. Harry C. Worrell, of Riverton, 
N. J., as an apprentice to the plumbing 
and heating business. Served his term 
and by close attention to business, gradu- 
ally worked himself up to estimating and 
securing work. He continued in this 
business until 1899, when he secured a 
position with the Syracuse firm as travel- 
ing salesman, canvassing the States of 
Delaware, Jersey, Maryland and West 
Virginia. In the new position which he 
is called upon to fill, he is admirably 


W. B. W. Bryan, recently appointed Philadelphia 
Manager for The Pierce, Butler & Pierce Mfg. 
Co., of Syracuse, N. Y. 


equipped to manage with a master hand 
and his thorough training and knowl- 
edge of the business, combined with his 
selling ability will undoubtedly stand him 
in good stead. His success is hoped for 
by all his associates. 


The Philip Carey Mfg. Co., manufac- 
turers of asbestos and magnesia pipe and 
boiler coverings, have removed their 
Philadelphia offices from 730 Real Estate 
Trust Building, Broad and Chestnut 
streets,’to larger and more commodious 
quarters, in the same building, and are 
now occupying a suite at 1018. This ac- 
tion was found necessary in order to 


take care of a constantly increasing busi- 
ness. 


Horace L. Beck, of Lansdale, Pa., has 


been awarded the contract for placing 
a hot water heating plant in the resi- 


te 


dence of T. C. Horan, 1728 S. Broad 
street, at an approximate cost of $700. 


George T. Moe & Co., Philadelphia, 
will install a steam heating apparatus at 
4033 and 4035 Market street for Boner 
Bros., costing $600. 


In the St. Thomas R. C. Church, 17th 
and Morris streets, J. P. Smith will in- 
stall a $3,000 steam heating boiler and 
apparatus. 


The Monitor Steam Generator Manu- 
facturing Co. have been awarded and 
commenced work on a $1,500 low pres- 
sure steam heating plant in the stores 
of R. Goldburger, 913 and 915 Market 
street. 


Fire at the Nonpareil Cork Pipe Cover- 
ing Works, South Camden, N. J., on 
February 138th caused a damage of 
$2,000. The origin of the fire is un- 
known. This is the second visit fire has 
made to the above plant in the last two 
years. The first causing considerable 
more damage than this later one. 


Harris & Algor, of Camden, N. J., have 
deposited the lowest bid, $4,000, for heat- 
ing the $250,000 Custom House and Post 
Office Building for the U. S. Treasury 
Department to be located 25th and 26th 
streets and West avenue, Newport News, 
Va. 


C. T. Innes & Co., 870 N. Franklin 
street, Philadelphia, have been awarded 
the contract for installing a steam heat- 
ing plant in the colonial residence in 
course of erection at Chelten avenue and 
Carnac street, Oak Lane, for Mr. M. T. 
Barton, designed by Jonathan Ring, ar- 
chitcct. 


W. H. Embrick & Son, tailors, located 
at. 1628 Chestnut street, are remodeling 
the interior of their shop into a modern 
store and have awarded the plumbing 
contract to Valentine Meck, 522 S. 238d 
street. 


P. A. Dietrich, druggist, 59th and Hav- 
erford avenue, West Philadelphia, is erect- 
ing a handsome three-story store and 
residence, 60th and Gerard avenue, and 
has awarded the James P. Wood Co. the 
contract for placing a low pressure heat- 
ing plant in same. 


William H. Peterson former Philadel- 
phia manager of Pierce, Butler & Pierce 
Mfg. Co., has severed his connection with 
above company and associated himself 
with The American Radiator Co. in this 
city. 


R. E. Morris, located at 21382 BE. Orleans 
street, has completed the installation of a 
large heating plant in the workshop and 
warerooms of Hunt, Wilkinson & Co., 
Rainstead street, above 16th street. 


David R. Burns is running his shop to 
its utmost capacity. His jobbing trade 


' the business. 
“occasion came at the close of the banquet 
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is always good, and together with con- 
tracts has his hands full. 

He is fast completing the work at the 
Mercer County Court House, Trenton, N. 
J., and the addition to the Children’s 
Hospital, Franklin and Thompson streets. 
Both of these are good size contracts. 
He has also been awarded the contract 
for installing a vapor system in the resi- 
dence 48th and Springfield avenue, West 
Philadelphia. So far this winter has 
been a very successful and busy one for 
“Dave,” and it has kept him and his 
son, Dick, moving at a very rapid gait. 

—_—_& >e+ so  ——_ 


THE ANNUAL “HAJOCO” DINNER TO THE 
REPRESENTATIVES OF THE HAINES, JONES 
& CADBURY CO. OF PHILADELPHIA 


N the front page of this issue we 
present a few of the officers and 
representatives of Haines, 
Jones & Cadbury Co., Philadel- 
phia. The gentlemen standing 

in the back, beginning at the left, are T. 
R. Perham, who looks after the com- 
pany’s interests in Western Pennsyl- 
vania; John L. Derset, with headquarters 
in Richmond, Va.; Joseph R. Whalen, of 
San Francisco, in charge of the Pacific 
coast; George B. Smith, northern New 
Jersey; E. D. Fletcher, eastern Pennsyl- 
vania; Robert E. Saul, of Atlanta, in 
charge of the Southern States and Cuba. 

In the front row reading from the left 
is W. R. Smith, New York state; H. S. 
Bonner, assistant manager; Wm. H. 
Haines, president; J. H. Borton, general 
manager; George H. Kitson, of New Jer- 
sey and Delaware. 


Following the annual custom of enter- 
taining their representatives and depart- 
ment heads, this company issued invita- 
tions to all the agents that could be 
spared from their fields to attend the 


. yearly Hajoca dinner in Philadelphia on 


the evening of December 30th. The ban- 
quet was held in the sample room on 
Ridge avenue, and after full justice was 
done to the splendid repast Mr. Borton, 
as toastmaster, called on the principal 
agents and heads for suggestions as to 
improvements in any form beneficial to 
The pleasant feature of the 


near midnight, when in a_ beautiful 
speech, Mr. Borton presented his efficient 
assistant, Mr. H. S. Bonner, with a gold 
chain and locket, the gift of the traveling 
men. Mr. Bonner has endeared himself 
to these gentlemen by his uniform cour- 
tesy and kindness, and they call him their 
own. A week or more was spent in the 
Quaker city by most of the men, and 
some of them, after inspecting the com- 
pany’s own factories, were sent on to New 
York, Pittsburg, Louisville and Cincin- 
nati to visit other factories, from whom 
the company purchases supplies. Mr. 
Whalen, of San Francisco, traveled back 
and forth nearly 10,000 miles to attend 
the meeting, his territory being attended 
to during his absence by his assistants, 
H. C. Marsh and Fred R. Stanley. 


et a 
PLUMBERS’ FORCE CUPS 


One of the most important additions to 
the plumbers’ kit is the force cup which 
is shown on this page. These are made 
by the Morgan & Wright Company, of 
Chicago, Ill, and are of tough and 
springy rubber. It is invaluable for clean- 
ing out closets, urinals, and such places. 


'red, white, gray or other colors. 


We also illustrate a ‘hand force | eu 
which is intended for clearing the a 
charge pipes of wash stands, wash tu 


or bath tubs. They are made in thr 
sizes and furnished complete with hand 
or rubber only. The Morgan & Wrig' 
Company issue a very pretty catalogue « 
mechanical rubber goods and will ser 
it to the trade on application. Menti 
THE PLUMBERS’ TRADE JOURNAL. | 

This firm has had wonderful succe 
in the manufacture of molded rubb 
specialties. They make anything in tb 
line from bumpers weighing 200 poun 
each to smaller articles, of which the 


are several thousand in one pound, . 
Nir 
teen years of steady growth and expe: 
ence in this department enable them | 
use direct methods, saving their custo: 
ers the usual expense for experiments | | 
molds and materials. 
_——7r+ 9+ >—_——_——— 


COMBINATION BRACE AND FORCE FE! 
~~ DRILL | 


Luther Bros., of North Milwauk, 
Wis., are the manufacturers of the co- 
bination brace and force feed drill whi. 
is shown in the accompanying illusti: 


tion. The special feature of this drill’ 
that in order to operate it, full streng! 
is not required because the chain d¢ 
the pressing on, and if any more Drv 
sure is desired it can be obtained ’ 
simply turning the feed wheel. ‘Anott" 
good point is that there are ball pearin3 
between the chuck and the feed whil 
sleeve, which reduces the friction tod 
minimum. Mention THe PL 
Trape JournaL and write to Luther Br 
of the above address and they will 8" 
prices and catalogs to our readers. — | 
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" Up-To-Date! Ss 


IF YOU ARE 
HAVING TROUBLE 


With tank linings giving out 
an account of the action of 
water or electro.ysis, you 
can overcome it by using 
our acid, alkali, and electric 
proof lining, guaranteed for 
2 years. It costs no more 
than lead and will not give one-half the trouble, and weighs 
less. It is no experiment. 
Send for descriptive circular of this and our new style bent tanks. 


Findeisen @ Kropf Mfg. Co., 


Main Office and Factory, 
2lst Place and Rockwell Street, CHICAGO. 


All the produc- 
tions of our fac- 
tory are up-to- 
date, in point of 
elegance, practi- 
cability and qual- 
ity. 


THE WHEELING 
POTTERIES GO., 


RIVERSIDE DEPARTMENT 
Wheeling, W. Va., 
tS seg 


WRITE Us. 


Our New Enameled Ware Catalogue Is Reay 
For the Trade. Send for it To-day 


PDP SO 


PEDESTAL URINAL SELPeACTING 


24 1-2inchhigh 29inch back 
GOODS 
FULLY PRICES , 
Total Eclip SS ECONOMY IS WEALTH 
GUARAN RIGHT Hydrants Pe | McGuire oe horse 
TEED and Street z Star Roof Flange 
Washers... 


Superior to any other. 


‘= 


illustrates our one piece fixture fitted with low down compression 
cocks adjustable brass legs, supply pipes with air 
chamber and flask trap. 


We make all styles of 
“McNAMARA” pattern 
Hydrants, 

All our geods 
strictly first-class, 
high grade and best 
made. As perfect 
as long experience, 


IRON AND BRASS PUMPS, PLUMBERS’ SUPPLIES, ETC. 
HUMPHRYES MFG. CO., MANSFIELD, OHIO. 


GENERAL 


MANUFACTUR- best machinery and 
F workmanship can 
ek make them. 
PLUMBING Write your dealer 
and for prices. 
Carried in stock b PAT. NOV. 12, 1901. 
STEAM all Jobbers. hte | Nothing Equals It 
Compression, Se ey Self-Closing. Write for Discount 
BRASS JOHN C. KUPFERLE, "or the mets of this Fone” 
é@ merits of this Flange. 
) A 
WORK oe autvaiabceetes 1857 me M. L. McGuire, syracuse, x.¥. 
Z_ And Jobbers of : 
PLUMBING [' is an acknowledged fact 
that the weakest point in a 
SUPPLIES Ball Cock is the seat, which 


becomes corroded by the 
water, wears out and generally 


in a short period of time, ren- 
The “N. C."" Non-Corrodible Ball Cock 
with High Pressure Attachment. dering the ball cock absolutely 


Eastern Agents: 
0. CHAN. WELLS, 
and 
WM. A. LOCKE, 
100 William Street, 
New York, N, Y. 


J. REGESTERS’ SONS CO., Baltimore, Md. 


worthless. 
The N. C. is perfectly noiseless and can never wear out. 


Also a complete line of all plumbing material 
Joseph H. Young, 224 Franklin St., Boston, Mass. 
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seeped, toned diy 


5 OHIO PLUMBING NEWS AND GOSSIP 


© 
FAIR psp 
HE annual meeting of the Master 
Plumbers’ Association of Colum- 
: bus was one of good fellowship, 
and the reports of the officers 
showed the association in a flourishing 
condition. During the year eight new 
names were added to the roster, leaving 
but two or three shops in the city not 
affiliated with the association. Edwin F. 
Arras, of the Central Supply Company, 
was re-elected to the presidency by unani- 
mous action. The other offices were filled 


as follows: Vice-president, Arthur W. 
Reynolds; secretary, Daniel D. Lewis; 
financial secretary, Hiram M. Munk; 


treasurer, Levi P. Knoderer, and sergeant 
at arms, William F. Eichenlaub. 

The president ‘appointed the following 
committees for the year: Labor Com- 
mittee—William Loos, chairman; Hiram 
M. Munk, Louis Bauman, Charles Strick- 
ler and E. J. McNamara. Warehouse 
Committee—James J. Dolan, chairman; 
William Seddon, Goodwin M. Roberts, 
William Fisher and George Essman. 
Auditing Committee; Max Schmidt, 
chairman; Mathew S. Roberts and George 
A. Boehm. Membership Committee— 
Charles Huber, chairman; Peter Gehr and 
CG. N. Kelly. Executive Committee—Ed- 
win F. Arras, A. W. Reynolds, D. D. 
Lewis, Hiram M. Munk, L. F. Knoderer 
and W. F. Eichenlaub. Room Committee 
—wW. F. Blair, chairman; W. J. Jordan 
and James T. Farrington. 


The Windermere Plumbing Company, 
of East Cleveland, has been incorpor- 
ated with $5,000 capital stock. The in- 
corporators are H. L. Smith, J. R. Mc- 
Quigg, H. B. Newcomb, C. A. Neff and 
S. Kelly. 

Louis C. Cooper, who has been in the 
plumbing business in Cleveland for many 
years, having a shop at 891 Cedar avenue, 
Cleveland, has sold out his business in 
Cleveland to Walker and Oehloff, the 
transfer taking place on the 2d of Febru- 
ary. It is Mr. Cooper’s intention to move 
his family to Los Angeles and go in busi- 
ness in that city. Mr. Cooper expects to 
leave Cleveland about March 1. 


The Colonial National Bank is remod- 
eling the bank building on Euclid avenue, 
corner Hickox street, Cleveland, making 
a large and handsome home of that in- 
stitution. The contract for the plumb- 
ing has been awarded to H. Ward Day- 
kin, Schofield building. Mr. Daykin is 
installing some very fine plumbing fix- 
tures. 


A. A. Parker, of Cleveland, the plumb- 
ing and heating contractor, at 1438 Su- 
perior street, has just completed a hot 
water system at the handsome new resi- 
dence at the corner of Detroit and Cohas- 
set street, for N. C. Cotabish. 

Louis Poplowsky, plumber, Prospect 
and Brownell streets, Cleveland, is doing 
the plumbing in the new residence on 
Idlewood street for Mrs. Anna McMillan. 


Capt. George P. McKay, who is build- 
ing a handsome new residence at Clif- 


EDITED BY E. A. ROBERTS, CLEVELAND, O. 


ton Park, has awarded the contract for 
the plumbing to R. E. Greene and Son, 
573-575 Detroit street, Cleveland. This 
residence will be heated by hot water 
system, the contract for which has not 
been let. 


The contract for installing the steam 


heating system in the Annex to Lincoln 


High School has been let to The Cleve- 
land Steam Fitting and Supply Company, 
1084 Hamilton Street. The new addition 


‘will be used for a manual training scliool. 


A new store building will be erected 
just west of the intersection of Prospect 
and Huron streets, extending from one 
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Robert A. Dawson, President Toledo Master Plumbers’ Association 


ais 


for the plumbing and hot water heating 
for two apartment buildings. One build- 
ing will be located on Princeton street 
near Euclid avenue, and the other will be 
erected on Amesbury avenue, by A. E. 
Dudley. 


Chas. E. Ridenour & Co., plumbers, 
steam and gas fitters, 39 West High street 
and 36 and 28 North Market space, report 
a good business. Among the jobs re- 
cently handled in their shop they men- 
tion the plumbing and heating in the resi- 
dence for H. H. Simmons on North Foun- 
tain avenue and the plumbing in the resi- 
dence for D. Ackerson, East High street; 
also four jobs for M. H. McHarmon. 
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street to the other. The contract for the 
plumbing and steam heating has been 
awarded to the Schneider Plumbing Com- 
pany, 570 Huclid avenue, Cleveland. 


P. R. Crawford Heating and Manu- 
facturing Company, 1-9 Cooper street, 
Cleveland, has secured the contract for 
installing the heating system at the 
works of the Wyman-Gordon Company 
on Wason street. 


The Mouat-Squires Company, 43-45 
Academy street, Cleveland, has been 
awarded the contract for the steam fit- 
ting for the American Ball Bearing Com- 
pany’s new buildings on Berea street. 


Thomas J. Brown, 578 Quincy street, 
Cleveland, recently secured the contract 


The Executive Board of the Master 
Plumbers of Cleveland has announced the 
committees of the Association for the 
year. They are as follows: 

Arbitration and Conference Committee. 
—Charles E. Armour, chairman; August 
Caleb, John J. Comerford, H. Ward Day- 
kin, John Leese, and -D. H. Roberts. 

Auditing and Finance Committee.— 
Frank C. Feller, chairman; G. H. Wherle, 
Richard Kohls. 

Entertainment Committee—Eb Hllen, 
chairman; Louis Poplowsky, Charles Sie- 
fried. 

Executive Committee—Charles  Sie- 
fried, chairman; Joseph Winterbottom, 
J. J. Comerford, A. W. Southwell, Damas 
Desnoyers and Eb Ellen. 

License Committee—E. H. Benhoff, 
chairman; W. C. Thomas, W. J. Warden. 


Price List.—East Side. C. @, Thor 
chairman; W. H. Cleveland, George, 
Currie. West Side: R. E. Greene, ch; 
man; Fred. Kobs, Frank B. Manney, | 

Resolution Committee —Frank Hi. 
brand, chairman; L. W. Southam; Cb 
Trunk, Charles Striever, Frank M. D: 
tiel. 

Rules and Legislative Committe. 
August Bacher, chairman; A. J, Bai: 
J. W. Nixon, A. J. Lane, Thomas P, . 
Dermott. 

Sanitary Committee—Theodore |. 
lowsky, chairman; Henry Mans, w, 
Kneale, Horatio Sweesy, Matthew Det 
bach. 

Warehouse Committee.—Charles 
fried, chairman; John Leese, Edward 
Hill, Peter Dunn, J. M. McKay. 


j 


At the regular meeting of the Col: 
bus Master Plumbers’ Association, |; 
day evening, February 12th, the asso: 
tion presented its president, Hdwin: 
Arras, with a handsome and costly ga) 
Mr. Louis Bauman, the orator of , 
Columbus association, after a few y 
complimentary remarks, presented , 
gavel as a token of esteem and appre: 
tion of their worthy president. The ge: 
is a handsome sample of inlaid work) 
pleasing design, being a combination) 
mahogany and ebony, executed eect 
for the organization. 

The Central Supply Company, 306:) 
North High street, Columbus, has ri 
siderable work on at present. This ¢1 
pany recently completed a large jobi 
Dayton, Ohio, for the Soldiers’ Hos 
remodeling the plumbing and instal); 
new fixtures in several of the buildin; 
also the Lincoln Terrace, contain; 
seven suites, on 11th street. At pres) 
it is engaged on the plumbing in th 
residences in various parts of the cy 
co ti:g approximately $3,000, $8,000 \ 
$12,000. 

EES | 

Loos & Reynolds, whose shop is loc) 
at the corner of Parsons avenue and ||] 
street, Columbus, recently completed 1 
plumbing in a new eight-story brick bl! 
for the Eberly Grocery Company, loc? 
on East Natthen street. They have ci 
pleted the plumbing and gas fittingil 
Parson’s Dancing Academy on Pars) 
avenue, including bath room, ¢1 
closets four stands, all high grade 3 
tures. They are now working at “Jor 
Flat, an eight-suite apartment buila: 
on Hamilton street, and the store 
apartment building for Ward & Ward) 
West Broad street. They also have ) 
contracts for twelve new residences t) 
started in the spring. 


The Entertainment Committee of 
Master Plumbers’ Association of Cl* 
land, Eb Ellen, chairman, is mahit 
preparations for a social evening. 
affair is looked forward to with mit 
anticipation, as it is the one night in st 
year when the ladies are included in! 
program. The date for this occa! 
will probably be Monday evening, !? 
ruary 29th, and will be known as “Tacs 
night.” The arrangements are in he 
hands of the committee and have not y 
definitely completed. 


R. F. McMahon & Co., 371 Wade Hh 
avenue, Oleveland, have just i 
awarded a prize contract. The = 
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Unique Thawing Machine 
For Thawing Frozen Pipes, Tanks, Traps, Etc. 


io 
Height 14 inches Diameter 8 inches 
apacicy—Almost 4 gallons 
Seid to the Trade Only. | 
Cheap—With fittings complete the cost is less 
than an ordinary range boiler. 
Stron —Tested to 150 lbs. pressure. 
Safe—No blaze or smoke to cause damage. 
Reliable—Automatic Safety Valve. 
Portable—Weight only 12 lbs. 
Clean—No smell or smoke as from torches, etc. 
Durable—Constructed of heavy galvanized 
iron, welded and,riveted. 


Shipped C.O.D., express prepaid, $6.00 
GEO. W. HEILAND, Plumbers’ Supplies 
99 & 101 Beekman St., NEW YORK CTY. 


EXCELSIOR 
GREASE TRAP 


Well and favor- 
ably known; two 
sizes for hotels 
and restaurants 
and residences. 

Get list price 
and trade dis- 
counts, 


SPROUL & McCURRIN 


GRAND RAPIDS, MICH. 


= Milbradt’s Rolling 
Shelf Ladders 


are made to fit all kinds of high 
shelvings. and are guaranteed to be 
satisfactory in eyery respect. Send 
for catalogue and prices, 


JOHN CALANDER, 
146-148 E. 8th St., St. Paul, Mi ne 


Every Master Plumber 
SHOULD HANDLE THE 


PADDOCK WATER FILTER 


WE MAKE A SPECIAL 
FITTER FOR CLAY WATERS. 


Itis designed to be placed in the basement 
to filter the entire supply for any size 
building, steam boilers, etc, 


THE PADDOCK WATER FILTER CO, 


330 Vermont St., Buffalo, N,Y. 


plying to his profession. Av 


Well illustrated. 
SENT POSTPAID TO ANY ADDRESS 


Send for Catalogue and mention 
PLUMBERS’ TRADE JOURNAL 


LALANCE & GROSJEAN MFG.CO. , 


The Gas Fitters’ Question Book, with Answers 


A book on practical information specially prepared to enable 
any practical gas fitter to answer all manner of questions ap- 


and answers and tables that will be found of great advantage. 


THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


Hendrick’s Commercial Register of the 
United States for Buyer and Seller 


Especially devoted to the interests of the architectural, mechanical, 
engineering, plumbing and heating industries. 

A complete and reliable annual index, containing 350,000 names, 
addresses and business classifications. 

Indispensable as a buyers’ reference for the architect, contractor, 
manufacturer, jobber and retailer. 


1903 Edition for the Year beginning November 1, 1903. Price $6.00. 


THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


.luable little book of questions 


UPON RECEIPT OF PRICE OF $1.35. 


AA Complete Course 
IN 


Mechanical Drawing 


ROGERS’ “DRAWING AND_ DESIGN’’ 
thoroughly and clearly teaches the theory 
and practice of the Drawing and Designing 
required in the shops and drafting rooms of 
the engineering. machinery, electrical and 
kindred trades. 

Contains 506 Pages, 610 Illustrations, 
and a copious index. 

Clearly printed on superfine paper and 
handsomely bound in black vellum cloth, 
with full gold edges 

$3 postpaid. The money paid shall 
be refunded if the volume is not found 
satisfactory. 


THEO. AUDEL @ Co., 


Educational Book Publishers, 
63 Fifth Ave., = NEW YORK. 


SINKS 


Plain: Painted (inside and out) 
Galvanized; 
Blue Enameled: Agate (Enamel- 
ed Gray); Crystal (Enameled 
Light Gray; White (Enameled 
blue outside). 
Combination Overflow, 
Overflow Protector, 
Strainer Outlet. 


Plug Outlet. 
Air Chambers in Sink Backs. 


NEW YORK, CHICAGO, BOSTON. 


Subscribers 


PLATE B 240 
16x20 SLAB, 6 INCH BACK, ROLL RIM 
BASIN 12x15. 
SAME STYLE MADE TO FIT CORNERS. 


Will Please Mention 
This Journal when 
Writing to Advertisers 


BATH TUBS, 
KITCHEN SINKS, 
LAUNDRY TRAYS, 
CLOSETS, Etc. 


We have otfper attrac- 
tive styles at prices 
that will please you. 


McUVAY & WALKER, 


BRADDOCK, PA, 
Manufacturers of Enameled Ware, Soil Pipe, Etc. 
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Books on Plumbing, Heating. 
Lighting and Ventilation 


To anyone sending one new subscriber to THE 
PLUMBERS’ TRADE JOURNAL, we will mail 
with our compliments, any one of the 50c. books 
named below. 

For two new subscribers, we will give either c, 
the following books: ‘‘Kitchen Boiler Couuections; 
Hot Water Supply,’’ by Dye; or ‘‘Plumbers’ Text 
Book,’’ by Tower. 

For three new subscribers, we will give either of 
the following books: ‘‘Lawler’s Hot Water Heat- 
ing, Steam and Gas Fitting,’’ lee, 0 


For four new subscribers, we will give either of 
the following books: ‘‘Steam Heating for Build- 
ings,’’ ‘‘Steam Heating Problems,’’ or ‘‘American 
Plumbing Practice.’’ 

All new subscriptions must be sent by a paid up 
subscriber to entitle sender to any of above 
premiums, 

Acetylene—The principle of its Generation and 


LUE Ase ce ACRE ERMA Ota ee eine copa ol!) 
Acetylene Gas—Its Nature, Properties and 

Uses, ‘by G. Po Thompson... osc... cstvcwaves $1.50 
American Steam and Hot Water Heating 

Practice; 585 illustrations...........ccccses 3.00 
American Plumbing Practice............++s.e. 2.50 
C. S, Mersick’s Estimating Book.............. 1,25 
Contract and Estimate Record Book, by B. H. 

AEC CIN) ede SSI Or PUD OMCOE ROC OO en .50 


Dean’s System of Greenhouse Heating, by M. 

Dean 
Drainage and Plumbing, by N. R. Maguire.... 
Estimate Books for Plumbers and Heating 


Men, by B. H. Jessup; 200 pages........... 2.00 
Examination Charts. For Boards of Health 

and Plumbing Examiners. Price per set, in- 

cluding key!/to.each chart... 0. cc<.scccccces 5.00 
External Plumbing Work, by John W. Hart... 3.00 
Hendrick’s Directory, 1903 and 1904 edition, 

containing a complete list of the manufac- 

turers of plumbing, heating and lighting 
goods. Also a list of plumbers, steam and 

gas fitters in the United States............. 6.00 
Heating and Ventilating Buildings, by Car- 

PONUOR! Sicteiciciaic,clesioia c clelaicreinic alole’nie c1e.cla'sislove bic-ere 4.00 
Heating and Ventilation. Tables and Formu- 

LEE Ve e CURINA IM icsiawiclsSclesisios ee secrets 1.50 
Hood on Warming Buildings, by F. Dye...... 6.00 
Hot Water Circulation, by R. M. Starbuck... 3.00 
Hot Water Heating and Fitting, by W. J. 

Bid wit Ra tiasicielclcsiies is slevsteiaiee seeicie ec sisiese aara . 2.50 
Hot Water Supply, by PF. Dye..ccccessccscces 1.00 
Kitchen Boiler and Water Pipes, by H. Grim- 

SEA We aictn is alpisi nintelsr sted tales sists. ix'e.ereiehe Min se elle’ » 40 
Kitchen Boiler Connections................... 1.00 
Lawler’s American Sanitary Plumbing (revised 

second edition) for plumbers............... 2.00 
Lawler’s Hot Water Heating, Steam and Gas 

BE naeisce Ban CORP RCE RY PCM CTICae ec yck 2.00 
Lead Burning by the Autogenious Process.... 1.00 
Lectures to Plumbers, by J. W. Clarke........ 3.00 
Lighting by Acetylene Gas, Electric Furnace, 

Generators and Burners, by W. E. Gibbs, 

(MES LD ae totedaline ole ere’aiaca’acareiatatuiareveisie/e ators aie ete ra tate 1.50 
Mechanics’ Companion, by J. M. Scribner..... 1.50 
Modern Sanitary Appliances, by Colyer....... 2.00 
Modern Sanitary Plumbing, by James J. Law- 

ROE Te crave oe pinivisiere Cele a terete ete oat wern-n6 a ie/oke on ciete 5.00 
Modern Methods of Sewage Disposal, by Geo. 

EBAY AIA Bowie atoltie nistace n’ancletetalatcric’s veterett etre 2.00 
Modern Plumbing, by R. M. Starbuck; illus- 

EEACCC LE, a octets mee a eiteteieriniek ace sie charenicereten 3.00 
Plumbers’ Text Book, 300 questions and an- 

swers, by Frank. Towe? eas cec os cca cose cesee 1.00 
Plumbing, House Drainage, by W. P. Buchan. 1.75 
Plumbing Oby se Se Bellver a\.1csr atau en ieees 1.50 
Practical (Gas Fittings. J.ncacicawn cen catmecate 1.00 
Practical Hygiene, by Currier................ 1.50 
Practical Hints on Joint Wiping, for begin- 

NELrs pie Plum bIN Sere wes, clot es a slappie e's piela Be eclee 25 
Sanitary Engineering of Buildings, by Ger- 

Harel cle VOUT ig CLOLN Se aiaye cickasaloin' asc avec oapatorsieites 5.00 
Sanitary House Drainage; Its Principles and 

Practice, by T. EB. Colemat.......:.css2ce06 2.40 
S. E, Hendrick’s Directory for Buyers and 

Sellers io secicnet vs.ccoa cree nes Cs wdiateianecees 6.00 
Steam and Gas Fitters’ Price Book, by Brown 

Ge Greene Oates on -u nitwtee nas soak coma coe cece 5.00 
Steam Fitters’ Computation and Price Book, 

DYF DOA re sieverste eatser tee ote ais. fitiaiclereis st hws acceler -00 
Steam Heating for Buildings, by W. J. Bald- 

WEAN, inte cecilia wtoratecsy piven arnt Cite ate aleiaia o’sseoleeare 2.50 
Steam Heating Problems...............-.e000% 1.50 
Steam and Hot Water Fitters’ Text Book, by 

Thomas Py MCNEI Traces sieetis worse celoeeeae 1.00 


The Gas Fitters’ Question Book, With Answers, 
bye Albert! Dunbar aac. case oes as cc ae see 1.35 
The Steam and Gas Fitters’ Price Book, by 


Brown) & Groene 00.0 2... <sacck ce dae ccewaunel -00 
The Turkish Bath, by R. O, Allsop........... 2.50 
The Plumber, by 8. S, Hellyer..............- 5.00 
The Plumbers’ Trade Journal bound volumes 

for the years 1881 to 1904 inclusive, con- 

taining hundreds of sketches of plumbing and 

plumbing devices, practical letters, etc., 

BUCH Pore ccs aes 06 oda d, Waldlemgeis se mS Winans eee 4.00 
Questions and Answers on the Praetice and 

Theory of Sanitary Plumbing, by R. M. 

Mtarbackomondaenwwere sie cs eleats cer ealgia'a Satan 1.00 


ANY OF THE FOLLOWING BOOKS FOR 50c. 
Boilers, Incrustation and Corrosion, by F. J. Rowan. 
Domestic Electric Work, by W. R. Wittbecker. 
Gas Fitting and Lighting, by William Paul Ger- 

hard. 

House Drainage and Sanitary Plumbing, by W. P. 

Gerhard. 
ee Water and Steam Cooking Apparatus, by F. 

dye. 

Hydraulic Tables, by P. J. Flynn. 

Recent Practice in the Sanitary Drainage of Build- 
ings, by William Paul Gerhard. 

oo rl Condition of Dwelling Houses, by Geo. B. 

Varing. 

Sewer Gases, Nature and Origin, by De Varona. 

Sewerage and Sewage Purification, by M. N. Par- 
ker, Ph.B. 

The Treatment of Sewage, by Dr. ©. M. Tidy. 

The Disposal of Household Waste, by W. Paul 

Gerhard. 

Water and Water Supply, by W. H. Corfield. 

These books are for sale by THE PLUMBERS’ 
TRADE JOURNAL, P. 0. Box 715, New York City, 
and will be sent to any address on receipt of our 
list price. No books sent C. 0. D. While these 
books are thoroughly good and instructive reading 
still we want it understood that we do not recom 
mend any special one, 


256 


for the handsome new residence which is 
being erected at Alliance, Ohio, for Col. 
W. H. Morgan, of that city, at a cost 
of over $150,000, will be installed by the 
above named company. Messrs R. F. Mc- 
Mahon and J. J. Comerford may well be 
proud of such a contract on their books. 
The Cleveland Steam Fitting and Supply 
Company, 1084 Hamilton street, Cleve- 
land, has been awarded the contract for 
the steam heating for this residence. 


A. W. Southwell & Son, plumbing, 
steam and hot water fitting contractors, 
472 Prospect street, Cleveland, are doing 
the plumbing and steam heating and ac- 
cessory work for the Willard Sorage Bat- 
tery Company on St. Clair street hill. 


George H. Herringshaw Company, 793 
and 795 Woodland avenue, was awarded 
the contract recently for the plumbing 
in the handsome new residence to be 
erected on Holyoke street, East Cleveland, 
for M. H. Frost. The contract includes 
three bath rooms complete, six closets and 
six lavatories, all to be finished with 
high-grade plumbing fixtures. This com- 
pany has a large amount of work under 
way, including a ten, a twelve and a 
four-suite apartment building on Wood- 
land avenue; a four-suite apartment on 
Scovill avenue and a house on Scovill 
avenue. 


On this page is published a photograph 
of John McVey, the well-known master 
plumber of Lima, O., and also manufac- 
turer of the McVey basin clamp. At the 
recent convention of the Ohio Association 


J. M. McVey, Lima, Ohio. 


Mr. McVey was recommended to the 
National Association for the position of 
National State Vice-President. 


Frank Hildebrand, one of Cleveland’s 
popular plumbers, having his shop at 
1478 Cedar avenue, recently entertained 
a large party of friends at his residence, 
204 Streator avenue. It was the cele- 
bration of his twenty-fifth wedding anni- 
versary. About seventy guests were 
present. Among them were Eb Ellen, 
Louis Cooper, 
Plumbers’ Association, and Adam Welker, 
of the Sanitary Company. Mr. Welker 
was the minister on this occasion and 
performed the mock wedding ceremony. 
It was a merry good time. There were 
plenty of good things to eat and drink, 
and music and games helped to enliven 
the evening. 


Pressler & Pfeiffer are master plumb- 
ers at 1615 Adams street, Toledo, and take 


members of the Master 


care of a good business in plumbing, gas 
fitting, steam and hot water heating. 
They are now engaged on a contract for 
remodeling the heating plant in the 
county court house at Newark, Ohio, and 
are also doing the plumbing in the St. 
Clair Block on St. Clair street, Toledo. 


James D. Densmore and O. C. Wiede- 
man represent the firm of Densmore & 
Co., plumbing and heating engineers, 1108 
Adams street, Toledo. They installed the 
steam heating system in the O. Sabin 
store and apartment building on Bush 
street, and are doing the plumbing and 
steam heating in the large factory build- 
ing on Jackson avenue for the Toledo 
Pharmacal Company. They are also 
doing the plumbing in the new residence 
being erected at the corner of Central 
avenue and Detroit street. 


George M. Kring, plumbing and heating 
contractor, 402 Dorr street, Toledo, in- 
stalled the plumbing in the residence for 
J. W. Shirley on Lincoln avenue. He 
also did the plumbing and installed the 
steam heating system in the new store 
building on Summit street for the Lion 
Dry Goods Company. 


A. G. Moore, 2958 Monroe street, Toledo, 
is engaged in the plumbing and heating 
business. He recently completed the 
plumbing and hot water heating in the 
new residence for T. B. Allen on Law- 
rence avenue. 


J. L. Riley, plumber, 929 Hast Fifth 
street, Dayton, Ohio, is looking forward 
to a busy season as soon as the weather 
breaks and spring building can begin. 
Business during the winter has been 
very good with him considering the con- 
dition of the weather. He has completed 
the plumbing in the “Lidenberg Flat,” a 
three-suite apartment on West Maple 
street; also three double houses on Lin- 
den and Houghman avenues and a single 
house on West First street. 


James Boland and his two sons, Charles 
Boland and Walter Boland, carry on the 
business of the Boland Plumbing and 
Heating Company at 520 Washington 
street, Dayton, Ohio. They have a very 
neat store and exhibit a good line of 
plumbing fixtures. The result of the past 
season is very flattering and the prospects 
for this year are just as bright. The 
work of the Schaefer & Hayner Allotment 
has kept this company quite busy, fifty 
houses having been completed. It is 
probable that as many more will be 
erected this year. ‘They have also re- 
cently completed the plumbnig and hot 
water heating system in a fine residence 
on Lexington avenue. 


Holt & Buxton, of Mt. Gilead, Ohio, are 
engaged in the plumbing, steam and hot 
water heating and general hardware busi- 
ness. J. H. Holt reports business good. 
His firm has completed remodeling the 
plumbing in the American House, having 
fitted up the basement wtih lavatory and 
baths. This firm has completed the 
plumbing in the residence for O. J. Miller 
on West High street and is working at 
the residence for Charles Wheeler on 
North street, and a new brick residence 
for William Clevinger on Marion street. 


James R. Fitton, the popular plumber 
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and steam fitter of Bellaire, Ohio, is re- 
modeling the plumbing in the handsome 
brick residence of David Brooks on 32d 
street, where he is installing all high- 
grade fixtures. He is also doing the work 
at the new brick residence of A. O. Mel- 
lott. Mr. Fitton is a member of the Ohio 
River Association. Last year he was a 
member of the Executive Committee of 
the State Association, and at the recent 
convention at Toledo was elected a dele- 
gate to the national convention at St. 
Louis. 


L. B. Barker, of Bellefontaine, Ohio, 
states that the winter has been a very 
busy one for the plumbers. The four 
plumbing shops have been filled up with 
work. Bellefontaine is growing rapidly 
and the prospects for the coming season 
are very flattering. Mr. Barker recently 
completed the steam heating system in 
the residence for S. M. Thompson, where 
he installed the Ideal boiler. 


H. D. Tinnons, Barnsville, “Ohio, has 
completed his contract for installing the 
plumbing and heating in the Miller Build- 
ing, a three-story business block on Main 
street. He is also doing the plumbing 
and gas fitting in the residence of Hon. 
P. B. Worthington. The residence will be 
heated by natural gas. 


NOTES OF THE RECENT OHIO STATE. CON. 
VENTION AT TOLEDO 


One of the chief features of the con- 
vention was the cold weather. It was 
bitter cold, but that did not prevent the 
boys from seeing the sights. The ice 
gorge in the river was one of the big 
attractions, and it was the special de- 
light of the Toledo boys to march their 
guests down to the river to see the 
great piles of ice and enjoy the cold 
blasts of zero weather. They always en- 
deavored to compensate for this chilly 
treatment by an introduction to warm 
refreshments on returning to the hotel 
or convention hall. ; 

The address of Mayor S. M. Jones, who 
is known throughout the land as “Golden 
Rule” Jones, was heartily applauded. 
The mayor consoled the plumbers for 
the abuse and slander which is so often 
heaped upon their heads, saying: “I 
don’t believe the plumber is the worst 
man in the world. You do not look like 
a bunch that needs to be apologized for.” 
A little verse which the mayor had fixed 
up for the occasion hit the plumbers 
rather hard: 

“The plumber came down from the moun- 
tains of old, 

His pockets were lined with solder and 
gold. 

For nine hours and a half he made love 
to the cook, 

And charged sixty-five dollars in his big 
book.” 

President Huffman criticised the Mayor 
for not delivering the keys of the city 
to the convention, as is the custom. 
Mayor Jones merely stated that he would 
not charge the police to exercise any ex- 
tra diligence in looking after the plumb- 
ers. President Huffman stated that the 
executive had provided for this difficulty 
by having a set of blank keys prepared 
and anyone finding himself in need of a 
key could obtain it by applying to the 
executive committee. 

The buffet luncheon at the convention 
hall was very fine. The right thing in 


the right place. The table fess 
with all good things to eat wm 
and the delegates knew how to patr 
it. Anything one wanted for the talkin, 
The theatre party Tuesday even ne We 
a most enjoyable affair. A : 
auditorium, a good play, given 
lar actor, backed by an excelle 


ive audience, combined to make an 
ing of rare enjoyment. : 
The vaudeville program was 01 
tinued. The evening’s pleasure close 
with the following toast from Mr. el 
of Columbus, “May you all live for a hi 
dred years. May I live for a 
years, less one day. For what is 
of me living ate you good fello 
passed away.” ; 


The Dayton Quartet was ca 
for a song, and gave the follo: 
under the leadership of Carl q 
Dayton: 


I want to be a plumber, 
And with the plumbers stand, j 
A busted pipe before me, aS f 
My solder in my hand. 


With rosin, then, and acid, 
The broken place I’d wipe, 
And while the iron heated, 
Would calmly smoke my pipe. 


Then I should want some charcoal, [ 
[ 


And send the boy for that, — oy ; 
While musing very wisely, am, 
I on my haunches sat. a. 


And when ’twas time for dinner, 
We’d take two hours or more, : 
We'd scarcely get that hole stopped if 
In time to quit at four. : “eg 


Our bill would be nine dollars; = 
The victim he would scold ; > 

A wicked wink I’d tip him, ae f 
And smiling, say, “That’s old {oe 


Who wouldn’t be a plumber, i 
With Jack Frost for his friend, : 

And countless frozen sink spouts — 
And busted pipes ta mend? : 


The program of entertainment pr epare: 
by the committee was in the nature f i 
surprise, far surpassing the expectatio 
of the guests. William Gerkins, 
tary of the entertainment, anno’ 
the closing session that no trail 
leave Toledo Wednesday evening 
vited all present to be on hand 
o'clock at the Brunswick bowling al 
on Superior street, where the 
use of the second, third and fo 
had been secured for their ple 


The eight alleys on the second 
floors were kept busy by a larg 
bowlers. A challenge had been 
Columbus to meet a pick team of i) 
the other delegations in a me 


The teams lined up as follo v 
land—Eb. Hllen, 146; Frank 
John Leese, 188; Toledo—B. J 
180; William Girkins, 181; 
Columbus—M. S. Roberts, 156; 
Blair, 200; E. F. Arras, 147; T 
171; William Loos, 162; total, & 


Summary: Cleveland-Toledo t 
by 15 pins. High score by Bl 
lumbus, a double century. j 

Before the second game of 
be played, the Entertainment Cc 
requested all present to adjo 
fourth floor, where plates we 
upward of 150 banqueters. 
were laden with good things 

President Dawson, of the Tole 
called upon Mr. Moodie, of Day 
few remarks, which were well 
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E make everything required 
in Brass Work for the set- 
ting of Marble Stalls. 


© 


Speakman Supply & Pipe Co., 


WILMINGTON, DELAWARE. 


ET us know your re- 
quirements, and we 
will gladly quote prices. 


20 OF ST. LOUIS MODERN SCHOOLS 


BESIDES MANY PUBLIC INSTITUTIONS THROUGHOUT THE COUNTRY 


- ARE EQUIPPED WITH . 


elson Ventilated Individual 
Bowl Latrines and Urinals — 


f (N} 


NEW SYSTEM + PERFECT SANITATION 


ARCHITECTS ARE INVITED TO WRITE FOR 
**Nelson’s Blue Book on Sanitary Appliances’’ 
JUST PUBLISHED 


N. 0. NELSON MFG.CO., St. Louis. 


z \ Gears ja! ye apa 
‘ wet? Maa 
Made in 8 sizes, cutting Sh ys 
pipe from 1-8 inch to 12 y > 
inches in diameter. " 


“GENUINE” BARNES 
3-Wheel Pipe Cutters 


@ Bear this registered trade mark. 


BARNES TOOL Co., NEW NEO? A. 


There is only ONE BEST 


Combination Air, Force 
and Test Pump. IT IS 


THE PERKES PUMP 


Does more work than any other pump on the 
market. Our circular tells you why; better 
write us for one. 

Will test Soil Pipe. 

Will prove Gas Pipe. 

LIFT, FORCE OR DISCHARGE. 
Works equally well with air or water. No 
stuffing boxes. All valves on the outside. 


Charles Perkes, 


MANUFACTURER. 


627-629 Arch Street, - PHILADELPHIA, PA. 


Established 1856 


¥ 


18068 


PATENT JUNE 18TH, 1901 


PATENT MARCH 16TH. 


Excelsior Straightway Back Pressure Yalye 


is simple in construction and well made. Being fitted with the 
Jenkins Disc, it is noiseless and never sticks. Gives long ser- 
vice, and can be relied upon at all times. Can be quickly thrown 
in and out of use without taking valve apart. It offers no re- 
sistance to the steam when wide open. 


JENKINS BROS., New York, Boston, Philadelphia, Chicago, London, 


CHARLES MILLAR, & » SOX co., Fening RRR Utica, ¥. Y. 


RICE L LEWIS & SON, ES 


IMPORTERS AND DEALERS IN 


PLUMBERS’ SUPPLIES, HARDWARE, TILES, MANTLES, ETC, 


32 King Street, ° e TORONTA. CAN ADA 


¢_ Plumbing Material 
*? Sanitary Specialties 


/ The sanES ROBERTSON MFG CO., Baltimore, Md. 
PUT INTO THE WHITE HOUSE BY THE U. S. GOVERNMENT. 
F. E. CUDELL’S 


is Pa. SEWER-AS and BUCK WATER TRAP MAQ=)/ 


Por Wash Bowls, Sinks, Batiis and Wash Tubs. 
WEST CLEVELAND, - - - - 


=3 SEALS WITH OR 
iia WITHOUT. WATER 


OHIO, & 


Iron Body Composition Mounted Valves 
With Parallel Bronze Seats 
For Ordinary and Heavy Pressures. 
~ eid a chkings)S t em 
With or Without By-Pass 
WRITE FOR CATALOGUE AND PRICES 


THE KENNEDY He EI? MFG. CO., 


61 Beekman &6t. © NEW YORK. 


258 


THE MCGUIRE ADJUSTABLE ROOF FLANGE 


M. L. McGuire, of Syracuse, N. Y., is 
the manufacturer of the Star roof flange, 
an illustration of which is shown on this 
page. They are made of galvanized iron, 
and also of copper, in three sizes, 5, 4, and 
2 inches. When the nipple is adjusted to 
the angle desired it is placed on the roof 
to receive the pipe. The caulking is sim- 
ple and effective. 

The manufacturer claims the following 
advantages for this flange: There is less 
stock to carry, which is economy, the 
dealer being required to carry but two 
sizes, they fitting all angles; there is no 
danger of the plumber making a mistake 
on angles, for when the job is reached he 
adjusts to suit the pitch of the roof; 
when the lead ring is caulked it is forced 
down to the sides of the nipple, and keeps 
the lead from sagging away from the 


pipe, and it makes a neat, clean, quick 
job. 

A copy of a circular and price of this 
flange will be sent upon application to 
the manufacturer, M. L. McGuire, Syra- 
cuse, N. Y. Mention THE PLUMBERS’ 
TRADE JOURNAL. 

SS 


SPACESAVER COMBINATION SINK AND TUBS 


The “Spacesaver”’ shown on this page 
is a combination sink and wash tubs, 
the sink forming a cover for either tub 
as may be necessary to connect with 
waste line, and the cover of the other tub 
forming a perfect drain-board into sink. 
This combination is especially adaptable 
for rooms in which the saving of space is 
an important factor. 

-The sink and tubs are supplied with 
hot and cold water the pipes being so 


= Sink and Drain 
2 Board Down 


arranged as to readily empty when water 
is turned off, thereby preventing the same 
from freezing. Attention is called to the 
fact that no sink water can possibly enter 


tubs, a separate pipe being arranged to 
carry off water from sink, same pipe 


takes overflow from tubs. The attaching 
of the sink to the tubs does away with 
the greater part of the labor necessarily 
involved putting up old style sinks. 

It will save from 4 to 8 square feet of 


floor space and in certain cases dispense 
with 4 lines of pipe, viz., hot and cold 
water, waste and vent. The sink and 


Sink and Drain 
Board Up 


drain-board can be easily cleaned on both 
sides, and can be raised at all times, 
thereby giving ready access to both tubs. 
The sinks can be used on any kind of 
good washtubs now in use on either one, 
two or three part tubs, and does away 
with the dirty putty joint. The ‘Space- 
saver” has been approved by the building 
department of Brooklyn, N. Y. 

The manufacturers, the Minns’ Sink 
and Specialty Company, of 349 Court 
street, Brooklyn, N. Y., will be pleased to 
quote prices. Mention THe PLUMBERS’ 
TRADE JOURNAL and send for illustrated 
booklet. 

i = ee 
THE HOLMES SINK AND TRAY TRAP 


The Boston Brass Co., of 368-40 Oliver 
street, Boston, Mass., the manufacturers 
of the famous B. B. Ball Cocks and B. B. 
specialties, are introducing a new trap 
known as the Holmes Sink and Tray 
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SELF-LIGHTING LAMPS 


The manufacturers of the American 
self-lighting lamps state that they have 
solved the perplexing problem of com- 
plete generation and combustion when 
they placed on the market their line of 
lamps, one of which is shown in the ac- 
companying illustration. 

The lamp has one mantle of 950 candle 
power, is handsome in design and simple 
in construction. It is a light for any in- 
door room or place requiring a substan- 
tial and satisfactory light of great bril- 
liancy and far reaching penetration. It 
is stated that it can be operated at one- 
eighth the cost of gas or electricity and 
gives a fine light with from twenty to 
fifty pounds pressure. 

Each outfit contains a 214 gallon tank 
and air gage, 28 inch pump, 7% inch 
globe, 16 inch shade and 25 feet of hol- 
low wire. They also have self lighters, 


which are manufactured under U. S. pat- 
ents. 
The American Self-Lighting Lamp Com- 


Mi 


AAA , I 


Trap. 


They claim for it many advan- 
tages, not the least of which are its easy 


accessibility, approved self scouring 
form, and its labor and money-saving 
qualities. Its construction is most sim- 
ple, the water seal deep and positive, 
with the couplings well below the water 
line. It obviates the necessity of exact 
measurements to the carpenter, as it is 
easily adjustable to any position after the 
trays or sinks have been set. In the sin- 
gle trap a wiped or cup joint connects it 
with the cesspool, all other parts are 
screw connection, the double tray trap, of 
course, would demand such a joint for 
each branch, but is equally simple in ad- 
justment or alignment. All jobbers sell 
them or the B. B. Co. will send you 
further particulars and prices on applica- 
tion. Their strong claim is that the 
Holmes trap set costs if anything less 
than the labor item alone in the old way. 


pany, of 300 Montana street, Peoria, I11., 
will send a catalog and prices of their 
gasoline lighting plants and _ gravity 
lamps to any of our readers. Mention 
THE PLUMBERS’ TRADE JOURNAL. 
en re 


AIRLIGHT GAS PLANTS 


Attention is called to a cut herewith 
illustrating a gas generator made by the 
White Mfg. Co., 192 and 194 Michigan 
street, Chicago, Ill. They produce a 
hydro-carbon gas of great illuminating 
power. It is adapted for lighting stores, 
halls, churches, or any place where a 
brilliant light is required. 

These gas generators are so simple in 
their construction, and so easy to oper- 
ate, that anyone, however inexperienced, 
it is claimed, can install and run them 
successfully. They are so compact they 
only occupy a small space-of 12 inches 


square, and may be placed on a ghel 
table anywhere in the room. Ajj | 
working parts are made of cael br; 
and are interchangeable. 3 i 

The generator is mounted on 
base and inclosed in a metal hood 
tect it from draughts of win 
built on very substantial lines, an 
most effective in its light-giving 
The generator is kept heated from 
flame, which is supplied by gas 
feeds the sub-burner, that keeps 
pansion chamber, which autor 
stant generation. 

The gasoline is conveyed to th 
tor through a ¥% hollow brass w 
a tank, which may be placed eit 
outside of building, any distan 
This is one of the most imports 
tures of this device, as there” | 
ume of gasoline near the heating or | 
erating point, thus eliminating all ; 
objectionable features. 

Every machine is fully tested by act! 
burning before sending out. It is a ci. 
plete, individual gas plant, ever rea: 
reliable, and easily operated. The i 
is produced by the gasoline pass’; 
through the heated generator into : 
air-mixing chamber, where it becon; 
thoroughly carbureted with air, tl; 
forming a hydro-carbon gas of great. 
luminating power. It then pas; 


through the supply pipes to each lar, 
which you light like any ordinary 33 
jet, no further generating being mec 
sary. 

The cost of operating is governed ; 
the cost of gasoline at the point of inst- 


Sas 
lation, which, on an average is 50 per cel 
to 75 per cent. cheaper than gas, electr 
ity, or acetylene for lighting purpost 
There can be no excuse for either tl 
city or country merchant to have a pot 
ly lighted store, at the prices and perft 
tion of the art that gasoline devices ha’ 
now attained. 

The White Mfg. Co. offer to ship to 
responsible party one of their Air Lig 
Gas plants, to be paid in monthly ‘Sa 
ments. They are fully guaranteed — 
every particular. Mention THE a 


ERS’ TRADE JOURNAL. 
———“qo>“-_ > +2 —__———_ 
: 


J. Hooper is the successor to the ‘plum 
ing business formerly carried on by CO 
Bros. at Marshall, III. , 
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Greenfield : . 
BROS. COMPANY, &resniield, : ; ! 
yee _’ Mass. “This Will Interest You! 


= READ 


WE HERE ILLUSTRATE FOR THE FIRST TIME OUR LATEST IMPROVEMENT IN 


PIPE STOCKS «x» DIES 


It is an Adjustable Die with Bushing Guides. 
To introduce them we offer to send to any point 
East ot Missouri River, Charges Paid, one No. O 
Plate cutting 1-8, 1-4, 3-8, ]-2 Pipe. 


CMPLETE IN CASE, AS SHOWN IN CUT, ON RECEIPT OF $2.8O IN CASH 
This Offer to remain good until March Ist, 1904. 


Brass Founders 


Appreciate the Economy of 
Moulding Machines 


The vital advantage of the 
McCanna hand operated 
machine is the smail outlay 

for pattern plates. 


1S ON THE LOOKOUT FOR A GOOD INVESTMENT, 
AND SOMETHING WHICH WILL BE BENEFICIAL TO 
HIMSELF, HIS BUSINESS AND THE PRIDE OF THE 
SHOP. YOU WILL FIND THAT THE ENTERPRISING 
MAN HAS A BORDEN GEARED SOLID DIE STOCK 


ro 


Ps 9 wees 


No Draw or Stripping 
Plates Necessary. 


SIMPLE, CAPACIOUS, DURABLE. 


AUTOMATIC 
COCK 
GRINDER 


made with four or 
eight spindles, 
willcutdown your 
expenses, 


ACURATE 
NOISLESS 
EFFICIENT 


Hundreds 
in use. 


SEND FOR CATALOG 
AND PRICES 


The TURNER MACHINE CO. 2°42,%, S55eve. Sires, 


TO THREAD 
STEEL PIPE 


requires a better die. It must be : Tested at 225 pounds 


ohio 5 aan 
ieee ne 
er iS 


Borden Company, 
WARREN, OHIO 


TRAPS 


made of BETTER STEEL, Cheap pressure 
- both engh aera dull and tears yl For tapping Water 
Malleable is ene Mains Under 
d n “Economy” Dies areas 
~ Sent 30 days trial t 
: : ; ent on ays trial to 
Wrou ht. Less steel is used or wasted, so we : 
8 can afford to use the BEST, also | responsible parties. 
No imperfeot there is more CLEARANCE for As Send for Prices 
pitt in the a A as is possible in any other \s and Catalog 
e bes orm of die. ‘ 
at oan be had. F Di 0 } MentionPlumbers’ 
Bend for catalog. very Die Guarantee . Trade Journal 


Send for catalogue of 


MANUFACTURED BY 


Berger Bros. Co., 7 gunmen >" 11 LENNOX MACHINE COMPANY, 


F. E. WELLS & SON CO. 
anufacturers. Philadelphia. mii 12 Ridell St., GREENFIELD, MASs. Marshalltown, Iowa. 
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Dh elijamns me fino mnel pins emnel pine 


Almong the Plumbers 
and Steam Fitters 


Byer epee wt 


J. EF. Fitzharris, of Hartford, Conn., has 
the contract for the heating system’ in the 
new house of Father Moore on South 
Main street. 


P. KF. and M. F. Howley, of Scranton, 
Pa., have been awarded the contract for 
plumbing the new buildings at the Lacka- 
wanna Hospital. 


Macauley Bros., of Grand Rapids, 
Mich., are at present engaged on their 
contract for the heating of the Schlech 
& Guidevieux block at Holland. 


The P. R. Crawford Heating and Man- 
ufacturing Company, of Cleveland, O., 
have the contract to install the heating 
plant in the Wyman-Gordon Co.’s works 
on Wason street. 


The contract for the installation of the 
plumbing in the Cole flats on East Fulton 
street, Grand Rapids, Mich., has been 
captured by Barnett, Richards & Kuen- 
nen of that city. 


The Wm. Groscup Co., of Baltimore, 
Md., have been awarded the contract for 
the plumbing, ventilating, wiring and 
metal work on two officer’s quarters at 
Fort Howard. The contract price was 
$1,075. 


C. H. Williams will represent the J. H. 
McLain Company, of Canton, O., in cen- 
tral and western New York and north- 
western Pennsylvania. Mr. Williams 
needs no introduction to the plumbers and 
steamfitters of that section, as he has 
been identified with the heating trade in 
that vicinity for the past ten years. 


At Washington, D. C., the contracts 
have been awarded for the steam heating 
plant for the buildings connected with 
the engineer school at Washington bar- 
racks as follows: For boilers and en- 
gines and radiation in two mess hall 
buildings, to E. Kealer & Co., of Will- 
iamsport, Pa., at $10,634; for mains and 
radiation in two two-company barracks 
buildings and band barracks building, to 
Vaux & Co., of Buffalo, N. Y., at $11,480; 
for all underground connecting mains to 
Blake & Williams, of New York, at $8,- 
708. 


Mahoney Electric & Plumbing Co., of 
Tekoa, Wash., have completed roughing 
in the plumbing in the three-story hotel 
being built. The firm has moved its 
plumbing shop and store into the Jamin- 
son Block on Crosby street, where they 
carry a very complete line of plumbing, 
heating, electric and waterwork supplies 
in which lines they are extensive contract- 
ors. Three years ago a porcelain tub 
or water closet was unknown to the peo- 
ple of Tekoa, but Mahoney HElectric & 
Plumbing Co., through their untiring ef- 
forts have so worked up their business 
in that line that Tekoa is to-day one of 
the best equipped little towns on the 
coast. They own and operate the electric 
light plant and have the city water sys- 
tem leased from the city for a term of 
years, thereby making them water com- 
missioners as well as city plumbers and 
enables them to carry on a very nice 
little business. Mr. BE. W. Mahoney is 
a first-class workman and is a fixture to 
the town. 


STRALEY, HASBROUCK & SCHLOEDER, 


John A. Straley 
Louis B. Hasbrouck 
C. Augustus Dieterich 


Counselors-At-Law 
Solicitors of American and Foreign Patents 
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PATENTS 


and 
Patent Causes 


Patents, Designs, Trademarks, Labels and Copyrights. 


Fall Zale 


ee 
Par 1 


749,750. Valve. James J. Rylands, 
Homestead, Pa., assignor to Homestead 
Valve Manufacturing Company, a corpo- 
ration of Pennsylvania. Filed Oct. 24, 
1908. Serial No. 178,307. (No model.) 


749,769. Electrical Sanitary Closet. 
James H. Wilson, Lowell, Mass. Filed 
Oct. 28, 1902. Serial No. 128,488. (No ~ 
model.) 


749,875. Ventilator for Water Closets. 
Charles H. Muckenhirn, Detroit, Mich., 
assignor to John S. Tyler, Buffalo, N. Y. 
Filed July 24, 1902. Serial No. 116,770. 
(No model.) 


749,910. Regulable Self-Closing Faucet. 
E. L. Walter, Scranton, Pa. Filed April 
8, 1908. Serial No. 151,658. 


749.908. Wrench. Frank Stuart, Ritz- 
ville, Wash. Filed May 11, 1903. Serial 
No. 156,632. (No model.) 


749,955. Protective Covering for Pipes, 


etc. William H. Washington, Coatesville, 
Pa. Filed Dec. 16, 1901. Serial No. 86,- 
(No model.) 


122. 


750,228. Flush Tank Apparatus. James 
H. Seager and John J. Kelly, Flushing, 
N. Y Original application filed April 21, 
1903. Serial No. 153,708. Divided and this 
application filed July 8, 1903. Serial No. 
164,690. (No model.) 


GW 


750,043. 


Strainer 
Wash Basins. Debbie B. Allen, San Fran- 
Filed April 30, 1902. Serial 
(No model.) 


for 


cisco, Cal. 
No. 105,397. 


Return 


Traps. Chas. A. Southwick, Peabody, 
Mass. Filed March 28, 1903. Serial No. 
149,009. (No model.) 


Trade Information : 
Cp renetetevnr mares 


Hardman & Bryson, plumbers at Nj 
Westminster, Man., Canada, have ope| 
a branch at Vancouver, —_ F 

Egbert C. Dougherty is a new car. 
date for honors in the plumbing busin<. 
He has opened a shop on Anderson str; | 
Hackensack, N. J. 

Fred. Garner has purchased 
plumbing business of S. C. Schwenck: 
Grossdale, Ill. He will continue the bi. 
ness at the same place. | 

The plumbing firm of Kelly Bros, ; 
Ball street, Owosso, Mich., has been (. 
solved. The business will be contin 
at the old stand by J. R. Kelly. 

The Waldow Bros. Company, of Bu. 
lo, N. Y., has been incorporated to dq 
plumbing business. Capital $5,000. 
rectors, O. G. Waldow, W. F. Waldow ¢; 
J. F. Waldow, all of Buffalo. 


Robert B. Pease, who has been in }: 
plumbing and hardware business at |. 
tavia, N. Y., for a number of years, |; 
sold his business to his son-in-law, 011 
C. Steele, who will continue at the |] 
stand. 

At Buffalo, N. Y., the Plumbers’ ai 
Steamfitters’ Supply Co. has been inc- 
porated with a capital of $75,000. The ‘ 
corporators and directors for the fit 
year are Jos. P. Fell, Albert K. Sage al 
George A. Jeffrey. 

Eddy & Weeman, plumbers of Chei 
street, Toledo, O., have dissolved pé- 
nership. H. G. Eddy has opened a n/ 
place at 522 Main street, while H. |. 
Weeman has started in business for h:- 
self at Auburndale. 


Articles of incorporation for Geo: 
Koch Sons, a firm established to do) 
plumbing and hardware business | 
Evansville, Ind., have been filed. Capi! 
$5,000. The incorporators are Mary |, 
George W., and Louis J. Koch. 


Chas. W. Becker, formerly of p 
plumbing firm of Becker Bros., 226 Rol 
street, New Orleans, La., has started} 
business for himself under the style! 
the New Orleans Polishing and Plati; 
Co., at 318 North White street. | 

Thomas F. Scanlon, of Allegheny, I, 
who has been located at 717 North ar 
nue, owing to the increase of busins 
will move to larger quarters at 1405 Et 
street. Mr. Scanlon has purchased P 
building at this number, and will usel 
as a residence and business place. ° 
is desirous of receiving catalogs fr 
the manufacturers. 


Meyers & Mooney have opened a pn 
ing establishment at 256 Dauphin str 
Mobile, Ala. They are placing a V! 
handsome show room in their st 
which, when completed, will have 
latest designs on the market. 1° 
Piumpers’ Trape Journat will publis! 
photograph in a later edition. 


ARE YOU SEEKING TO BUILD 
up a business that will grow aad pros 
based on the satisfaction given? Or ® 
you rounding up this season’s sales as y‘ 
last? If the former, no better foundat: 
can be got than the use of a “Winchest 
heater. Made by Smith & Thayer Ch 
Boston, Mass.—Adv. 7 
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D. SAUNDERS’ SONS, = =n fsturere JARECKI MFG. CO., 


ERIE, PA. 
{ BRASS WORK ror STEAM, GAS, 
(ee WATER anv OIL. 


pm MALLEABLE anp GRAY IRON PIPE 
P ie FITTINGS, DRAINAGE FITTINGS, 


Pipe Threading and Cutting Tools. Write 

for catalogues showing the most complete 

line of 14 inch to 16 inches for Hand, Belt, 

Engine, and with Electric Motor Attach- 

m We can furnish Bolt Threading 

Attachment for these 

@ machines. 
SS ERIE 

ca MALLEABLE 

Unions. 


Copper Packing 


Ere Pipe 
HANGERS, 


Best Made. 


Y to 18 in.. Hand or Power. Send for Catalogue to 
32 ATHERTON STREET., - - - - - YONKERS, N. Y. 


for 


When one man can do as much as 
four, there’s a saving somewhere— 


uu THE FORBES PATENT 
a Ce OCK 


one man can cut and thread any size 
pipe up to 12 inches—and do it quick. 
WRITE FOR CATALOG. 


THE CURTIS & CURTIS CO.. 


65 Garden Street, BRIDGEPORT, CONN. 


The WARNOCK TOOLS 


WARNOCK 


< PAT IUNEN Sit900" 


Our Wrench isin use wherever nickel work is done. 
Our NEW STRAP VISE (better than blocks) is just out. 
ASK YOUR DEALER! 


WARNOCH MANUFACTURING CO., Worcester, Mass. 


Genuine Armstrong Stocks and Dies, 
Pipe Wrenches, Pipe Cutters. Clamp 
Dogs, Vises, Ete. Pipe Threading and 
Cutting Off Machines for Hand or 
Power. 


mh \yo 1 
nan 


a. 


Catalogue on Request. 


THE ARMSTRONG MFG. CO., 


a New York Office, 139 Centre St. Bridgeport, Conn. 


PATENTED 1654. 


fe eee : 66 
from % in. to 3 in. 
ROXBURY, MASS. 


Peat SB . 9 
Ol k= (CY 
“Trimo” Pipe Wrench, eight sizes from 6 in. to 
48in.long. Capacity from ¥%in. wire to 5 in. 
pipe. 
> ye 
me hte ofeme? | 
FEKETE RIN O Keer 
“Trimo” Pipe Cutter, three sizes, Cut pipe ; P 
QUALITY GUARANTEED. 
“Trimo”’ Bull Dog Wrench, seven sizes. Capac- Motto: «Dur ability and Ada ptability” 
ity % in. to 12 in, pipe. 


kel Pipe Wrench 


“s WRENCH, 92 cents f 


Double or Single 
i Strap of the 
Best Linen. 


4 Receptacle for 
Resin for the 


There are only two Hot Air Pumping Engines 
which have stood the test of time; they are the 


RIDER AND THE ERICSSON ENGINES. 


There is only one concern which has stood the 
test of time, and thatis: 


THE RIDER-ERICSSON ENGINE CO. 


Every improvement suggested by our wide ex- 
perience has been adopted. 
Send for catalogue ‘‘Bs” to nearest office. 


RIDER:ERICSSON ENGINE CO., 


35 Warren St., N. Y. 40 Dearborn St., Chicago. 
239 Franklin St., Boston. 40N. 7th St., Phila. 
692 Craig St.,Montreal,P.Q.22 Pitt St.,Sidney,N.S.W. 


Teniente-Rey 71, Havana, Cuba. 


A Sure Grip—NO SCRATCHES 


ASK YOUR DEALER FIRST—THEN 


‘THRE ADING- 
‘TOOLS oF EVERY: 
“DESCRIPTION: = 
-FOR PIPE -+:- 
“AND BOLTS --- 


Bm E.PROSPECT ST. 
CLEVELAND, 0. 


DENNEY IMPROVED 


~- RIDER & ERICSSON 
HOT AIK PUMPING ENGINES 


For Domestic Water Supply 


1812 SOLDER SECRETS 1902 


It's an open secret that nine times out of ten, solder branded half and half will not stand 
the assayer’s test. The buyer can be sure he is getting his money's worth only by analysis— 
which is expensive; or by depending upon the maker’s word. 

Our solder branded “44 & 14 ’is half new tin and half new lead; nomore, no less. Our other 
brands are exactly what we say they are. 


Your Guarantee—Our reputation for straightforward dealing covering 90 years. 


and always ready for service. Important improve- 
ments patented and NOT FOUND IN ANY OTHER 
ENGINE. 

Compare the Denney Improved Ericsson Engin» having 
double bearings and connections, heavy cast iron furnace 
with the Old Style Machine with single bearings, spider 
like legs and cheap sheet iron furnace. Buy THE BEST, 


eA AN be operated by anyone. Perfectly safe, noiseless, 


Our Brands are: WARRANTED BRUCE & COOK 44 & 14; No. 1 BRUCE 
& COOK, a little cheaper in price, but excellent quality for general use; EXTRA 
WIPING, which we think a perfect plumber’s solder, though some say it needs 
more lead; REFINED METAL, a cheaper solder, but one that will do good work 


BRUCE & COOK, 190 Water Street, New York. 


Re te np) 2 nn BUILT FOR YEARS BY 
RUMSEY PUMP & MACHINE CO.,|] American Machine Co. 


NEW YORK AGENTS, WILMINGTON, DEL. 
35 Dey Street, New York. 


ee 
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THE LAWSON GASOLINE WATER HEATER 


Among the meritorious devices recent- 
ly placed on the market is the Lawson 
‘gasoline water heater, which is shown 
on this page. This heater, which is made 
by the Lawson Manufacturing Company, 
of Homestead, Pa., is designed for quick- 
ly and economically heating water by gas- 
oline for household purposes, used in 
connection with a range boiler or storage 
tank. 

This heater is constructed similar to 
the well-known Lawson gas water heat- 
ers, consisting of a seamless copper coil, 
surrounded by an asbestos-lined iron or 
copper jacket. The burner is specially 


designed to meet the requirements of gas- 
oline combustion. 

For localities where gas is not avail- 
It is com- 


able, this heater is unexcelled. 


pact, economical and low in price. Men- 
tion THE PLUMBERS’ TRADE JOURNAL, and 
ask for a copy of their catalog and dis- 
counts. 

EAA 


A STOP AND WASTE COCK CONSTRUCTED ON 
UNUSUAL LINES 


Here is another Patent Stop and 
Waste Cock differing widely, however, 
from the others on the market. In the 
first place it was designed especially to 
meet the wants of the plumber, it being 
arranged so that he can put it in place 
and set it to waste from the proper direc- 
tion afterward, thus avoiding any chance 
of having to tear his work out to correct 
an error in the direction of the waste. 
To set the cock to waste from the direc- 
tion desired, one screw has to be removed 
and placed in another hole. The nut at 
the bottom of plug does not have to be 
disturbed. The handle can be arranged 
to turn in any one of four directions to 
shut off the cock when it wastes from 
either direction. The screw that secures 
the handle is down low so that an ordin- 
ary wrench may be applied to square 
on upper end of plug in case the handle 
becomes accidentally broken. This is 
important to the purchaser, as much dam- 
age may result from an accident of this 
kind. The upper end of plug is arranged 


for either socket wrench or rod and the 
same sized socket wrench will fit the 
square on washer. This square on the 
washer is another feature, as these cocks 


are often used overhead and by means 


of a socket wrench may be operated from 


below without the necessity of climbing 
upon something. 
the invertible feature. If used with a 
rod it is much better to relieve the down- 
ward pressure on the plug which often 
causes it to set. By using this cock in- 
verted the downward pressure is all on 
the part of the body on which the 
washer rests, thus relieving the plug of 
any pressure in either direction. 

This cock is made of a fine grade of 
metal, the hexes are milled, and top and 
bottom turned, which gives it a very neat 
appearance. 

The same style is also furnished with- 
out extra finish or square on washer. All 
are tested to 200 pounds pressure and 
fully guaranteed in every respect. A Tee 
handle will be sent with cock instead of 
the lever if so desired. 

For further information address the 
J. B. Campbell Brass Works, Erie Pa. 

oO 


«THE HAAS FROST-PROOF WATER CLOSET 


Among the numerous advantages claim- 


ed for the Haas frost proof water closet, | 


which is manufactured by Phillip Haas, 
of 28 South Jefferson street, Dayton, O., 
are: It does not require a pit, and real- 
ly works better without one; easy to put 
up, there being no complicated parts and 
has a good strong flush. ; 

In the construction of this closet the 
best material is used, and ground con- 


nections are used on the main valve. 
The three washers which are used can be 
replaced by pulling out the rod of valve 
stem, which can be done from the ground 


Last but not least is: 
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floor. The main and most popular fea- 
ture of the closet is that it does away 
with the old time walled-up pit, after 
the trench is dug, the closet is set and 
then the trench is refilled to the level of 
the ground. 

The manufacturer of the above address 
will send our readers a copy of the cata- 


log illustrating this closet, and also 
prices. Mention Tur PLUMBERS’ TRADE 
JOURNAL. 


Phillip Haas received the following let- 
ter from Mr. D. E. Glenn, plumbing in- 
spector of Dayton, O.: 

“During the past year I have exam- 
ined a number of your Frost-Proof Water 
Closets, and feel free to say that they 
are the nearest to perfect in operation of 
any that I have yet seen; and although 
the thermometer has registered 10 below 
zero during the present cold season, I 
have heard no complaint as to their freez- 
ing.” 

ODO 
THE MURCHEY TAP AND REAMER 


A device which will interest the plumb- 
er and fitter is the Murchey automatic 
collapsing tap and reamer which is man- 
ufactured by the Murchey Machine and 
Tool Company, of 64 Second street, De- 
troit, Mich. 

With this reamer there is no backing 


Vv 


THE PLUMBDRS’ TRADH JOURNAL: 

Dwar Sir: Enclosed find draft for $3.00 as 
per enclosed bill. Mr. Argo is no longer a mem- 
ber of this firm. I have induced one of my 
competitors to drop the Domestic Engineer and 
take your paper. I think he will be better 
satisfied. I have some good contracts of both 
heating and plumbing on hand and plenty of 
work. Very truly yours, 

Cedar Rapids, Ia. J. H. Fenton. 


THE PLUMBDRS’ TRADH JOURNAL: 

GENTLEMPN: Enclosed find money order for 
$5.00, which please apply to my credit for 
arrears to your paper and reinstate me as a 
subscriber to your valuable publication. My 
neglect in this matter is due to carelessness 
pure and simple. The fact that I am pressed 
with business is no excuse. Apologizing for the 
delay and thanking you for not making more 
trouble for me, I am, Yours, 

Clinton, Mass. George McLeod. 


TH PLUMBDRS’ TRADH JOURNAL: 

GENTLEMEN: Find enclosed post office money 
order for $1.00, amount of my subsbcription 
to 1904. I am sorry I did not remit earlier, 
but just overlooked it. I am always anxiously 
looking for the 1st and 15th issues of your 
JOURNAL. Wish you and yours all sorts of suc- 
cess. Yours truly, 

Savannah, Ga. T. J. O’Brien. 


THD PLUMBERS’ TRADE JOURNAL: 

DAR Sir: I have been a constant reader of 
your instructive paper since ’97 and have been 
helped a great deal in solving knotty problems. 
Yours truly, 

H. P. Fuller. 


Chicago, Ill. 


THE PLUMBUHRS’ TRADE JOURNAL: 

GENTLEMEN: I have taken your paper for 
a number of years, as you know. This, I 
claim to have helped me wonderfully. I note 
with pleasure that your paper, like whiskey, 
improves with age. W. A. Loughrey. 

Amherst, Nova Scotia. 


THH PLUMBERS’ TRAD JOURNAL: 

We can only. say your paper is O. K., and has 
been for many years. Wishing you all success, 
we remain, David Mackay, Jr., Co. 

N. Y. City. 


Tun PLUMBERS’ TRADE JOURNAL: 

GENTLEMEN: Enclosed find check for amount 
covering subscription for paper as per signa- 
tures: Wm. McGowan, B. Bilis, C. H. Wood, 
Paul Smalian, Ed. Hohensee. 

Respectfully yours, 


Buffalo, N. Y. H. J. Wood. 


REVIEW 


out in changing from tap to reamer, + 

does all in one operation, stops at - 

proper depth and automatically collaps, 
It is stated by the manufacturers tl 


this tool positively saves from fifty | 
seventy-five per cent. in the cost of ta 
ping, and they solicit a trial order. Me 
tion THE PLUMBERS’ TRADE JOURNAL al 
send for a copy of their descriptive cat 
log and prices. 


TH»H PLUMBDRS’ TRADE JOURNAL: 


Dar Sirs: I regret very much your disco 
tinuing the JouRNAL and assure you that ; 
was an oversight on my part in not remitti 
promptly. My subscription was due in Marc 
1902, and I do not remember when you stopp 
the JOURNAL, so do not know amount to rem 
You may commence right away and draw on 1 
for amount due, plus one year’s subscription 
advance, or if you prefer, advise me of amou 
I am due you, plus one year’s dues in advan 
and I will remit promptly, and you can thi 
continue the JouRNAL. If you will always dra 
on me when subscription is due I will appre: 
ate it. Yours truly, 

Columbus, Miss. F, M. Jacob. 


THD PLUMBDHRS’ TRADE JOURNAL: 

Enclosed find check for $2.00, which plea 
credit to the account of W. H. Jenkins. We! 
ceive the JOURNAL regularly and are mui 
pleased with the same. W. H. Jenkins. 

Brookfield, Mo. 


THE PLUMBERS’ TRADB JOURNAL: 

DHarR Sirs: Herewith we hand you a nev 
item, and request for information, which ¥ 
trust will find mention in your next issue. M 
McLure, our manager, wishes to state that ! 
finds your JouRNAL a most valuable trade pape 
and that no good craftsman of the geen 
fraternity should be without it. 

Yours truly, 

Greenwood, §. C. Gambrell Hardware Co. 


THE PLUMBERS’ TRADE JOURNAL: 

Enclosed please find money order for $1.0! 
for which please send me THE PLUMBER’ 
TRADH JouRNAL for the year beginning Jani 
ary 1, 1904. Some time ago I allowed my sul 
scription to the paper to lapse, and find thé 
I miss the paper very much. Hoping that yO) 
are still publishing this valuable paper, — 
remain, Yours truly, 

Peoria, Ill. Fred A. at 


Tun PLUMBERS’ TRADD JOURNAL: 
GENTLEMEN: Enclosed please find order fo 
$3.00. You will please give me credit for $1.0 
for my subscription to the JOURNAL, and th 
other $2.00 are for two of my shopmates, L. ,) 
Mills, 222 Third street, Webster City, Ia., an 
Carl Horn, 841 Bank street, of the same ac 
dress. If I am entitled to anything for thi 
I trust you will notify me. I think the worl) 
of the JourNAL, and would no more do withou 
it than I think of doing without my ladle ani 
wiping cloths. Wishing the oe a pros 
perous new year, I am yours truly, | 
Webster City, Ia. A, D. Glidden. 


i 
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The Naturo Closet Bowl 


Should be in the 
showroom ot 
every Progressive 
Plumber in the 
United States and 
Canada. 


Is It in 


Yours ? A man with a Reed Standard Pipe Wrench will often screw a 
pipe into place while another man equally as good is adjusting 
a chain wrench, or one that requires adjustment in place. This 
wrench adjusts itself instantly to all sizes of pipe within its 
capacity, gripping it firmly with the slightest downward pressure 
on the handle. It never slips. The harder you press down the 
tighter it grips, while the slightest upward pressure on the handle 
Cc 3 H i M U Cc K E N H | R N A mstently povesce it. The action of the jaws is a perfect ratchet, 

each grip being firm and secure. Send for our catalogue “P” of 

SALEM, N. J. Plumbers’ and Steamfitters’ Tools. 


If not, write for PROPOSITION 
which will put it there. 


No Mechanical device to get out of order, but simp/e constructio) 

meee ee on a scientific principle. Its water seal cannot be broken by 8)- 
the It is Say i and will withstand long evaporation. 

We have examined, tested and used the 


thers Say tsetp si'mna wt so tain or 


Prices and ‘Traps of Jobbers, or Reed Manufacturing Co., Erie, Pa. 
- Wing Manufacturing Co., 


Broadway, cer Winth Street, WATERVLEIT, N.Y. 


ZE N-IT H 


Highest Price Gas ‘Pans: |, ; 
Cheapest, Gas ance 
Best Gas Range 


We Manufacture a Complete 


Line of Drainage Fittings: 


Send for Catalogs. 


Patented January 13, 1903. 


The most perfect, durable and practical connection between the 
water closet and soil pipe, by its use making the cast-iron system of house 
drainage superior to all others, and dispensing with the LEAD BEND, a 
very weak and objectionable method, owing to its continuous expansion 
under the effects of temperature, its destruction by vermin, corrosion, etc. 

The FLEMING BEND being constructed of cast iron and brass, its 
durability is unquestionable. It is easily connected, making a perfect 
sanitary connection between the water closet and soil pipe, without the 
use of lead bends, brass or lead ferrules. 
root tm 20 THE JOHN DAVIS CO., 
Height of bend to floor plates 8 in, 

Floor-plate extension 214 in. CHICAGO, ° © © ILLINOIS. 
New York Agent, Chas. G. Hewison, Room 520 Townsend Bullding, Broadway and 26th St, 


RANGE AND CLOSET ae 
WE WANT eA BERS: TRADE 


Because they always Recommend the Best Goods in their line 


STEPHENSON MANUFACTURING CO., 


209 Sand ; 
Send for Descriptive Gatelogue eee ot? AELEGHENY, PA. this Paper. 


~ 
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Riggs House 


WASHINGTON, D.C. 


Opposite U. S. Treasury, one block 
from the White House. Special 
rates for traveling men; hand- 
somely furnished and decorated; 


table best in the city, 


O. G. Staples, Proprietor. 


HOTEL STE. CLAIRE, 


DESIO Ide = MICH, 


Rates: 
American 
Plan 


Absolutely 
Fire-proof. 


Hot and 
Cold Water 
in Every Room 


| $2.50 and $3 
i  percay. 
| With Bath, 


Carnegie Hill Hotel 


Corner of Madison Ave. and92d St. 


New, modern, fireproof hotel for 
permanent and transient guests, 
overlooking Central Park, New 
York’s best residential section, one 
block from the Carnegie and Sleane 
mansions; easily accessible to 
theatres, shops, etc. 

Hedroom and bathroom, inc. board, $3.50 to $4 
Farlor,bedroom and bathroom, *“* 5.00 to 6 
Parlor, 2bedroomsand bath, ‘ 6.50 to 9 


Parlor. 3 bedrooms and bath, 7.50 to 9 
Rooms for maids and valets, ‘ 2.00 


Special Yearly Rates. 


Electric lightand long distance tel- 
ephones in each apartment; marble 
bathrooms. 


TRADE-MARK. 


“Sequel to the Fencing 
Girl.” 


Copyright, 1903, by 
Chicago & Alton 
Railway. 


reno Wee 


ART CALENDAR 


Four graceful poses from life; figures ten inches 
high, reproduced in colors by a process far su- 
perior to last year’s calendar. Highest example 
of lithographic art. 


“THE ONLY WAY” 


to own one of these beautiful calendars is to 
send twenty-five cents with name of publication 
in which you read this advertisement, to GEo. 
J. CHARLTON, Gen’l Passenger Agent, Chicago 
& Alton Railway, CHIcaGo, ILL. 

/ The best railway line between CHICAGO, ST. 
Louis, KANSAS CiTy and PEorIA. Take the 
“Alton”’ to the St. Louis World’s Fair, 1904. 


Three fast 
trains daily to the 
Pacific Coast, over the 
only double-track railway 
between Chicago and the 
Missouri River. ‘The 


Overland Limited 


Electric lighted throughout, is the most luxurious 
train across the American Continent. Solid through 
train less than three days en route to California 


ast Chicago, 
Union Pacific 
and North-Western Line 


Ghe Best of Everything. 


“ UNLON 
ACIFIC. 


All agents sell tickets via this line. 
Full particulars as to Californiatravel, with books, maps, rates 
and sleeping car reservations, on application. 


D. W. ALDRIDGE, 
Gen’! Eastern Agent C. & N.-W. Ry. 
461 Broadway, 
New York. 
NW20r 


“With its head in the clouds.” 


PIKES PEAK. 


One of the most famous mountains in Amer- 
ica stands about midway between Denver and 
Pueblo. Forty years ago, it took as many 
days to reach it as it now takes hours, so im- 
proved are the transportation facilities. The 


NEW YORK CENTRAL LINES 


and their connections offer fast and luxurious 
trains with only one change between New York 
or Boston and important points in Colorado. 


A copy of “America’s Winter Resorts,” will be sent free, on re- 
ceipt of a two-cent stamp, by George H. Daniels, General Passenger 
Agent, New York Central & Hudson River Railroad, Grand Central 
Station, New York. 


Locations for Industries 


Erie Railroad—New York to Chicago | 
INDUSTRIAL DEPARTMENT , 


For information address 

LUIS JACKSON, 

Industrial Commissioner, Erie Railroad Company | 
21 Cortlandt Street, New York. 


{ 


oe FROM... | 


ST. LOUIS AND KANSAS GITY, 


VIA THE PUEBLO GATEWAY, 


COLORADO, UTAH an 
THE PACIFIC COAST. 


Observation Parlor Cafe Cars, meals ala carte, an¢ 
elegant Pullman service, electric lights and fans 
Double daily service. The scenic line throug 
Colorado. Through service to California. 


THE IRON MOUNTAIN ROUTE 


reaches direct from St. Louis, the cities of Memphis 
lot Springs, Ark., and principal points in Texas 
ia. Elegant tl th service 
and Dining Cars, meals a la carte, a 
Sleeping Cars with electric lights and fans, 
For further information, apply to 


W. E. HOYT, G. E. P. Agent, 
3835 BROADWAY. NEW YORK. 


of Arizona 


EBacrth’s greatest wonder— 
the titan of chasms, a mile 
deep, many miles wide. 


Pictures of it: For 25 cents will 

ques «6fend the season's . 

novelty—a Grand Canyon photechrome 

view, uniquely mounted to reproduce the 

Canyon tints. Or, for same price, a set 

of four black-and-white prints, ready for 
ng. 


$ For 60 cents 
Books about it For ae 


ee a SE 

Grand Canyon bok, 128 pages, 93 illustra- 
tions, cover in colors; contains articles by 
noted authors, travelers and scientists. 
Wortliy a place in any library Or will 
mail free pamphlet, “Titan of Chasms. 


G. C. Ditiarp, General Agent, 
377 Broadway, New York. 


Santa Fe 


The magnificent through train 
service maintained by the 


“Bic F OUR” 


In connection with the 


New York Central, Boston & Albany 
and Chesapeake & Ohio Ry’s, 


includes Buffet Parlor, Cafe-Library, 
Dining and Observation Cars, ani 
Pullman Sleepers 
TO 
Mountains, 


Lk Seashore, 


East, 
: ¢, 

Wes ° No 

Write for rates and folders. 


Warren J. Lyneh, WD, P. Deppe, 
Gen’! Pass. & Tt. Agt. Asst. Gen’l P. &T.A: 
Gusonntati, Onto. 


J.B. CAMPBELL BRASS WORKS 


ERIE, PA. 


SMOOTH-0N AUB 


' Avsilicated Iron Cement for connecting Bell and 
Pee NS Spigot Cast-Iron Soil Pipe in place of Lead. 
NIPPLES And Jointsare easily and quickly made. 
UNIONS Sold in 5, 10 and 25 pound red labeled tins, 
e ey 

ceo ODY | | vl. a Nod 

FE ULES BRASS will repair leaky boilers, piping, etc. It will 

R R S WORK withstand fire, water, steam and oil; it expands 

e 3 


and contracts the same asiron. Write for cata- 
loguesand prices. Sold in 5, 10 and 25 pound blue 
labeled tins. 


SMOOTH-ON MFC. COw, 


672-874 COMMUNIPAW AVE., JERSEY CITY, N. J 
Chicago Office, . - - @1 WN. Jefferson St., Chicago, m 


STOP AND 
WASTE COCKS 


PATENT ROUGH 


Champion HOT WATER 
Combination HEATERS 


THIS HEATER IS MADE FOR USE IN BARBER SHOPS 


Lakewood 


RING 

It is efficient. It is durable. SECTION 
a AS It is compact. It is non-rustable, 

meee Now. Jersey It has a large cone-shaped heating surface and Two or 
i the heating cone can be easily taken apart for more can 
A Fashionable Fall Resort the removal of scale and other deposit. eS en 
il ? or large 
: | WRITE FOR A CIRCULAR AND DISCOUNT. capacity. 

90 Minutes |, The RANSOM & RANDOLPH CO., ee 
alfons 515 Jefferson St., TOLEDO, O. SECTION 
from = Will Please Mention Can be 
® usedalone 
u SC ri ers This Journal when _ 2 Beatin 
N Y Ik Writing to Advertisers 5 one or 
Cw or & more rings 
ia for large 
: ie capacity. 


Water Pressure Regulator 


Reached by the 


NEW JERSEY CENTRAL 


They fit any furnace and will heat 


i ildi re hot air 
For dwellings and domestic purposes, Hotels Portions of the building whe 


will not flow. 
and Public Buildings. Made from 50 to 700 ft. capacity. 
Its palatial hotels are famed for their Write for Prices and Descriptive Pamphlet. 
~ perfect cuisine and its sports include all U. S. HIGH PRESSURE BALL COCK. 


FRANK D. STOLZ, 
CURTIS ENGINEERING SPECIALTIES. 156 Webster Ave, + Chicago. _ 


UR NEW BINDER. A serviceauie and 
Send For Catalogue. handy Sar ment for eee THE ’ 
PLuMBERS’ TRADE JOURNAL Wi e sent 
J lian d’Este Com an 24 Canal Street, FREE to any subscriber sending us a 
u p Ys BOSTON, MASS. new subscription, or sent post paid for @ 


ae 35 cents, 


popular pastimes. 


A Descriptive Book will be sent 
upon application to C. M. BURT, 
General Passenger Agent, New 
York. q 


"  Ghe 
ADOPTED | NEW YORK SLATE WORKS, 
A y R ES BY THE 493 E. 188th St., New York. 


INLET 


DEPARTMENT 
ALWAYS | 
AINE Arr OF BUILDINGS 
NEVER OF GREATER 


A FOUL AIR 
OUTLET NEW YORK. 


THE HART-AYERS FOR SALE BY 


a 5 AY fe ’ DEALERS ONLY. 


BROOKLYN, N.Y. 


| Sl Urinals, Water Closets, Platforms, Base. 


HIGH GRADE HOT BLAST TOOLS. 


You have not done justice to yourself until you have tried 
our Bonanza Furnace for all around work. I* is equipped with 
our latest improved non-carbonizing burner and produces a braz- 
ing heat and is very economical in consumption of fuel. The 
top is removable and can then be used for burning off paint, 
thawing water pipes, etc. Tank is made of heavy brass, NOT 
whe TIN, highly polished, an-everlasting tool. Every onefully guar- 
gg anteed, sold by jobbers at factory price, or send us $4.50 and 
zz we will ship direct 


ae 
$4.50 
$6.00 


of? 


i 
La 
woereantee” ZZ: 


BONANZA. 


WHITE MFG. co., Chicago, Illis., Uv. S.A. 


The ADAM 
INSTANTANEOUS 
WATER HEATER 


SOLD ONLY TO THE TRADE 
MANUFACTURED BY 
W. J. ADAM, 


JOLIET, ILLS. 
Send for Latest Catalogue 


C. & D. TANKS AND SEATS 


CAST IRON AND COPPER LINED 


Over Head Tubular and Plain Showers, 

Baths, Steel Copper Lined, Enameline, 

White Metal and Solid Copper. 
MANUFACTURED BY 


COYNE & DELANY, 


303-309 Rodney Street, Brooklyn, N. Y. 
Priceson Request. e © Telephone 878 Williamsburg. 


vi The Plumbers’ 


THE PAYNE 
FROST PROOF CLOSETS 


We build 
it for you. 


Ready to set 
on trap. 


It cannot 
be botched. 


Requires 
NO PEE: 


Cannot be- 


come air 
bound. 


Prices Right. 


Get our 
Descriptive 
Circular. 


Combination No. 3 


WRITE FOR PRICES AND DISCOUNTS. 


Pittsburg Brass Mfg. Co., 


—MANUFACTURERS - 2 
Penn Ave. & 32d St., = PITTSBURG, PA. 


Combination No. 1 


WHY DO PEOPLE HAVE THE 


Monarch Automatic Instantaneous. 


Water Heater? 


It supplies them with hot water when it’s wanted. 

It only burns gas when water is being drawn. ' 
It gives an unlimited supply, 1 gallon or 1.000 gallons. 
It has no storage or any boiler to connect to. 
It heats water in Jess than a minute. 


Made for Hospitals, Hotels, Flat Build- 
ings, Fire and Police Departments, 
Residences or any place where hot 
water is required. 


Write us for information and get new catalogue. 


MONARCH WATER HEATER COMPANY, 


306 Wood Street, - PITTSBURG, PA. 


L. J. WALLACE, 356 Fourth Ave.,New York,N.Y. ROBT.B.CAVERLY. 504-506 10th St., Washington 
D.T. CORTIS, 22 West St., Boston, Mass. C. A. PHILLIPS,1017 Grand Av.,Kansas City,Mo 
W. A, KRAMER, Builders’ Exchange, Phila.,Pa. C.L. WHITTEMORE, 1109 Olive St., St.Louis, Mo 
JAS. H. LANDRETH, 285 Prospect St., Cleveland. EDWARD MAHL, 1206 Main St.,Hartford, Conn. 


G. A. BURKLEY, 318 Equitable Bld’g, Louisville G. B. LARIMER, 1759 Ssout St., Denver, Colo. 
B.S. WILEY, 18 E. Van Buren St., Chicago, Ill. P, E. HEISEL, 409 Plum St., Cincinnati, Ohio. 
GEO. H. TAY CO., 49 First St., San Krancisco, Cal. 


See Our Special Announcement Page in February ist Tssue, 
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Adapted for Cellar and Yard Installation 


PHILIP BRAENDER, 


With Thermostatic Valve 


is the most economical and up-10-date 
device on the market for furnishing 
hot water for household purposes 


Write for Catalog. 


ovelfloainem tanks, 
is made with a view 
standing high pr 
A Reliable 
Valveis a 


Luxus. 


7G eh OMAS P. FORD COMPANY, 


ROSTON: PHILADELPHIA, F 
Edward P.Brock & Co.. 104 High St. oi Contre Street Neen 142 N. si. 


THE BRAENDER AUTOMATIC 


Cellar Drainer! 


| JOUVHOSIC - 


Jdld Aldang 


OPERATED BY WATER OR STEAM PRESSUR 


IT IS THE BEST; THEREFORE THE CHEAPEST, It is used in 
cipal and U. S. Government Departments, endorsed by leading sanitary expe 
and is guaranteed to do what is claimed for itt SOLD TO THE TRADE ON 
Write for Circular and testimonials, ‘4 


47 W. 125th St, New Yo 


- N. McKenna, 73 Chestnut Street, Boston, Afass. 
SALES AGENTS |; E. Douglass, 40 Dearborn Street, Chicago, Til, 


Compare it with others you hav 
installed. Requires no pit, Ha 
a good strong flush, Operatio 
is perfect. It is the closet sha 
the customer wants. 


.Write for Prices and Ca 


Es f 
<¥SupPy, 
ee 


ae 
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SET CON Baa Profitable Patent and Trade-Mark for Sale. 1 


WADE’S BACK-WATER GATE TEMES GheRex Basin 2" Bath Waste 


. & PaTEeNTEeED 1896 CopyYRIGHTED 1897. 
vy oe % a vine Which will prevent Flooded Cellars, Flush your Sewerse a a DiTENT ALLOWEDIOCTOSER) 1003) 
Y rona: 
ss when best materials and Absolutely Eliminate Sewer Gas from your building. § 5 Fits any Basin, and 
are used. SEND FOR CATALQS 3 ‘a has Sekai 
. ao equ x 
i cS ity and sellin 
Wisconsin IRON SANITARY 5 iy and selling 
. Se i 
Graphite MANUFACTURING 2 2 A simple turning 
Pipe Joint COMPANY, = 2% pve cts G 
Paste 52-54 Dearborn St., 2 3 6 against and under 
HICAGO, ILL. ELS the cone F of basket 
stays where put. Heals CHI Ss ea ae 
. Hleaks and eracks. per D 
Write for samples and @ JOHN MADDOCK. | ALEXANDER H, MADDOCK, The basket pre- 
prices. THOMAS MADDOCE. WILLIAM B, MADDOCK. vents ay of nines 
e = 
WISCONSIN GRAPHITE COMPANY JOHN Ne & SONS, ly cleaned, and re 
9 
COALPORT, ~ < TRENTON, N. d. moval of stopper D 


andbasket E withthe 
slide G moved back, affords aclear pas- 
sage and clean sweepdo wn to the trap. 

Thousands in successful operation, 
and endorsed by many leading Plumbers. 

The Patent, Trade-mark and every 
thing pertaining to it will be sold with- 


CPA: 
PITTSBURG, Manufacturers of 


Steamship, Car Builders’ and Plumbers’ Earthenware. 
Sanitary Specialties of Every Description. 


a out reserve. 
@ 
FOR PARTICU! ARS ADDRESS 
We make six ait Mechanics Supply Co | ew 
ferent styles of traps. TOOLS AND SUPPLIES FOR eet le ee RR a 
All fittings are of 
cast Mean Ne eis PLUMBERS, GAS “Oo STEAM FITTERS |, co - eae eae 
ing or bent tubes 96 St. Peter Street, Quebec, Canada. Wiping Cloths 
: Chas. A. Allbe 
WS ¥ 
Manufactured by 53 Stebbins St. 
THE CLIMAX 
SPECIALTY CO. ‘ “\\ SPRINGFIELD, 
Som MASS, 
sone Will Please Mention 
The cde at. SUBSCRIBERS This Journal wale UR NEW BINDER. A serviceable and 
factory oF plumb- : : writing to Advertisers banas arrangement foe polding THE 
cialties in the PLUMBERS’ TRADE JOURNAL, will be sent 
FREE to any subscriber sending us a 
Heed subscription, or sent post paid for e 
oo cents. 


handy arrangement for holding Tue 

Peowenes' TRADE JOURNAL, will be sent 

FREE to any subscriber sending us a 

new aubi subscription, or sent post paid for @ 
cents. 


UR NEW BINDER. A serviceable and f 


Wecan handle anything 
in the 


Standard Gas Fixture Co., BOUND BROOK, Ne. 


» Ned. 
The Koven Galvanized Staple Brass Gas Fixture Fittings, Brackets, Pendants, Etc. Plumbing, Heating 
‘Iron’? RangeBoilers, Tanks 


provided with coils, ivi | N E ee A L wa O ZL. | Blectricc! Lines 


for heating water by Rete Maron scones Np ate pa caatae eeele ue Having acquaintance with the railroads 
steam, Expansion U N ITE D STATE Ss M I N ERAL Woo L co a and. manufactures of agricultural im- 


plements. We wantto get hold of a 
good steel and wrought iron pipe ac- 
count. We have the influence and 
facilities for conducting an immense 
supply business, and desire to hear 
from any one interested sufficiently 
along the lines we have spoken, to 
have us represent them in territory 
from Chicago West. 


gt Tanks, Heavy Sheet I43 Liberty Street, New York. 


_ Iron and Plate Steel 
‘ae McNaB & HARLIN MANUFACTUTING Co., 


Manufacturers ef 


Brass and Iron Goods, 


Work for all pur- 
poses. 


L. O. KOVEN & BRO., 


Office: 50 Cliff St., New York. 
Works: Jersey City, N. J. 


For Steam, Water and Gas. 
Wrought Iron and Steel Pipe, 


Plumbers’ and Gas Fitters’ Supplies. 
Factory, PATERSON, N J. 
56 & GO JOHN STREET, NEW YORK. 


ADDRESS 
MT bd ON 9 


Care of The Piumbers’ Trade Journal. 


GAS REGISTER HEATER | W. A. OSTRANDER & CO., 


No such powerful heaterinvented. Handsome, too 22 Dey St.,. NEW YORK. 


Manufacturers of 
all kinds 


Will heat a large room, small cost for gas. 
Now is the time to make money bandling it. 


Every Plumber should sell it. } 
We make a big line of Steam, Water and Gas Speaking 
s eneciaiaees Tube and 
ave r Catal ? / j 
ee ae Flectrio 
a Ppp . 
LAWLER RE GULATOR CO., aoe 


20 W, Houston St. . NEW YORK CITY. 


WATER MOTORS FOR ALL KINDS OF POWER, 


1433 DeKalb Ave. GROOKLYN 


LR fee Oe oy gh tip aE Sie te ee fi on oe 
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IL. Wolff Manufacturing 


“Monum ent Pottery Co., 


Trenton, N. J., 
U.S.A. 


KEOH 


Manufacturers of Monument Porcelain. 


KEOGH 


Bath Tubs, Lavatories, Kitchen Sinks, Drinking Foun- 
tains, Etc. Also Monument Solid Porcelain Special 
Fixtures for Hospitals, Government Barracks, Etc. 


Special designs made to order. We have ready for 


distribution Catalogue A, which we would be pleased 
to send upon receipt of application. In this catalogue 
we illustrate a complete line of goods as manufactured 
by us. Address all communications to 


Monument Pottery C O.. 


TRENTON, N. J. 


— Wright 


Force Cups © 


Are Standard 
in n Quality. i 


Thoroughly 


Reliable 
Fuller Balls 


Basin Plugs 

Rubber Connections 
Tubing ae 
Elbows 

Etc. 


SEND FOR CATALOG, 


Morgan & Wright. 


CHICAGO £4) 
New York, St. Louis, 
Dayton, O. 


HYGEIA FILTER COMPANY, 


| THE LIsT INCLUDES: 


THE GaAs TIP & SELF LIGHTER c 


San Francisco “ 


WRITE US FOR CATALOGUES AND DISCOUNTS. 


We Want Agents to Sell =. Filters 


Sa Pec Spe 


(Established 1855.) ; 
MANUFACTURERS OF i 


Plumbing Goods a 
of Every Description “ 


oe mee : S. A. 


Wolif’s 
‘‘Star”’ 
Pattern 


F-3500—(Stop ace dAvaste) 


The above is a new design (Patent applied for) heavy Stop and Waste Cock—note 
in our “F” catalogue — made of absolutely new metal, perfectly ground and 
of the best workmanship throughout. 


SEND FOR ILLUSTRATED PRICE LIST — 


To the Trad : ! | 


Season 1903-1904 _ 


GAS NOVELTIES 


MANUFACTURED BY x 
THE GAS TIP & SELF LIGHTER COMPA 
Our $3.00 sample lot will be forwarded, upon receipt of price, 


any dealer or agent for gas burning novelties. This charge only” ae 
partially covers the cost of manufacture. Express prepaid. : 


Self-Lighting Torch for Burners and Stoves 
Self. Lighting Cap and Mantle © 
Self-Lighting No Match Burner 

Gas Governor Checks for Stoves and Ranges 
Gregory’s Governor Burners, 2, 3, 4,5 and 6 ft. 
Aluminum Tips with gas checks 
Aluminum Tips, assorted sizes 
One Pocket Gas Stove. One Red Hot Disc Heate 
One “‘ Solid Comfort” Light and Heat Radiator 
whe New York Gas Lamp with 100 C.P.41=2inch | 


3 ‘Wholesale jobbing prices will accompany stnuples: Our new — 
Ene of novellies is, without question, the best selling articles ever 
_ offered to the public. Send for Catalogue. a 


Address all orders to 


25 WEST BROADWAY, NEW YORK. 
Ge H. Gregory, ee seeen, 


First and Larned Strestte 
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Copyright 1904 by J-M Heatberton.,. 10 cts.a copy $1.00 per year 


‘EMI MONTHLY, CENTRAL EDITION NEW YORK, MARCH 15, 1904. Mat Now Wark, ‘N.Y.’ Aet eof Congress of March 8, 1070.” 


THE CENTRAL BRASS MANUFACTURING COMPANY 


CLEVELAND. 


. Bf r 
When you are in need of any eae 
CLEVELAND Ground Key, Fullerand Compression CLEVELAND 
COCKS Work, we want our name to be the COCKS 
first to come to your mind. 


USE 


Iron Body Composition Mounted Valves All Patts Renewable Without Removal From the Piping 
With Parallel Bronze Seats 
For Ordinary and Heavy Pressures. Guarentaca E Re 


Sself-Packing Stem not to leak] (em  « cee you. of their 
With or Without By-Pass at highest] / gee superiority 


aoe 1G NEW YORK a2 olver all 
pressure. re ALL OTHERS FOR = | others. 


A trial will 
convince 


WRITE FOR CATALOGUE AND PRICES 


Ree ee DY VALVE MFG. CO., CROSBY STEAM GAGE AND VALVE CO., Boston,New York,Chicago 
61 Beekman $&t. - - « - - NEW YORK. 


RHOADS-WILLIAMS 
AUTOMATIC RAW 
SEWAGE SIPHON 


What's the matter with 
WIRT’S 


For High Pressure Be uumPp Racks? 


Just 
Five 

Things | “Dale’’ Ball Cock 
To 


Remember | * Wolverine Brass Works 
* Grand Rapids, Mich. 


2 For Low Pressure THERE ALL RIGHT. 


ALL THE WORLD’S FAIR BUILDINGS 


are being equipped with them. 


MADE BY 
Wirt@HnoxMfg.Co. 


22 and 24N. 4thSt. PHILADELPHIA, PA. 


Who Marufacture all kinds of 


Hose Carts, Reels 
and Hump Racks. 


J.J. RYAN & CO, Chicago 
FAULTLESS FULLER WoRK 


QUINCY, ILL. 


GRAVITY & PRESSURE FILTERS ano WATER SOFTENING PLANTS 


CONSTRUCTED UNDER THE WELL-KNOWN 
NEW YORK, CONTINENTAL, JEWELL, HYATT, WARREN, NATIONAL AND BLESSING PATENTS 


FOR BUILDINGS OF ALL KINDS. REQUIRING CLEAR, BRIGHT AND PURE WATER. 
The New York Continental Jewell Filtration Co., General Contractors 


15 BROAD ST., NEW YORK. 40 W..QUINCY ST., CHICAGO, ILL. 


NO ALUM BONE BLACK ONLY 


The Cummings Filter Co., 


Manufacturers of 


The Cummings Filter 


Pure, Clear and Soft Water for all Purposes. 


PROVE OUR ASSERTIONS 
italy og of an argument liesin its application. We argue all the 
C) 


“GURNEY” HEATER 


“Bright Idea,”’ ‘‘Doric,’’ and ‘‘400”’ Series 

are the best selling heaters in existence. And the fact is having con- 
stant application at the haadsof our agents. Ask any oneof them 
what sort of areception thé Heater receives. Find out whether its 
extra long wear, its extreme economy in fuel consumption and the ease 
and simplicity of its operation influence its sale. Then when you’ve 
satisfied yourself as to he force of our argument, write for full partic- 
ulars concerning anagency. For you certainly couldn’t make a more 
profitable business connection. 


GURNEY HEATER MFG. CO., 
74 FRANELIN STREET, Boston; 111 Firra Avenvg, New Yorr 


Filters made in all Sizes 


Main Office, 8 Wood St.,_ - - PITTSBURG, PA. 


Branch Off \ 18 South 7th Street, Philadelphia. Pa. 
a | 481 Fifth Avenue, New York City. 


ii The Plumbers’ Trade Journal, Steam and Hot Water Fitters’ Review 


THE No. 


Humphrey Crescent 
Instantaneous 
Water Heater, 


Has the largest heating capacity of 


Every 

Heater 

Guaran- 
teed. 


on the market. 


N. P. SHELF 
and 


BRACKET 


eee 


WITH EVERY 
HEATER. 


ALL ORDERS FILLED PROMPTLY. 
MAY WE SEND CATALOGUE AND DISCOUNTS? 


HUMPHREY MFG. & PLATING COMPANY, 


Sales Department, KALAMAZOO, MICH., U.S.A, 


setected °° B’” Quanity 
Enamel Iron Roll Rim Tubs 


WRITE FOR PRICES. YOUR ORDER WILL FOLLOW 


83-inch Roll Rim—30-inch wide—Flat Bottom. In 41-2, 5 and 6 ft. sizes. 


We have in stock 500 of these Tubs, 
and now offer them for sale at an EXCEP- 
TIONAL PRICE. You have customers look- 
ing for just such a tub. Take advantage of 
Your Opportunity or your competitor 
will. 


FLECK BROS. CO., 


PHILADELPHIA, PA. 


any Instantaneous Water Heater § 


No one supposes that all 6 x 12 paint- 
ings are of equal value and should com- 
mand the same price. Why then should 
all heaters be placed on the same level? 
Constant experiment has made “WIN- 
CHESTER?” castings the best for the 
purpose, namely, giving heat. Made 
by Smith & Thayer Company, Boston, 
Mass. 


New York Office, Fuller (Flatiron) Building, Cor. 
Broadway and Fifth Ave. 


Money Invested 


in an up-to-date reliable Gas Water Heater means increased comforts and conveniences. 


The ‘*RUUD’’ Instantaneous Automatic Gas Water Heater 
meets every demand — reliable in its work; positive in its automatic action; economical 
in its consumption of gas. 

Our patented combination pressure and thermostatic contro! positively insures 


perfect automatic action. 


NEW DESCRIPTIVE CATALOG UPON REQUEST 


RUUD MANUFACTURING COMPANY, 


8307 Wood Street, PITTSBURG, PA., U. S. A. 


EDW. H. OSWALD, General Agent, Greater New York. 


20 Warren Street. 


# 


Thos. ‘Meddoclee Sons Co. 


TRENTON, - N. J. 


MANUFACTURERS OF 


(RAILWAY AND MARINE EARTHENWARE) 


WE MAKE A SPECIALTY OF CHINA TRIMMINGS FOR BRASS WORK. 


wh. 
* 


ote we TS Ae ary 
: 


=e 


Pee 


GOODS EFFICIENT, 
WORDS SUFFICIENT. 


-Farnan Brass Works, 
CLEVELAND,.O. 


23 CENTER STREET, - 


i] 


Best Herringbone Ticking—16 ply—75cts postpaid 
Best Moleskin-heavy-No Rough Edge—$ 1 postpaid 


1 (DIPING With each order we send sample of our f 
Special Wiping Cloth Preparation. 
CLOTH S ay for Lele ue our Seah) ie Toots, etc, 


R. M. STARBUCH, ° - Hartford, Conn. 


Read and Ponder'| 


Then Use The 
Acme Roof Flange. 


No Lead Pot to carry on the roof, as it is complete in 
itself, wlth no joint to run and still makes a perfect 
metal connection the same as if poured. 


Over 200,000 now in use. 
WRITE FOR CATALOGUE. 


ACME MANUFACTURING CoO,, 


W. Somerville, Mass. 


ANY SIZE 


Manhattan Closet 
with 
NETHERY 
FLUSH VALVE 


Plate 2336—E 


PTEDER 


Write for 
Mlustrated Booklet on 


Nethery Flush Valves 
WVEALA 


The highest Quality 
OF 
SANITARY 
PLUMBING 
APPLIANCES 


Are made by 


THE PECK BROS. & COMPANY, 


yo 


New Haven, 


Conn. Boston 


New York 
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END REAMERS 


Some pipe reamers spread or 
flatten burrs instead of cutting 
them off. 

Mueller Reamers have the 


MUELLER PIPE 


blades well relieved so that the 
cutting edges never drag or 
scrape. They shave the burrs off 
clean and leave the interior pipe 
surface entirely free from ob- 
structions. 

The frame and ratchet handle 
are made of malleable iron and 
drop forged steel, and the blades 


are made of fine tool steel. 
Reams pipes from % to 3 inch 


sizes inclusive. 


MADE ONLY BY 


H.MUELLER MFC.CO.,DECATUR ILL.,U.S.A. 


PAT: MAY 21 1901 
FOR SUPPORTING 


Gives the Plumber 
and Fitter a chance to 
DRAIN PIPES, ij use the waste wrought 
STEAM MAINS, and cast iron pipe. 
ETC Y Can. furnish fittin 
Catalogs and discounts he for any desired pitch 
mailed ‘ 


7 | = 
A = 
=a pi Re 


a a RE SE TS 
Drain Pipe with Overte Support Tank Support with Onerle Fit 3 
J. F. OBERLE, Main Office, 780 Second Avenue, NEW YORK 


Guaran: 
teed 


y ST aE a) TRIN, 
*Blanarch ’” 


When you want THE BEST you want 


Monarch Cocks 
Monarch Bibbs 


MADE IN ALL STYLES AND SIZES. 


Ground Key-Compression-Fuller Werk 


ASK The Monarch Brass Co., 


YOUR 
JOBBER CLEVELAND, 
OHIO. 
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A Good Job— — 
The Best A 


PLATE 80 


Roll Rim Sink with 12-inch back, cast in one piece, 
enameled inside and out, 2 1-4-inch Roll Rim: con- 
cealed brackets and concealed air chambers. 
Nocracks. No joints. 


We also manufacture the handsomest line of Enameled iron 


Lavatories on the market. 34C. 


Square Back, Oval Front, High Back Lavatory 


Every jobin which the Trenton Potteries Co's Ideal Porcelainware is used, is a 
standing advertlsement of your business. People see the work, like it. and 
solve to have the same kind of work themselves. So your patronage Kee 


THE CAHILL IRON WORKS, *mAXoo Sc 5 


Trenton Potteries Compar 


TRENTON, N. Je 
SELLS TO JOBBERS ONLY: 


_ 


Write for nevi oooklet, showing our complete line, together with sink shown above. 


New York Representative, 
THOS. H. HUTCHINSON, 101 Beekman St. 


RITON RADIATORS 


One Column, 
Two Column, 


Z Three Column, 
a 0) Four Column, 
Five Column, Window, 
Wall Radiator. 
CHICAGO 


Two Column, 
ad augua Two Column, Plain, 
: Three Column, Plain, AGENTS: 
il ON) Three Column, Direct-Indirect. ues 


~ Supply Co., 
33 Dearborn St. 


Perfect Pin Indirect. Ree 
Ia all heights. Can yo-: beat this line ? 


“N 
MANUFACTURED BY 


UNITED STATES RADIATOR €O., 
DUNHIRH, N. %. 


: BRANCHES: . a 
ae NEW YORK—1519 Fortrr Bumpma. WASHING TON—63 Cencenan Bur.pine. : L o R D & = | U R N | A M Cc oO ta 
wala mmr sS og elie oe See S] NEW YORK OFFICE, GENERAL OFFICE AND WORKS 

WAREHOUSES; — 1133 BROADWAY. IRVINGTON-ON-HUDSON, N. Yo 
JERSEY CITY,N.J. - MINNEAPOLIS, MINN. ae 
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JM ECHANICAL DRAWING FOR PLUMBERS 


THE ESTIMATING OF PLUMBING WORK 
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ARTICLE XVIII—BY R. M. 8TAKBUCK 


O complete the elevations showing 

i the plumbing work of the resi- 
dence which was taken up in 

the article preceding this, we 

have prepared Figs. 8, 9 and 10. Fig. 9 
shows the elevation of the two lavatories 
served by stack C on the second and third 
floors. In this elevation we have shown 
the main line of back air pipe connected 
at its lower end, back into the stack, 
which makes a better piece of work than 
the method shown in the elevations of the 
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2muD. AND SRD FLOOR 
LAVAS ORLES 
last article. While in this series our 
chief attention is given to the matter of 
drawing, it is our intention also to show 
work of varied nature, hence the two 
methods mentioned above. 

The only other point in connection with 
Fig. 8 that we wish to bring out is the 
view which is obtained of the two lava- 
tory traps. The view of these two fix- 
tures is taken in the direction of the 
arrow “L”’ which shows in Figs. 3 and 4. 

Viewed from this direction, the traps 


do not stand so that their full shape ap- 
pears, but as shown in Fig. 8. While 


Dee Fig 10 
below, of et Sein N 


¥'ys. <) 
Room 


strictly adhering as a general’ thing to 
the exact appearance of an object. of this 
nature in our work, it will often be found 
of advantage to depart from this rule, 
and in such a case as this, to show the 
shape of the trap. Instead of showing 
the two bath rooms on the second and 
third floors in one elevation, we show each 
separately in Figs. 9 and 10. This is 


work. In this view the main back air 
line stands in front of the main stack, 
and we attach a note showing where the 
connection of the former with the latter 
may be found. In the same way we 
show a note on Fig. 5 indicating where 
the upper connection between these two 
lines of pipe may be seen. As this shows, 
a@ note of this kind may often take the 
place of the drawing itself. The view 
shown by Fig. 10 is taken along arrow 


Sox Cormetion 
errr Lime amto 


WarS lace 


ELEvatTion \or SmRvAmTS Badwe. 
— SRD 2 ewoOoms 


M in Fig. 3, and as compared with Fig. 
9, does not show the work so clearly, al- 
though to the best advantage considering 
the relative locations of those fixtures. 
In, our next article we shall show one 
complete elevation of the entire work of 
this residence, from which comparison 
may be made as to clearness of view and 
distinct understanding of the work, with 
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done simply to save space. 


along the direction of arrow MW in Fig. 4, 
which gives us a very clear view of the 


The third 
floor or servants’ bath room is viewed 


the method of showing the same work in 
separate elevations, as we have just done. 

We believe that we have reached a point 
now where the student of this series of 
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articles will have had enough experien 
to enable him to go ahead and work o 
the proper views of a simple plumbi; 
system with little help from the writer. 

To this end we submit Figs. 11, 12, 
and 14, showing the cellar and floor pla; 
and front elevation of a cottage hou: 
It is expected that after drawing up the 


aa Wask Trays 


CELLAR PLAS 
CoTTAGE House 


plans on a larger scale the student w 
make the necessary views by which t 
entire plumbing system of the house m: 
be shown to the best possible advantas 

We have shown the piping in the cell 


‘as a single line, and it would be well 


elaborate this part of the work in : 
drawing the cellar plan, showing t 
piping by double lines, as we have g¢ 
erally done in our previous drawings, a! 
showing all fittings. 

As will be seen from these plans, t 
plumbing of the house consists of t 


First FLooR PLAT 
or CoTtTAGE HOUSE 


wash trays in the cellar, the kitchen 4 
pantry sinks on the first floor, and | 
three bathroom fixtures on the seco 
floor. Show on this work, roof conn 
tions and increase of size of stack ph 
necessary, also connection of main Vv! 
into stack if the work is to be 80 © 
structed. Also show the work at } 
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Py. ee Did you ever put in a low down closet combination that 
gave you trouble and cost you money to keep in order? 


Would you like to have acloset that you could set up 
' and leave with a feeling that you |! ad left behind you a 
N first class job, and a well satisfied customer—a closet that 
| would advertise your busi’ ess and bring you new trade? 
Then buy our 


3 “EXCELLO”’ 


Fe Recessed Front Low Tank Combination. 


RAN 
SS 


12 ounce lining. Shut-off valve in supply pipe. Saddle seat. 

This is an outfit of very handsome appearance, the lum- 
ber being specially selected and highly finished. Golden 
and Natural Quartered Oak, Dark Cherry and Bird’s Eye 
Maple wood work carried regularly in stock. Other 
fancy ‘woods to order. 


HAINES, JONES & CADBURY Co. 


1130-1144 RIDCE AVE. PHILADELPHIA, PA. 
IRON FOUNDRY, NORRISTOWN, PA. 
We Make a Special Price on Outfits for Showroom Purposes. 


SNR NN al 


25 Years of Experience 


In the SANITARY CLOSET LINE enables us to now offer to 
THE MASTER PLUMBERS DIRECT 
CLOSET COMBINATIONS COMPLETE of every description, 
ENTIRELY OUR OWN PRODUCTIONS. 
Closets, Basins, Urinals, Hoppers, Etc. 
We Manufacture Our Own Closet Tanks, Seats, Tank Boards, Etc. 
Tank Valves, Ball Cocks, Nickel Plated Pipes, Ete. 


all our SANITARY EARTHENWARE to be VITRIOUS. 
We Guarantee our Tanks and Seats to be UPTO DATE IN DESIGN AND PERFECT IN OPERATION. 
our Tank Valves TO WORK OUR CLOSETS TO PERFECTION. 


We call your attention to our SILENT SYPHON JET atent applied f i i 
Horn on outside of closet, the acme of perfection in sanitary Say ae PAR AE tel 


We call your attention to our CLOSET TANK of wood as well i i ienti 
principles and guaranteed not to sweat or pull apart. : NEE Nahe a aad 


ALL OUR GOODS bear our 
REGISTERED TRADE MARK 


No Order too large for our capacity. None too small for our prompt and careful attention. 


Columbia Pottery & Mfg. Co., Kokomo, Ind. 
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front cellar wall clearly. We would ad- 
vise including the wash trays and kitchen 
sink in one elevation, and the bath room 
fixtures and pantry sink in another. The 
student must use his judgment in select- 
ing the right point for viewing each part 
of the work so that the drawing will 
show the work as clearly as possible. 


Ate eo Yes) \\Y 


SEcomp FruooR Puan 


or Cotracs Hous 

The elevation of the house shown in 
Fig. 14 shows by the letters A and B just 
how high up on the roof the two stacks 
come through, and by the letters 0, D, EZ, 
and F the several floors. 

Such work as this, we believe, will be 
of the greatest benefit to any man follow- 


ZNO aq 


pte j \ 
Er¢.\4 YrRomt Surnve 
TiLom of Cottracer HWovsy. 


ing this series, and we believe that if he 


has followed carefully what has gone be-~ 


fore, in the preceding articles, he can 
handle the work without much difficulty. 
(To be continued.) 
$$ 
Colorado Springs has a claim against 
the city of Victor, Col., which it will 
probably have to sustain in court. It is 
alleged that Victor took water from Res- 
ervoir No. 8, the property of Colorado 
Springs, to the extent of about 250,000,- 
000 gallons. Damage to the dam and 
valves is also claimed, which, with the 
water taken is valued at about $20,000. 
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A Plumbing Job Out in The Country 


O show that the smaller towns 
are doing work nowadays 
that is often equal to that 
done in the city we would 
offer as an example the 
plumbing which has recently 

been placed in the new borough building 
in Winsted, Conn. 

The credit for this work belongs to Mr. 
J. H. Holbrook, of Winsted, who during 
the last four years has built up for him- 
self a strong business in the plumbing 
and heating lines. Before entering busi- 
ness Mr. Holbrook had been for years on 


BATH Room 
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of performing the work, the writer 
would mention a’ connection which re- 
cently came to his notice in the venting 
of a similar trap in an engine house. 

The vent was carried into the main 
line below the floor, and beyond the trap 
was along line of horizontal pipe, run 
with almost no pitch. 

If this horizontal run had become 
choked in any way it can readily be seen 
that there would be nothing to prevent 
the waste passing over through the vent. 

It is a strange thing, but in his travels 
around the country, the writer finds 


LAVATORIES 
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is carried to serve as flush. Thig is i 
excellent idea and should accompl;, 
much in keeping this part of the plur 
ing system in sanitary shape. 

Instead of carrying the flush into {, 
cleanout, which necessitates the disc. 
necting of the water pipe whenever {, 
cleanout is to be removed, it might | 
just as well to take the flush in throu. 
a separate entrance. 

While writing of Mr. Holbrook’s wo. 
it may not be out of place to make a f 
general remarks on the work to be fou. 
in small towns where there is no inspi 
tion of work and where no regulatio 
are in force. | 

It is in just such places as this th 
the lot of the plumber who wishes to 
first class in his line is particularly har 
While desiring to do the best, he is he 
down by a knowledge of the fact that h 
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Sketch of a Sectional View of a Plumbing 
the road for the Wm. H. Page Boiler 
Works, of Norwich, Conn. 

The building which we have mentioned 
is the headquarters for the town’s offi- 
cials, and includes apartments for the 
water works department, offices of bor- 
ough officials, and in addition a well- 
appointed engine house. 

We show in our illustration the eleva- 
tion of the entire system of plumbing for 
this building. 

Probably greatest interest will center 
in the engine house work, which consists 
of the plumbing for six horse stalls and 
watering trough. 

In this instance one trap is made to 
serve three stalls, each trap being back 
vented. It will be noticed that the vent 
to the trap on the left is carried up above 
the floor before entering the main line 
of vent. In comparison to this method 


Job in the Country, Showing the Piping and Location of Fixtures, Discovered by Hy Jean 


plumber after plumber who makes a 
practice of running his vents low in or- 
der that a second path may be provided 
for the waste in the event of the stoppage 
of the proper channel. 

It ought to be clear to anyone that a 
vent pipe has enough troubles of its own 
without putting additional stumbling 
blocks in its path. As most of our read- 
ers doubtless know, the plumbing of a 
horse stall consists in the placing of a 
long cast iron sink in the bottom of the 
stall, the bottom of the sink pitching 
from all four sides to the center of the 
sink. The flooring of the stall, as we 
show in our drawing, allows any liquid 
matter to run into the sink readily, the 
solid matter being prevented from en- 
tering the waste by a perforated cover. 

Into the end of each horizontal line of 
waste from the stalls, the water supply 


competitor will figure the cheapest way 
We believe that if the plumber woul! 
be a little more free in explaining wha 
really good work means, what the venti 
lating system accomplished, ete. tha 
many an owner who now goes ahead an! 
puts in work that if not poor is at leas 
medium, would gladly put in somethint 
that is o. k. 
The average customer does not under 
stand the subject in the least. He need! 
a good talking to, and if the plumber Cal 
pull out his pencil and sketch off hi 
ideas, so much the better. 
—_@ >*t<s——"—_ | 
The Arcade Steam Heating Company 
Chicago, Ill., with a capital of $50,000 
has recently been incorporated to instal 
heating and ventilating apparatus. Thi 
incorporators are John J. Boylson, F. C 


Penzin and Jos. H. Korman. : 
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BE FAIR TO YOUR CLIENT | 


The “IDEAL” Centrifugal Trap has no In- 
terior Obstructions to Catch Dirt. Safe Seal. 
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Ww” THE NEW CENTURY PLUMBING 


5 By PHILIP F. GRACE (GALENA) 


CHAPTER VI. 


F one reads the daily papers, and 
it is presumed every one in the 
glorious plumbing business does, 
he will soon find that a single al- 

lusion to an existing evil or evils fails 
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everybody’s friend the writer will illus- 
trate by mentioning “our” friend, The 
World. 

Night, noon and morning those of us 
who buy and like The World are forced 
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New Century Plumbing. The Master Piumber at ho.ne reading New Ideas in the “ew Century Plumbing” 


to have effect for the reason that in the 
hurry, bustle and confusion of the popu- 
lace the thing written to-day and printed 
is soon forgotten. 

But the daily papers do not allow their 
readers to forget what is dished or hash- 
ed up for them, and continue day by day 
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—— 


with hammer and tongs, metaphorically 
speaking, to ding it into them until their 
bleatings (not the readers) but the pub- 
lishers at last become noted. 

Those of us who live adjacent to New 
York City and forced, if, the term may 
be used, to read almost against our wills. 
As THE PLUMBERS’ TRADE JourNaL is 


New Century Plumbing. The Newsboy’s Selling Extras of The Plumbers’ Trade Journal 


to peruse a something about a McAuliffe 
case wherein a dummy was taken to a 
police court and sentenced to a few days 
imprisonment while the real McAuliffe 
was given a ride in a coach only to b2 
“trun” out dead by the coppers within. 
Now then, the reader of the “Galena” 
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articles on New Century Plumbing will 
naturally ask, “What has that got to do 
with New Century Plumbing?” 

A soft answer turneth away wrath, for 
the time being, and the writer will plead 
for said time being ‘non vult. Our friend, 
The American-and Journal has its little 
hobby in getting what is called three 
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platoons for the police force. Again the 
writer is guilty and again pleads non 
vult. And he pleads non vult for two 
reasons, one that you must never begin 
a sentence with a conjunction, and the 
other that after all a simile or compari- 
son is often, very often, needed in order 
to save the poor writer from being mobbed 
(mentally, of course), by the angry pop- 
ulace which, of course, means in our 
case, plumberdom. 

The great conservative New York Sun, 
which many of us read on the sly and 
enjoy, notwithstanding the ban which has 
been put on it, had its fad of abusing each 
and every President of our glorious coun- 


try who happened to be in office from the . 


beginning of the great luminary. 

Day after day, night after night, we 
have read about the same thing over 
and over again in the morning and even- 
‘ng papers when each of them had a fad 
or, to be more high-toned, a “mission to 
perform.” 

Well, when it is taken into considera- 
tion by our folk that Tur Prumeers’ 
TRADE JOURNAL appears semi-monthly, 
our only real vehicle for the decimating 
of plumbing news to all quarters of the 
globe, it must not be wondered at that 


and a well-learned and erudite judge ; 
the Supreme Court of the State of y, 
York recently rendered a decision thai 
man or woman could not be vaccinat’ 
against his or her will. 

When doctors and scientists disagr 
who shall decide? 

Or, better still, when lawyers disagr 
or fight like cats and dogs, we plebeia 
in the plumbing business stand one gj 
and look askance! - 

That is the reason why the writ 
pleaded non vult and asked your Suspe’ 
sion of judgment, reader, in order to gi 
him a breathing spell to get new wind 
fight (?) if the term may be used—h 
unseen adversaries. 

So if the forty thousand readers of Ty 
PLUMBERS’ TRADE JOURNAL will give ¢] 
lone writer half a chance he will endea 
or to keep his end up before the “enrag 
populace,” who may think his ideas r 
garding the use of drawn brass pipe { 
waste of all sizes, or aluminum fixture 
are chimerical. 

If not, why not? Remember it is on 
man against forty thousand, and th 
other forty thousand will probably ris 
up aS one man and want to know th 
why and the wherefores about brass so: 
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New Century Plumbing. “And Judas Went Out and Hung Himself.” 


if there is any repetition of ideas in these 
series of papers, for the reason that 
plumbing, people are after all only human, 
and must perforce be told the one thing 
over and over again before they will 
listen. 

Like other human beings, once they 
begin~to listen, they listen hard, to use 
plain rugged language, and eventually 
take an interest in the mooted questions 
which from time to time appear in these 
columns. 

Nay, they do even better, they get in- 
terested to such a degree that they go 
back to the shop after supper fully pre- 
pared to write a long refutation or dia- 
tribe rather in answer to some conscien- 
cious but fallible writer who does the best 
he knows how in order that the plumb- 
ing business, as it is now called, will 
some day in the near future of the new 
century be classes as an art. 

When Jenner discovered the secret of 
vaccination in the early days of Queen 
Victoria he was promptly knighted, and 
his name will go down to posterity by 
many, very many. Yet there were then 
doubting Thomases as there are to-day, 


“Do Likewise’ was the replyé 


pipe and aluminum fixtures. 

What is there against them? Not cost 
surely! 

What is against them? Not their util 
ity! 

What is against them? Not their diff: 
cult manufacture and putting on the 


“market. 


Don’t get excited about the prophecy 
of those articles in new century plumbing. 
Sit down and forward your objections 
and while the writer does not voice the 
sentiments of the Editor of Tam PLuMB- 
ERS’ TRADE JourNaL or the plumbing 
craft, still he has certain opinions he dare 
express when columns of trade papers 
are open to him. ; 

Once upon a time in a little church in 
“the woods” there gathered together 
under the wing of the good pastor a little 
gathering (to repeat, as it were), of 
religious folk and their diversifications 
took shape in the giving out of para’ 
graphs from the Bible. Don’t jump on 
the writer again when he mentions ge 
versifications in connection with prayel 
meetin’. | 

The prayer meetin’ took place the night 
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Wl 
SSS 


RSs 
COND LGTSSSLS ty 
f "i 


AANA 
nN 


a downward angle, which pro- 
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and the sewer side of waste 
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: ‘ duces whirlpool effect, and 
is easy of access for cleaning. 


prevents accumulation of filth. 
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The extension collar prevents 


lezkage of water on ceiling Require no venting, and cost 


less to use than the ordinary 


below where trap is opened. 


pot trap when cost of connect- 


ing is considered. 
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New Century Plumbing Continued trom Preceeding Page 


“afore” and the gathering was something 
of a semi-socia] nature. 

The form of fun was for each young 
man or lady as the spirit moved him or 
her to rise and give out a little bit of 
text from the good old Bible. 

After several texts had been given out 
and answered a sort of a guid man (or 
smart Alleck as we might call him now- 
adays) got up and ejaculated with much 
pomposity. 

“And Judas went out and hung him- 
self.” 

“Go thou and do likewise,” answered 
a demure little girl sitting in a back 
seat. 

To get back again into new century 


The people of the State of New York 
vs. John Smith. 

John Johnston et al. Ordered that of- 
firmant be recompensed with costs and 
referee discharged. Vol. XII. P. V. S. 
Jackson pp. 337-350 1854 Lawson, Justice; 
Pps. 1648-1667 Simpson, Justice. 

Yes, he gives his references, and isn’t 
too proud to refer to his predecessors. 
Many times he is sustained by his col- 
leagues and once in a while he gets knock- 
ed out in due process of law by a young 
mountebank, but that does not lower his 
dignity one whit or demean him in the 
estimation of his fellow jurists. 

The new century plumbing will consist 
mostly of aluminum fixtures, light, dur- 
able and everlasting. If the fiat has not 
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New Century Plumbing. The Master Plumbers Paying Tribute to Galena and His New Ideas 


prophecies many may arise to enter a 
fervent protest against those wild views 
of Galena regarding the advent of a new 
soil pipe and beaten for the time being 
he may, like Judas, go out and hang 
himself, but on the assumption that his 
assailants be younger when the time came 
to pass that those things really took 
their places as plumbing commodities, 
would his young assailants do as the 
young, demure girl said, go forth and 
do likewise, or, in order to right a 
“srievous wrong,’ attempt, when too 
late, a canonized hunt after his ashes had 
been scattered to the four winds of the 
earth as per Joan of Arc? 


But the writer doesn’t want to be can- 
onized or accept any glory. He will 
stand abuse in the shape of an argument 
from a friendly pen or pencil and the 
poor, dear editor, who will be helpless in 
the matter, will simply portray the efforts 
of all assailants without comment. 


Nothing has ever been gained without 
agitation, and strange as it may seem, 
one does not need to put up a new argu- 
ment every day, but stick to the same old 
argument, not until people get tired, but 
until people begin to notice it. 

Don’t you know when a judge of a 
Superior Court makes a ruling or issues 
an injunction he invariably refers to the 
ruling or rulings of some former judge 
who lived, maybe, forty or fifty years be- 
fore him. 


gone forth it soon will, and within ten 
years from now many of us who doubt 
the prophecy and are still alive, will be 
putting them in to the music of progress. 
———-s 9 4 ¢ —< — —__ 


TO SCHOOL THE YOUNG PLUMBERS 


Believing that the young man learning 
a trade should be thoroughly grounded in 
its minutest detail, and with a view to 
training those under him along such 
lines, F. W. Peterson, foreman of the 
plumbing department of the Ingram 
Hardware Company, of Oakland, Cal., will 
establish what might be termed a plumb- 
ers’ school expressly for their benefit. 
The young men employed by the Ingram 
Company will meet their foreman each 
Tuesday evening at the company’s head- 
quarters. There Mr. Peterson will give 
practical talks on plumbing. That those 
receiving practical instruction may learn 
from observation as well as from what is 
said, a blackboard upon which drawings 
will be made will also be used. 

Mr. Peterson in speaking about the 
matter said that he believed the results 
which would be obtained from instruc- 
tion of this kind will be of untold value 
to the apprentices. He said too often 
through the mistakes made by others the 
learner falls into methods of work which 
are hard to correct when once learned. 
By this system Mr. Peterson says that he 
believes many errors will be avoided. 


FITTERS’ 


REVIEW 


All inquiries and sketches on practical and scientific subjects relating to plumb: 


ing, heating, and lighting answered in this column. 


rite on one side of paper 


only. Noanswers given by mail, but published in due time. Name and address 


must accompany each communication. 


THE AMOUNT OF COAL A BOILER 
CONSUMES, 


A VERY INTPRESTING QUESTION FROM AN 
INDIANA RBADER. 
THE PLUMBDRS’ TRADE JOURNAL: 

In Charles B. Thompson’s “Practical Hints 
on House Heating,” in your issue of January 
15th, I notice that he says that for 2,160 feet 
of hot water radiation in severe weather, with 
the water at 170 degrees Fahr., house tempera- 
ture at 70 degrees, that the anthracite coal 
consumed should be 400 pounds in eight hours. 
This would be 1,200 pounds in one day or 
18 tons in a month. At the same time he says 
that this apparatus should run through the 
season of seven months with less than 25 tons 
of anthracite coal. This is quite a discrepancy 
which I should like for him or you to ex- 
plain. 

There seems to be quite a difference of 
opinion among heating men as to the amount 
of anthracite coal which should be consumed 
in an ordinary season in this latitude for each 
100 feet of hot water radiation. I have in 
mind a hot water job in which there is 723 
feet of direct radiation on a 1,075-foot up- 
right boiler. Every radiator in the house 
works perfectly and heats evenly and the tem- 
perature can be kept at 70 degrees in zero 
weather with the hot water in the boiler at 
170 degrees. The system is a 4-inch circuit 
system with lJHureka fittings. With such 
weather as we have been haying this winter it 
takes about three and one half tons of anthra. 
cite coal to run the system for thirty days, 
or an average of about 230 pounds per day. 
The house is a well-built house and ig easier 
to heat than the ordinary house, as particular 
attention was pxid to this part of it when it 
was in course of construction. I do not know 
if the amount of coal being consumed is too 
much or not, but I would like to have infor. 
mation on this point. The house is two story 
frame. I would also like to have information 
as to the relative merits of a single pipe sys 
tem such as I have described and a two-pipe 
system, in point of consumption of fuel, in a 
house which is easily adapted for the one-pipe 
system, 

If you or any of your readers will volunteer 
the information asked for I would greatly ap- 
preciate it. H. H. HIGHLANDS. 

Munice, Ind. 

In regard to the statement made in 


Mr. Thompson’s article in Tur PrLums- 
ERS’ TRADE JOURNAL of January 15th, re- 
garding the amount of coal required to 
carry a given quantity of radiation for 
eight hours we might say that in making 
this statement, which is perfectly cor- 
rect, it was more as a guide in selecting 
a boiler with ample fuel capacity than 
anything else. 

To take the amount of fuel which is 
consumed in eight or ten hours during 
the most severe weather is no index of 
the quantity of fuel which is likely to be 
used in the course of the heating season. 
For five or six years Mr. Thompson kept 
a record of the amount of fuel consumed 
per 100 feet of radiation per season for 
both steam and water heating and found 
the average to be 1% tons of hard coal 
per 100 feet of water radiation per sea- 
son, and three tons of hard coal per 100 
feet of low pressure steam radiation per 
season. We have seen hot water plants 
which would burn as little as one ton per 


100 feet per season and others, which 
were badly constructed, which would 
burn three tons, and in steam there is 
the same wide variation depending upon 
the installation of the work and its oper- 
ation when in use. 

Wihen we undertake to figure the 
amount of coal which will be consumed 
by a given amount of radiation, we must 
know exactly all the conditions and, 
therefore, no man living can tell just 
how much coal should be burned in the 
cold months and how much in the mild 
weather. 

The average radiator will emit heat at 
the rate of 1.85 heat units per square 
foot per degree of difference per hour. 
Where the difference between the temper- 
ature of the radiator and the air is 100 
degrees, the loss of heat per square foot 
of radiation per hour is 1.85 heat units. 
The average house-heating boiler will 
utilize of the heating power of anthracite 
coal 8,000 heat units. Dividing this by 
8 gives us 1,000 heat units—available per 
hour for 8 hours. Dividing 1,000 by 18 
gives 5.4 square feet of radiation per hour 
for 8 hours for one pound of coal. : 

If the radiator emits but 150 heat 
per square foot per hour and the boi 
utilizes 9,000 heat units per pound of 
coal, then, of course, the ratio of radia- 
tion to coal will be increased. :3 

Regarding your own layout, we bel leve 
that your main pipe lines are entire! 
too large. If you have but 725 feet 
radiation and we assume that there are 
400 feet on the front circuit and 325 on 
the rear, one 3-inch and one 214-inch main 
would be ample and the tax on your 
boiler would be considerably less. You 
must understand that when you use these 
excessively large mains you add a large 
amount of water which the boiler has to 


heat. We know by experience that in 
many jobs the piping is entirely too 
large. : 


Again, we think you make a mistake in 
bringing the two circuits into one before 
dropping to the boiler return. If you 
could arrange this so that both circuits 
dropped to the return you would increase 
the circulation in each of the circuits, be- 
cause, aS you know, the motive power in 
hot water heating is the difference in 
weight of the ascending and descending 
columns, so that the more drops or de 
scending columns you have the more rap- 
id will be the circulation of water. 

If we were going to do anything with 
your job, we would first put a thermome- 
ter on the outlet pipe or in the top of the 
boiler and another thermometer in the 
return a short distance from where it 
enters the boiler and note the loss © 
heat. We think you will find it consider- 
ably above the average. We would also 
call your attention to the fact that the 
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The Barrett 
Pipe Forcing Jack 


PATENTED 
For forcing or pulling pipe horizontally 
underground. Forces at an average 
rate of one foot per minute. 
Does not telescope the couplings. 


The Best Advertisement 


we get trom those 
who have used our 
Carborundum Grinder. 


Read the following: 


Richmond Hill, L. I,, Dec. 14th, 1903. 
LUTHER BROTHERS CO., North Wilwaukee, Wis.:— 

Gentlem :n:—While on an automobile triplast summer the writer 
saw one of your Grinders on the premises of Mr. June Bishop at 
Centre Moriches, L.1., and after having interviewed Mr. Bishop, 
as to the different purposes for which he had used it, conclud-d 
that it would be useful to us ii) our business. 

Immediately upon my return home | ordered one, but owing to 
congested freight conditions, or some other cause, which we are 
unable to explain,there wasa delayin its reaching us,and you very 
courteously made a duplicate shipment, which arrived promptly. 

Our drills, which we use for going through brick walls, have 
always been a source of annoyance and expense tous, but with 
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Prezzo OO 


PATENT APPLIED FOR 


GALVANIZED IRON COVERS 
FOR LAUNDRY TUBS. 


The only all iron cover made, ab- 


Saves Ditching and Re-filling. Saves 
enormous amount of expense and labor 
in running service lines, or forcing pipe 
under lawns, streets or sidewalks. 


this machine in our shop our men never need go away with dull 
tools, and we are convinced that it more than pays for itself every 
month in the saving of time, as our labor is high-priced and the 
amount of werk accomplished each hour with a sharp tool as 
compared with a dull one, is a great factor with us. Your 
courteous treatment, in the matter of the duplicate shipment, and 
the great benefit we have already derived from this Grinder 
prompts us in making this acknowledgment. 
Very truly Yours, 


solutely no part wood. 
Strong, Durable and Attractive. 
This cover makes the laundry tub 
perfectly sanitary. 
Prompt shipments on regular sizes. 


RECULAR SIZES 
2134 in. x 4 ft. with 4 in. back strips 
24in. x 4 ft. with 4 in. back strips 


EXTRA SIZES 


DISBROW & COMPANY. made to order onshort notice. Send 


for full information and prices. 


GREASON MANUFACTURING CO., 


108 W. 99THST. NEW YORK,N.Y. 


Send for Special Circular “P’’ and 
further information. 


MADE ONLY BY 
The Duff Mfg. Co., 


Works: Allegheny, Pa. Pittsburg,Pa. 


100 Main Street, 
NORTH MILWAUKEE, WIS. 


LUTHER BROS. CO., 


. ; THERMOMETER FOR RRECORDING TEMPERATURE OF FEED Water 
The Difference in Cost et aa 


between cheap outfits and Caldwell Outfits 
is slight. The difference in service is great. 


Caldwell Tanks and Towers 


; may cost slightly more than inferior grades, 

but the saving, effected by the absence of re- 
pairs soon pays the difference. Cheap out- 
fits go to pieces ina few years. Caldwell 
Outfits last a lifetime. 


Extensions to suit require- 
ments. Weekly or daily 
charts with various ranges. 
Prices, Ctc,, sens On, applica- 


tion to manufacturers. 


"2 | Uelios-Upton Co., 


ao Send for Catalogue and Price List. “OSE SEL BOnYEMASS 
W. E. Caldwell Co.,  couisvine, ny. nth pair: 
xtension 
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THE PLUMBERS’ 


Questions 224 Answers Continued trom Preceeding Page 


boiler which you are using has a very 
direct draft and you should use a cross 
damper in the smoke pipe and control 
your fire in that way rather than by open- 
ing a check damper and allowing the co 
air to go in and cool down the gases in 
the chimney. 

We have had occasion very frequently 
to inspect boilers where the complaint 
was that they were burning entirely too 
much fuel and was able to make them 
satisfactory by a few changes in manage- 
ment and in almost every case have found 
that the trouble was the operator did not 
make proper use of the damper in the 
smoke pipe and in some cases there was 
no damper at all. 

We do not think there is any difference 
between a two-pipe and a circuit system 
so far as fuel economy is concerned, pro- 
vided both are installed with the same 
good judgment. We always lay out a 
system which we think is best adapted to 
the premises. There is, however, fr 
economy to be obtained by using an over- 
head system. That we know by practi- 
cal experience, provided, of course, it is 
properly installed. The reason is that 
a system of piping which will return the 
water to the boiler with the least loss of 
heat will, of course, require less fuel to 
restore the heat lost in transit. 


SQUARE FEET OF RADIATION 


HORSE POWER BOILER. 


IN ONE 


Editor THpn PLUMBDRS’ TRADE JOURNAL: 

How many square feet of radiation will one 
horse power boiler carry, both in steam and 
water. HucH Murray. 

Ogdensburg, N. Y. 

One horse power is equivalent to the 
condensation from 100 square feet of di- 
rect low pressure radiator. Therefore 
each horse power for heating purposes 
will carry from 90 to 110 square feet of 
steam radiation, or 150 to 180 square feet 
of hot water radiation (gross ratings). 


HEAR THE WORK OF THE PUMP OF THE 
WATER WORKS IN THEIR HOMES. 


Editor THE PLUMBHRS’ TRADH JOURNAL: 
Recently we completed a job of plumbing 
in a row of eight houses which stood upon a 
knoll. The last house in the row is also 
the point at which the line from the water 
works ends. We find that the noise of the 
pump at the water pumping station is plainly 
heard in the last house, but in none of the 
other houses. Can you suggest a remedy? 
There is no reservoir, the water being fur- 
nished direct from the pumping station. We 
wish to overcome the noise if possible. 
Coraopolis, Pa. CAMPBELL & ROPBBL. 


The troubles referred to by C. & R. is 
doubtless from the fact of being the end 
of the line, and at some future time when 
the line of pipe is extended further, 
doubtless the trouble will be removed to 
another point. There is very little com- 
pressibility to water, it being almost like 
a solid when confined, and at each stroke 
of the pump the blow is felt almost as 
though the end of the pipe had been 
struck with some metallic instrument. 
Now, while there is but little compressi- 
bility to water, air is easily compressed, 
and we can suggest but one way which 
will probably relieve the trouble. We 
would suszest a large air chamber placed 
at the end of the line; still further, we 
would not make it of pipe less in diameter 
than the main water pipe. In fact, the 
larger the better. At top and bottom of 


air chamber we would advise placing pet 
cocks, the top one to let in air and the 
bottom one to draw off the water occa- 
ionally should the air chamber become 
waterlogged, which would be apt to 
occur in time. 


RANGE BOILER BE SITUATED ON 
TOP FLOOR AND ARRANGED TO 
GIVE HOT WATER ON SEVEN 
FLOORS BELOW? 


Editor THmn PLUMBERS’ TRADE JOURNAL: 
While our ship, the United States Flagship 
Rainbow was in San Francisco, some of the 
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boys who happened to be practical plumbers, 
while in the city, noticed some plumbing work 
that they could not help commenting upon. 
Some of us thought one way and others had 


TRADE JOURNAL, STEAM 


other ideas, and quite an argument began, witb 
the result that we resolved to leave it to THE 
PLUMBERS’ TRADH JOURNAL to settle, quite a 
stake being put up on the result. 

The job in question is a seven story hotel 
in San Francisco. It appears that all the 
plumbing had been completed except the hot 
water for fixtures. On the top floor of the 
hotel is a cafe, barroom and dance-nall. It 
was evidently the idea of the architect who 
designed the building to have the hot water 
taken from the top floor. On looking the mat- 
ter up ,we discovered that several plumbing 
shops would not contract to do the work, claim- 
ing that they could not guarantee to give hot 
water at all fixtures below the top floor down 
to the basement. Finally, a master plumber of 
Sacramento took the job and apparently made 
a success of it, as he had the water just as 
hot at all floors and basement as it was on 
the top floor. This master plumber, we believe, 
was J. B. Stack, of Sacramento. He had his 
men use a sixty gallon boiler connected to a 
brick range. The exact way he adopted to ‘do 
the work we do not know, but we are anxious 
to have THp PLUMBERS’ TRADE JOURNAL give 
us an idea of how work of this sort can be 
done. Can you give us a sketch explaining the 
best way a piece of work of this sort can be 
completed so that water can be hot at all fix- 
tures below the seventh floor at all times if the 
boiler and heater is on the top floor? I have 
got from the two men who made the wager 
that we desire your idea on, a plan to do the 
job in accordance with the ideas to make it 
work, and we leave the rest to THn PLUMBERS’ 
TRADE JOURNAL. 

By the way, although I am at present a 
plumber and fitter on the Flagship, Rainbow, 
at Manila, I have worked in some of the best 
shops-in the city of Boston, where I served my 
time. W. H. Fow.e. 

U. S. Flagship Rainbow, Manila, P. I. 


This comes to the JoURNAL aS a new 
problem, for we do not remember that it 
has ever been brought up before. We 
present a sketch showing how the work 
might be accomplished and would invite 
a general criticism from our readers, 
some of whom may possibly have met in 
their experience with the same problem 
and may have ideas to advance on the 
subject. 


LIVE STEAM GIVES GOOD RESULTS IN 
HEATING PLUNGE BATHS. 


Editor THp PLUMBYRS’ TRADE JOURNAL: 

I write you for the following information: 
In the Young Men’s Christian Association 
pbuilding of which I have charge in this city, 
I have in the basement a plunge bath 16 x 30 
feet in size, 6 feet 6 inches at the deepest 
point and 4 feet 6 inches at the other end. 
Now what is puzzling me is how to obtain the 
very best results in the heating of this water 
in the most economical way known. 

I have found in my travels and inspection 
of plunge baths, the methods of heating the 
water which has been adopted by the various 
institutions are not satisfactory, therefore I 
come to you for advice as to what you consider 
the best method to pursue. Any information 
you may feel disposed to loan me will be greatly 
appreciated. It might be advisable for you to 
know that it is our purpose to use city steam, 
also the city pressure on water is 4 Ibs. usu- 
ally. Jos. Berri Dr REMER. 

Grand Forks, N. Dak. 

This subject is of considerable interest, 
and we are glad to reply to same. Among 
the various methods employed, we know 
of none better in its results than the 
use of live steam. The steam may be 
taken into the bath through a 2-inch pipe, 
which should be carried down to within 
a foot of the bottom. The live steam 
through this one pipe quickly sets up cur- 
rents through the water of the bath, and 
by this means the heat from the steam 
soon makes itself felt in all parts of the 
pool. Some baths are heated by means 
of coils passing around the walls of the 
basin, but the great objection is that 
those using the bath are liable to burn 
themselves against the coils if too hot. 


A point which may be of interest to our 


AND HOT “WATER hIPTERS: 


REVIEW 


correspondent is the fact that many 
plunge baths are supplied with water 
from artesian wells. The artesian water 
as it enters the bath from the well, anq 
before being artificially heated, is ‘quite 
warm, probably from 50 deg. to 60 deg. 
It will be seen that water at this tem. 
perature requires to be heated only about 
ten degrees higher for bath purposes, 
whereas the water from our city mains 
during the winter season is delivered to 
the bath at a much lower temperature, 
necessitating a much greater amount of 
heating to be done by the steam. 


USE THE SINGLE MAIN ONE PIPBH §gys- 
TEM OF HATING. 


Editor Ton PLumMBnrs’ ‘TRADE JOURNAL: 


I have a little problem that I would like 
very much to have you solve at your earliest 
convenience, as we want to start the work 
as soon as possible; it is this: How can this 
hot water heating job be arranged to work sat- 
isfactorily? These are the conditions: The 
building is a business block with a cellar, first, 
second and third floors. The first floor is a 
hardware store. The owner wants to set the 
heater in the cellar and run the main directly 
up and along the ceiling overhead through the 
first floor, taking the connection off this main to — 
supply the second and third floors, and also take 
off the connection and drop to radiation on the 
first floor. The idea is to use this main as 
heating surface for the first floor and of course 
to use radiation for the balance of radiation 
necessary to heat the first floor. 

What kind of a connection would you ad- 
vise to make on the main where you drop to 
the radiation on the first floor? Of course we 
Cerling 


Brarnck pitcres 
down from main 
v im tacr 5S 


would have to drop from radiation on the first 
floor to the cellar with our return, but how 
would you advise running the return from 
the radiator on the second and third floors? 
Norwich, N. Y. IrA RpYNOLDS. 


We would advise our correspondent to 
use the single main, one pipe system of 
hot water heating. Make this main of 
sufficient size to easily supply all of the 
radiators. § 

As the design is to use the main to help 
supply heat for the store, the main may 
well be larger than necessary. Take off 
all connections for second and third 
floors from the top of main, using an 
O. S. fitting, nipple and 90 deg. ell, and 
bring all the returns into the side of the 
main, using an ordinary tee fitting. 
Wherever it is necessary to take a cOn- 
nection off the main to feed the radia 
tors on the first floor, take them off a8 
shown by sketch. Join the returns to 
gether in the basement, in the most con 
venient manner possible, and return to 
the boiler as direct as possible. We 
would advise putting a safety-valve (set 
about 5 pounds) on the expansion tank, 
and run the job under pressure, aS We 
believe the job would give better results 
than an open tank system. 

——___»_+ #¢_2—____—- 

The Hygienic Heater Mfg. Co. has 
been incorporated at Columbus, 0O., to 
manufacture gas heaters, gas and gas 
line ovens and sheet metal specialties. 
The capital is $10,000 and incorporators 
G. F. Hill, P. S. Brindle, W. T. House, 
E. A. Sullivan, 


describing the Regulator shown in 
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cutand our other devices used to con- 
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trol the temperature of hot water 


Is Ready 
DO YOU WANT IT? 


a> 


Davis & Roesch Temperature 
Controlling Co., 


276 New Jersey Railroad Ave. ; NEWARK, N. J. 
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Manufacturers of 


HOUSE and CAR THERMOSTATS 
HOT WATER REGULATORS 
DAMPER REGULATORS 

DRAFT CONTROLLERS 
PRESSURE GOVERNORS 
VACUUM AIR VALVES 


CO Water 


»2-Heaters 


ALL STEEL, 
SELF FEEDER. 
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Our remarkable recent inventions enable us to 
offer the public an intensely brilliant, smokeless gas, 
at much less cost than city gas, better, safer and 
cheaper than electricity and costing but one-fourth 
as much as Acetylene. Most durable and least ex- 
pensive apparatus to maintain in effective perpetual 
operation. Gives all services of lighting, cooking 
and heating. Fullest satisfaction guaranteed and 
easy terms. The very apparatus for suburban 
homes, institutions, etc. We construct special ap- 
paratus for fuel gas for manufacturing, producing 
gas equivalent to city gas at 50 cents per 1,000 cubic 
feet and made to respond to very large demands, 
also for lighting towns, etc. 


C.M. KEMP MFG CO. 


’ Guilford Avenue and Oliver Street, 
BALTIMORE, - - MD. 


John Simmons Co., 
108 Centre St. - - NEW YORK. | 


Shaking and Dumping Grates Send for 
Automatic Regulators. IMustrated Catalogue. 


KEWANEE BOILER CO., - - Kewanee, Ill. 


CHICAGO STORE: 
169 East Lake Street. 


Every Master Plumber 
SHOULD HANDLE THE 


PADDOCK WATER FILTER 


Has given the 
best satisfac- 
tion wherever 

used. 


Send for Catalog 
and discounts. 


1909 
LE ELE 


When 
writing, 
mention 
Dept. R. 


WE MAKE A SPECIAL 


FITTER FOR CLAY WATERS. 


Itis designed to be placed in the basement 
to filter the entire supply for any size 
building, steam boilers, etc. 


THE PADDOCK WATER FILTER CO. 


330 Vermont St., Buffalo, N,Y. 
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Modern Practical Steam 


THE PLUMBERS’ TRADE JOURNAL,.STEAM AND HOT WATER FITTERS’ 


REVIEW 


Ce 


and Hot Water Heating 


ON ee ae ew) 
HEATING WATER FOR DOMESTIC USE. 


ractical TalKs on Steam 


ARTICLE XII—BY DON 


T is now the custom for.the 
owner of a flat or apartment 
building, if of modern con- 
struction and convenience, to 
provide a separate hot-water 

supply for domestic purposes and the 
plumber or heating contractor is now 
often asked for advice regarding the in- 
stallation of the same, or is asked to pro- 
vide it. . 

The master plumber or fitter in most 
of the larger cities is more or less fami- 
liar with this work and the purpose of 
this article is therefore more particular- 
ly to instruct those who are not now ac- 
quainted with it. 

The first point for the fitter to decide 
is the capacity of the tank required and 
if the apparatus is to be installed for 
household purposes only, an allowance of 
20-gallon tank capacity for each apart- 
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Fig. 3 


ment or each set of fixtures will be found 
sufficient. By a set of fixtures we mean 
bath-tub, bowl, kitchen sink and laundry 
tubs. Should each apartment have two 
bath rooms the allowance should be a 
little more, or if laundry tubs are omitted, 
may be a little less than 20 gallons. 

Let us, for example, take an ordinary 
three-story double apartment building 
having six flats or apartments, each 
provided with the regular set of plumb- 
inf fixtures, including laundry tubs. It 
would require a storage tank of 120 gal- 
lons capacity to give good service. The 
boiler or tank heater should have a ca- 
pacity at least 20 per cent. greater or in 
excess of the tank, or for the above job 


REX 


one with a rated capacity of 150 gallons 
per hour. Should the fitter have a heat- 
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one-third to this amount and the result 
will be the number of gallons per hour 
the heater will supply for storage or do- 


mestic purposes. 
Storage tanks are made in two styles 


—vertical and horizontal—and the char- 


acter of the job or the height of the cellar 
often determine which is the best to 
use. 

Sketch No. 1 shows a horizontal tank 
and cold water connections. If the tank 


Cola Water 
Leret 


Cola Water Weead. 


Figure 2—Illustration Showing The Proper Way to Connect “an Upright or Vertical Storage Tank 


er with only the heating capacity in 


square feet of radiation given he may add 


is not too large, say, not over 100 or 150 


gallons capacity, it may be suspended by 


wrought iron straps securely fastened t 
the heater and also the hot water seryic 
with the proper mode of connecting 
the joists or girders, but if a larger giz, 
we would recommend that brick pier, 
be provided for its support. It will p 
found advisable to keep the tank suff 
ciently high above the heater so thai 
there may be at least 18 inches betweer 
the top of the heater and the point wher, 
the hot water supply enters the tank. 

Sketch No. 2 shows the proper metho 
of connecting an upright or vertical stor 
age tank. In this case the bottom of th 
tank should be a little above the return 
opening in the heater. Cast iron leg; 
for supporting a vertical tank may nx 
provided at small cost, or the fitter car 
make a saddle of wrought iron pipe and 
railing fittings which will make a strong 
support and also look well. 

Where steam is used for heating and 
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Fig. 4 
there is an excess of boiler capacity it is 
sometimes found advisable to provide the 
storage tank with a coil and during the 
winter months when the steam heater is 
in operation to heat the water in the 
storage tank by steam passing through 


the coil. In using a coil for this pur- 
pose do not use black pipe; use a copper 
or galvanized coil. Copper is the best. 
For a tank up to 100 gallons capacity y 
coil made of four runs of 1-inch pipe, 
nearly as long as the tank, will be sufi 
cient, and from 100 to 250 gallons a coil 
of four runs of 1%4-inch pipe, and from 
250 to 750 gallons four runs of 14-inch 
pipe. ue 
Sketch No. 3 shows the arrangement of 
a coil in a tank. The regular connections 
from the tank heater to the tank should 
be made, but this, as well as the steam 
connection to the coil, should be valved 
so that either one or both may be used. 
Use gate valves for this purpose as they 
retard the flow of steam or water less 
than a globe or angle valve. , ; 
Frequently in a stable or other puild- 
ing heated by hot water, the owner dé 
sires to have the work arranged so that 
water may be drawn direct from: the 
heating system wilthout the use of 4 
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ECONOMY DIES 


FOR STEEL OR IRON PIPE 
Have all the 

advantages of 
solid dies,cost 
no more, yet 
for good 
reasons cut 
easier and 
wear longer. 

Fully 

* Guaranteed 

Send for Catalog and Prices of Stocks and Die; 
F.,E. WELLS @SON CO., 

12 Ridell St. - Greenfield, Mass, 


When People 
Plan a Home 


you will find it to your advantage to 
show a line of 


Kinnear Radiators 


Made from sheet Steel, Brass, 
Bronze or Copper. Electrically fin- 


THE NATIONAL ished in great variety of styles to har- 
HOT WATER monize with room decorations. 


HEATER KINNEAR RADIATORS 


are very light in weight, of Guaranteed ‘ Durability and are 
Suitable for large or small adapted for use wherever steam or hot water heating is specified. 


houses, stores, conserva- 


e 2 +3 
Torrid’ Heater (x %0.'5nter. 

It is practicalin design» 
safe, being tested to 
pounds, easy to manage 
and keep clean; durable, 
sectional and easily hana- 
led; has no packed joints; 
is self-feed or surface 
burning; has the Torrid 
patent rocking and dump- 
ing grate, and is low in 
price. We also manufac- 
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vatories, barber shops, Write for Siapied for warning tine 
anthracite coal. Send for 
hotels, etc. Catalogue catalogue. 
- : FACTORY: 
Heats water quickly. Cir- Hackettstown, - N.J, 
: : are Ww. iH, DRA 
culation is positive. No SCT Meee RED ise» 


joints inside to leak. 


Also, all kinds of coils and 4 Thomson’s 
bends of iron, brass and a x , 

i “ty Smoke 
copper pipe. : Wi) eae 


Manufactured by for testing plumbing 


Every honest 
plumber needs one 


Write for Circular 
and Price 


Agents Wanted 


THE NATIONAL PIPE 
BENDING CO., 
85 Lloyd St., New Haven, Conn. 


FARCHIOGD STEEL COMPANY 


N°141 BROADWAY, NEW YORK. 


THOMSON 
MFG. CO. 


E!)mhurst, Pa. ) 


The GORTON 


SIDE FEED 


BOILER 


For Steam and 
Hot Water Heating 


Send for New Catalogue and Prices. 


GORTON @ LIDGERWOOD CO., 


96 Liberty Street, New York. 
Beston. Chicago. 


VACUUM STEAM HEATING SYSTEM 
MORGAN @ CO., CHICAGO. 


Manufacturers of 


High Grade Closet 
Combinations 


(Prices on A pplication) 


FERGUSON SUPPLY CO., Lid., 


Successors to 


Ferguson—Marcellus Co., Ltd. 
GRAND RAPIDS, - . = MICH. 


Manufacturers and Jobbers of Hign Grade 
Plumbing and Heating Supplies. 


THE WILHELMI THE MODERN 


TWO BEST BOILERS 


The “Wilhelmi” is a high-grade copper range boiler 
tested to 250 pounds and guaranteed to stand a working 
pressure of 150 pounds. There.can be no better boiler 
made. 


ARE YOU HAVING TROUBLE WITH 
VALVES YOU HAVE BEEN USING? 


IF SO, TRY THE 


CORSET 


They are made of A-1 metal. 

They are assembled by hand. 

They are thoroughly tested. 

We make a complete line of Globe and 
Angle Valves, all sizes in both Standard 
and Competition; also Horizontal and Ver- 
tical Check Valves, both sliding and 
stationary stem. 


The “Modern” is for use where the pressure does not 
exceed 100 pounds, as that is the guaranteed working pres- 
sure. It is tested to 200 pounds. 


BOTH BOILERS GUARANTEED NOT 
TO LEAK AND AGAINST COLLAPSE 
Very Attractive Discounts Furnished 


FOR SALE ONLY BY JOBBERS OF PLUMBERS’ SUPPLIES 


HAYES MFG. CO., : . Paterson, N. J. 


Write Us for Prices, They: are Low. 


American Valve & Meter Go., 


Cincinnati, O. 
Thos. H. Hutchinson, Selling Agent. 101 Beekman St., New York: 


Will Please Mention 


S bsc ribe rs This Journal when 


a Writing to Advertisers 
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Modern Practical Steam and Hot Water Heating 


(Continued from Preceeding Page) 


storage tank. This may be provided for 
by using an automatic expansion tank, 
that is, a tank provided with a ball cock 
on the supply (similar to a closet tank 
supply) and also with an overflow and 
expansion pipe connection. 

Sketch No. 4 shows a galvanized auto- 
matic tank and sketch, No. 5 a later 
style of automatic tank. This latter tank 
is made of wood with a tight fitting 
cover and lined with copper. The former 
is just as serviceable as the latter, al- 
though not so neat in appearance. No 
water gauge fittings or glass are neces- 
sary with this style of tank. 

A very common practice of providing 
hot water for domestic use is by a heat- 
ing coil placed inside the fire box of 
the boiler, either above or surrounding 
the fire. We wish that we might say 
something to discourage this practice, as 
it is, all things considered, a very un- 
satisfactory method of heating the water. 
When a steam coil is placed in a tank, 
boiler power to heat the same may be 
figured and provided for, but very few 
low-pressure steam or hot water heaters 
are on the market whose efficiency is 
not retarded and in some cases rendered 


far from satisfactory by inserting a coil 
in the fire box. 

In a house-heating boiler, to be eco- 
nomical in the consumption of fuel, the 
fire must of necessity lie dormant a 
large part of the time, that is to say, the 
drafts of the heater are closed and the 
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Fig. 5 


fire to a certain extent remaining in- 
active. Now admit into this fire cham- 
ber a coil through which water enters 
at a comparatively low temperature to be 
heated for domestic use and the good re- 
sults of a dormant, or as we might say, 
a “still” fire are entirely lost; therefore, 
we strongly advise against a coil used in 
this manner. 
(To be continued.) 
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Practical Hints on House Heating 


By Cuaruzs B. THOMPSON, 


CuHaptsr VIII. 
VACUUM STEAM HEATING. 


purposes, it is not always safe to 
rely on the ratings in the various 
boiler catalogues, for this reason: 
A boiler that will work up to its full 


| N selecting a boiler for house heating 
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Fig. 25 


rated capacity under one set of condi- 
tions may be an utter failure in another 


installation, although the load on the 
boiler under both sets of conditions may 
be exactly the same. This applies more 
particularly to boilers which have a large 
amount of flue surface and a long fire 
travel. Such boilers will only do their 
best where there is a very strong draft; 


when attached to a chimney where the 
draft is indifferent they may not carry 
half the load assigned to them in the 
catalogue. 

The reason for this is that every pound 
of coal burned requires for its perfect 
combustion a quantity of air, which may 
be stated, theoretically, as 150 cubic feet. 
In practice, however, the amount re- 
quired for good combustion will run from 
50 to 100 per cent. more than the theo- 
retical quantity. When, however, there 


-issan insufficient supply of air, the coal 


will burn away just as rapidly, but will 
yield much less heat than when there 
is a sufficient quantity of air. 


s 


To put the matter plainly: Each atom 
of carbon requires for its perfect com- 
bustion two atoms of oxygen, and when 
the carbon combines with this quantity of 
oxygen it burns to carbon dioxide and 
yields per pound 14,500 heat units. If, 
however, through an insufficient air sup- 
ply there is less than two atoms of oxygen 
to one of carbon, the carbon will then 
combine with but one atom of oxygen, 
and will burn to carbon monoxide, yield- 
ing 4,500 heat units, or less than one- 
third the heat given off where the com- 
bustion is perfect. 

Now, when a boiler with long fire 
travel is attached to a chimney flue of 
scant size, the gases cool before entering 
the chimney and the velocity of the rising 
column of air is not sufficient to pull 
enough air into the mass of fuel to pro- 
mote good combustion. 

A boiler with a direct draft would 
deliver the gases into the chimney at a 
higher temperature, which would increase 
the velocity of the draft and cause an 
increase in the flow of air through the 
fuel, giving better combustion and higher 
efficiency. 

. This will explain the reason that in 
some installations a boiler will burn a 
large amount of coal with very low heat- 


Fig. 27 
Thomas Box, in_his “Treatise 
on Heat,” page 82, paragraph 111, in 
speaking of the effect of an insufficient 


ing effect. 


air supply, says: “This will explain the 
anomalous fact that where there is a 
bad draft, not only is there difficulty in 
keeping up the steam, etc., but that there 
is a great consumption of fuel for the 
work done. It might be expected that 
with a dull, slow fire few coals would be 
burned, ‘or if, by dint of forcing, fuel was 
largely consumed, it must yield the heat 
due to it, but it will be evident that it is 
possible for there to be a dull fire, a large 
consumption of fuel, and little useful re- 
sult at one and the same time, and all 
this arising from insufficient draft.” 

In installations where there is any doub. 
about the draft, it is always good prac- 
tice to select a heater that has a short 
fire travel and direct heating surfaces. 
The draft, or rate of combustion in this 
direct draft boiler can be controlled by 
a good cross damper in the smoke pipe 
and under these conditions better fuel 
economy can be obtained than where an 


- attempt is made to retain.all the heat 


in the boiler, which is, of course, an im- 
possibility. As a matter of fact, it is im- 
possible to get good combustion in fuel 
or expect it to yield a high calorific power 
unless there is sufficient heat in the chim- 
ney flue to produce an intensity of draft 
sufficient to draw the necessary amount 
of air into the bed of fuel. Of course, 
it is generally understood that the draft 
in a chimney is caused by the difference 
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in the weight of two columns of air, Th 
greater the difference in temperature ty 
tween the column of air in the chimne 
and the outside temperature the greate 
will be the weight between the two co 
umns and the higher will be the yelocit 
of air within the flue. | 

Experiments made in recent years Shoy 


Fig. 28 


that in house heating boilers a tempera 
ture of from 350 to 400 degrees FP. in th 
smoke pipe will give a greater economy 
per pound of fuel than will a tempera 
ture below 300 or above 400. The dif 
ference, however, is not so great as many 
people suppose. The ordinary house 
holder, in running his boiler in the fal 
and spring, finds that the fire will last 
from twelve to twenty-four hours without 
attention, and possibly longer. He, there 
fore, concludes that if he can get a boiler 
with slow combustion he is going to save 
an immense amount of fuel, overlooking 
the fact entirely that in mild weather 
when he is burning a small amount of 
fuel, the boiler is doing scarcely any 
work. 

The best that can be obtained from 3a 
pound of anthracite coal in practice is 
about 75 per cent. of its heating power, 
and at this rate one pound of anthracite 
coal will take care of 3.75 square feet of 
steam radiation at two pounds pressure 
for eight hours; that is, it will maintain 
a temperature of 218 degrees in 3.75 
square feet of radiation per hour for 
eight continuous hours when the tempera: 
ture of the air surrounding the radiator 
is 70 degrees. Where the temperature of 
the smoke pipe is about the same as that 
of the steam, or say 218 degrees, the 
water will absorb a lower percentage of 
the calorific power of the fuel, because the 
combustion will not be so good. 
~ In regard to the various kinds of heat- 
ing surfaces, it is, of course, a well- 
known fact that horizontal surfaces, di- 
rectly over the fire, will transmit heat 
more rapidly than when placed in a vel- 
tical position or at any other angle, but 
it must be borne in mind that while this 
is true, such direct horizontal surface is 
limited to the first section over the fire 
pot, which masks everything above it. 
The manufacturers of boilers are gradu- 
ally coming around to this view of the 
matter, and modern builders are making 
their boilers with either vertical surfaces, 
or, where horizontal surface is used, the 
gas passages are made very large so that 
the upper sections receive a greater pro- 
portion of the radiant heat than is pos 
sible where the flues are just large enough 
for the volume of gases to escape. There 
are many boilers on the market whose 888 
passages or flues are entirely too small. 
The gases in passing through these nar- 
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A WORTHY FIELD. 


There is a large field for IDEAL Junior Boilers 
for warming cottages and for separate serv.ce to 
flats. They will carry from 60 to 465 square feet 
of Water Radiation; 175 to 500 square feet Steam 
Radiation. 

It is surprising what they will do. 


T We have several very salable 
| | types of IDEAL Boilers in small 


MageeSEE JUNIOR 1900 Z 
WN sizes. 


FURNACE CO BOSTON, i 


Dealers are welcome to our 
special catalogues. 


LAUNDRY HEATERS~—4 SIZES. 


TANK HEATERS—14 SIZES. Square and Round Top. —- 
Cap. 65 to 400 Gallons. 6 Styles. Cap. 40 to 150 Gallons. << i) J 2 
No. of Irons, 10 to 25. i E see IDEAL Boilers, 
i AMERICAN Radiators. 
Tested to 100 Ibs. pressure per square inch, and will meet every reasonable requirement. IDEAL Junior 


Special Systems requiring a pressure in excess of this, the pressure test should be stated. 
—SEND FOR— 
Descriptive pamphlet—giving Dimensions, Capacity and Price. 


MAGEE FURNACE CO., 22:33, Usies Street AMERICAN RADIATORCOMPANY 


STEAM AND HOT WATER HEATERS, WARM AIR FURNACES. COMBINATION (WARM 


AIR AND HOT WATER) RANGES, STOVES, ETC. LARGEST LINE UNDER LAKE AND DEARBORN STREETS CHICAGO. 


ONE NAME IN THE UNITED STATES. New Yorks: 42-44 E. Twentieth Street. MINNEAPOLIS: 204 Fourth Street, South 

Burra.o: 1741 Elmwood Avenue. DENVER: 831 bifteenth Street 
NEW YORK REPRESENTATIVE-—E. N. COKEFAIR, 39 Cortlandt Street. PHILADELPHIA: 622 Arch Street. Boston: 44 Oliver Street. Sr. Louis: 207-209 N. Tenth Street. 
Western Acency—J. D. Lorr & Co., 86 Lake Street, Caicaco. WASHINGTON : 1201 @ Street, N. W. CincinnaTI. 336 W. Fourth Street 


Patent Applied for 


Booth’s Pressed Steel Roll Rim Bath Tub 


The tub is made from heavy steel double the weight ordinarily used in steel tubs. The RIM is pressed 
from the same sheets as the body, forming a ROLL RIM. The feet are pressed from steel, thus eliminating 
wood and cast iron. The inside is enameled with a durable high gloss enamel. 


Further particulars and prices on application. 
MANUFACTURED BY 


CLARENCE H. BOOTH, 


DETROIT, MICH. 
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Modern Practical Steam and Hot Water Heating 


(Continued from Preceeding Page) 


row flues cool very rapidly and the heat- 
ing surfaces of the boiler which are far 
removed from the fire are of little or no 
use; in fact there are boilers in which the 
value of the heating surface near the 
smoke pipe is a minus quantity, giving 
off the heat of the water or steam to the 
gases instead of receiving heat from them. 


Figure 25 represents a section through 
the horizontal heating sections of a round 
boiler. The value of the under side 
which is next to the fire, is 100; the 
flues or gas passages through the section 
is 50 and the top of the section is 0. The 
reason that the top of the section has 
no value as heating surface is, first, be- 
cause it is masked from the fire; second, 
the water in the top of the section re- 
ceives its heat from the bottom and will 
not conduct heat to the lower strata be- 
cause water is a poor conductor of heat; 
and third, because there is usually a film 
of soot on the upper surface of the sec- 
tions. 

The sections above section No. 1 receive 
very much less heat than is generally 
supposed. If the gas flues are propor- 


tionate to the volume of the gases only, 
the second section will transmit less 
than half as much heat as will the one 
below it, and if there are enough sec- 
tions to retard the draft and kill com- 
bustion, the boiler will not work until 
enough of the top sections are taken off 
to permit a free flow of the gases. 

Figure No. 26 represents a_ section 
through vertical heating surfaces, in a 
Square, section boiler. While this ver- 
tical surface is on a plane with the rising 
gases and its value is 50 as against 100 
for flat surface, at right angles with the 
escaping gases and directly over the fire, 
yet the quantity which can be presented 
to the direct rays of the fire is limited 
only by the size of the boiler. Then, 
again, the water in the vertical surfaces 
has a greater capacity for absorbing or 
carrying off the heat of the fire than is 
possible in horizontal surfaces, because 
in the vertical surface the water moves 
rapidly, and the more rapid the move- 
ment of water in a boiler the greater is 
its heat absorbing capacity. 

Figures Nos. 27, 28 and 29 are copied 
from Box on heat, and show the effective 
heating surface of the various forms 
when exposed to the fire. The arrow in- 
dicates the direction of the radiant heat, 
the fire being on the lower side of the 
figures. 

In all these figures Box considers the 


top surface of no value for the trausm.s- 
sion of heat. 

In domestic steam boilers in practice, 
a square foot of heating surface will 
evaporate from 2 to 4 pounds of water 
per hour, according to the position of the 
heating surface and the rate of combus- 
tion. if the evaporation is but 2 pounds 
per square foot per hour, one square foot 
will care for 6.66 square feet of radiation 
at 2 pounds initial pressure. 

2144 pounds 8.3 square feet 
3 pounds 10 square feet 
34% pounds 11.66 square feet 
4 pounds 13.33 square feet 


Boilers with very direct draft can be 
forced to evaporate as high as 8 pounds 
per square foot per hour, but at the ex- 
pense of the fuel. Domestic boilers should 
be so constructed that they will evaporate 
from 3% to 4 pounds of water per square 
foot of heating surface per hour, without 
undue forcing. 

It is not the intention here to write a 
treatise on boiler designing or to give 
advice to boiler manufacturers, but to 
suggest to the inexperienced fitter how 
to avoid the trouble incident to selecting 
the wrong kind of boiler .or a given in- 
stallation. 

The value of good combustion cannot 
be too strongly emphasized, and without 
a strong draft and a hot fire box, the 
fuel will burn away and yield a low per- 
centage of its heating power. Consider- 
ing the fact that coal, burning to perfect 
combustion, will yield three times as 
much heat as when through a lack of 
oxygen the combustion is at its worst, we 
must see the importance of selecting a 
boiler that will not be handicapped by 
having a long, narrow and tortuous fire 
or gas travel. To sum up, boilers with 
more than 50 per cent. of fire or indirect 
surface, should only be attached to a 
chimney flue of such proportions as will 
insure a strong draft. The question will 
naturally arise, “How am I to know when 
the flue is of ample size to insure good 
draft?” 


The following table of sizes is a safe 


guide to follow, and where the flue is 
much below these requirements, select the 
boiler with the most direct draft that can 
be found: 


Size sq. 

Steam Water Height of chimney 

radiation. radiation. chimney. inside. 
300 450 35 8x 8 

600 900 35 8 x 12 

900 1350 40 8 x 12 
1200 1800 40 174 9.8 a1 
1500 2250 40 12 x 12 
1800 2700 50 12 x 12 
2100 3150 50 14 x 14 
2400 3600 50 14 x 14 
2700 4050 50 16 x 16 
3000 4500 60 16 x 16 
4000 6000 60 20 x 20 
5000 7500 60 20 x 20 
6000 9000 60 24 x 24 


It is a fact that a round chimney 12 
inches in diameter is as effective as one 
12 x 12 inches, although the area of the 
round chimney is 113 square inches, while 
the square one is 144 square inches. 

It is understood, of course, that in speci- 
fying the height of a chimney, the top 
must be above that of the surrounding 


roof tops and there must be no other 


openings in the flue to admit air. Every 
cubic foot of air that enters the chimney 
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without first passing through the grates 


_ of the boiler cools the escaping gases anq 


weakens the draft. 


AA Surprise Dinner Given in Honor of John 
AA. Murray by His Employees 


N February the 27th the em- 
ployees of the plumbing 
supply house of John A. 
Murray tendered a surprise 
dinner and reception to Mr. 
Murray at the Arena. It 

was a very enjoyable affair 

Mr. Murray took his place of honor in 
the center of the large table, with his 
sons, John A., Jr., and Joseph M., on his 
right and left, while to the right was Mr. 
William M. Murray and William B. Car- 
ter, and to the left Messrs. G. W. Tilton 
and Conrad Jeschl. Opposite the guests 
of honor were close personal and business 
friends of Mr. Murray; John Campbell, 
of the Trenton Potteries Co.; R. E. Carey, 
Thos. M. Delaney, Thos. G. Knight, J. S. 
McCartney, Chas. Ainslee, of Chambers 
& Ainslee, Newark; Harry M. Smith, of 
Locke & Smith Co., and Rollin C. Wilson. 

The committee had been at work on 
the past month, and extreme secrecy had 
the dinner and the numerous details for 
been kept from Mr. Murray, he not know- 
ing anything about it till the evening of 
February 26, when he was served with 
the following summons: 

COURT OF JOLLY PLUMBERS’ SUPPLIES, 

COUNTY OF HOBOES. 

In the matter of the Surprise Dinner given 
in honor of John A. Murray, by the Lead Pipe 
Cinch Association: Summons. 

To the employes of the above named gentle- 
men and each and every one of you jointly 
and individually : 

You are hereby summoned, commanded and 
demanded to appear at the Surprise Dinner 
and Reception of the above named association 
for the purpose of enjoying yourself and mak- 
ing yourself enjoyable, to be held on the 27th 
day of February in the year of our Lord, One 
Thousand Nine Hundred and Four, at the 
Arena, 39 West 81st street, in the City of 
New York, Borough of Manhattan, at 6:00 
o’clock in the evening or as soon thereafter as 
may please your Royal Highness, but not later 
than 6:30 P. M. 

The Association is desirous of procuring as 
many of John A. Murray’s employes at the 
Surprise as possible, as that will facilitate 
their endeavors to make this blow-out a suc- 
cess. 

It is therefore ordered, adjudged and de- 
creed that you give your kind assistance by 
lending your presence, and help thereby to 
make something ‘doing.’ 

It is also ordered, adjudged and decreed 
that you have your speech in readiness, enti- 
tled. 

In case of your default, negligence or care- 
lessness to answer or appear and give a defi- 
nite reply as to your attending on that day to 
the Chairman of the Committee, Mr. Wm. Mur- 
ray, 625 Sixth avenue, City of New York, 
Borough of Manhattan, on or before the 20th 
day of February, 1904, judgment will be pro- 
nounced against you for contempt of Court 
and you will be punished to the full extent of 


the law, on the day and year of your decease, 
the Great Judgment Day, so help you God, 
Amen. WILLIAM Murray, Chairman. 

Committee of the Lead Pipe Cinch Ass'n, 

The two large parlors at the Arena, 
with their decorations, looked very in- 
viting when the “boys” and guests arrived 
at 7 p.m. The large burgee which floats 
from the top of the Murray building was 
stretched on one side of the wall. 

The menu card, which created consider- 
able merriment, was as follows: 


CHAPTER I. 
By Desire. 
STAG, 
Blue Points, 
Inverted Key Work. 
Potage Diana. 
Hors d’Oeuvres. 
Tanks, Chain and Pull. 
Paupiettes of Sole, vin blanc, 
Potatoes a 1l’Anglaise. 
Brackets and 
Reliance Clamps. 
Filets Mignons Saute, with Fresh Mushrooms. 
Haricots Verts. Stuffed Pimentos. 
Basin, Waste and : 
Supply Pipes. 
Asparagus Hollandaise. 
Compression Bibbs. 
CHAPTER II. 
By Compulsion. 
Sorbet au Kirsch. 
Brass Ferrules. 
Roast Mallard Duck, Currant Jelly: 
Salad de Saison. ; 
Joint Runners and 
Solder. 


a 


Fancy Ice Cream. 
Assorted Fruit. 
Boilers and Syphon Jets. 
Cheese. 
Lead Pipe. 
Cafe Noir. 
Steam Fittings 
Wash Tube and Lavatories. 
Segars. 
Smoke Machine. 


During the dinner a large basket of 
roses, carnations and lilies was received 
by Mr. Murray and sent by the lady em- 
ployees. 

When cigars were lighted, Chairman 
W. M. Murray addressed the assembly as 
follows: 


Friends and Gentlemen: 
ered this evening to extend to our 
worthy host, Mr. John A. Murray, the 
appreciation and affection in which we all 
hold and look up to him. It is rather a 
unique idea that employees extend the 
glad hand of fellowship and good-will to 
employer, and in looking around for some 
way to convey to Mr. Murray (applause) 
our appreciation of his efforts in our be 
half, we decided on this rather novel, and 
might say, original motive. We do not 
gather together to sound his praises, but 
personally and collectively to express to 


We are gath- 


THE PLUMBERS’ 


book onthe practice of plumbing,with supple- 
elem chaptets As house dtainage and ventilation, 
with three hundred and eighty illustrations. 
By William Paton Buchan. 
SENT POSTPAID UPON RECEIRT OF PRICE, $1.75 


The Plumbers’ Trade Journal, 61 Beekman St., NEw YORK. 


THE STEAM AND GAS FITTERS’ PRICE BOOK 


Is designed to meet a long felt want of an office price book. 
Experience in this line of business has shown that much valuable 
time has been lost owing to the lack of a complete and compact 
book of prices. Bound in leather. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE, $5.00. 


The Plumbers’ Trade Journal 61 Beekman St., New York. 
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MORE BUSINES 


FOR THE PLUMBER. 


The farmer of to-day wants the comforts of life. 
He deserves them—-he can afford to have them. 
He wants plumbing in his house. Not every 
farmer is ready for bath rooms, hot and cold water 
and closets, but a good many are, and more would be if they knew 
of a satisfactory system of water supply. 


We Have the Satisfactory System of Water Supply, 

A Kewanee Pneumatic Tank placed in the cellar and connected } 
with well or cistern, will deliver hot and cold water to all parts of 
the house whenever wanted, in any quantity desired. 

+ Buried in the ground at the foot of the windmill tower, it is so far 
superior to the elevated windmill tank that no comparison is possible. 


The Pneumatic Tank Does Not Freeze in Winter 


nor deliver luke-warm water in summer. It does not leak. It 
lasts a lifetime. It wil! throw a stream of water over the tallest 
building, thus giving protection against fire, which the elevated > 
tank does not give. 


It enables the man living in the country to have all the advantages of a city 
g water service. 


The Kewanee Water Supply System opens up to the plumber a new field of P 
| business. If you are an enterprising, up-to-date man you want to know about 
it. Send for our illustrated catalogue. Itis free. 


_) KEWANEE PNEUMATIC WATER SUPPLY CO., Kewanee, Ills. 
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Money Saved 


v v wv 
Is it worth while to save ten 


cents on a valve when you know 

you will be lucky if you don’t have 

a dollar’s worth of trouble with it? 
wv od 


Send usa sample order for steam 
brass goods—if you want 


to dodge trouble. 
KINSEY & eae co. 
ecanasns (Asn) PEORIA, . - ILL. 
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REVIEW 


“SANITARY” “ten Deano 


Our Oceanica C 327 with Nethery Flush Valve is 
Perfect in Operation and Entirely Noiseless 


It is not liable to get out of order and it can be easily adjusted for any length of flush. 


Write for our supplementary catalogue on ‘‘Nethery Flush Valve Combinations*”’ 


Sanitary Specialty Mfg: Co. 
H. VERBEEH, President and Manager 
Milwaukee Avenue and Clinton Street, Chicago. 


WHEN ORDERING 


ANTI-FREEZING 
CLOSETS 


SPECIFY WITH 


Star Hopper Valves 


The success of a closet depends largely on the valve used. 


Star Hopper Valves have no equal for durability 
and simplicity. 


MERIT MAKES THEM POPULAR 


MANUFACTURED BY 


CRAMPTON-FARLEY BRASS CoO. 


KANSAS CITY, MO. 
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him and our friends the high esteem in 
which we hold Mr. John A. Murray. 

Mr. John A. Murray then replied to the 
chairman’s speech and hearty greeting 
from the boys by saying that the strongest 
secret society could not have kept the 
secret better, and even going as far as to 
enter his household and pledging his 
family to secrecy. Mr. Murray, who is a 
strong and forcible speaker, was visibly 
affected by the honor shown him, and 
said he was not flattered, but moved. He 
also said that owing to labor troubles 
that often arise between employer and 
employee, and that the name nowadays 


\ 
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ss ; rr 
signitied a wide gap of harmony, he would 
like to see it changed to captain and crew, 
as no bat could sail without a crew and 
the crew is of more importance than the 
captain in the sailing of the boat of com- 
merce, At the close of Mr. Murray’s re- 
marks the chairman introduced Mr. John 
A. Campbell. 

The orchestra played and the boys sang 
“Camels are Coming.” Mr. Campbell, 
taken by surprise, then madé one of his 
characteristic after dinner talks and got 
off several “new ones,” of which he al- 
ways has a fresh supply up his sleeve. 


Photograph Taken ‘at the Surprise Dinner ‘Given in Honor of 


The chairman introduced T. M. De- 
laney, who reviewed the acquaintance of 
Mr. Murray and himself for the past 
twenty-five years, and gave him one of 
the finest testimonials as to his high 
moral character, his honesty and integ- 
rity, and the way in which he is honored 
and beloved by all who know him. 

Captain Ainslee, of Newark, was then 
introduced, and the orchestra and chorus 
started up “Good Old Summer Time.” 
“Captain,” with “his smile that won’t 
come off,” after giving a fine testimonial 
of his friendship with Mr. Murray, got 
off one of his “typewritten” jokes, which 


the Plumbing 


nearly put the boys in hysterics. 

Mr. Carter, head salesman of John A. 
Murray, was the next speaker, which con- 
sisted principally of friendly relation be- 
tween the boys and the “boss” and his 
liberal acts at Christmas, which always 
sank in their hearts as well as pockets. 

H. M. Smith was introduced and re- 
ferred to Mr. Murray as one of his closest 
friends and considered him more as a 
brother than a competitor in business. 

When R. C. Wilson was introduced the 
entire assembly yelled out “Wilson High 
Ball, that’s all.” Rollie said in part that 
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as he represented the salesman and manu- 
facturers’ element and he always consider- 
ed it easy to sell goods when a salesman 
was known to all the boys as well as the 
“Doss,” and the cordial way in which he 
as well as other salesmen was always re- 
ceived in John A. Murray’s. 

Mr. John §. McCartney was the next 
speaker, and gave an interesting talk on 
capital and labor, and was received with 
hearty applause. 

Mr. Thos. G. Knight in his speech 
started off “cold,” but warmed up “red 
hot,” and a great many of his audience 
are still guessing. Mr. Knight, who is an 
old assosciate of Mr. Murray, was given 
a warm reception. 

Cashier Tilton was the next on the 
list who said that after hearing so much 


A good-natured easy-going man fs he, 
And is pleasant to everybody, no Matter who 
he be. 


Those Jersey plumbers are so provoking, 

They want special prices, and will take No 
joking, 

But when Mr Carter’s face expresses a thun- 
der cloud 

The plumber is on the defensive—for it’s time 
to look out. 


Oh, Kelly and Brooklyn go always together, 
Asleep, you know, in all kinds of weather, - 
Only when the baseball season arrives, 
Does he look around and open his eyes, 


Mr. Wrinkler is quite a conspicuous man, 

And is pushing orders as fast as he can; 

He has opened quite a lot of new accounts, 

And gives them special prices and special dis- 
counts. 


“Mr. Mars, if you please,” “Delighted, I’m 
sure ;” 


uM 


lauding and praising of Mr. Murray, it 
was his. duty to do the “roasting” about 
the boys, and he then read the following 


“roasts”: . 

This being an occasion at which most of the 
employes of John A. Murray are present, it 
seems but a proper subject to launch upon 
the peculiarities of each individual, and in the 
following words the writer shall endeavor to 
characterize the entire assembly with a few 
humoristic remarks, trusting same will be re- 
ceived in the spirit in which they are given: 


The short, stout. gentleman yonder, is Mr. 
Wm. Murray, 
He does all the buying, and ig never in a 


hurry ; 


“No, I’m sorry I cannot a Hundred procure, 

Won’t a note on account answer as well? 

When will I pay the balance? That I cannot 
tell.” 


Mr. McTerney comes in for his share, 

And does some collecting, if Mars wasn’t there. 
He has distinguished himself at a recent fire, 
And his courage and bravery we much admire. 


Yonder is “Oakum Bob” who will shake your 
hand, 

Make some comments on the weather, and an 
order demand. 

If he cannot suit you in any way, 

He’ll stick you on oakum and wish you “Good 
Day.” 
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Ohe pleco 
‘6(00D”’ PAGE For 


[coos Water, 
Good : Cold tested fy) fs jj 
i \ , Manufacturing (Fr amass th 6 | =< "6 j 
naa) | oo [SD mw Water iss J / 
BS <A in . acts f i 
Rubber, Fiber and Lead 


2 OF OUR GOODS wm GUARANTEED & 


All Sizes of 
SLIP JOINT WASHERS 


Correct thickness good quality 


“Good” Adjustable Traps are the best made and cheapest to use. 


Nickel-Plated _ 
THE ADJUSTMENT Urinal Coupling 


allows 22/ inches to pass an obstruction 
or meet the “‘roughed-in” connection. 


FINEST FINISH 


NICKEL-PLATED 
COUPLING 


oe THE COUPLINGS 
ENAMELED SINKS 


ali fit true, and do not require a 
lot of extra work in installing. 


They are Ready to Use. 


i ALL STYLES THE MOST SANITARY Li ) 
furnished with any style are made in 114 and 114 inch sizes being perfectly smooth inside furnished with any 


Trap or separately style or separately 


WE ONLY USE ALL OF THEM ARE 


Genuine Jessop Tool Steel 
IN THE MANUFACTURE OF 
Cutter Wheels, Pins and Rollers 


Tempered to Perfection 


WE MANUFACTURE THEM FOR 
All Makes of Cutters 


what Cutter Wheels you are using or how many you have on hand, send in an order to us 
No Matter and use and compare ours with others. : 


Ge Any cutter wheels which do not give the service they should, will be replaced by us without 
any cost, or money refunded. 


w GUARANTEED HOT WATER WASHERS 


Break them, cut them, use them, give them the most severe tests, compare them with others said to be “just as good,” and then you will realize why all others fail in the test. For the 


*‘Good”’ Bibb Washers and Fuller Balls for Hot Water 


are made of a special compound by a patented process, thus the reason for quality. 


[=" Why have trouble experimenting with others when you can obtain the genuine by writing direct to us. The same Washer and Ball is also extra fine for Cold Water. 


N OT E .- Our Full Company Name is moulded on every ‘‘Good’’ Bibb Washer 
e and ‘‘Good’’ Fuller Ball; none others are genuine. 


Goop Mre. Co., Coane 
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New York a4 Vicinity Continued tom Preceeding Page 


Shifting the curtain a little, Mr. Jeschke we 
see, 

Yes, an awfully busy man is he. 

He has prices and discounts at his fingers’ 
end, 

And when he can add an extra ten he is con- 
tent. 


Next, our friend Tilton, pen behind ear, 

“Oh, dear! Why doesn’t this balance appear?" 

“George, see if there isn’t a mistake in addi- 
tion, 

Or posting, or footing, or perhaps its transpo- 
sition.” 


The error is not long in coming to light, 

And Eureka! Mr. George Adler is sure to get 
it right. 

You can’t always judge a man by his size, 

As Mr. Adler has taken all by surprise. ° 


At a little distance, Joe Sellick we spy, 

Also a hard worker, his motto being “try.” 

And in addition to being estimate clerk, 

He books all the contracts, and does numerous 
other work. 


Tom Winders is quite conspicuous just now, 

As he has taken his hat off, and is making his 
bow. 

He’s Mr. Murray’s favorite, and sits at his 
right, 

And books and papers not wanted are put on 
Tom’s desk over night. 


Master Richard Donaldson is also at his place. 

When the little imp is scolded he’ll laugh in 
your face. 

He’s the life and torment of every one, 

And when he’s away, everybody looks glum. 


Next to make their appearance on the scene, 
Is Mat Arthur, Al Garbe, and John Murray 


serene, 
John Murray also attends to shipments out-of- 
town. 
(Bob’s orders, you know, they’re not worth a 
crown.) 


Some customers like to be tantalizing, 

And their language, I confess is scandalizing, 

But Mr. Elcott never loses his temper in the 
least, 

And explains things to our customers, who gu 
away pleased. 


When the curtain rises a second time, 

We are transported to our subterranean pass- 
age or mine. 

Mr. Rumbler, our 
there, 

And only emerges to breathe the fresh air. 


pipe cutter dwells down 


He has assisting him a man named “Jake,” 

And when Mr. R. is away, he’s able his place 
to take; 

And although he’s “Dutchy” in all his looks, 

He has a very good name on our books. 


Last, but not least, is Johnny Mack, 

Whose duty it is of all the pipe to keep track. 

He has a mania of running knives through his 
thigh, 

And playing with saws and cutting his eye. 

And now that all know one another, 


Let us act to each other as brother to brother. 
The curtain has again shifted, and now for 


the fun; 
Let us eat, drink and enjoy ourselves, every 
one. 


Salesman W. Robinson also made one 
of his choicest speeches and a humorous 
talk on our country salesman. 

Mr. R. E. Carey then made one of the 
finest speeches of the evening, at the close 
of which he presented to Mr. Murray in 
behalf of the employees a solid gold watch 
and chain. 

As it was then near midnight, em- 
ployees and guests took their departure 
after voting it a most successful and en- 
joyable affair. 


The plumbing firm of Steinmetz & 
Moran, of 400 West 145th street, New 
York, have dissolved partnership. Mr. 
William Moran will go in business for 
nimself at 2337 Seventh avenue. 

From the great quantity of orders con- 


tinually coming in from Baltimore, Md., 
it would seem that the representatives of 
the Colwell Lead Company, of 51 Centre 
street, New York, who are now in that 
vicinity, were a very busy lot. 

In a short time the Gorton & Lidger- 
wood Company, of 96 Liberty street, New 
York, will have ready for distribution 
among the trade a very fine and complete 
catalog containing new illustrations of 
the Gorton Side Feed Boilers. This is 
an improvement over the now famous 
“Gorton Boilers,” and will be a promin- 
ent and leading boiler on the market. 


What a quantity of plumbing fixtures 
and material the J. L. Mott Company, of 
90 Beekman street, New York, are un- 
loading at the new Siegel Building at the 
corner of Sixth avenue and Fourteenth 
street! Guess they have the exclusive 
order for supplying this line of goods at 
the above building. 

Mr. Charles M. Coleman, the manager 
of the up-town branch at the corner of 
16th street and Fifth avenue, expects to 
complete the remodeling of the store in 
a few weeks, and reports that he will 
then have the finest show window and 
exhibit room in the country. 


The two busiest representatives in this 
section are the Fagan Bros., James C. 
and Tom W., of 287 Pearl street, New 
York. They represent the Monarch Stove 
Company and Standard Light Company, 
both being a part of the American Stove 
Company, of Cleveland, O. It is quite in- 
teresting to listen to their experiences on 
the road. They work together and can 
complete more business in a day than 
any other team in their line of business. 


Have you called on Frank P. Richard- 
son since he has been associated with 
McNab and Harlin Manufacturing Com- 
pany, of 58 John street, New York? Un- 
less you can leave a large order he is 
too busy at present to meet you. In his 
new capacity as purchasing agent and 
correspondent he is sure to make a suc: 
cess. He is now preparing a new dis- 
count sheet, so as to meet the market 
changes, and which will be ready for dis- 
tribution in a short time. 

Mr. W. M. Rogers, treasurer of the 
Central Foundry Company, 116 Nassau 
street, New York, is on an extensive trip 
through the South. Although this is a 
pleasure trip, Mr. Rogers usually com- 
bines business with pleasure. The last 
heard of him he was in the vicinity of 
Tallahasee, Ala. 


The New Jersey State convention will 
be held at Orange, N. J., on April 19th 
and 20th. Master plumbers, delegates 
from nearly all parts of the State, will 
assemble on those days. President G. §. 
Aldous, of Passaic, N. J., while in the 
office of Tur PLUMBERS’ TRADE JOURNAL, 
stated that the city of Bayonne, with 
Seventeen members, had affiliated with 
the State organization, and that other 
organizations had been formed in dit- 
ferent parts of the State. It is believed 
that the meeting at Orange will there- 
fore be one of the greatest in point of 
number and enthusiasm that hag even 
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been held. A feature of the meeting will 
be lectures on important trade subjects 
by prominent memopers of the State or- 
ganization and some outside talent which 
has been especially secured. 


The Reading ‘‘tove Works—Orr, Painter 
& Co.—have moved their New York of- 
fice from 210 Water street to the United 
States Arcade Building, corner Fulton 
and Pearl street. Mr. R. W. Hillman is 
the New York manager. 


Mr. Frank Shay has severed his con- 
nection with the Thatcher Furnace Com- 
pany, of 240 Water street, iwew York city. 


Where is Rollin C. Wilson, who retains 
an office at 116 Nassau street? The last 
heard from him he was in Boston, Mass., 
closing some swell contracts for future 
business. He is always busy looking after 
the interest of those manufacturers he 
represents. His territory is an extensive 
one, covering points between Boston and 
Washington, and as far West as Buffalo. 
His able assistant, James F. Maher, is al- 
ways ready to show you through the vari- 
ous catalogs and also waiting to mail 
your order. 


The new branch store recently opened 
at 193 Lexington avenue, by the Kennedy 
Manufacturing Co., of 363 BE. 22d street, 
is in charge of Hanford Husted, a very 
capable and energetic manager. They 
handle plumbers’ supplies and materials 
and from the amount of business done 
since the opening they have every reason 
for encouragement. Good luck to this 
enterprising firm and may they continue 
to have the confidence of the trade. 


The New York City branch of the 
Pierce, Butler & Pierce Co., of Syracuse, 
N. Y., is now comfortably settled at their 
new store at 254 4th avenue. They were 
formerly located at 46-48 HE. 20th street, 
and now have better facilities to exhibit 
their popular radiators and boilers. 


We publish on this page a photograph 
of Frank M. Taylor, of Elmira, N. Y., 
representing Warren Balderston & Co., of 


Frank M. Taylor with Warren, Balderston & Co. 


Trenton, N. J., in New York State and 
northern Pennsylvania. 

Mr. Taylor was born in Waterloo, N. 
Y., in 1854. At the age of 15 he started 
to learn the tinner’s trade and worked at 
it about 20 years. About 15 years ago he 


went on the road. He was with Charle 
Millar & Son, of Utica, N. Y., for 4 
and then with Samuel Sloan & Co 
Rochester; also with Peck Bros, of N 
York. : 
Mr. Taylor has traveled from Ne 
to San Francisco and is among the 
representatives on the road for plumbe 
Supplies. He is thoroughly posted in 
business and has many friends, who ; 
always glad to see him. He ig no’ 
resenting Warren Balderston & 
Trenton, N. J., and he says eyer 
looks favorable for a nice busin 
1904. The firm have given Mr, T 
thorough schooling in different or 
this winter, which puts him in possess 
of many points to talk about, 


NEWARK, N. J., NOTES 


A rumor is current that after April 1 
1904, the journeymen of Local 24 re 
going to demand an increase in ages 
from $4 to $4.50 per day, with the privi- 
lege of Saturday half holidays during the 
entire year. The Newark plumb 
agree to any reasonable request in b 
of their men, but if these demands 
made it looks as though trouble 
brewing. ‘ : 

Representatives of Local 24 must n 


counsel wise before any hasty acti 
taken. j 


As to Mr. R. A. Koether, successor 
the firm of R. J. Koether & Son of 


“auto” and go after records, but owin: 
to the congestion of business it is 
possible for him to do so. Not sa 
fied with his success in the plumt 
business, he takes an active interest in 
two of the leading building and loan as- 
sociations. He is the assistant secretary 
and a director of the Norfolk Building 
and Loan Association, and also a director 
of the Congress Building and Loan As- 
sociation. 


A common expression among the ; 
plumbing trade is that “no plumber can 
afford to wear diamonds nor own an auto- 
mobile.” Not so with Ernest Berger, of 
Irvington, and William Demears, of 57 
Mechanic street, both members of the as- 
sociation and who own the finest ma- 
chines driven through the streets of New- 
ark. 


At a meeting of the Master Plumbers’ 
Association of Newark, N. J., the follow- 
ing officers were elected to serve for one 
year: §. F. Wilson, president; E. M. 
Stirling, vice-president; H. F. Baillet, re- 
cording secretary; Wm. Jacobi, financial 
secretary; F. J. Sturn, treasurer. 

This association is now in existence 
over twenty years, and never in its his- 
tory has it been so flourishing as at the 
present time. The membership now num- 
bers about one hundred and twenty, all 
of whom take an active part in the asso- 
ciation work. The regular meetings have 
large attendances, and every member 
feels the necessity of contributing toward 
the funds of the association, and are 
therefore prompt in remitting dues. 
Within the past few months the following 
have been elected to membership: Jay 
Reginald Wagner, 291 Camden street; 
Wm. Ebert, Vailsburg, N. J.; Harris & 
Nagle, 67 Burnett street; Mersfelder : 
Bros., 259 Halsey street. ek 
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“ACME No. 15 
Nickel-plated Heater and Shelf The Improved 


LIST PRICE, $21.50. Douglas-Acme 
and Flush In- 
stantaneous 


Water Heaters 
equipped with appliances 
possessed by no other 
heaters. 


We are Sole Manufacturers 
and Selling Agents of the 
“HS. Renton” FLOOR FLANGE 
and ASBESTO-GRAPHITE GAS- 
KET. (Patented.) Solid, Sub- 
stantial. Sanitary. Approved 


Shove it over 
Closet Spud 


A SAFETY GAS LOCK 
that prevents explosions. 


A DETACHED and AC- 
CESSIBLE GAS 
BURNER 

that can be easi'y ad- 
justed. Suitable for any 

. gas pressure or process 

of make, therepy obtain- ee 
ing the proper combus- YO ee 
tion which predominates vS 
in heating water instantly oe 
and utilizes all the heat ji 
units. Creates no carbon Fits any Closet 
or soot. 

This is a recognized 
strong feature and ap- 
preciated universally. 


by the Building Departments 
of New York City and Brook 
lyn. 


F. N. Du Bois @ Co., 


Plumbers’ Supplies, 


Write for Catalog 
Heats 3to 314 gals. per minute to a temperature of 100 Deg. and Discount. 


Pioneer Makers of INSTANTANEOUS WATER HEATERS, and the 
most complete linein the world. 18 STYLES. 


The Instantaneous Water Heating Co. 
1532159 S. Jefferson Street . 2 « CHICAGO. 


243-245 Ninth Ave., Cor. 25th St. NEW YORK 


“MODERN BATHROOMS” 


Is the title of our beautifully illustrated 68 page book published in the interest of 
those about to build a new or remodel their present bathroom equipments. For 
more than two years it has been extensively advertised in all leading magazines, 
and over a quarter million copies have been distributed. 


WE KNOW 


we are right in our facts 
when we state that 


RED CROSS 
CEMENT 


will effectually prevent 
leaks in steam, water, gas 


or air pipes. Practical 
plumbers and steam fitters 
use it and send repeat orders. 
A trial will convince you al- 
so. Write us for sample and 
prices. 


If you will send us the names and addresses of persons intending to have new 
plumbing installed, we will mail them copies of ‘Modern Bathrooms” with your 
compliments. This plan will advertise your business without expense to you. 


Geo. Owen @ Co., Ltd., 


95-97 Liberty St., New York. 


RED CROSS CEMENT 


Every piece of **Standard’’ Ware bears our **Green and Gold’? guar- 
antee label and has our trade mark *‘Standard”? cast on the exterior. No others 
are genuine or will give the same satisfaction to your customers or yourself. 


Standard Sanitary Mfg. Co. 
Pittsburg, U.S.A. 
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The contract for the installation of the 
entire plumbing work in the new city 
hall building, covering the square 
bounded by Green street, Broad street, 
Franklin street and Mulberry street, was 
recently awarded to Elias Beila, of 76 
Mulberry street. It will take at least two 
years to complete this work, and Mr. 
Beila claims it will be the finest line of 
plumbing exhibited anywhere throughout 
the State. 


We wonder why Mr. C. V. Bauman, of 
43 William street, refused so emphatic- 
ally to accept the chairmanship of the 
Water Board. He now claims it was 
forced upon him, but during his short 
period, since January 1, 1904, as chair- 
man of this board, he has proven him- 
self entirely able to discharge the duties 
of this important office, and will surely 
establish an enviable record for himself. 
He has been a member of this board for 
four years and was recently elected for a 
further period cf two years. 


The Newark association claim to have 
a greater number of bi-century plumbers 
than any other association. There is 
I’, J. Koether, formerly of Koether & son, 
17 Court street; Jac. Zipf, 110 Ferry 
street; and Robt. Geigieltte, 512 Orange 
street, each of whose experience in the 
plumbing line dates over fifty years, and 
who are still able to instruct some of 
the younger and experienced ones, 

Since Fred. W. Zipf, of 110 Ferry street, 
succeeded to his father’s business, three 
years ago, it has grown so extensively 
until now it becomes necessary for Mr. 
Zipf, Sr., to assist him in his work. 


AN OLD MEMBER OF THE NEW YORK SUPPLY 
TRADE RETIRES 


N the first day of March an old 
familiar figure in the neighbor- 
hood of The Plumbers’ Trade 
Journal office retired from bus- 
iness. We refer to Mr. Fred 

Adee, doing business as Fred Adee & Uo., 
at No. 90 Beekman street, New York city. 
The greater part of his life has been 
spent in the immediate vicinity; in fact 
he is a native New Yorker, having been 
born within three blocks of the business 
from which he entered. 

The business was established on Water 
street, near Beekman, in 1866. From 
there he went to No, 275 Pearl street, 
and from there to No. 52 Cliff street, each 
time occupying more space to carry 
stock to meet increasing trade. He re- 
mained at the latter place until 1887, 


when he met with a heavy loss by fire, 
but nothing daunted, hardly before the 
smouldering mass of debris had cooled 
he was up and doing, and secured the 


Mr. A. B. Kolyer, Jr. 


whole building at No. 90 Beekman street, 
where he remained until he sold his bus- 
iness. 

Mr. Adee has gained a reputation which 
is not only known all over the United 
States, but on his books were customers 
in the West Indies, New Zealand, Italy, 
Turkey, etc. He is not only a practical 
plumber, having learned his trade pre- 
vious to embarking into the supply busi- 
ness, but an expert in his line, and an in- 
ventor of original ideas, whose success 
has been attained on the strict basis of 
merit, and whose motto has been “The 
best that money could buy.” 

He was a pioneer of the Zane closet 
as well as Zane’s S. C. work, and was in- 
strumental not only in their mode of 
manufacture but in introducing them on 
the market, which, although covering a 
period of some 27 years, they stand even 
to-day without a peer. The house of 
Fred Adee & Co. was not only the oldest 
but the only one of its kind carrying a 
full and complete line of plumbers’ sup- 
plies. 

Mr. Adee is succeeded by a stock com- 
pany, incorporated under the laws of 
the State of New York, with a capital of 
$75,000, whose officers are young and en- 
ergetic men. Its president, Mr. A. B. 
Kolyer, Jr., who has only attained the 
age of 37, was first employed by the 
Eaton, Cole & Burnham Company, but 


left them for a more lucrative position 
with the Boston house of Smith & An- 
thony Co., as their outside salesman. A 
liberal advance in salary induced him to 
leave that company to take up a similar 
position with Fred Adee & Co., which he 
held at the time of the formation of the 
new company. He had been with Fred 
Adee & Co. ten years. He has a great 
amount of push and energy and is well 
thought of among the plumbing frater- 
nity. 

Mr, Fred R. Lowe, secretary and treas- 
urer, is the same age of Mr. Kolyer, and 
by hard work and perseverance gradually 
rose to the position he occupies. The first 
step in his business career was stock 
clerk in a house dealing in railroad sup- 
plies, which he followed for two years, 
but tiring of that he turned his attention 
to plumbers’ supplies, and during his 23 
years of service with Mr. Adee, starting 
at the bottom of the ladder, he gradually 


‘worked his way up to the position of 


manager, which he held at the time of 
the change. By a singular coincident 
the combined ages of the two officers is 
exactly equal to that of their former em- 
ployer. In fact, both Mr. Kolyer and Mr. 
Lowe are the right men in the right 
place, and the board of directors could 
not have made a better choice. 

The new firm will remain at the old 
stand until May 1 when they will re- 
move to No. 44 Cliff street. Under new 
management, with ample capacity, and in 


Mr. Fred. R. Lowe 


larger and .more spacious quarters, we 
predict for the Fred Adee Company a 
bright and prosperous future. 


Goo poeta emanate IR patratay ements ohl gt tahrraihyeh pata S paiapre mcrae satapne cand \ 


of Pittsburg, living at No. 

16 Vine street, is missing 

from his home and the po- 

lice have been notified. 
Meissner was 47 years of age and had 
been employed at the Farmer’s Bank 
Building. 


J. J. McKee, business agent of Plumb- 
ers’ Local Union No. 27, attended the 
meeting of the International Executive 
Board in Chicago recently. 


@ Pittsburg and the South @&@ 
Lp mrtecmen ttre Yotabspamenind 2 psetvel| pa tconntioctybed ps 


ENRY MEISSNER, a plumber 


It is reported that a new manufactur- 
ing plant, to be called the Copper & Brass 
Tube Co. will be located at Ellwood, Pa., 
for the manufacture of all kinds of copper 
and brass tubing. It is stated the build- 
ings of the plant will cover ten acres of 
ground and that at least 1,000 men will 
be employed. 


‘The plumbing shop of Michael Lance- 
lot, at New Kensington, Pa., was de- 
stroyed by fire on February 24th. The 
loss is covered by insurance. 


Sell alee oetinet tented Vanna emai) 


J. M. Holt, of Holt & Winter, plumbers 
of Pittsburg, Pa., has just recovered from 
a severe illnesss and is able to be about 
again. 


The Gabel Water Heater Co., Pitts- 
burg have leased the four-story building 
at No. 109 Market street, Pittsburg, and 
will occupy the structure April Ist. 


The installation of new sprinkler sys- 
tems in some of the theaters of Pittsburg 
has created some nice jobs for Pittsburg 
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plumbers. Since the fire in the Troqu 
Theater, Chicago, Pittsburg Playhou 
have been carefully inspected, with t 
result that new sprinkling systems a 
other safety devices are being instal 

A disastrous fire occurred in the bt 
weld mill of the National Tube Worl 
McKeesport, Pa., on February 24th. T 
department was completely destroyed, « 
tailing a loss of over $100,000, The m 
will be rebuilt at once. 


LL 


Levying a fine upon the steam fitte 
opens up again an interesting fight. 7 
work of steam fitters and plumbers 
so closely allied that the unions ha 
always been at war with each other, ea 
accusing the other of taking work th 
belonged to them. Until recently 1] 
two, with the gas fitters, were affiliat 
with the United Association of Plum 
ers, Gas Fitters, Steam Fitters ay 
Steam Fitters’ Helpers. The steam 
ters have a separate local and the plum 
ers and gas fitters another local. Recer 
ly, as a result of the constant fights ¢ 
jurisdiction, the local steam fitters wit 
drew from the international body ar 
became affiliated with the National Uni 
of Steam Fitters. The plumbers h: 
just accused the steam fitters of doi 
their work, and when the steam fitte; 
quit they said it was because the plumbe: 
were doing the work that steam atte) 
should have. 


It is understood that the steam fitte: 
will resist the effort of the Buildin 
Trades Council to asssess a fine again 
them. There is a belief that the stea 
fitters will withdraw from the buildin 
council if ordered to pay the fine. 


Michael King, a journeyman plumb 
of 108 Elm street, Pittsburg, was foun 
frozen to death in the yard of the sye: 


_ More school, Coshocton, Ohio, on Febr 


ary 26th. 


William W. Dobbins, secretary of th 
American Heating & Ventilating Co., « 
Pittsburg, died at Aiken, S. G., whel 
he had gone for his health on March 1s 
Mr. Dobbins was 40 years of age and wé 
born in Ada, Ohio, removing to Pitt 
burg in 1888. He was a member of Or 
ent Lodge of the Masonic order of Wi 
kinsburg, Pa, He leaves a wife and tw 
children. 


Conroy, Prugh & Co., manufacturers ( 
bath room mirrors, etc., will erect a tw 
story brick warehouse on Western av 
nue, Allegheny, this spring. ‘the ne 
warehouse will cost $15,000. 


Delegates to the Building Trades Cou 
cil have levied a fine of $250 upon th 
local union of steam fitters. ‘The steal 
fitters are accused by the local union 
plumbers of working in their places whe 
the plumbers were on strike last su 
mer. The steam fitters deny the accus 
tion and have refused to pay the fin 
precipitating a battle that is destined t 
cause further dissension in the local cou! 
cil. Efforts have been made to have 
meeting of committees representing th 
council, the steam fitters and plumber 
The committees of the last two were 0 
hand, but the council committee did ¢ 
show up and the meeting was adjournet 
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This will Interest You! Scully Urinal Ventilator 
Read | 


Agr TTR 


— 


The Scull 
Closet and 
Yrinal Ven- 


The Northern 


Steamship Company, 


ilators are have and are installing 


‘o be used The Scully Closet Ventilators 
at the St. 

l oufatties on The Northland and North- 
position. : ‘ west Steamboats. 


There is a Reason 


The Northern Steamship Co. own and operate the finest and most costly 
steamships afloat, and in these boats there are the most costly and modern 
sanitary fixtures throughout, BUT, for all that, the odor from the closets (before 
the Scully Closet Ventilators were installed) compelled them to try every known 


Z) 


system of any merit, to overcome these odors, 
BUT WITHOUT SUCCESS, until 1902, when 
they decided to give THE SCULLY A TRIAL. 
THEY WANTED FOR THEIR CUSTOMERS 
WHAT YOUR CUSTOMERS WANT. They 
ordered at this time 67 ventilators, and used them 
for a year, and this year they are equiping every 
closet with a ventilator. 


1 WHY 


2 they, like yourself, have got to 
Because use a Scully Closet Ventilator 


before you can appreciate what a good job of 
/ plumbing is, viz.: an absolutely odorless bath 
room, while closet is being used. 


WRITE US AND WE WILL TELL YOU HOW TO GET /T. 


“g 4 The W, J. Scully Ventilator & Mig. Co. 
— cr DETROIT, MICH. 


Scully Closet Ventilator “‘secteranem.c.R-R 
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and 


| Pittsburg. 


tne SOUth Continued from Preceeding Page 


M. B. Jacobs, of the Jacobs & Rowlands 
Co., the prominent plumbing contractors 
of Youngstown, Ohio, is taking an ex- 
tensive trip through the South. 


H. B. Mitchell, the prominent plumber 
and hardware dealer of Emlenton, Pa., 
will erect a three-story frame dwelling 
to cost $10,000, at Emienton this spring. 


The Ruud Mfg. Co. uf Pittsburg have 
opened a new office and warehouse in St. 
Louis, Mo. at 1611 Washington avenue, 
under the management of Mark Leaven- 
worth, of that city. Mr. Leavenworth has 
had a large experience in the water heater 
line and is well qualified to represent the 
Ruud Mfg. Co. in the operation of their 
St. Louis office. A full line of heaters 
will be carried in stock and a handsome 
showroom has been opened, where a com- 
plete display of Ruud heaters is made. 

The company has also established an 
office and showroom in Cleveland, Ohio. 
at No. 318 Prospect street. The Cleve- 
land office is in charge of James Devon, 
an expert in the matter of modern wate 
heating appliances. A full stock of heat- 
ers is also carried in stock at Cleveland. 

The Ruud Mfg. Co. has had a very suc- 
cessful run of business during the past 
year and is now preparing to locate 
branch offices and warehouses in various 
cities in the manufactured gag territory 
in localities where the company has not 
heretofore attempted to market its heat- 
ers. 


‘the warehouse at No. 327 Second ave- 
nue, Pittsburg, has been leased by the 
Fort Pitt Supply Co. in order to take 
care of additional lines of plumbing sup- 
plies, ete. 


Oral W. Irwin has opened a new plumb- 
ing shop at No. 425 5th avenue, McKees- 
port, Pa. Mr. Irwin was formerly city 
plumber at McKeesport and is a young 
man of valuable experience in his line. 


F. B. Kurtz, the enterprising plumber 
of McKeesport, Pa., has been quite a suf- 
ferer from rheumatism this winter, but 
is now recovering. Mr. Kurtz has had 
Serious illness in his family also, as his 
oldest boy, aged 12 years, suffered a se- 
vere attack of typhoid fever recently, but 
is at present out of danger. 


John F. Laird, an old and successful 
plumber of Charleroi, Pa., has disposed 
of his plumbing business and his business 
location to Regan & Hormell, plumbers of 
Charleroi. Regan & Hormell are very 
energetic plumbers and have installed 
some important jobs of plumbing recently, 
including the Mulvihill Hotel at Mononga- 
hela, Pa., ten houses for the Liggett 
Spring & Axle Works at Monongahela, a 
number of private residences at Charle- 
roi, and have several good contracts on 
hand at the present time. 


A. D. Keisler, of Carnegia, Pa., is in- 
stalling the plumbing in the First Na- 
tional Bank, Bridgeville, Pa. the con- 
tract for which amounted to about $1,200. 


J. M. Fleming, of Charleroi, Pa., is 
finishing the installation of plumbing in 
the Turner Building at Monongahela, Pa., 


WHiGd is Glice ail Extensive job. Mr. 
Fleming recently completed the plumb- 
ing in the Nobel Hotel at Monongahela, 
Pa., and is quite busy on various work at 
this time. 


The inventory and appraisement of the 
estate of the firm of Cummins & Weaver, 
the plumbers who were asphyxiated by 
gas at Glassport, Pa., has been filed in 
Common Pleas Court No. 2. The ap- 
praisement shows a valuation of $12,- 
338.26. 


The surplus earnings of the United 
States Cast Iron Pipe & Foundry Co. for 
the current fiscal year after the payment 
of 4 per cent. dividends on the preferred 
stock will, it is conservatively estimated, 
be upward of $500,000. 


Christian Nauss, the prominent master 
plumber of 34 North 2d street, Harris- 
burg, Pa., was elected a member of Se- 
lect Council at Harrisburg at the recent 
February election on the Democratic 
ticket. Mr. Nauss is one of the oldest and 
best known plumbers in Pennsylvania 
and if his councilmanic services are on 
a par with the quality of his plumbing, 
the city of Harrisburg will be well sery- 
ed. 


A number of plumbers and supply men 
were exhibitors at the dog show which 
opened in Pittsburg on March 2d. John 
R. Flinn, of the Johnstown Supply House, 
Johnstown, Pa., had some beautiful col- 
lies on exhibit from his kennels. John 
W. Furnee, secretary of the Penn Enamel 
Ware Co., exhibited two handsome collies. 
Victor A. Harder, Jr., exhibited his fam- 
ous bull dog, “Dancing Mike,’ and his 
beautiful collie “The Duchess”; the lat- 
ter winning a prize. 


With some indication at hand of the 
permanent breaking up of the cold wea- 
ther, the realty businesss is showing a 
decidedly favorable look. Plans for the 
erection of hundreds of buildings have 
been made and many of the contracts 
have been let, the contractors waiting for 
the coming of warmer weather to begin 
work. The change of weather of the past 
few days has shown a decided increase 
in the number of building permits is- 
sued in the two cities, and if this can be 
taken as a criterion of the building op- 
erations there will be more activity in 
this line with the opening of spring than 
for some years past. 


John A. Roney & Co. have been award- 
ed the contract for the plumbing in the 
new Bellefield Club. It will be furnished 
with showers, enameled iron wash stands, 
closets and kitchen equipment. 


W. B. Wallis, salesman for the Pitts- 
burg Supply Co., has been confined at 
his home for a week on account of ill- 
ness. 


Bingaman-Savage Brass Co. is the name 
of a new firm located at 434 and 436 Sec: 
ond avenue, Pittsburg. They bought the 
shop formerly owned by Woodworth- 
Evans Co., and will continue to manu- 


facture a complete line of natural gas 
goods, also compression bibbs, and will 
solicit business in the casting line for 
their brass foundry. Mr. Savage, of this 
company, is the president of the C. N. 
Savage Hardware Co., at California, Pa., 
who have a plumbing branch to their 
business, and is therefore familiar with 
the requirements of the plumbers in the 
water and gas line. 


William Williams, of the firm of Ed- 
munds & Williams, of Braddock, was 
elected for councilman in the Second 
Ward at the spring election. Mr. Will- 
iams has been a member of the council 
for several years, and is one of its most 
progressive members. 


Stinson, Kennedy & Co. are plumbing 
the new warehouse of the Bailey-Farrell 
Mfg. Co. This is an eight-story build- 
ing. They expect to complete the work 
about April 1st. 


The Harris Pump & Supply Co. expect 
to move into their new building, located 
on Second avenue, April ist. 


E. H. Oswald, for years connected with 
the Benedict & burnham Co., was in the 
city this week calling on the trade, so- 
liciting business in the brass pipe, wire 
and sheet brass line. 


A new firm, Emmert & Ways, was start- 
ed in the plumbing business at Braddock, 
Pa. last week. They have been journey- 
men plumbers in Braddock for years; 
are considered good workmen and are 
well liked. 


J. A. Skelly, of Greensburg, expects to 
leave for California in a few days to 
look after his interest in an oil com- 
pany which has most of its stockholders 
in Greensburg. 

Mr. F. F. Fisk, salesman for the Buick 
& Sherwood plant of the Standard Sani- 
tary Mfg. Co., with main office at Phila- 
delphia, Pa., was called. to Pittsburg this 
week to attend the funeral of his father- 
in-law, Mr. Bishop. 


The Brighton Plumbing Co. have 
started in business, corner Brighton road 
and Brighton avenue. The firm is 
Thomas H. Durbin, president, John Ur- 
quhart, secretary and treasurer. They 
would like to receive catalogs. 


Albert G. Webb, representative of the 
Speakman Supply & Pipe Co., Wilmington, 
Del., was in Pittsburg this week solicit- 
ing orders for the specialties manufact- 
ured by his company. They are manu- 
facturing a very cleverly-designed and 
constructed shut-off and mixing valve 
combined for shower use. They alsu 
manufacture a very complete line of solid 
porcelain trimmings. 


Wells & Newton Co., of New York, will 
open a branch office in the Iron Exchange 
Building, and a shop at a location to be 
selected later. Their business here will 
be in charge of Mr. Mathews, who has 
had charge of this company’s work in 
Pittsburg for the past three years. They 
have just finished the plumbing in the 
New Nixon Theater and are now working 
on the Allegheny General Hospital. 
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A NEAT LITTLE MONTHLY CALENDAR 


One of the most attractive little ad- 
vertising arrangements which we have 
seen in some while is the calendar for 
March isssued by Walls & Pearsall, of 
Ridge and Hamilton streets, Philadelphia, 
Underneath the calendar part is de- 
tachable circular which explains the ad- 
vantages of the Walls & Pearsall sure 
seal adjustable clamp, which they claim 
to be a new article and one badly needed, 
We would suggest to our readers the ad- 
visability of writing to Walls & Pearsall 
for one of these hanging calendars, and, 
in addition to having a very neat little 
souvenir for the desk, they will be able 
to obtain information of the basin Clamp 
spoken of. ‘ 

OO FB 1 
PROMINENT SALESMAN IN THE WEST 

Nothing succeeds like success, and this 
is the reason why our friend, John af 
Quinn, salesman for the W. J. Scully Je 
tilator and Mfg. Co., of Detroit 


climbing. Mr. Quinn recently de 
his lecture on “The Scully St 
Waste” at the home of James H. Cru 
ex-president of the Michigan M™ 
Plumbers’ Association, and our 
has caught him in the act. 


PLUMBING LAW FOR INDIANAPOLIS — 

In the introduction to the annual r 
port of the Indianapolis, Ind., City Boar 
of Health, Dr. M. J. Spencer, city san 
tarian, calls attention to the necessi 
a sanitary plumbing ordinance. In his 
opinion a plumbing ordinance in accord- 
ance with modern plumbing ideas would 
contribute as much as anything else to 
the health of the city. 

In speaking of the water supply of In- 
dianapolis, the report says that it is sec- 
ond to that of no other city in the cou>- 
try. Contamination wherever found is 
not permanent as a general rule, but due 
to unusual conditions, just as at present, 
the thaw is causing water to carry ty- 
pnoid fever germs. 

4 <3 
A NOTICE TO THE TRADE 

We are informed by the United Brass 
Mfg. Co., of Cleveland, Ohio, that Mr. 
I. B. Pelton is no longer connected with 
that firm and has no authority to do any 
business or make any collections for 
them. 

2 ee 

The appearance of the plumber joke 
has not been noted as usual this winter. 
Too many jokesmiths’ water pipes frozen — 
up, probably. 7 
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FES penton tanec ane neln 


HE Master Plumbers’ Association of 
Cleveland has instituted a series 
of socials to be held at frequent 

intervals during the year, at which time 
the ladies are invited to be present. The 
first of the series was given Tuesday 
evening, March ist, at the rooms on the 
third floor of the Chamber of Commerce 
Building. It was a very delightful occa- 
sion. The assembly room was cleared for 
the evening and furnished with piano and 
card tables, arranged in a convenient 


Photograph of the Delegates to the Annual Convention of the Ohio Master Plumbers’ Association, Held at Toledo Ohio, February 9th and 10th. 


manner. The master plumbers, their 
wives and sweethearts began to arrive 
about seven o’clock and an hour of social 
intermingling was enjoyed. Music, vocal 
and instrumental, was furnished at fre- 
quent intervals during the evening by 
Theodore Oberle and Conrad Groeschel. 
At eight o’clock the Entertainment VUom- 
mittee invited the members and their 
guests to take seats at the card tables 
for progressive pedro. ‘Fifteen sets en- 
gaged in this part of the programme. 
The committee had prepared a very 
pleasant luncheon, which was served by 
Telling Brothers, caterers, at the close 
of the card contest. While supper was 
being served several selections were ren- 
dered by Mr. Oberle. 


eprint tape ten AAA Nepean 


The committee awarded the prizes as 
follows: Ladies’ prize, a back comb, Mrs. 
J. J. Comerford; gentlemen’s prize, gold 
cuff buttons, HE. H. Benhoff; consolation 
prize for ladies, Mrs. Edd R. Brewer; 
consolation prize for gentlemen, Peter 
Dunn. 

After supper the tables and chairs were 
quickly cleared away and the room pre- 
pared for dancing. The remainder of the 
evening until after midnight was replete 
with pleasure of a lively kind. The old- 


fashion quadrille was very popular, at 
which Mr. David H. Roberts and Mr. 
Frank Hilderbrand proved very proficient. 
They later gave an exhibition of the 
lovers’ waltz, cakewalk and other antics 
which made sport for the members. The 
evening was a most enjoyable occasion, 
and the members of the association are in- 
debted to the Entertainment Committee, 
Eb Ellen, Louis Poplowsky and Charles 
Seifried, for the very pleasant  pro- 
gramme. Those present were as follows: 
Mr. and Mrs. Damas Desnoyers, Mr. and 
Mrs. George Currie, Mr. and Mrs. John 
Kelly, Mr. and Mrs. L. W. Southam, Mr. 
and Mrs. Peter Dunn, Mr. and Mrs. H. E. 
Hill, Mr. and Mrs. J. J. Comerford, Mr. 
and Mrs. Henry Mans, Mr, and Mrs. E. H. 


P~) 


Benhoff, Mr. and Mrs. W. G. Southwell, 
Mr. and Mrs. W. C. Thomas, Mr. and Mrs. 
Joseph Winterbottom, Mr. and Mrs. 
Charles Seifried, Mr. and Mrs. G. J. 
Wherle, Mr. and Mrs. E. M. Jones, Mr. 
and Mrs. Louis Poplowsky, Mr. and Mrs. 
Frank C. Feller, Mr. and Mrs. W. C. Nor- 
ris, Mr. and Mrs. Frank Hilderbrand, 
Mr. and Mrs. Joseph Keiper, Mr. and Mrs. 
Horatio Sweesy, Mr. and Mrs. Edd R. 
Brewer, Mr. and Mrs. W. J. Warden, Mr. 
and Mrs. C. W. Herringshaw, Mr. and 


erererree 


Mrs. August Caleb, Mr. and Mrs. Frank 
M. Doutiel, Mr. and Mrs. Eb Ellen, Mr. 
and Mrs. Joseph Mustee, Mrs. John Leese, 
Mrs. J. M. Steigwald, Mrs. G. Alexander, 
mr, David H. Roberts, Mr. William Gould, 
Mr. Charles Strever, Mr. Samuel Bryar, 
Mr. R. F. McMahon. 


ECHOES OF THE CONVENTION 


“Did Poplowsky come with you?’ was 
a question often repeated to the members 
of the Cleveland delegation. An Ohio 
convention without Louis Poplowsky 
would not be complete. Mr. Poplowsky 
arrived late Monday evening and was 
warmly received by his many friends. 
His work in the State and National con- 
ventions for many years past has secur- 
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ed for him a warm place in the hearts of 
the master plumbers, who highly appreci- 
ate his worth to the trade and regret that 
his health will not permit him to con- 
tinue his usual activities. 


The Master Plumbers’ Association of 
Dayton sent the banner delegation to the 
convention. They came seventeen strong, 
headed by R. B. Moodie, E. E. Broadbent 
and J. L. Riley. Other members of the 
delegation were: Richard P. Ryder, Will- 
iam Haas, James Bolan, Philip Haas, 
George R. Manchester, Thomas Ford, W. 
J. Weber, E. F. Hamm, L. A. Scard, 
J. B. Ritchie. A special car brought the 
delegation to and from the convention. 


Everyone felt sorry for the member 


The Report Appeared in The February ISth Edition. 


from Columbus who lost his way in the 
Boody House, and by mis’ake tried to 
gain admittance to the bridal chamber, 
which was occupied Tuesday evening by 
a newly-married couple. 


The man from Uhrichsville, Ohio, A. 
W. Kwoczalla (that is the way he spells 
it on his business card), had the sym- 
pathy of the other delegates, but they 
were unable to tell him how sorry they 
felt for him for fear of hurting his feel- 
ings by mispronouncing his name. 


The temperature regulation for Mill 
street school, Cleveland, is being instal- 
led by the Johnson Service Company, for 
the sum of $875, 
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(Continued from Preceeding Page) 


M. G. Holbrook, steam and hot water 
heating contractor, The Arcade Building, 
has been awarded the contract for the 
steam heating for the new twenty suite 
apartment building for L. A. Stone, 
which is being erected on Dodge street, 
near Euclid avenue. 


William Wooster, of Wellsville, Ohio, 
has had an exceptionally busy winter, 
having installed hot water systems in 
three residences in Wellsville and two 
country residences. He installed the 
plumbing and heating and power plant 
for the Crystal Spring Ice Company and 
put in a filtration plant for the Crystal 
Spring Water Company, running a pipe 
line from the spring to the plant, about 
a quarter of a mile distant. Mr. Wooster 
looks for a large amount of building this 
year. A new hotel is to be built and 
about fifty new eight and ten-room houses 
will be put up. 


A. C. Eynon, a Prominent Plumber of Canton, O. 


After many meetings during the past 
three months, the Conference Committee 
of the Master Plumbers’ Association and 
the journeymen pumbers of Cleveland 
have reached an agreement on the ap- 
prenticeship question which has been ac- 
cepted by their organizations. During 
the past several years the plumbing shops 
in Cleveland have employed no appren- 


tices. The settlement of this question 
provides as follows: One helper for 
each shop regularly employing eight 


journeymen or more; a helper to. work 
for three years as an apprentice and one 
year as a junior plumber. An apprentice- 
ship committee consisting of three mem- 
bers from each organization will have 
jurisdiction over the helpers, whose duty 
it will be to examine applicants as to their 
capability, assign them to the different 
shops, and see to it that each helper 
serves his full time before being allowed 
to handle tools. The Master Plumbers’ 
Association will appoint its three mem- 
bers to this committee at an early date. 
It is hoped that the above arrangement, 
as a compromise agreement, will prove 
very satisfactory to both sides. 3 


John Leese, of the firm of Warden & 
Leese, Cleveland, went to Cincinnati 
with the Lake Erie Consistory the latter 
part of February to attend a gathering 
in that city. While in Cincinnati Mr. 
Leese called on several of his plumber 


friends. Ir. Leese reports that the labor 
troubles in .nat city have not been set- 
tled. From Cincinnati Mr. Leese made 
a trip to Johnson City, Tenn., where his 
firm is engaged on a large contract. The 
pleasant June weather of Tennessee had 
great attractions for Mr. Leese and he 
was loth to return to the cold winds from 
Lake Erie. ; 


R. E. Greene & Son, 573 Detroit street, 
have closed the contract for the plumbing 
in the new five-suit terrace to be erected 
on Detroit street by Capt. John Ward. 


Bl Vpn eetprrnmtypnornoclpnl 
Bowling in 
New York City 


At the tournament of the Plumbing and 
Steam Bowling League on the Monarch 
Alleys the games between the H. P. Read 
Lead Works and the C. 8S. Locke & Smith 
were postponed on account of the former 
being engaged moving their New York 
office. The team of the Ronalds & John- 
son Company failed to appear on March 
1 and forfeited games to the Colwell Lead 
Company team, which rolled 592, and the 
A. L. Perkins, which scored 719. In the 
next game between the Colwell Lead Com- 
pany and A. L. Perkins the former scored 
592 with an eight-pin handicap, totaled 
600, against 713 for the A. L. Perkins 
team. On March 3 the F. N. Du Bois 
& Co. team scored 644 with seven handi- 
cap, making a total of 651, to 702 for the 
Ashcroft Mfg. Co. The F. N. Du Bois 
team won the next game with a score of 
733 from the Metropolitan Supply Com- 
pany with a score of 699 plus 32. The 
Metropolitan Supply Company won the 
last game with a score of 693 plus 33, 
total 732, from the Ashcroft Mfg. Co. 
with a score of 725. 

On March 10 the first game rolled 
was between the John Simmons Com- 
pany team and the Metal Worker. The 
former scored 794 plus 25, total 819, and 
the Metal Worker 731. In the second 
game THE PLUMBERS’ TRADE JOURNAL 
score was 709 and the Metal Worker 683 
plus 34, total 717. The last contest was 
won by John Simmons with a score of 
711 plus 59, total 770, against THE 
PLUMBERS’ TRADE JOURNAL 698. 


BOWLING IN PHILADELPHIA 


Owing to the absence of several mem- 
bers of the teams, no games were playéd 
on Washington’s birthday. The follow- 
ing is the score for the games rolled Feb- 
ruary 29: McCambridge First lost all 
three games to the Salesmen. The scores 
were: Salesmen, 772, 846 and 784; Mc- 
Cambridge, 763, 754, 647. Walls & Pear- 
sall won three from Ronalds & Johnson. 
Scores were: Walls & Pearsall, 751, 777 
and 666; R. & J., 617, 618, 520. McCam- 
bridge second took three from Fleck 
Bros., whose scores were 552, 489 and 641, 
and McCambridge score, 567, 646 and 7238. 
The Perkes team won two out of three 
from Froelich. Scores: Froelich, 695, 
772 and 770; Perkes, 749, 608, 703. Haines, 
Jones & Cadbury team won three straight 
from Jenkins. Scores: Jenkins Bros., 
632, 752 and 670, and H., J. & OG, Co., 
813, 770 and 685, 
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THE MICHIGAN STATE ASSOCIATION 


HE twelfth annual convention of 

i the Michigan State Association 

of Master Plumbers met on 

the morning of the 25th ult. at 

Odd Fellows Hall, South Frank- 
lin street, Saginaw. A goodly number of 
the delegates arrived on the previous 
evening and thronged the corridors of 
the Hotel Vincent, the headquarters of 
the convention, where they spent the time 
pleasantly in greeting old acquaintances 
and forming new ones. But the old- 
timers sought their beds at an early hour 
for they knew, or at least they thought 
they knew, that they would be rudely 
awakened from their early morning 
slumbers by the noisy buzzing of the 
countless sawmills that they in their 
blissful ignorance imagined the town was 
composed of. But they slept on with nary 
a buzz to disturb them, and awoke to the 
fact that the Saginaw of their school days 
which their geography stated was “noted 
as the greatest lumber district in the 
United States and devoted exclusively to 
that commodity,” had been transformed 
into the second commercial city of the 
State, which proudly boasts of a popula- 
tion of 80,000 people who are supported 
by two hundred and fifty manufacturing 
industries. 

At precisely 10 o’clock President Mor- 
gan called the convention to order and 
appointed John Ahern of Saginaw ser- 
geant-at-arms. Mayor Baum, of Saginaw, 
arrived at this juncture and was intro- 
duced to President Morgan who in turn 
introduced the Mayor to the convention. 
The Mayor was in fine form and gave 
the boys a rousing welcome. He said 
in part that he knew the plumbers were 
bashful men, and that they would hardly 
dare to make themselves at home in Sag- 
inaw without some official intimation, and 
he was present for that purpose. He 
knew his town pretty well, and he was 
confident it would give the plumbers a 
hearty welcome. Saginaw had a day 
when it actually existed without plumb- 
ers, but that day had passed and the city 
now had many residents belonging to this 
useful and mighty fraternity. He could 
assure them the freedom of the city, and 
that they would be well looked after 
while here. He also urged them to take 
a look about them and they would find 
it very interesting to visit the various 
industrial establishments of the city and 
note its astonishing progress and develop- 
ment since it last had the honor of en- 
tertaining the association some five years 
ago. 

The Mayor’s remarks were heartily re- 
ceived and President Morgan acknowl- 
edged the compliment paid to the associa- 
tion. 

The convention then went into execu- 
tive session for the remainder of the 
morning. 

The convention reassembled at 2 
o’clock, and President Morgan called on 
the Credential committee for their re- 
port. The committee, which was com- 
posed of W. A. Decker, of Grand Rapids; 
Samuel Graham, of Detroit, and E. BE. 
Scott, of Saginaw, reported that owing to 
an oversight on the part of some of the 
locals a number of the members present 
had not been accredited to act as dele- 
gates. After some discussion it was 
voted to give all members present the 


privilege of the floor, thus enrolling the 
as delegates. The committee repori: 
the following delegates present: 

Algonac.—H. B. Gunnis. <a 

Ann Arbor.—Hutzel & Co., Kenney & Qui 
lin. 

Battle Creek.—J. O: Galloup. 3 

Bay City.—Geo. H. Burge, Fred ¢. Pin: 
Geo. F. Phippen, T. EB. Smith, Sullivan Pim 
ing & Heating Co., A. Walther, 

Detroit.—A. W. Barbier, W. T. Blum, No 
man Boosey, Wm. Gourlay, Jr., Samuel Gr, 
ham, B. Guiney, A. Hassig & Bro., Prank } 
Kenney, J. J. G. Kramer, Charles Kujaith, | 
B. Lee, McLeod & Plath, S. H. Morgan, 0'Co, 
nor Bros., Schwartz Bros., C. P. Metze, Barnes 
Venn, Frank Walsh, Webster, Hatrogan & Reji 
Paul Wenzall, Ernest Wenzell, Ott A. Wurm, ; 
Zerga, Geo. T. Gray. 

Flint.—A. A. Riggs. 

Grand Rapids.—Barnett, Richards & Ke 
nen, H. Bouma, Wm. A. Decker, Denison | 
Dykema, Hunt & Youngs, Muir Plumbing (Co 
Benj. Powers, Quain & Swart, Sproul & M 
Gurrin, Geo. Thompson, J. J. Van Derme: 
Van Rossum Bros., Weahherly & Pulte, Work 
man & Co., F. G. Hatch. ( 

Holland.—Kantef & Stantart, J. Van Land 
gend & Son, M. Whitvliet. ; 

Jackson.—J. H. Mahoney, Richards, Hacket 
& Murry. 

Kalamazoo.—Wheeler & Pitkin. 

Lansing.—Shields & Leadley. 

Manistee.—Lloyd & Smith. - 

Mt. Clemens.—Glover & Ferrin, R. ¢. Uli 
rich. , 

Owosso.—A. F. Hollis. ; 

Pontiac.—Joseph Cooper, L. J. Holser, R. M 
Todd. 

Port Huron.—Richardson Baker & Co., Wat 
son Bros. i 

Saginaw.—John Ahern, H. L. Bridgman 
Brown Bros., Brown & McKenzie, James Con 
non, H. T. Ford, J. H. Johnson & Co.. W. C 
Richter, ©. BE. Scott, Stein & Block, Taub & Co. 
R. Weston. F 

Saulte Ste. Marie.—T. W. Logan. ; 

The report of President Morgan was 
read in executive session, and was a: 


follows. 


PRESIDENT Morcan’s REPORT. — 
To the Michigan State Association of Maste1 
Plumbers : ‘ 

Dear Brothers: Your president begs to sub 
mit the following report for the past year. 

In accordance with resolutions passed at om 
convention in Grand Rapids last February, clr: 
cular letters were sent out to the different 
members throughout the State requesting 2 
complete list of all master plumbers within a 
radius of 25 miles of them. This resulted in 
securing quite a large list of prospective mem- 
bers. Correspondence was opened with each 
one whose name had been thus recetved and 
followed up very closely, and together with 
other efforts resulted in a net gain of 67 
members. My last report showed 278 mem- 
hers on our books, of which 118 were in Detroit. 
At present we have a membership of 124 In 
Detroit, and in the balance of the State 221, 
making a total of 8345 members. os 

The expense incurred In securing members 
has been very light during this year in com- 
parison with what it has been in some pre- 
vious years on acconnt of not sending out an 
organizer. As the territory generally becomes 
well organized, it is the more difficult to han- 
dle through an organizer, as the expense is so 
great in comparison to the number of appli- 
cations secured, yet I believe the entire State 
should be visited at least once a year by 4 
z00d man who could not only secure additions 
to our membership, but who could also inform 
our members of what is being done and ald in 
keeping them in touch with the work. Much 
work of the executive office is In keeping our 
members posted and looking after those who 
through carelessness or some other cause 40 
not keep in touch with what we are doing, and 
consequently do not even pay up their dues. 
T find in almost every case where 2 member 
allows his dues to run behind, it is from one 
of the above causes, and is rarely a member 
who has attended our State convention or who 
has kept fn touch with our work in other 
wavs. ’ 

The total receipts of the office has heen more 
than that cf any previous year, and ha cs 
sulted {n the accumulating of a hey ie 
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valance im our treasury as will be shown 
yy the treasurer’s books. 

As for the large initiation fee being a help 
n retaining our members through the giving 
‘{ a membership monetary value, 1 am also 
mable to answer, but my personal opinion is 
chat it would not. 1am in tavor of a nominal 
nitiation fee and dues calculated to meet 
uny reasonable expense the oflice might be 
ralled upon to incur, and no more. We have 
sufficient amount of money on hand to meet 
my ordinary contingency and it need not be 
‘urther augmented. 

‘During the past few years organizations 
aave multiplied of all kinds and for all pur- 
yoses. Many of these have proven of untold 
senefit to their members. I am glad to be 
able to say that our National Association 
stands among the oldest and also one of the 
vest, if not the best, among all that have been 
organized for the promotion of any line of 
vusiness in this country. We as members or 
as a branch of this organization do not always 
appreciate what our organizatons have done 
and are doing now for the business in which 
we are engaged, but we have to only look 
around to see that the plumbing business of 
the country has a protection thrown around it 
that no other business has of any kind. Why 
then, you say, are we not enabled to carry on 
our business more successfully? Why are 
there not more of our members who secure a 
competence and retire from active work as in 
the other lines? ‘This can be answered only 
by looking squarely at the facts. My expe- 
rience has been that we depend too much on 
our organization, expecting it to be a panacea 
for all our faults, whereas it cannot protect us 
from a policy of cutting prices or any other 
of the many evils which creep into our busi- 
ness. Our organization gives us a basis to 
work upon, and if we build up from this plan, 
by endeavoring to place ourselves upon the 
highest level among business men generally, 
instead of being content with having a little 
shop around the corner. By getting acquaint- 
ed with our competitors and instead of cutting 
under all legitimate prices in order to secure 
a job, just put in a fair price, it will not be 
long until your bank account will have in- 
creased; you will have a far different opinion 
of your competitor and will then appreciate 
to the fullest extent what the association has 
done for the plumbing business of the country 
and our State in particular. 

The motto of our organization among mem- 
bers should be “loyalty.’”’ This word should 
be ever before us. 

Our State stands well up in the front in re- 
gard to the number of new members received 
during the past two years, but there is much 
work yet to be done. There are many large 
towns and cities where we have no members 
or only a small percentage of those in the 
plumbing business are members. A strong for- 
ward movement is necessary if these fields 
are to be won and the already secured held in 
line. 

The correspondence of the executive office 
is growing very rapidly and will continue to 
do so if the work is pushed as it should be. 
On this account the president for the coming 
year should be a man who is not only capable 
but willing to devote a large amount of his 
time to the duties of the office. The success 
of the organization depends to a very large 
degree on the work of the executive office. 
Your officers, however, may be ever so efficient 
and push the work as hard as they may, you 
must each and every one co-operate with them 
and with one another if you expect the best 
results. Much good has resulted from the 
assistance of members during the past year in 
securing lists of non-members and I believe this 
method of securing members can be carried 
out with much better results in the future than 
in the past. 

I desire to thank the members for their co- 
operation, and assistance during my term of of- 
fice and for the many courtesies extended to 
me as your executive officer. 

The Auditing Committee, composed of 
O. P. Workman, John G. Kramer, and J. 
H. Johnson, reported the finances of the 
association safe and in good condition. 

The reports of the Sanitary and Ap- 
prenticeship committees were read in 
executive session and were well received. 
The Apprenticeship Committee heartily 
endorsed the San Francisco paper on 
that subject. 

A communication was received from 


National President Hornbrook who re- 


gretted that he was unable to be with the 
boys on this occasion. He complimented 
President Morgan and the Michigan 
plumbers on their fealty to association 
principles. He also submitted a list of 
firms that have long been out of the fold, 
but who were now in accord with the 
national agreement. They consisted of 
Crane Company, of Chicago, and 
branches; Peck Bros. & Co., of New 
Haven, Conn., and branches; the Henry 
Huber Company, of New York, and 
branches; Spence Manufacturing Com- 
pany, of Milwaukee, and the Horrigan 
Supply Company, of St. Joseph, Mich. 

The morning session of the last day 
was called to order promptly at 10 o’clock 
and went immediately into executive ses- 
sion which lasted about an hour, and 
the convention then proceeded with the 
election of officers, which resulted as fol- 
lows: 


President—O. P. Workman, of Grand Rapids. 

Vice-President—Thomas H. Ford, of Sagi- 
naw. 

Secretary—Wm. H. Decker, of Grand Rapids. 

Treasurer—John A. Wheeler, of Kalamazoo. 

Delegate to National Convention—C. P. 
Tietze, of Detroit. 

A vote of thanks was given to the re- 


tiring officers, the trade press and to the 
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Saginaw people for the generous hos- 
pitality extended to the visiting dele- 
gates. 

The incoming president, Mr. Workman, 
appointed the following committees to 
serve during the coming year: 

Alternate—M. B. O’Connor, of Detroit. 

Pxecutive Committee—F. E. Pulte, of Grand 
Rapids, C. P. Tietze, of Detroit and G. A. Rich- 
ards, of Grand Rapids. 

Sanitary Committee—L. G. Smith, of Manis- 
tee; G. A. Van Landegen, of Holland; F. E. 
Logan, of Saulte Ste. Marie, W. S. Denison, of 
Grand Rapids; Robert Watson, of Port Huron. 

Legislative Committee—S. H. Avery, of 
Jackson; BE. M. Harrigan, of Detroit; J. O. 
Galoup, of Battle Creek; W. T. McGurrin, of 
Grand Rapids, and Thomas J. Shields, of Lan- 
sing. 

Apprenticeship Committee—B. BH. Scott, of 
Saginaw; Andrew Muir, of Grand Rapids, and 

Mr. Parlan, on behalf of the Detroit 
local, extended an invitation to the dele- 
gates to accept the hospitalities of that 
city next year, which was accepted, and 
the next convention will be held at De- 
troit. 


O. P. Workman, President of The Michigan State Association of Master Plumbers 


The convention then adjourned sine 
die. 

THE BANQUET. 

On the evening of the 23d the annual 
banquet of the association took place at 
New Armory Hall on North Franklin 
street. It was an elaborate affair and the 
local boys have no kick coming when they 
settle with Messrs. McCarthey & Masker, 
caterers to the successful occasion. The 
tables were tastefully decorated and be- 
hind a forest of palms Botch’s orchestra 
dispensed both classical and topical airs 
during the courses. There was no cessa- 
tion in the music, for the committee had 
secured the celebrated Eureka Quartette 
to fill in the intervals made by the 
orchestra. The quartette caught on with 
the boys at once with their vocal and in- 
strumental rag-time, and, to use an old 
expression, they simply beat the band. 
Previous to the absorption of the good 
things that lay within the reach of the 
plumbers, Toastmaster C. J. Reynick, 


Esq., rapped the assembly to order and 
informed them that a representative of 
the representative paper of the plumbers, 
Tur PLUMBERS’ TRADE JOURNAL, wished 
them to look pleasant so that he coula 
carry their photo back with him to New 


York. 
the boys turned their attention to the 


It was all over in a minute, and 


tempting viands placed before them. 
After cigars were lighted, Toastmaster 
Reynick was introduced by President 
Morgan. Mr. Reynick is a lawyer, and is 
well up in his profession. Many were 
the bon mots distributed by the Toast- 
master to the members, and each and 
every one, metaphorically speaking, re- 
ceived a dig in the ribs before being called 
on to respond. 

One of the first speakers called on was 
BH. M. Harrigan, of Detroit. Mr. Harrigan 
claimed that he was no speechmaker, but 
he must have been misinformed, for he 
made a good one on association affairs 
and made a strong plea for better sani- 
tary laws, stating that the plumber was 
the mainstay of the community and that 
the public reaped the benefits that accrue 
through good sanitary laws. 

Robert Weiner was called on for a 
song, and responded with a German bal- 
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lad that sounded to our uneducated ears 
like “Some Schmidt.” Nevertheless, it 
brought down the house, and Robert was 
pronounced a Bird by the entire assem- 
bly. 

Col. John A. Wheeler, of Kalamazoo, 
was next introduced as the man that rep- 
resented the city of Baptist churches, 
sanitariums and insane asylums. But 
John had performed the disappearing act, 
and a diligent search under the tables 
failed to find him and the boys were 
forced to forego the pleasure of listening 
to the flow of eloquence for which the 
Colonel is noted. 

Sam Graham, of Detroit, like all good 
things at a feast, was reserved for the 
last, and when the Toastmaster an- 
nounced that Sam would regale the boys 
with a song the applause that followed 
the announcement rattled the chandeliers 
with such force that the accumulation of 
dust perched thereon enveloped the ban- 
quet like an Arkansas fog. Sam grac- 
iously acknowledged the compliment paid 
him and stated that he would endeavor 
to sing “When You’ve Got the Money.” 
It was a pathetic song, and Sam was 
nearly overcome with emotion during the 
rendering. By a strange coincidence 
when Sam reached the fifth line in each 
verse he lost—not his money—his voice. 
He encored with “Glorious Beer,’ which 
was acted out in such a realistic and im- 
pressive manner that at its conclusion 
the air was full of fingers. 


Frank E. Pulte, of Grand Rapids, came 
well prepared and carried a lengthy 
speech in his pocket, but when called on 
he became so embarrassed that he 
launched forth in a post-prandel talk on 
the beauties of Saginaw and her women. 
He said that this was his first trip to 
Saginaw in a great many years, and when 
he arrived on the previous night he ex- 
pected to find nothing but logs and saw- 
dust. (Some of the boys were uncharit- 
able enough to insinuate that Frank 
came to Saginaw with the intention of 
getting into the game.) But he was 
agreeably disappointed and was pleased 
to find, not the sawdust, but the most 
beautiful women that it has ever been his 
good fortune to meet. Frank said that 
he would put the speech he did not use on 
ice for next year. 

C. P. Tietze, of Detroit, told the boys 
a story of a poor young plumber who 
was afflicted with an impediment in his 
speech, and how hard luck followed him 
from one stage to another until, owing 
to his inability to converse fluently with- 
out stuttering, was obliged to give up 
the company of the girl he loved and 
who, through some misunderstanding on 
her part, eventually put him out of busi- 
ness. There was not a dry eye in the 
room at the conclusion of the story. 

T. W. Wertin spoke on the subject of 
trusts and scouted the idea that plumbers 
were in favor of them. The plumbers 
simply got together to protect themselves 
and the public. He showed the evil that 
would exist if everybody could go out and 
purchase plumbing goods, and that if the 
public could only realize the good that 
the plumbers were doing them they would 
glorify them. 

At the conclusion of the speeches the 
orchestra struck up “Auld Lang Syne,’ 
in which the entire assembly joined, and 
the boys wended their way to their sev- 
eral hotels well pleased with the enter- 
tainment provided for them by the Sag- 
inaw Local. 


_ 
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THE PUMP MADE BY MR. YOUNG. 

A very interesting relic of the good old 
days when the plumber fashioned his 
own work and beat them up out of the 
metal by hand was brought into the con- 
vention hall on Wednesday, and which 
aroused the curiosity of the younger gen- 
eration, consisted of a local pump which 
was recently made by the late John 
Young, of Bay City, a cut of which we 
reproduce on this page. Mr. Young fin- 
ished this pump about a month previous 
to his death and was therefore compelled 
to forego the pleasure of taking the pump 
in person to the twelfth convention and 
instructing the boys in the art of lead 
working as he had intended to do if he 
had been spared. As old age had un- 
fitted Mr. Young to continue at work in 
his profession, and being encumbered by 
an invalid son, it was originally intended 
to have a drawing for the pump, the 
tickets to be distributed among the mas- 
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ter plumbers of the State at one dollar 
each, and the proceeds of same to be de- 
voted to the maintenance of Mr. Young 
in his declining years. But death caused 
the abandonment of this plan, and the 
State Association by an unanimous vote 
ordered that the sum of $100 be paid for 
the pump and the money placed in the 
hands of a committee to be used for the 
benefit of the invalid son. It was further 
voted that the pump be placed in the 
State Museum at Lansing, and a com- 
mittee was appointed to furnish an ap- 
propriate inscription for same. The 
pump is an exact reproduction of those 
made and installed by Mr. Young sixty 
years ago. ‘“‘These were the good old 
days,” said Frank Walsh, of Detroit, who 
is still a young man at sixty, “when a 
plumber was a plumber, not only in name 
but in reality, and when you wanted a 
service box or a trap you couldn’t send 


the boy down to the supply house after 
it, but had to waltz right up to the bench 
and beat it out.” The handiwork of Mr. 
Young will remain as a monument to the 
skill and genius of a man who will go 
down to posterity in his own State as one 
revered by all who came in contact with 
him. Mr. Young. died at the ripe old age 
of 75 years. 


NOTES. 

The committee appointed by the Sag- 
inaw local to entertain the visiting 
plumbers consisted of the following mem- 
bers: 

Hall—Robert Stein and Fred Brown. 

Invitations—William Brown and Thos. 
Ford. 


Banquet—J. H. Jolinson, John Ahern, 
and B®. E. Scott. 


The Watson Bros., of Port Huron, are 
two hustlers from way-back, and have 
one of the finest appointed shops in their 
city. There is nothing too large for 
them to handle. They were delegates to 
the convention. 


William McDonald, of the Automatic 
Heating Company of Detroit, was a guest 
of the association at the banquet. William 
makes a specialty of the Paul System of 
heating. 

M. Witvliet, of Holland, made quite a 
hit on the passes that he distributed 
among the boys, which shows that he is 
wide-awake and believes in the efficacy 
of publicity. 

Samuel Smith, of the Kellogg-Mackay- 
Cameron Company, was given the glad 
hand by the boys, and it was a good, 
honest grip at that. Sam doesn’t have to 
carry any cards to introduce himself, 
for if there is anybody that don’t know 
Sam he must have recently glided into 
the profession. 


The following is a note that was 
pushed under the door of the JOURNAL 
man’s apartments, probably by mistake: 
“Friend George— 


“Beware of Decker or he will get your 
money. Remember he is a plumber, or 
in other words, a grafter. 

“Yours, “C; J. We” 


We could not find the owner of the 
note, but this will serve as a reminder 
for George to keep his eyes open in the 
future. ‘ 

President Morgan received a telegram 
from State Secretary W. I. Bolt, of De- 
troit, stating that he was detained at 
home on account of sickness. George T. 
Gray, of Detroit, was appointed secretary 
pro tem and showed his ability to fill the 
position in a satisfactory manner. 


Colonel J. A. Wheeler, of Kalamazoo, 
is very popular with the boys. His lec- 
ture photos showing the “Frunt View,’ 
were in great demand. 


Gen. W. T. McGurrin, of Grand Rapids, 
was much disappointed at not being able 
to attend the convention, as he was con- 
fined to his house by sickness. The Gen- 
eral always makes it a point to be with 
the boys on these occasions, and was sad- 
ly missed. His partner, Mr. Sproul, was 
on hand though. 


Alexander, of Ben Hur fame, was 
at the convention and was ready to enter- 
tain the boys with a good story at any 
old time. By the way, when you meet 
him again ask him to tell you about his 
trip to the Lakes of Killarney. He knows 
all about horses, you know. 
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F the many conventions that 
were held this year within 
the boundaries of the original 
Louisiana Purchase, no more 
appropriate selection could 

have been made by the Indiana State 
association than to hold their meeting on 
the ground that has been the scene of 
so many historical events. Terre Haute, 
though lying outside of the belt, has 
been a silent witness of many a conflict 
between the Indians and the whites dur- 
ing the English and French wars, and 
the headstones in the little Indian ceme- 
tery that is situated in the very heart of 
this city causes the stranger to wonder 
what it is all about. He is quickly put 
to rights by the ever-ready citizen, who 
tells him the pretty legend of the Semi- 
nole brave and his white wife and babe 
who lie beneath the stones, who were in- 
separable in life, united in death, and 
who winged their flight to the nappy 
Hunting Grounds clasped in each others 
arms. 

The. delegates began to arrive in the 
early evening of the 7th, and each train 
continued to discharge its quota of hu- 
man freight until 12.30 on the morning 
of the 8th. Fort Wayne boys, with a 
full contingent, brought up the rear. 
The evening of the 7th was spent by the 
early arrivals in discussing the affairs 
of the association and listening to the 
droll yarns of Olie Oleson, of Alexandria, 
as he spun them out eighteen karets fine, 
with nary a break in the web. 

On the morning of the 8th the boys 
were early astir and were soon out in 
the morning air inflating their lungs with 
the health-inspiring ozone that Dame 
Nature had so plentifully dished up for 
them as an appetizer for their constitu- 
tional meal. 

It was a beautiful day, soft and spring- 
like, and the few stray blue birds that 
had evidently been feeling their way 
north for some time flew hither and 
thither, sweetly piping their little lay to 
the denizens of Terre Haute, as if wish- 
ing to impress upon their minds that 
they were the harbingers of spring. 

At 10 o’clock the delegates wended 
their way to the city hall, where the 
council chamber had been set apart for 
the exclusive use of the plumbers during 
their stay. 


It was no small degree of pride 
that President Feaney felt as he arose 
and gazed into the faces of one hundred 
and fifty of the most representative 
plumbers of Indiana, and rapped them to 
order. With a few preliminary remarks 
the president introduced Andrew Bergert, 
president of the local, who in turn pre- 
sented Mayor H. C. Steeg, who handed 
a big wooden key over to the boys and 
welcomed them as follows: 

“As Mayor of the City I take pleasure in 
welcoming you to Terre Haute, and I hope you 
will derive as great pleasures from your stay 
here as we will from having you. 

“It is seldom anyone stops to think how 
much the health of our cities depends upon 
the skill and honesty of the Master Plumbers. 
The health of any quickly populated commun- 
ity hinges upon the excellence of the water 
supply the plumbing and the sewer system, 
and poor and incompetent plumbing can off- 
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set the advantage of perfect water Supply and 
sewer system. 

President Freaney responded to the 
mayor’s hospitable welcome precisely as 
follows: 

“Mr. Mayor, as President of the State As. 
sociation of the Master Plumbers: I want to 
thank you for your kindly welcome to this con- 
vention and I want to say that it gives us a 
great deal of pleasure to be with the citizens 
of Terre Haute at this time and to hold our 
convention here, especially for the reason that 
you have shown a disposition, which cities of 
more pretensions in the State have not shown, 
to enact laws in the interests of sanitation 
and in the interests of your citizens, as wel] 
as in the interests of the plumbers engaged in 
the plumbing business in your city, I want to 
congratulate you and I want to thank the 
Mayor for the efforts that he made and the as- 
sistance that he gave the local association of 
Terre Haute in having enacted a plumbing 
ordinance looking to the betterment of the 
conditions in relation to sewers and the in- 
stallment of plumbing in this city. It is a 
well-known fact that one of the most important 
things that local communities haye to deal 
with at the present time is the installment of 
sanitation, and, as I said before, it is with a 
great deal of pleasure that we meet in a city 
like Terre Haute, that by example and by en- 
actment shows that it is up-to-date in this 
very important matter of sanitation. 

In appointing the sergeant-at-arms, tne 
president said that it was customary to 
select the handsomest man in the con- 
vention to fill that position, and would 
therefore appoint John Freitag, of Terre 
Haute. The following were appointed to 
serve on the Credential Committee: W. 
W. Wilcox, chairman, of Indiapapolis; 
George B. Wallace, of Lafayette, and 
Henry Rolf, of Fort Wayne. 

The first order of business at the after- 
noon session was the report of the Cre- 
dential Committee. The following mem- 
bers were found to be present: 

Alexandria—HErnest Leeson; Anderson—W. 
H. Powell; Bedford—John V. Strout, ©. G. 
Malott, James Bell; Bloomington—J. B. 
Strong; Bluffton—Wm. Kerfrot; Brazil—oO. C. 
Hawkins, Wm. M. Shaw; Blkhart—F. L. Mar- 
chesseau; Evansville—S. A. Schmidt, Chas. 
Wahnseidler, Chas. Saberton, H. G. Newman, 
Paul Mursinna, Benj. Newman, John Wahn- 
seidler, Fred. Dryer, Chas. Krausin, Jno. 
Shafer, Wm. Brown; Fairmont—EHdward M. 
Miller; Ft. Wayne—B. E. Hatterley, M. J. 
Lordie, Albert Tompkins, Chas. G. Fox, Her- 
man L. Relf, Emmett Martin, Robt. Spice, M. 
I’, Noll, F. J. Zimmerly, Frank Weaver, Jno. 
O’Rourke, Wm. Grosvenor, H. F. Franke; 
Greensburg—N. A. Watson, Jas. A. Spilman, 
C. B. Corbett ; Indianapolis—Chas. Aneshaensel, 
B. Gundlefinger, J. F. Haslinger, C. R. Winter, 
R. H. Veach, L. V. Prinzler, Geo, A. Geis, J. 
D. McGauley, C. A. Johnson, Jno, G. Dunn, 
H. F. Kester, J. J. Diggle, Jos. G. Hayes, F. 
F. Gates, W. T. Tuoney, Jr., Jas. M. Healy, 
Oscat Herman, W. W. Wilcox, J. D. Irwin, G. 
I’. Kirkhoff, A. . Gerilch, EB. A. Strong, Chas. 


Holtman; Kokomo—A. CC. Bennett; Lake 
County Association—F, J. Laverty, James 
Clemens; Lafayette— Gons, A. B. 


Werkhoff, Ed. Gallagher, G. B. Wallace, A. RB. 
Smith, W. W. Lane; Linton—Linton Plumb- 
ing Company, Hartley, Prop.; ~ Chap- 
man; Logansport—Wm. Whitehead, Jno. Hol- 
land, J. H. Roadiver, G. H. Asire; New Castle 
—wW. D. Jennings; Michigan City—Geo. Stai- 
ger; La Porte—Paul Dolan; Montpelier—C. H 
Chaney,; Marion—M. {[. Hegarthy; Mount 
Vernon—Clem Schenk, H. G. Hering; Muncie 
—Jas. P. Dragoo, Earl L. Clevenger, J. A. 
Gallivan, R. I. Hoyt, H. H. Highlands, J. B 
Jones, C. W. Lore, F. W. Stauf, Philip Stauf, 
Bert White; Portland—W. D. Yount; Rich- 
mond—Wm. H. Meerhoff, Wm. Waking, H. H. 
Craighead; Seymour—A. C. Curtis; South 
Bend—Hdward Weaver, R. T. Miller, Jas. As- 
lin, D. Westbury; Terre Haute—A. 0, Toelee, 
A. Burget, A. F. Galliger, A. Prox, Fred Arleth, 
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o. Burget, D. W. Walson’s Sons Company, 
rtag & Winhart ; Tipton—S. L. Ulrich; Van 
iren—L. H. Miller; Wabash—Fred. Hips- 
ad, Carl Haupt. 

President Freaney then submitted his 
port, which was heartily received and 
yplauded. 

‘Secretary Hays read his report, which 
cowed an increase in membership of 
renty-one, with a total of 288. Treas- 
‘er Aneshaensel’s report showed that 
e finances of the association were in 
flourishing condition. 

A vote of thanks was extended the of- 
‘ers at the conclusion of their reports. 
The Executive Committee report was 
ad in executive session. The Appren- 
ceship Committee’s report was the 
atch that set fire to the convention. 
he convention in open session threw 
ywn the gauntlet and proclaimed to the 
umbing world that Indiana would cut 
it the work so that the other States 
ight follow. 

It was during the heat of the argu- 
ent when President Freaney took the 
yor and scathingly arraigned the unions, 
1at the pulse of the convention was felt, 
1d at the conclusion of his remarks the 
mvention fairly went wild. 

The Apprenticeship Committee re- 


orted as follows: 

o the Officers and Members of the Indiana 
State Association of Master Plumbers: 
Gentlemen: Your Apprenticeship Committee 
ould respectfully report that we have made 
me effort to obtain the views of the mem- 
rs of the different cities and towns through- 
it the State and deduct from the informa- 
on received that during the year 1903 we were 
1 more or less hampered in securing the num- 
1 of skilled plumbers required to do our 
ork and, therefore, your committee attributed 
to the curtailing of the apprentice. We feel 
1e subject is worthy of consideration and the 
roblem a very knotty one and would recom- 
end that our members be more careful in 
ie selection of a boy chosen for an appren- 
ce. Let our members realize that when we 
scept a boy to learn the trade, we have un- 
ortaken a contract and that we are in debt 
» the boy. It should be our duty to see first 
* all that he has the necessary qualifications 
» become a plumber. This is important in 
ore ways than one. He should have a good 
ymmon school education, would be sound of 
ind and body, truthful and honest and have 
desire to become a plumber. This boy should 
> tried, and if he is deficient in any of the 
yove requirements, how much better for the 
yy and others that he should be dismissed and 
ot robbed of his time, and that he be given an 
»portunity to accept something which is more 
) his calling. Again we find that often the 
kely boy, after having two or three years at 
1e trade, is imposed upon by an unscrupulous 
erchant, who seeing nothing but the dollar 
head, will induce the boy to quit his employer 
nd accept a position with him, thereby de- 
roying his future. This we find is one of 
1e curses to the trade, as it is now impossi- 
e to bring the young man to the state of per- 
‘ction which is desired, for the reason that 
1e boy loses the opportunity of his life, as 
2 rarely ever gets the second master who will 
iow the same interest in his progess that his 
rst master did. If we have a boy qualified to 
ake a mechanic it is the duty of the member 
» see that when his time is served he is a 
orkman of whom we may all be proud. This 
imnot be accomplished by turning the boy 
se in your shop or by driving your horse. 
e must have your constant care and advise; 
e that the proper literature is placed in his 
ands and insist upon him reading it. If this 
»licy be pursued, no member of our associa- 
on will take more apprentices into his em- 
loy than he is capable of handling; therefore, 
would not be necessary and your committee 
innot recommend any restrictions in the em- 

loyment of the apprentice. 

Respectfully, 
Byron E. HArtersiey, 
- W. J. ZIMMERLy, ~ 

The following is a verbatim report of 
1e discussion on the apprenticeship 
uestion: 

President Freaney : Now, gentlemen, I intend- 


ed to say after the motion was carried in ac- 
cepting the report of the Apprenticeship Com- 
mittee that if there was anyone here in this 
convention who had any views to express on 
the question that it would be a good time to do 
so now. The apprenticeship question is a 
question that is in a very bad condition. Ina 
great many places there is no such thing as an 
apprenticeship system, where boys are taken 
in, and there are no conditions imposed, and 
we are rapidly drifting into a place where we 
won’t be in a position to educate our boys as 
we should. It seems to me that this conven- 
tion as a whole should devote some attention to 
the matter. To my mind it is a very important 
matter, bearing on the future prosperity and 
success of our trade. I know that some of the 
members here—some of the older members who 
have attended these conventions—have gotten 
into the habit of hearing these reports read, and 
the reports are accepted and made a part of 
the proceedings of the convention, and that is 
the end of it. Now I know there are a number 
of gentlemen here who have given this matter a 
great deal of thought, and I would like very 
much to hear from them on this question of 
apprenticeship. 

Mr. Vearch, of Indianapolis: Mr. President, 
I move that this question be taken up in ex- 
ecutive session. I think that this is a ques- 
tion that should be given serious thought at 
this convention, and something that I think 
should not be given to the outside world ex- 
actly, and something that requires very seri- 
ous thought; being a mechanic myself and 
having turned out several, I think I am in a 
position to speak on that question, but under 
the circumstances, there are some things I 
think it would be better to take up in execu- 
tive session, 

President Freaney: The Chair has no ob- 
jection to taking it up in executive session, but 


I want to take exception to the statement made ~ 


to the effect that here are some hings in con- 
nection with the subject that it would not be 
advisable to discuss publicly. I do not agree 
with the gentleman because I think the public 
—parents of children—are as interested in this 
question as we are. I do not think we have 
anything to conceal. As mechanics, we ought 
not to bar any boy from the privilege of learn- 
ing the trade if he desires; however, I do 
not want to precipitate any discussion, and 
we will consider the motion that it be taken up 
in executive session. 


Mr. Healey, of Indianapolis: I do not under- 
stand Mr. Veach’s motive in wanting a matter 
of that kind, which is a public matter, brought 
up in executive session; it is heard of in na- 
tional and state conventions, as far as my 
observation goes. It is a question that is 
necessarily a public question and should be 
given the fullest possible publicity, in fact. I 
really, for one, do not approve of a subject of 
that kind—the apprenticeship question—to be 
brought up in a secret way; it is not speaking 
very favorably of this convention or any other 
convention. 

Mr. Hattersley, of Ft. Wayne: I would like 
to say in drafting that report I realize it is 
contrary to the reports that have been here- 
tofore submitted. I gave the matter, after be- 
ing appointed on this committee, a great deal 
of consideration; I consider it a very serious 
proposition. We realize that trade is getting 
away from us. There is a reason for it—it Is 
the coming mechanic that is taking it from us, 
or the would-be mechanic; I don’t believe we 
have any reason to consider matters of this 
importance in executive session. I would like 
to hear the expression of every man here re- 
garding the subject, because I believe it is a 
matter that should be argued publicly, and I 
believe that this is the time and place to do 
it. 

Mr. Veach, of Indianapolis: I would like to 
say that it was not for any secret of any 
kind that I proposed that it be taken up in 
executive session. There is not a master 
plumber, I don’t think, in the country when 
a boy comes into his shop and asks for a job, 
who asks him who his parents are; if he is a 
big fellow and able to carry a kit of tools he 
hires him, gives him $3 a week. He doesn’t 
say, “Do you want to learn the trade?’ He 
keeps that boy for five or six months and then 
lets him go. That has been my experience; all 
the world over it is the same thing. The way 
to deal with the apprenticeship question ac- 
cording to my mind is, take a boy in when he 
comes to you and asks you for a position; ask 
him if he wants to learn the business. If he 
does, ask him who his parents are and see his 
parents, find out from his parents whether 
they want that boy to learn the plumbing busi- 


ness or not; see whether the boy has a good 
common school education. We all know that 
it is the boy that is coming up that makes the 
future plumber. He serves six months or a 
year and he gets fired from the shop he is in. 
Probably his father has a few dollars; he 
says, ‘Well, you better start in business.”’ That 
is the boy that is knocking the men out that 
served a lifetime at the business when he goes 
into business. He will take work—he is satis- 
fied to get $1.50 when he has only been get- 
ting 50 or 75 cents when working as an appren- 
tice. That is the class of people the master 
plumbers haye got to contend with. If you 
are not going to teach them the business, 
do not take them—that is my opinion. If you 
want to curtail them, curtail them, cut them 
off if we are getting too many. ‘There is no 
sense in sending a boy out with every journey- 
man. I have worked on jobs when I haven't 
had boys, and I found I got along just as 
well as with them; once in a while you want 
them. It isn’t worth while to take a boy with 
every man you have got in your shop to carry 
a half dozen tools. I think it is time some 
action was taken. It has been a question in 
national conventions year after year and there 
has been nothing done. I think it is time 
when the national convention won’t take it up 
—they advise the State Associations to take it 
up—I think it is time for the State Association 
to take some action on the labor question. 

Mr. Haslinger, of Indianapolis: I think if 
we all went back to ourselves we can blame 
ourselves for the apprenticeship troubles we 
have been having, if we consider the selfish 
motive with the master plumbers. They will 
take an apprentice and teach him half the busi- 
ness so he can rough in a job and keep him 
at that for possibly three or four years for 
their interest, the young man will get tired 
working for the salary he receives, consequently 
he will try getting in some other shop. He 
is not capable of performing the work of a 
mechanic and so there is nothing left for the 
young man but to open a shop or get out of the 
business, so if we question ourselves we will 
find there is a lot of selfishness among our- 
selves. I find it to be the case in our city 
that there are those who have a young man 
employed for just such purpose of making half 
a mechanic out of him. It is our fault to a 
certain extent. If we would allow that young 
man to continue as helper and learn his business 
thoroughly we would have more mechanics—we 
haven’t got any too many good mechanics; at 
least I find it hard to get one when I get 
busy. 

Mr. Craighead, of Richmond: I believe if a 
law of this convention was made to the effect 
that a boy should be given a trial of one 
year and if it was seen at that time the boy 
was going to make a mechanic, have him reg- 
istered by the State Association, and when 
he was graduated as a plumber give him a 
diploma showing he had served his time, and 
if he was a proper mechanic he could go any- 
where and get a job in this country. I think 
until there is a law of that kind drawn up 
and enforced the apprenticeship question will 
go on like it is. 

President Freaney: I am glad that this dis- 
cussion has gone as far as it has, but to my 
mind we lose sight of the main impediment in 
the way of the American boy becoming a me- 
chanic. It is not, as has been said here, that 
there are obstructions placed in the way of 
the boy who wishes to become a mechanic by 
the employer; that might apply in a very few 
cases, but it is not the universal rule. The 
real trouble to-day in this country is that the 
unions do not want the American boys to learn 
any trade unless they are learned under and 
taught by them, and when I say “taught by 
them” I mean not only the trade but all of the 
disreputable things that unions stand for. That 
is the position (applause) that not only plumb- 
ers are in but all other mechanics in this coun- 
try. Now, gentlemen, you have all got to admit 
—any of you who have employed labor and who 
have been employing union labor, that the 
unions are the people who are dictating to you 
how you shall run the apprenticeship ques- 
tion, how you shall run your business, how you 
shall conduct it, what you shall charge, what 
you shall pay, and, in fact, they dictate to 
you in every way how you shall conduct your 
business. If you do not conduct it to suit 
them, they go on a strike and they boycott you. 
It is an astounding proposition, almost be- 
yond belief, that an intelligent and indepen- 
dent people like the American people should 
put up with this. We have meekly submitted 
to a foreign incubus, it is not American. It 
was brought here by foreigners, and we Ameri- 
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cans submit to it. How long are we going te 
be dictated to by these irresponsible parties. 
I think that the time has come, the indications 
are at least that the American people, the 
American mechanic, the American employer is 
waking up to the position in which he stands 
before the country and before the world, and 1 
think that this is a very opportune time for 
conventions of this character to take up this 
question that we are now considering. I 
think, as has been stated here by one of the 
gentlemen, that unless we take some action for 
the protection of these boys who desire, honest- 
ly desire to become mechanics, that in a very 
few years we won’t have any American me- 
chanics; we will have to send to Europe for 
them, and possibly if the conditions are such 
in European countries by reason of the domin- 
ion of unions, we may have to go to China and 
Japan—we may have the yellow peril to con- 
tend with; but, gentlemen, I would like to see 
some intelligent detailed action taken on this 
question. I am in the position that my friend 
Mr. Asire of Logansport is in—I take it from 
his looks that he is about my age. I served 
when a boy in Cincinnati for four years, 
commencing at $3.00 a week, and was raised 
a half dollar a week at the end of the year, 
and at the end of the fourth year I was getting 
$4.50 or $5.00 a week; we turned out some 
mechanics in those days. We did not have 
any unions. I served my time and got $21.00 
a week the first week I was out of my time. 
I didn’t get it through a union; that was the 


James M. Healey, Indianapolis 


way to train boys to teach them to become 
mechanics. How it became possible that the 
whole apprenticeship system as practised in 
those days got into such a condition as we 
have it now I am at a loss to know, but I am 
very strongly of the opinion that all the trou- 
bles brought upon us relative to this question 
and brought upon the boys we have attempted 
to learn trades in the last two decades have been 
brought upon us by unions. I would like to 


hear this matter discussed further. That is 
my opinion, gentlemen; I thank you. 
Mr. Cundelfinger, of Indianapolis: I can re- 


member about twenty years ago I went to 
work with you in your shop (speaking to the 
President) the plumbing business was dif- 
ferent. In those days everything was lead, to- 
day it is iron pipe, so you can see there is a 
difference. 

Mr. Craighead, of Richmond: That may all 
be true, but there isn’t anybody practising 
plumbing that hasn’t more or less lead work 
to do with every job they have. You cannot 
be a plumber unless you work with lead. 

Mr. Werkhoff, of Lafayette: Mr. President— 
Gentlemen: Your President has well stated the 
case in my judgment when he takes up the ap- 
prenticeship question and the union in one, 
I want to give you a little illustration of the 
apprenticeship question in Lafayette. We 
have an agreement with our journeymen plumb- 
ers, one of the clauses of which is in substance 
as follows. When a boy had worked at the 
trade for four consecutive years he should ap- 
pear before a joint committee of master and 
journeymen plumbers for an examination, if 
that examination proved satisfactory to both 
parties he should then receive the scale of 
wages which would be in vogue and become a 
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mmber of the local union. Abour six months 
ifter this agreement went into effect two of 
she boys had served their time; we called a 
meeting of the joint committee before we called 
the apprentices before us and decided upon 
the mode of procedure as to how this examina- 
tion should be conducted. We decided by a 
unanimous vote of the joint committee that the 
jJourneymen should conduct the examination in 
our presence in actual work, and we only re- 
served the right to interject a question or two 
if we deemed it necessary. As I said before, 
this was carried unanimously by the joint com- 
mittee. We set the time for meeting these ap- 
prentices and on the night set we met, the ap- 
prentices were present, the joint committee 
was present and the Finance Committee of the 
local union was present. We did not under- 
stand what the Finance Committee was there 
for, but we found out in yery short time— 
they were there to notify us that the apprentices 
had already passed the examination to the 
entire satisfaction of the union. We asked 
them what they meant, and they said that all 
the examination they needed was to know 
whether they had served four years at the 
business, regardless of what they knew; if 
they had served four years that was all the ex- 
amination they cared to make. The result was 
that there have been no apprentices examined— 
50 you can see, gentlemen, that the question of 
apprentices lies with yourselves. Mr. Asire, 
I believe, has struck the keynote in telling you 
what makes a mechanic. In the shop I served 
my time, during ten years I suppose we tried 
fifty boys to learn the trade—they were all 
found wanting. That was in Mr. Wallace's 
shop of Lafayette. Old Mr. Wallace was very 
particular in trying to get young men suitable 
to learn the business, when they didn’t succeed 
as he thought they should he let them go—he 
didn’t hold them for two or three years so that 
they would become a menace to the business; 
six months or a year is ample time, as the 
committee has well stated, to try any boy and 
know what is in him in that length of time. 
We come here from year to year and talk over 
this apprentice question and nothing is ever 
accomplished. I believe it is up to this con- 
vention instead of appointing an Apprenticeship 
Committee to appoint a committee that will 
bring resolutions before you to act upon, not 
merely hear the report with a motion that it 
be spread upon the minutes; you will never 
accomplish anything by that. If you will get 
it into the hands of either a special committee 
or a resolution, giving them to understand that 
they must make a report on this question, a re- 
port that we can take up and adopt if it it is 
right, you will do something with the appren- 
ticeship question, but you will never gain any- 
thing by appointing an Apprenticeship Com- 
mittee, because you know by hearing the min- 
utes of your meetings in the past that it is 
merely the report of the, committee with the 
names signed under it and that is the whole 
thing. You cannot take a committee and have 
them meet a day or two before the convention 
and make out that report. If you appoint that 
committee, give them power to meet during 
the recess of this convention, give them some 
scope to work on. I believe if you pick out 
some of the men who have spoken here this 
afternoon that they will solve the apprentice- 
ship question for you to the entire satisfaction 
of everybody. I would like to hear from some 
others, Mr. President. 

Mr. Healey, of Indianapolis: Mr. Werkhoff 
volunteered a suggestion that seems to me the 
kernel of the whole situation of the apprentice- 
ship question. There is no doubt in my mind 
but what the labor unions of this country are 
trying to control the output of apprentices 
in plumbing shops. We have had that thing 
brought very forcibly to our minds in the 
local association in Indianapolis, and it is 
only recently that there has been a suggestion 
made they are going to adopt and enforce a 
rule limiting one apprentice to a shop. Now 
it seems to me that this is an opportune time 
for this convention—this State Convention, as 
Mr.. Werkhoff has suggested—to rise to the 
emergency and declare ourselves and put our- 
sevles on record. There should be resolutions 
adopted by this State Convention whereby we 
would bring forcibly to the attention of the 
labor unions of this State, especially, that we 
intend to control the apprenticeship question 
without any dictation from them whatever, 
and it seems to me that some resolution ought 
to be presented to this convention conforming 
with Mr. Werkhoff’s suggestion on the question. 

Mr. Highlands, of Muncie: I am heartily in 


sympathy with all that has been said, but when * 


you go to adopting a resolution of that kind 


to be effective throughout the State, you do not 
want to forget it is far-reaching in its effects. 
When you do that you throw down the gaunt- 
let to labor unions at once; it means you will 
not sign the scale of labor unions, you will 
antagonize them in every way. I believe that 
is right, I believe in an open shop. The time 
will come when we will have an open shop 
policy, it has got to come, but as soon as you 
declare this to the unions, the union—where 
you have a strong union—will raise up in arms. 
Now, if you adopt resolutions of that kind 
you must do it in such a way that it ig bind- 
ing upon every plumber in this- Association, 
and we must resolve among ourselves it will 
bring an open shop policy and carry it out 
along that line. We have plenty of workmen 
in line in the country, but we haven’t near 
enough plumbers—they are so-called plumbers, 
but they are not plumbers. If we had a choice 
to pick from, a number to chose from, I doubt 
if there is one in five who is working in the 
shops in this State could get a job. I believe 
the situation I have stated in regard to an- 
tagonizing unions would be borne out by the 
Terre Haute local association; if I am cor- 
rectly informed, a strike was brought on by 
just such a condition of affairs. 

Mr. Westbury, of South Bend: I have been 
listening to the remarks of the gentlemen in 
regard to the apprenticeship question. I 
heartily coincide with all that has been said 
in regard to learning the trade. I want to 
go a little farther in relation to what the 
workmen in the shops say to us. It has been 
said in South Bend at different times in a 
shop where there is but one boy, one apprentice, 
every time there was a job of any size they 
would want someone to help them lift the soil 
pipe, their idea was to have another plumber 
do that work, that went on until finally the 
question came up as to which was going to 
rule, the employer or the union, and we put a 
stop to it. in this way. We were for five 
months without the services of the union plumb- 
ers. In their agreement they stated that no 
boy should become a member of their union 
until! he had served four years. What did 
they do when the strike came on? They took 
them in their union if they had served a year, 
or even six months, as full-fledged plumbers. 
They made those boys the cat’s-paw of their 
union, so South Bend put a stop to it. We 
shut them out entirely, and we did our own 
work for five months until they came knocking 
at our doors and asked for admission. I think 
the sooner we take that position the better we 
will be off. 

President Freaney: I concur in the sugges- 
tion that has been offered here, which I think 
is a very good one, that this matter ought to 
be taken up in some tangible shape in the way 
of a resolution, and that this convention take 
some positive action in regard to this appren- 
ticeship question. I would suggest it would 
be well for the members of this convention to 
think the matter over until to-morrow morning 
and then we will expect several who have 
spoken on this question to present some resolu- 
tions to the Committee on Resolutions for 
their examination, and report to this convention 
to-morrow. Now I want to impress upon the 
gentlemen here present that the more resolu- 
tions we have bearing on this subject, the better 
informed the Committee on Resolutions will 
be to present to you the most intelligent re- 
port bearing on this subject. Now if there is 
nothing further on that question I would like 
to have any resolutions that anyone may have 
in their possession for offering to this con- 
vention presented at this time. Are there any 
resolutions to be presented? 

Mr. Merkhoff, of Lafayette: What is every- 
body’s business is nobody’s business, and I 
move you that a special committee consisting 
of Mr. Asire, Mr. Hattersley and Mr. Westbury 
be appointed to draft a set of resolutions to be 
presented here at to-morrow’s session on the 
apprenticeship question. 

Motion seconded. 

Mr. Healey, of Indianapolis: Mr. Werkhoff, 
I would simply suggest it would be more proper 
to appoint another gentleman besides Mr. Asire 
inasmuch as he is a member of the Resolution 
Committee. 

Mr. Werkhoff, of Lafayette: I didn’t know 
that; I believe that is all right. I think the 
Resolution Committee will take it up in better 
spirit if he is upon this committee. 

Mr. Veach, of Indianapolis: The gentlemen 
from Lafayette, I believe, seems to lose sight 
of the men that at one time handled: the tools 
themselves, that are not looking out-only for 
the inside of their pocket-books in the drafting 
of this resolution. It seems to me that it has 
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been many a day since any of the three got 
out and handled the tools. 

President Freaney: The question before the 
house is on the motion offered by Mr. Werkhoft 
that a committee of three, consisting of Mr. 
Asire, Mr. Werkhoff and Mr. Hattersley be ap- 
pointed by this body to formulate a resolution 
and report before adjournment. 

Motion carried. 

President Freaney: The committee as named 
will take the matter into consideration. 

Mr. Werkhoff, of Lafayette: I did not quite 
understand Mr. Veach. I believe that while 
I offered this motion it was for the good of 
the journeymen plumbers as much as ourselves. 
I trust that all this talk that we have made 
here has been for the betterment of the jour- 
neyman plumber to make mechanics. Now, I 
have known Mr. Veach for twenty-five years; 
I know Mr. Veach is a mechanic. I worked 
in the town with Mr. Veach twenty-five years 
ago, and he was undoubtedly taught the trade 
thoroughly. I would like to ask Mr. Veach 
if his boys are learning the trade thoroughly 
now, or any of them for that matter. I do 
not want to bar any of them from learning the 
trade as they should learn it. I believe this 
special committee will bring something before 
you that will have a tendency to give you 
plumbers in the future instead of sticks. 

Mr. Veach, of Indianapolis: May I have the 
floor, Mr. President, to answer Mr. Werkhoff? 
I realize it is out of order. 

President Freaney: The matter is irregular, 
but I will permit you. 

Mr. Veach, of Indianapolis: I say to Mr. 
Werkhoff that we haven’t one boy in ten that 
comes into our shops that ever turns out to 
be a thorough mechanic. Mr. Werkhoff and I 
handled the tools together. It is only a short 
time ago I was a journeyman myself and I am 
what you call a small master now, but busi- 
ness was forced on me and I took it. I had 
the honor of coming down here, and the only 
reason I take the floor is for the betterment 
of the Plumbers’ Association, and it is neither 
for the masters nor plumbers. Some of the 
plumbers wanted to know what was going on 
in the Masters’ Association. It wouldn’t be 
any use for a journeyman to ask me what is 
going on in the Masters’ Association; it is 
none of his business. I wouldn’t give one side 
or the other. That is all I care to say on that 
subject. 


Mr. Freaney: If there are no resolutions to 
be offered to the committee at this time, I will 
state if you should have any later on hand 
them to the Chairman of that committee, which 
is Mr. Healey. Now the next business in 
order is the report of the Hxecutive Com- 
mittee. : 


The Apprenticeship Committee brought 
in the following report, which was unani- 
mously ratified by the convention: 


Resolved, That the Master Plumbers of the 
State of Indiana in convention assembled hereby 
declare that in the investigation and inquiry 
had, we find that a great injustice has been 
done the apprentice and master plumber in the 
system now prevailing. First, the master 
plumber has not realized the importance of the 
obligation which he assumes, where he agrees 
or contracts with an apprentice. He must ful- 
fill his portion of said obligation. 

Therefore, be it Resolved, That the master 
plumbers here in convention assembled hereby 
declare that the matter of apprentices shall be 
controlled by the master plumbers and that 
each master plumber shall be his own judge 
as to the number and quality of such appren- 
tices; and further, that censure shall be 
placed upon him who takes a boy in his em- 
ploy and keeps him four years in apprenticeship 
when said boy has not proved himself worthy 
of being called a plumber. And said employer 
shall be obligated, at the expiration of said 
boy’s term as an apprentice, to issue a certifi- 
cate setting forth his qualifications as a plumb- 
er. Respectfully submitted, 


G. H. Asire, Byron E. Hattersley, DC: 
Westbury, Committee. 


We, your committee, respectfully recommend 
the adoption of the above resolution. 
James M. Healy, G. H. Asire, J. A. Gallivan. 


Mr. Aneshaensel presented a resolution 
authorizing the Executive Committee to 
revise the by-laws and make necessary 
changes. Carried. 

Byron Hattersley, of Fort Wayne, pre- 
sented a resolution giving thanks to the 
Entertainment Committee and also to 


REVIEW 


Mr. Glenn, as chairman, 
mously carried. 

Mr. Lane, of Lafayette, chairman ) 
the Sanitary Committee, was unable ; 
be present on account of sickness, go y 
report was received. 

While waiting for the Executive Cop 
mittee to make up their report, the pres 
dent called on a number o1 the membe, 
for a few words, including the repr 
sentative of Domestic Engineering ap 
THE PLUMBERS’ TRADE JOURNAL, 

The following resolution was offere 
by B. Hattersley, of Fort Wayne: 

Resolved, That we extend to the yarioy 
trade papers a vote of thanks for their kin. 
and courteous treatment during our Stay a 
Terre Haute. : 

We, your committee, amend the aboye resolu 


tion to include the press of Terre Haute, an 
recommend its adoption. 


James M. Healey, G. H. Asire, J. A. Galliyan 

The following was recommended by th 
Resolution Committee and adopted: 

Resolved, That in view of the numeroug mis 
conceptions by the smaller local association: 
throughout the State, some of which locals ar 
not organized as we understand the term, thaj 
hereafter no local association shall be formec 


It was = 


H. H. Highlands, Muncie, Ind. 


' 


except by and with the consent of the State 
President, or some authorized agent, whom he 
shall delegate for that purpose, shall be present 
when such local is formed. ' 

No local association shall be formed unless 
they adopt a constitution and by-laws and elect 
their proper officers, all of which shall be done 
in the presence of such State officer. 

All such constitutions and by-laws shall be 
furnished such local by the State, which con- 
stitutions and by-laws shall be uniform, pre- 
sented by the State and furnished to such locals 
free of charge. Whenever the State President 
shall have reason to believe that any local now 
formed, or which may hereafter be formed, is 
not organized on proper lines, he shall com- 
municate with them at once, and unless they 
can give him satisfactory evidence within a 
reasonable time he shall declare that such 
place, or places, have no local association and 
their names shall then be printed in the Na- 
tional Directory as individual members and 
not as a local. Respectfully submitted, 

James M. Healey, G. H. Asire, J. A. Gallivan. 


Whereas, Numerous complaints haye been 
made by our members throughout the State 
that undue adyantage has been taken by un- 
scrupulous contractors in the use of sub-bids 
on plumbing work, and 

Whereas, Another evil has developed in this 
connection of the abusive practice of submitting 
simultaneously bids with both the architect 
and contractor, wherein the exposition of the 
plumber’s figure is made manifest and fre- 
quently to his serious detriment, 

Therefore, be it Resolved, That this conveD- 
tion reaffirm a former resolution adopted, by 
the State Association in condemning the prac 
tice of figuring with contractors at all. 

And, be it Further Resolved, That we here 
after discourage, as far as lies in our power, 
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he placing of bids on contract work except 
vith architects or the owners direct. 
Respectfully submitted, 

James M. Healey, G. H. Asire, J. A. Gallivan. 

A vote of thanks was given to the re- 
iring officers by a rising vote. The elec- 
ion of officers was the next order of 
yusiness and resulted as follows: 

President—A. E. Werkhoff, of La- 
‘ayette. 

Vice-President—Byron H. Hattersley, 
of Fort Wayne. 

Secretary—G. B. Wallace, of Lafayette. 

Treasurer—Charles Aneshaensel, of In- 
lianapolis. 

Delegates to National Convention— 
&. B. Glenn, of Terre Haute; O. C. Hawk- 
ins, of Brazil. Alternates—G. F. Kirk- 
hoff, of Indianapolis; Mr. Wernhardt, of 
Terre Haute. 

On invitation of Mr. Schmidt, of Evans- 
ville, the next convention will be held 
at that place, time to be fixed by the 
Executive Committee. The convention 
then adjourned sine die. 


———>+ + # 
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Bowling in Boston ; 


IXON’S Graphite Pipe Joint Compound will make tight 
joints that are easy to break, will wholly prevent rust and cost you, first and last, 
much less than red lead. 


ww Wilks © 
Hot Water Heater 


Send for Booklet 99D and a sample. AND 
Steel Storage Tanks 


JOSEPH DIXON CRUCIBLE CO., - “ Jersey City, N.J- 


se MCCABE VENT FITTING 
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M = For Sale by all 

= Jobbers of Plumbers’ Supplies, | Bes 
Py S and manufactured by more = WY mT Steel 


ABENDROTH BROS, 
PORTCHESTER, - NEw YORK. 4 No Coils. 


PLUMBERS’ TRADE JOURNAL, Will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 
85 cents- 


UR NEW BINDER. A serviceable and 
handy arrangement for holding Tu 
Best in use. 


No Flues. 


No Cast Iron 
Sections. 


iilfee Automatic Gellar. Drainer | 


OPERATED BY STEAM OR WATER PRESSURE. 


HESE machines are superior to all 
other Drainers on the market 
owing to their simplicity of construc- 
tion, capacity, and ability to perform 
the duty required, Do not require 
Strainers; have an indirect action per- 
mitting the Drainer always to be on at 
full pressure or entirely closed; can be 
adjusted to any desired point. Prices 
on application. 


PATENTED AUGUST, 1901. FOR SALE BY 


THE ELLIS COMPANY, 256 West 23d St., New York City, 


Send for 
our new 
catalogue 


S. WILHS MFG. CO,, 
35th and Shields Ave. - CHICAGO, ILL. 


@ ECONOMY IS WEALTH 2 
Nfs] i 


McGuire Adjustable 
Star Roof Flange 


The season of 1903-04 of the Boston 
Plumbing and Steam Supply Bowling 
League will close on Thursday, March 
17. The race has been a very pretty one 
juring the entire season, and aside from 
the two leaders the changes have been 
frequent and the team well bunched. The 
leaders, Dalton Ingersoll and Smith & 
Anthony Company, have swapped posi- 
tions several times, and at this writing 
it is no sure thing for either team. Be- 
sides the regular prizes offered by the 
league, the Trenton Potteries Company 
have duplicated their offer of last year 
for the greatest number of strikes and 
spares—a jardiniere decorated in blue ¢ ( 
and gold, a very handsome prize. ig : ‘ i in the United States and | j : Plumbers 

On February 25, Thursday evening, : 2 - Canada. y at 
Dalton Ingersoll Company proved just 4 Albany 
how strong they were by taking three on Feb. 
straight from Locke, Stevens & Co., the 9 and 10. 
third game by just one pin. Score: D. 
I. Co., 418, 436, 423; total, 1,277. Locke 
Stevens, 398, 415, 422; total, 1,235. 

Smith & Anthony did a like trick to 
Peck Bros. S. & A., 424, 414, 413—1,251. 
Peck Bros., 416, 390, 363—1,169. J. H. 
Young got two in three from F. W. Webb 
Co. J. Ho Y.,, 432, 377, 400; total; 1,299. 
Webb, 428, 397, 397; total, 1,222. 

On Tuesday, March 1, Hubbard got 
two in three from Cambridge Plumbing, 


*‘ BENEDICT-NICKEL’’ 
: Seamless Tubing 
Never wears brassy because white metal clear through 


Benedict & Burnham Mfg Co., Waterbury, Conn, 
Mm _N.Y.253 Broadway.Boston $72 High St. 


Gne Naturo 


Closet Bowl tH N\_zA Approved 
\ IS by New 


Should be in the showroom il i yy York State 


of every Progressive Plumber | WY Master 


Is IT IN YOURS? 


If not, write for PROPO- 
SITION, which will put it there. 


NOTHING EQUALS IT. RECENTLY RECONSTRUCTED 
IT IS NOW UP-TO-DATE. 
f ALL READY FOR PLUMBERS TQ CALK ON PIPE. 


Write for catalogue and discount 


M.L. McGUIRE, Manufacturer. 
Syracuse, N. Y.,U.S5.A. 


C,H. MUCHENHIRN 
SALEM, N. J. 


Young a like number from W. H. Galli- 
son Co., while Salesmen failed to have 
a team on hand and forfeited three to 
Dalton Ingersoll. Scores: Hubbard, 
395, 400, 366—1,161; Cambridge, 380, 396, 
376—1,152; J. H. Young, 400, 418, 392—- 
1,210; Gallison, 406, 413, 389—1,208; Dal- 
ton, three games, 399, 395, 432—1,226; 
Salesmen, 0, 0, 0—0. 

On Thursday Smith & Anthony took 
three from Webb, or, rather, it would 
seem that Webb made them a present of 
three, if scores can be believed. Locke 
Stevens did Hubbard a good turn and 
eave them a boost towards third place 
by taking two from Jas. Barrett Mfg Co., 
while Peck Bros. did a like trick to 
Thos. Hoey Mfg and Supply Co. Scores: 
Smith & Anthony, 400, 403, 415—1,218; 
Webb, 364, 344, 399—1,097; Locke Ste- 
vens, 401, 430, 420—1,251; Barrett, 407, 
399, 406—1,208; Peck Bros., 429, 489, 430 
—1,248; Hoey, 398, 404, 429—1,231. 
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The ‘‘Perfectio” 
Waste is adapted for 
use with any Patent 
Overflow Basin, and 
has been designed to 
take the place of the old 
style Chain and Stopper, 
which is not only un- 
sightly, but very un- 
sanitary. 


Me he he 


Showing Waste attached to Round or Oval Patent Overflow Basin 


MANUFACTURED BY 


The =*Perfectia” is 
simple in construction 
and can be adjusted to 
fit any size Slab and 
Basin. 

It is well made and 
extra heavy throughout; 
and is without doubt, 
the most sanitary waste 
on the market. 
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> Market Quotations 
a For The Trade ¢ 


Edited by C. C. RIGGS, 
Teper cnasentdastaed amethyst fy Sp 
IG IRON.—A fairly active and 
Pp steadier market has been experi- 
enced. The principal feature has 
been the purchase of about 125,000 tons 
by the United States Steel Corporation, 
they paying a slight advance over prices 
recently ruling. Steel companies, it is 
understood, have: been drawing heavily 
latterly on their reserve supplies of iron, 
so that at present their stocks on hand 
are limited, and they are being forced 
into the market as buyers. The statis- 
tical position of the iron market has been 
steadily improving. Reflecting this im- 
proving demand, the output has been 
steadily increasing, the figures of pro- 
duction for February showing a consider- 
able increase over January; still stocks 
show a falling off for the month of about 
50,000 tons. Prices ruling in the local 
market are on the basis of $14.25 to 
$14.75 for No. 2 Northern, and $13 to 
$13.50 for No. Southern. 

CopprrR.—The tone of the market has 
been unsettled and at the close a rumor 
was current in the trade to the éffect 
that a break in prices is imminent. The 
volume of business transacted with the 
home trade has been small, the orders re- 
ceived being limited to very ordinary- 
sized lines, the large consumers gener- 
ally showing a disposition to hold off 
and await developments. Although the 
home trade continued dull, a fair amount 
of copper was being marketed abroad, it 
being stated that one producer sold a 
fairly good-sized block of electrolytic 


Albert N. Chambers, New York. 

P. Gormly, Philadelphia, Pa. ~ 
Henry L. Hall, New York. 

John D. Hibbard, Chicago, Ills. 
Alfred E. Kenrick, Brookline, Mass, 
Harvey Middleton, Baltimore, Md. 
John T. Sadler, Elmira, N. Y. 


abroad at about 12.5214c. delivered. The 
export movement of copper continued 
full, shipments made thus far this month 
being fairly full. Ruling market prices 
for round lots at this writing are 12.50c. 
for Lake, 12.35c. to 12.45c. for electro- 
lytic, and 12.25c. to 12.3714c¢. for casting; 
smaller quantities were held at about 
4c. to %c. per pound above these quota- 
tions. 

Pic Lrap.—Spot supplies have been 
small and prices for round lots have 
maintained on the basis of 4.60c. for car- 
load lots. Offerings, however, for ship- 
ment from the West have increaseu 
slightly and there has been fair buying 
on the basis of 4.50c. and 4.55c. for car- 
load lots and 5c. to 5.25c. for smaller 
quantities. 

Pipe.—A fair tonnage has been placed 
for bath cast iron and merchant pipe. 
Local interests report that a good market 
exists and advices from the West report 
orders coming in freely, with the in- 
dications favorable for an active spring 
trade. Prices in the local market for 
cast iron pipe are on the basis of $28 for 
6 to 10-inch and $27 for 12-inch upward. 
As the spring season approaches in- 
creased activity is developing in the mar- 
ket for lead pipe and sheet lead, and a 
fair volume of business has been trans- 
acted. Prices have held to a steady 
basis and are quoted as follows: Lead 
pipe, 5c. to 5.20c. per pound; sheet lead, 
5l4c. to 5%4¢. per pound; tin-lined lead 
pipe, 10c. per pound and block tin pipe, 
33c. to 34c. 
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THIRD ANNUAL CONVENTION OF THE WEST 
VIRGINIA MASTER PLUMBERS 

The Master Plumbers’ Association of 

West Virginia held their third annual 

convention on February 15, 16 and 17 at 


Fairmont, W. Va. The meeting was 
called to order in the Elks’ lodge rooms 
Tuesday by President C. H. Turner, of 
Parkersburg, who appointed the audit- 
ing and other committees, after which a 
recess was taken to allow the committees 
to make up their reports. 

On the evening previous to the open- 
ing of the convention the Executive Com- 
mittee, consisting of President C. H. 
Turner and Secretary-Treasurer T. W. 
Starbuck, of Parkersburg; William Hare 
and Robert Kyle, of Wheeling, held a 
meeting at the Hotel Manly and trans- 
acted such business as was before them. 
The afternoon session was called to order 
at three o’clock and the regular routine 
business was transacted. The report of 
the treasurer was that the association 
was in good condition and the bank ac- 
count on the right side. The association 
adjourned at 5:30 after accepting an in- 
vitation from tne local association to at- 
tend an entertainment at the Manly 
Theatre, given by the Y. M. C. A. Ladies’ 
Auxiliary Society. 

The convention was called to order 
on Wednesday morning at 11 a. m. and 
immediately went into executive session 
until 12.30 noon. The following officers 
to serve for the ensuing year: 

President—J. C. Mansbarger. 

Secretary-Treasurer—William Hare. 

The convention recommended EH. HE. 
Weidebush, of Fairmont, as _ national 
state vice-president to the national asso- 
ciation. 

The new officers were installed then, 
and an invitation accepted from the local 
association to attend a banquet at the 
Watson Hotel, extended to the associa- 
tion and to: the traveling men in the 
plumbing line. This invitation was ac- 
cepted with thanks. An invitation to 
meet at Parkersburg next year was ex- 
tended by Mr. Starbuck in behalf of that 
association, and this was also accepted, 
whereupon the convention adjourned sine 
die. 

In the evening the banquet at the Wat- 
son Hotel was a great success, both the 
menu and the speech-making being of the 
most pleasing character. C. H. Turner 
spoke on sanitation, and Toastmaster 
Mansbarger was as fine and inimitable as 
usual. Col. Frank Johns, of the Fair- 
mont association, was as much in evi- 
dence as ever and created much merri- 
ment for all. Ex-Secretary Starbuck sang 
an up-to-date negro melody and Mr. 
Brandt, of Cameron, contributed an. oper- 
atic effusion, which was well received. 
Messrs. Kyle, Wm. Hare, John O’Hare, 
Weidebush also took part in the enter- 


tainment. 
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THE EASTERN ASSOCIATION OF MANU- 3 
2 FACTURERS AND JOBBERS OF PLUMB- $ 


ERS’ SUPPLIES MEET AT pune cers 


T that delightful seaside resort, 
Atlantic City, N. J., on the 9th 
and 10th insts., was held the 
regular quarterly meeting of the 

Eastern Association of Manufacturers and 
Jobbers of Plumbing Supplies. It was a 
large and enthusiastic gathering. The 
business sessions were held behind closed 
doors and matters discussed which were 
of import solely to the good of the asso- 
ciation. 

On Thursday, the 10th, the last day, a 
meeting of the National Commitice of the 
Confederated Supply Associations was 


held, and the business was also of an 
cutive nature. The Hotel Rudolf y 
headquarters, the meetings being helq 
that well-known hostelry. 

Everyone regretted the illness of Pr; 
dent Frank J. Knox, of Hartford, wh: 
was the reason of his non-attendance, 
his place Vice-President F, A. Buckna 
of the Nason Mfg. Co., New York Gj 
presided. At the meeting of the ma) 
facturers and jobbers of New York Sta 
held prior to the larger meeting, Pre 
dent Tom Boswell, of Aird & Don (o,, 
Troy, ruled. 


Following is a list of those who we 
present at the Atlantic City meeting: 
F, A. Buckman, Nason Mfg. Company, New Yo 
Secretary C. W. Woodward, New York. 

Paul Blatchford, secretary Central Supply Asso 
tion, Chicago. : 
Henry H. Fleck and George ©. Fleck, Fh 

Brothers’ Company, Philadelphia. 

John McClure Chase, R. C. McClure Company, Sy 

cuse, N. Y. 

P. H. Seaver, Rutland Iron Works, Rutland, Yt. 
John S. Simmons, John Simmons Company, N 

York. 

Wm. O. Wales, 

Mass. 

John A. Murray, New York. 

Harry Smith, C. S. Locke & Smith, New York. 

H. C. Speakman, Speakman Supply & Pipe Co 
pany, Wilmington, Del. 

W. A. Myler, Standard Sanitary Mfg. Compa: 

Pittsburgh, Pa. 

Harry G. Logan, Jenkins Brothers, Philadelphia, } 

W. G. Le Compte, Jenkins Brothers, New York. 

George E. Kitson, Haines, Jones & Cadbury Co 
pany, Philadelphia. 

Robert K. Story, Central Radiator Company, La 
dale, Pa. 

L. O. Koven, L. 0. Koven Brothers, New York, 

Jobn Campbell and Robert M. Fielder, Trenton P 

teries Company, Trenton, N. J. 

H. A. Lewis, I. M. Dobbins and George H. Wol« 

smith, Camden Pottery Company, Camden, N. 
B. O. Tilden, Colwell Lead Company, New York. 


Brown Wales Company, Bost 


S. E. Hunting, Hunting Company, Waterton 
Noi Ys 

Henry Stein, New York. 

William <A. Mills and Frank Mills, Abendro 


Brothers, New York. , 
F. C. Boswell, Aird, Don Company, Troy, N. Y. 
W. S. Reins, Central Foundry Company, New Yor 
John S. Hoy, Hoy & Co., Albany, N. Y. 

W. B. Maddocks, John Maddocks’ Sons, Trento 

N. J. 

E. G. Cuyler and J. W. Mohler, Cuyler & Moh! 

Company, Baltimore, Md. 

Archie Maddocks, Thomas Maddocks, Trenton, N. 
Ed. Regester, J. Regester’s Sons Company, Bal 

more, Md. 

H. L. Raub, Sheet Metal & Supply Company, La 
easter, Pa. 

Walter Walls, Walls & Pearsall, Philadelphia. 

BE. T. Davis, New England Supply Company, Spriv 
field, Mass. 

Fred F. Howe, Borden Company, Warren, Ohio. 

H. B. Hellett, John Wood Mfg. Company, Consh 
hocken, Pa. 

Charles S. Hirschfeld, Landers, Frary & Clark, Ne 

York. 
G. R. Adams, Samuel ‘Sloan Company, Rochest¢ 

Nigeds | 
Cc. W. Dickerson, Henry McShane Mfg. Compal 

Baltimore, Md. 
P. M. Beecher, Pierce, Butler & Pierce Mfg. Co! 

pany, Syracuse, N. Y. 

L. H. Birdseye, Charles Millar & Son Compan 

Utica, N. Y. 

J. H. Mueller, Independent Foundry Company, La 
easter, Pa. 
Thomas A. Callahan, Callahan Supply Compan 

Worcester, Mass. | 
C. W. Fell, W. A. Case & Son, Buffalo, N. Y. 
A. B. Dennison, Monarch Brass Mfg. Compan 

Cleveland, Ohio. 
E. L. Fine, Trenton Brass & Machine Work 

Trenton, N. J. | 
J. B. Holloway, Howe Mfg. Company, Louisvill 

Ky. : | 
George Graves, Rochester, N. Y. 

C. J. Rainear, Philadelphia, Pa. 

H. L, Gourlick, Fulmer & Co., Camden, N. J. 

H. E. Dennison, Boston, Mass. ) 

E. F, Glove and M. J. Beirn, Jr., American Rat 
ator Company, Philadelphia. 

Frank S. Hanley, New York. i 

Harry B. Lyons, Keystone Pottery Compal 

Trenton, N. J. J | 
9. Chan Wells, New York, | 
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END Of THE STRIKE IN CINCINNATI. 


SPECIAL NOTICES. 


RATES FOR SPECIAL NOTICES. 
Special notices, such as “wants,” “for 
sale,” etc., are inserted at the rate of 50 
cents per issue for regular subscribers. To 
non-subscribers the rate is $1.00 per inser- 
tion, to not exceed five lines. Cash must 
accompany order. 


As our trade has read through the 
columns of Tue PLumBers’ TRADE JOUR- 
NAL since the first of the year, a very 
serious strike has been waged against 
the master plumbers of the city of Cin- 
cinnati by the journeymen. This strike 
has practically fallen through and the 
open shop has been a result. An injunc- 
tion order was issued against the Local 
Plumbers’ Union of Cincinnati and in the 
latter part of last month Judge Friday 
made perpetual the injunction against 
them. The injunction resulted in the 
Plumbers Union and Building Trades 
Council fining Wm. Hildenbrand’s son as 
a member of the union. Both Hilden- 
brand and his son refused to pay the 
fine, and the journeymen struck in Wm. 
Hildenbrand’s shop. Mr. Hildenbrand is 
quite a wellknown master plumber of 
Cincinnati and very soon, through the 
master plumbers naturally siding with 
him, the strike became general. It ap- 
pears that the boy, Harry Hildenbrand, 
was fined $25 last May for refusing to 
join in the strike. He declined to pay 
the fine and union officials demanded of 


TENOGRAPHER—YOUNG MAN WANTED BY 
Boiler Manufacturing Co. to learn the principles 
of steam and hot water heating business, with the 
view to taking a better position when qualified. 
Must be good stenographer, active, and make him- 
self generally useful in office. Every advantage 
given to learn the business. One with experience 
preferred. Address “Manufacturer,” care of The 
Plumbe-s’ Trade Journal, New York City. 


To the Plumbing Inspec- 
tors of the United States 


I would consider it a special favor 
if the plumbing inspectors of the 
United States would inform me the 
amount of salary paid by their respec- 
tive cities to inspectors of the Health 
Department. I have an object in 
view in obtaining this information. 


his father that the son’s fine be paid or 
a strike would be declared against the 
shop. He refused to accede with the 
demand or discharge his son. 

At that time Hildenbrand had con- 
tracts for plumbing work aggregating 
$30,000, and owing to the striks was un- 
able to out provisions of the agreement 
he had made. He, therefore, secured a 
temporary injunction, restraining them 
from interfering with him. When the 
case came up, in which Mr. Hildenbrand 
tried to make the temporary injunction 
a perpetual one, the strikers claimed that 
they had the right to persuade men to 
quit work, even though the consequences 
would be injury to the employer. In the 
Superior Court Judge Hosea handed down 
a reply which was a sweeping decision 
against labor unions. He said: 

“The practice of soliciting workmen 
to join a labor union, when done, as in 
the present case, with intent to injure 
an employer in his business, or compel 
him to accede to the demands of the 
union, is unlawful and may be restrain- 
ed.” 

In concluding his opinion, Judge Hosea 
says: “An injunction will lie against an 
unincorporated labor union by its name, 
which is but the collective name of all 
its members. This means that where 
unions commit wrongful acts, through 
members, suit can be brought against the 
union in its official name, and all the in- 
dividual members need not be made party 
defendants.” 

It is unnecessary to state that this de- 
cision was hailed with unlimited joy and 
satisfaction by the Master Plumbers’ As- 
sociation. Richard Murphy, the well- 
known president, was quoted as saying: 
“That the open shop is to be the banner 
of the future and that no more committee 
work will be a result, as labor committees 
that have been arbitrated with in the past 
have not held to their statements.” 


Address ‘‘Inspector’’ care of the 
Plumbers’ Trade Journal. 


Eo SALE—ESTABLISHED PLUMBING BUSI- 
ness ina thriving Pennsylvania town of about 
3500 population. Having sewer, water, gas and steam 
fitting and tin work. Price about $2,000; cash or on 
good security. New stock, with or without tools, 
and can reduce stock if parties wish it, as I have two 
shops; good trade and only one other shop in town; 
have made $2,000 since April. 1903. Address 
“H.W.C.,” care of The Plumbers’ Trade Journal. 


OR A LIMITED NUMBER OF 
the September 1st edition of THE 
PLUMBERS’ TRADE JOURNAL, 
we will pay 25 cts. apiece. We want 
one dozen copies of the Central 
Edition of THE PLUMBERS’ 
TRADE JOURNAL for September 
ist. Each copy sent must be in per- 
fect condition, and have the writer’s 
name and address attached to the 
wrapper, which must securely protect 
it from harm in mailing. 25 cts. is 
the price we will pay. Should we re- 
ceive more than the number we re- 
quire, will return the copies without 
expense to those who may send them. 
Address M. A. Rocks, P.O. Box 715, 
New York City. 


OR SALE—A FULL PAID SCHOLARSHIP IN 
Plumbing, Steam and Gas Fitting in International 
Correspondence Schools. Cost $38.75. Best cash 
offer takes it. Address 75 West Lacrosse Ave., 
Lansdowne, Pa. 


OR SALE CHEAP—Patterns 
for a full set of DURHAM 
HOUSE DRAINAGE FITTINGS 
—Ells, Tees, T.Y’s, etc. If in- 
terested, will send full informa- 
tion andprice. Address‘*‘J.S.”’ 
care of The Plumbers’ Trade 
Journal. 61 Beekman St 


ATALOGUES—ON SANITARY GOODS AND 
eee. sop are solicited by Santiago 
Webb, Echaurren 45. Santiago, Chile, 8. A. 


CAN SELL YOUR PLUMBING BUSINESS, NO 

matter where it is or what it is worth. Send de- 
scription, state ery and learn how W UM. Os- 
trander, 847 No American Building, 


Philadelphia. | 


Warts ISH. K.POWELL? ANYONE KNOWING 

the whereabouts of H. K. Powell will confer a 
favor by communicating all information concerning 
him to Mrs. H. K. Powell, Barboursville, Ky. 


LUMBERS’ WOODWORK— 
Wanted by one of the best- 
known selling agents in the East, the 


agency for a good line of plumbers’ 
woodwork—to sell to jobbers only 
on a commission basis. Address 
“J. D.R:,” care of The Plumbers’ 
Trade Journal. 


DESIRE TO SELL MY PATENT BASIN CLAMP. 
My plumbing and heating trade makes it impos- 
sible for me to devote time to the clamp, which is an 
excellent seller. Address John M. McVey, Lima, O 


Journal 
Copies 
Wanted 


We Will Purchase 


Copies of THE PLUMBERS’ 
TRADE JOURNAL in good 
condition to a limited num- 
ber, paying 


One Dollar Apiece 
FOR 


November (5th, 1889. 


We have received all the 
copies needed of Feb- 
ruary 15th, 1896. 


These copies must be sent carefu.y done 
tp with the sender's name and address 
marked thereon to 


THE PLUMBERS’ TRADE JOURNAL, 


67 Beekman St., NEW YORK. 


Fee SAL*—PLUMBING AND STFAM HEATING 

business, in city of 39.000 population. growing 
very rapidly; business will run about $25,000 per 
year. Stock will invoice about $3.50). Address 
O. T.,” care of I he Plumbers’ Trade Journal. 


FOR SALE—A VALUABLE 

Manufacturing Plant, mak- 
ing Plumbers’ Wood and Brass 
Work, in good running con- 
dition, with established busi- 
ness. Must be sold soon. Ad- 
dress Trustees The American 
Manufacturing Co., Middle- 
port, Ohio. 


ANTED—TRAVELING SALESMAN TO SELL 
Plumbers’, Tinners’, Heating and Mill Supplies 
through New York and New England States. Ad- 
dress ‘Wholesale,’ care of The Plumbers Trade 
Journal, 61 Beekman St., New York City, N. Y. 


297 
OR SALE—A PLUMBING BUSINESS IN SAN 
Mateo, Col.; one of the finest shops in the State, 
doing a plumbing and tinning business. Keason tor 


selling is that the business has grown too large for 
one man torun. Address “C.J.M.,”? care of The 
Plumbers’ Trade Journal, 61 Leekman Street, N. Y, 


LEAD BURNING 
IN 


ALL ITS BRANCHES 


Will teach by mail practical 


LEAD BURNING 


as it is done, can be done, or ever has 
been done. 


Will take charge of any LEAD BURN- 
ING work, overseeing the proper me- 
chanical construction, at reasonable 
rates. Am considered the authority in 
the United States and Canada on the 
subject. Have worked at it for twenty 
years. Will give instructions at moder- 
ate rates, and invite correspondence 
from any part of the country. 


RICHARD A. LEGARDE, 


1509 N.10th St.,. PHILADELPHIA, PA. 


OREMAN PLUMBERS—MUST BE THOROUGR- 

ly competent, live and energetic men with plenty 

of snap, who can be relied on to use good and decis- 

ive judgment and handle men in an able manner; 

positively no others needapply. Tosuch an excellieat 

opportunity is open. Address ‘‘Foreman,’’ care of 
The Plumbers’ Trade Journal. 


W ANTED—SALESMEN TO SELL GASOLINE 

Vapor Lighting Systems, Lamps, and line of 
popular priced Gas, Electric and Combination Fix- 
tures. Good side line. Address National Stamping 
and Electric Works, Chicago, Ill. 


LEARN TO DRAW 


ROCERS’ DRAWING AND DESIGN 


givesa thorough and comprehensive course in the 
principles and practice of the Drawing and Design- 
ing required in the shops aud drafting rooms of the 
plumbing, engineering, electrical and other trades. 


wy 


Treats on lettering, section lining, geometrical 
drawing, projections, reading working drawings, 
tracing and blue printing. machine design, power 
transmission methods, laying out and designing gear 
wheels, ete., ete. Clearly printed on supertine paper 
and handsomely bound in black vellum cloth, with 
full gold edges. 


506 Pages, 610 Illnstrations, and 1210 Index Refer- 
ences, $3.0). postpaid to any address. ‘J he money 
paid shall be refunded if the volume is iot found to 
b> satisfactory. THHO. AUDEL & CY)., Educational 
Book Publishers, 63 Fifth Avenue, New York. 


— 


RADIATORS & 
Cm 3 


MATER 


SHIPLEY RADIATOR & FOUNDRY CO. 
<<. INDIANAPOLIS,IND. 


WHY NOT MAKE 1904 A BANNER YEAR? 


You will have made along step 
in the right direction by seeing 
that you and your men have 
good tools and that they are 
kept in good order. A poor Fire 
Pot or Torch is an abomination 
and should be replaced with the 
latest and best. Our catalog is 
free, and it tells all about the 
best Fire Pots and Torche 
which i sold under the guaran 
tee. ‘Your money back if no 
$4.50 Net pleased.” dontcndvell at factor 

price, or we will ship direct 


cash accompanies the order. 


Clayton @ Lambert Mfg. Co. 
Detroit, Mich., U.S.A. 
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OBITUARY 


WILLIAM A. PATERSON 
William A. Patterson, the pioneer mas- 
ter plumber of the City of Mexico, died 
on February 15th of pneumonia. The 
news of his death caused amazement 


The Late William A- Patterson of Mexico 
Beater een arta A rerhn WA ION ESS ] 


throughout the entire business and social 
institutions of that city. Beyond the im- 
mediate family but few people have been 


aware that Mr. Patterson was sick. He 
was at his office three days before the 
end came. 

The deceased was one of the best 
known and most highly respected mem- 
bers of the British colony in the republic. 
He was a man of stalwart frame, over 
six feet high and with an unusually pow- 
erful build. In passing along the streets 
his was always a conspicuous figure. His 
step was as light and active as the step 
of a man of thirty and his bright blue 
eyes were undimmed by age. 

Many of our trade will remember the 
trip taken, by the delegates to the na- 
tional convention in San Antonio several 
years ago, to Mexico City. They were 
surprised at the magnificent plumbing 
establishment of Mr. Patterson. 

He was born in Edinburgh, Scotland, in 
1842, and learned his trade as a plumber 
in that city. In 1869, when he was twen- 
ty-seven years old, he came to this coun- 
try after the death of his uncle Adam 


Trunbull. The trade at that time 
was in a very crude condition but he 
soon engaged in business on his own ac- 
count and he was one of the best me- 
chanics in his line that ever landed in the 
republic his venture proved most success- 
ful. Twenty years ago he moved into the 
premises on Independencia street where 
he carried on business most profitably un- 
til the day of his death. By hard work 
the closest kind of attention and strict 
integrity the business grew under his able 
direction from a comparatively insignifi- 
cant place to be the finest plumbing es- 
tablishment in the republic of Mexico. 
For several years he had a partner in his 
business, Donald Stewart. 

The deceased widow, four sons and one 
daughter survive him, and the business 
will be continued under the old name and 
be managed by the family. 

Mr. Patterson was one of the founders 
of the Saint Andrews’ Society of Mexico 
and from its inception to the end of his 
career he gave it his hearty and consist- 
ent support. He was always generous 
and gave from his ample purse most lib- 
erally to people of all nationalities whom 
he might find in a destitute condition. 
Naturally for the needy Scots, who so 
often appealed to him, his was always a 
helping hand. 


DAVID COULTON 
After more than a year of suffering, 
death came as a welcome relief to David 


, The Late David Coulton, Marshalltown, la. 


Coulton, the master plumber of Marshall- 
town, Iowa, last month. 
David Coulton was born in Kingston, 


Canada, October 9, 1842, and in the early 
’70’s moved to Marshalltown, where he 
entered the employ of Anson & Carpenter, 
plumbers. He also worked for a number 
of years for the old gas company. On 
February 20, 1878, he was married to Miss 
Rosse Cassidy, who survives him. He 
later entered the plumbing business for 
himself, and pursued it continuously for 
seventeen years. Besides the wife he 
leaves nine children, Mary, Agnes, Jo- 
sephine, John, David, Nellie, Margaret, 
James and Francis. 

The plumbing business will be con- 
tinued under the same name by his 
daughter Miss Mary Coulton. 


Frederick R. Fitzmier 
F. R. Fitzmier, a well-known master 


plumber of Los Angeles, Cal., died on 
February vth. He was born in Westport, 
Minn., in 1867, and moving from there 
to Virginia City, Nev., where he learned 


The Late Frederick R. Fitzmier 


the plumbing business with A. Peasley. 
He then moved to Los Angeles, Cal., 
where he finished his trade witu the S. 
M. Perry Co. After working several 
years as a staunch union journeyman he 
decided to cast his lot with the master 
plumbers, and was always one of the 
most loyal and respected members of 
association and one who never shirked 
any duty placed with him. 

Mr. Fitzmier’s shop was located on 
Seventh street, near Grand avenue, where 
he had built up a large and successful 
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business. He had quite an unassum. 
ing disposition and one who will be great. 
ly misssed. 

At the regular meeting of the Log Ap. 
geles Master Plumbers’ Association helq 
last month the following resolution was 
adopted: 


Wuernras, The Almighty Ruler of the Uni- 
verse in His infinite wisdom has seen fit to 
remove from our midst our beloved brother 
I’red. R. Fitzmier, and, ~ 

Wuoureas, In the death of Mr. Fitzmier the 
family have lost a loving husband, a kind 
father ard this association and the plumbing 
craft in general one of its most loyal and re. 
spected members. and one of whom it could be 
truly said that “to know was to esteem’: 
therefore, be it, : 

Resolved, That we the members of the - 
ter Plumbers’ Association, of Los Angeles, Cal., 
tender to the bereaved family of our deceased 
brother, our most heartfelt sympathy in this 
ve hour of their bereavement; and, be it fur- 
ther, 

RESOLVED, That a copy of this memorial be 
spread upon the minutes of our organization. © 

ScHOLEs, 
A. J. WHITE, 
E. W. Crowezt1, 


WILLIAM BURROWS. 

Just as we go to press we learn with 
deep regret of the death of William Bur- 
rows. He was for two score years manu- 
facturer of plumbers’ wood work at 72 
Cliff street, New York. He died on March 
14th, in his 67th year. | 


THE WAYNE | 
IUATER HEATER 


yaa} 


Is the Also 
Heater ses 
You Natural 
Want ind 
For Artificial 
Gasoline! Gas. ~ 
Success- Easily 
oo Connected. 

Tried 
anil Easily 

& Tested Operated. | 
Und 
All : Easily 
Conditions. Bought. 


ALBERT ROLF, 

1026-28 Broadway : FT. WAYNE. IND. 

he Milbradt’s Rolling 
jue Shelf Ladders 


cz are made to fit all kinds of hig 
W shelvings. and are guaran to 
\S satisfactory in every Téspect. 
\ se for catalogue and prices. 

Se JOHN CALANDER, — 
: Ns 146-148 E. 8th St., St, Paul, Min 


ee 
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SPECIAL—The greatest Instruction and Information 
on Plumbing and Heating. 


E desire to make a clearance sale of a limited number of bound volumes which 
we have of THE PLumBers’ TRADE JouURNAL. These volumes have been gell- 
ing for $4.00 apiece. They are splendidly bound and contain the most up-to- 

date and thorough information on practical plumbing and heating that is published. 
There are many drawings of new work and illustrations of old that can be obtained 


in no other way than through these bound volumes. 


For the next THIRTY DAYS 


we will dispose of alimited number, as we state, at the uniform price of $2.00 APIECE, 
postage paid to any address in the United States. 


e have 50 volumes of 1893. 


17 “es “e 
40 se oé 
40 ee 6é 
25 “é “é 
25 “é 6é 
of 5 “é “ee 


1897. 

1899, January to June, 
1899, July to December. 
1901, January to June. 
1902, July to December. 
1903, July to December. 


We have also copies of other volumes which can only be sold at the regular retail 


price of $4.00 a volume. 


THE PLUMBERS’ TRADE JOURNAL ° 


. 61 Beekman Street, New York City. 


eee 
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“ Josico” PORCELAIN URINALS. SLATE URINALS. 


ae 


et 


FIG. 605 


Consists of a Long Single Urinal Stall (without Center Partitions) 1}4-inch 
Slate Ends and Back with Rabbeted Joints, 2-inch Countersunk Base, 
Polished Brass Wing and Bolts, Polished Brass 34-inch Laving Pipe 
with Loose Key Stop, Galvanized Cast Iron Gutter with Straight or 
Down Outlet Connection. 

Dimensions. —Height, 5 or 514 ft.; depth, 20 inches. 


FIG. 600 


These urinals may be set on floor, in tile, incased in marble or slate stalls. 


Drmensions.—Height over all, urinal only, 4 ft.; width over all, 2 ft.; base, 
from front to rear, 19 inches; at top, from front to rear, 12 inches. 
Measurements are subject to slight variation. Each urinal is made with local WRITE TO DEPARTMENT R FOR CATALOG AND PRICES 


vent opening, 2x4 inches, at top as shown. 


JOHN SIMMONS CO., 110 CENTRE ST., NEW YORK. 


The above cut illustrates a Combination Heating Plant in a twelve i 
-roo 
three front rooms have valves so that the heat can be shut off from any or aiterehber: The rear rooms have 


‘The radiators in the 


the overhead system and cannot be shut off. The si 
through modern side wall registers. go cena 


WRITE FOR CATALOG AND PRICES. 


are heated with Warm Air, supplied 
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HE first annual convention of 
the Citizens’ Industrial As- 
sociation held at Indianapo- 
lis, .Ind., Feb 22, 238, has 
shown that the employers of 
the country are fully alive 

to the facu that v.u.cir interests can only 


he preserved and maintained by thor- 
ough and efficient organization. While 


it is considered that the interests of the 
contractors in the building line can per- 
haps be better protected through their 
affiliation with the -National Building 
Hmployers’ Association, there is no dis- 
position on the part of the intelligent 
men of the trade to disregard the import- 
ance and influence which the various em- 
ployers’ association wield in curbing the 
vicious tendencies of organized labor. Of 
special interest was the adoption of a 
resolution unreservedly condemning the 
practice among a large number of cities 
and towns of discriminating in favor of 
the exclusive employment of union 
labor in public contracts. The convention 
placed itself on record as opposed to this 
species of discrimination and called upon 
its members to use their influence at all 
times against such methods. It was de- 
cided to hold the next convention in New 
York in November, at which time new 
officers of tne organization will be elected. 
To illustrate the enthusiasm with which 
employers are interesting themselves in 
organization it may be stated that fifteen 
of the largest cities of Illinois have em- 
ployers’ associations and alliances and 
steps are being taken to call a convention 
to form a State Employers’ Association. 


It is believed the strike of the chan- 
delier makers, which has been in pro- 
gress since the beginning of the year, has 
reached a critical stage. The chande- 
lier manufacturers who are affected by 
the strike have decided to run _ their 
plants and conduct their business with 
non-union men. Negotiations with the 
union to get the strikers to return to 
work have failed and efforts on the part 
of the chandelier manufacturers to get 
the international president of the union 
to compel the workmen to go back to 
work and adhere to their agreement have 
also been of no avail. The matter has 
now been taken up by the Brass Manufac- 
turers’ Association with whom the caan- 
delier concern are affiliated, and unless 
an early -settlement is obtained, it is 
more than likely the plan to lockout all 
of the workmen in the bracs trades will 
be carried into effect. 


Acting upon the suggestion of a com- 
mittee of master plumbers and journey- 
men plumbers which recently called unon 
him, the mayor has secured an opinion 
from the corporation counsel, as to the 
validity of the action of the Civil Ser- 
vice Commissioners in allowing non-resi- 
dents of Chicago to take the examination 
lately held for the position of Chief Sani- 
tary Inspector. The action of the comn- 
mitsioners and their right under the 
law to waive the local residence clause 


should they consider it advisable to do 
so, is upheld in the opinion of the city’s 
legal department. In cities, towns, or vil- 
lages where the Civil Service law has 
been adopted by the vote of the people, 
the commissioners may exercise the right 
to permit citizens outside the city to 
compete in special examination;, accorda- 
ing to the opinion handed down by the 
corporation counsel. In the act of July 
Ist, 1895, which became a law subsequent 
to the passage of the Civil Service law, 
it was held in opinions secured by the lo- 
cal plumbers, that applicants for posi- 
tions in the classified service in addition 
to being citizens of the United States, 
must also have resided in the city where 
the appointment is to be made, for at 
lezst one year preceding the date of ex- 
amination. Referring to this the cor- 
poration counsel is of the opinion that 
this amendment to the act only applies to 
cities, towns or villages, where the Civil 
Service law has not been adopted by the 
vote of the people. 


J. Thurmling, 162 Clybourne avenue, 
Las sold out his plumbing business to his 
son, Fred Thurmling, and Fred Bartz. 
The new firm will continue the business 
at the same location under the name of 
the Thurmling Beer Pump Co. 


The case of John Kelly, former as- 
sistant chief sanitary inspector, came up 
before Judge Brown Feb. 19th, and after 
a several days’ trial, the jury returned 
a verdict of not guilty, the defendant 
being at once discharged by the court. 
With several other inspectors of the Bu- 
reau of Sanitary Inspection, Kelly was 
indicted by the Grand Jury last summer 
for alleged bribery. The principal wit- 
ness for the prosecution in the trial re- 
cently concluded, and upon whose evi- 
dence he was indicted, was R. F. Kocker, 
a plumber at 59th and Aberdeen streets, 
who claimed he gave the defendant $10 
to pass plumbing work which did not 


come up to the requirements of the De- 
pariment of Health. In view of the ver- 
dict just rendered, it is scarcely thought 
likely that the cases against the other 
inspectors will be pushed as nearly all 
of them were indicted on the testimony 
of the same witness who appeared 
against Kelly. 


The annual budget of the Board of 
Education provides for an expenditure 
of $9,831,324, of which amount $2,425,705 
will be spent for new buildings and 
sites and permanent improvements, which 
is somewhat less than expended for the 
same purpose last year. 
propriated for building repairs, mainten- 
ance, etc., is $1,452,500, as compared with 
$1,326,200 last year. The site committee 
of the Board has voted to raze four school 
buildings which have been condemned as 
unsanitary and replace them with modern 
fireproof structures. They have aiso 
recommended the erection of thirteen 
new school buildings and four additions 
at a cost of $500,000, which is made neces- 
sary on account of rapidly increasing de- 
mands for accommodation, and in sey- 
eral instances because of the dilapidated 
condition of the present buildings. Ali 
of the new structures will be equipped 
with the latest modern sanitary appli- 
ances. 


Joseph O’Connell, a journeyman plumb- 
er in the employ of E. Baggot Company, 
171 E. Adams street, while working at 
the Studebaker Theatre February 18th 
changing some fire extinguishing pipes, 
fell from a scaffold above the stage and 
sustained injuries which resulted in his 
death a few hours later. Mr. O’Connell 
was 25 years old and was a member of 
the local plumbers Union. The funeral 
was attended by a committee from the 
Journeymen Plumbers’ Association. 


John J. Bushnel, whose photograph is 
reproduced on this page is now serving 


Members of the Plumbing Firm of J. Thomas & Sons, Greenbay, Wis., Returning From a Fishing Trip 


The amount ap- . 


his third term as Secretary of the Chi. 
cago Journeymen Plumbers’ Protective 
and Benevolent Association. He seryeq 
his apprenticeship at the plumbing trade 
with the late Hugh Watt, who at one time 
did some of the largest work in Chicago, 
Mr. Bushnel has been ten years at the 
plumbing trade, and is an experienceq 
practical mechanic. For the past few 


John J. Bushnel Secretary of the Journeymen’s 
Benevolent and Protective Association 


years he has been prominently connected 
with the local plumbers’ union, and has 
aided in bringing it up to its present 
standard of efficiency. and _ prosperity. 
While the duties of his office as secretary 
are somewhat dissimilar from handling 
the pot and ladle, he has demonstrated 
to his associates and his organization 
that he can do both equally well. 


Appearing on this page is a picture of 
the finely-equipped gasoline launch be 
longing to the plumbing and steam fitting 
firm of Thomas & Sons, Greenbay, Wis. 
The picture shows the various members 
of the firm with one or two friends re- 
turning from a successful fishing trip 
up the lake, last August. Those in the 
party were Jos. Thomas, Jr., president; 
Aug. Thomas, vice-president, and J. 
Thomas, secretary-treasurer of the firm 
and Ed. Thomas, Al. and Ed. Delfarge. 
This is only one of many pleasant fish- 
ing trips which they have taken in their 
launch, and during the summer months, 
especially on Saturday afternoons, have 
found it a pleasant source of recreation 
for themselves and friends. 


Following the passage of an ordinance 
creating a Board of Examiners for plumb- 
ers, the city of Joliet has appointed | 
board which will be comprised of the fol- 
lowing members: M. W. Cushing, chair 
man of the Board; Geo. P. Smith, master — 
plumber, and Fred. Bibel, journeyman | 
plumber. The majority of those conduct 
ing the plumbing business in Joliet had 
complied with the State law prior to the 
passage of the present ordinance, but 
as the initial act of their career the new 
ly-constituted Board passed upon the qual- 
ifications of two master plumbers and 
fifteen journeymen on February 23d. Geo. 
P. Smith, the master plumber on the 
board, is also president of the local as 
sociation at Joliet. : 
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C. BE. Bachtold, of West Pullman, has 
been extremely busy during the past few 
weeks. On account of the severe cold 
weather he has had considerable street 
work to do, a large number of the water 
service pipes having been frozen. In 
some cases the frost reached down below 
the water mains, which are not more 
than 214 feet in the ground. When the 
mains were laid some years ago in West 
Pullman the ground was little more than 
a swamp, and it is probably on this ac- 
count that the pipes are not at a greater 
depth below the surface, although it is 
held the city officials should require mains 
to be laid deep enough to secure them 
against frost, which in this climate should 
be at least six feet under ground. 


W. C. Heinrich, the popular traveling 
representative of the H. Mueller Mfg. 
Co., of Decatur, Ill, whom de had the 
pleasure of entertaining recently, reports 
the outlook for business this year extreme- 
ly encouraging. In addition to calling 
upon the trade in the northern States and 
the various water works companies he 
will also call upon the jobbers in his ter- 
ritory to herald the superiority of the 
Mueller brass goods. ‘‘Heinie,’ under 
which appellation our itinerant friend is 
welcomed by the plumbing fraternity, is 
one of the most successful “Knights of 
Tobasco” in the plumbing trade. Social- 
ly the best of fellows, he enjoys the con- 
fidence and esteem of those he meets in 
a business way. 

With the interest of his employer ever 
before him he combines rare tact and 
business judgment in his dealings with 
the plumbers and generally manages to 
extend the business of his house through 
his convincing manner and genial per- 
sonality. 


Otto W. Jurgens, until recently a plumb- 
ing inspector in the Bureau of Sanitary 
Inspection, is now a practicing attorney, 
with offices at 1602 Ashland Block. Mr. 
Jurgens studied law in his spare time 
while plumbing inspector and _ success- 
fully passed the bar examination a few 
months ago. He is a practical plumber, 
having served his apprenticeship at the 
trade with John G. Boland and John F. 
Binder, for both of whom he also worked 
as a journeyman plumber. Possessed of 
exceptional education and ability, Mr. 
Jurgens is excellently equipped to take 
up the practice of the law and his thor- 
ough knowledge of every detail pertain- 
ing to the plumbing trade will undoubt- 
edly enable him to render valuable aid 
to members of the craft requiring the 
services of an attorney in law suits 
where questions of plumbing are involv- 
ed. 


J. L. Corcoran had a rather exciting 
experience on an ice boat on Lake Gen- 
eva, Wis., a few weeks ago, and one 
which he will have occasion to remember 
for some little time to come. While 
visiting the Wisconsin town in connec- 
tion with a summer home, which he in- 
tends to build for himself, he accepted 
an invitation of two friends to take a 
spin on their ice boat around the lake, 
which is nine miles long and three miles 
wide. The wind was blowing a fierce 
gale at the time and the boat of our 
friends was the only one which ventured 
out on the lake of ice, With sail set they 


started and were soon going at a pace 
which would have made an express train 
seem slow by comparison. The velocity 
of the wind sent the boat over the smooth 
ice so rapidly that the boat was literally 
torn asunder. It was only by a desperate 
effort that Mr. Corcoran and his two 
companions were able to hold on to the 
centerboard, the other parts of the floor- 
ing and woodwork being completely 
swept away. They finally succeded in 
bringing the boat to a standstill but not 
without a considerable sense of relief and 
congratulation on their narrow escape 
from injury. John, who is considered a 
model young man in every respect, is 
compelled to admit he was in rather fast 
company, but promises in future he will 
travel at a more moderate gait. 


of the plumbing firm 

1514 Belmont, who has 
been in Texas for the past two years, 
recently returned for a brief visit to 
Chicago to look after his business in- 
terests here and see his relatives in this 
city. Mr. Nilson owns a rice plantation 
of 450 acres at Elcampo, 80 miles from 
Houston, Tex., upon which he has been 
working since he left Chicago. He has 
installed three separate pumping plants 
on his plantation and has now a sufii- 
cient water supply to cover 700 acres. He 
is negotiating for the purchase of addi- 
tional ground and hopes in the near fu- 
ture to have 1,000 acres under cultiva- 
tion. The trade will doubtless be pleas- 
ed to learn of Mr. Nilson’s fair prospects 
and hope his venture will prove success- 
ful beyond expectations. 


Andrew Nilson, 
of Wilson Bros., 


M. H. Maher has been engaged by the 
Kellogg-McKay-Cameron Company to rep- 
resent them as salesman in the Western 
States. He will travel out of the Kansas 
City office of the company. Mr. Maher 
was formerly engaged in the plumbing 
business as a member of the firm of Ma- 
her & King, Iowa City, Ia., and has a wide 
acquaintance with the trade. 


Mr. L. W. Straw, of Danville, Ill., has 
suffered a sad blow in the death of his 
oldest son, Charles, which occured sev- 
eral weeks ago. Mr. Straw has the sym- 
pathy of the trade in the loss he has sus- 
tained. 


Sarah E. Dewey, of Rockford, Ill., wife 
of R. E. Dewey, salesman for the Illinois 
Malleable Iron Co., of Chicago, died at 
her home in Rockford February 19th. Mr. 
Dewey, who has the sympathy of the trade 
in his sad bereavement, has been the 
traveling representative of his firm in 
Michigan for the past few years, where 
he has many friends in the plumbing and 
heating business. 


Wm. Franklin, of P. Nacry Co., hag 
recently returned from an enjoyable trip 
to New Orleans where, with his wife and 
daughter, he witnessed the Mardi Gras. 


Among the trade visitors recently in 
Chicago were C. C. Hartwell, of New Or 
leans, La., and Jos. B. Breen, of Kala 
mazoo, Mich. 

eb ee 

Charles Sinley, of Vineland, N. J., is 
working diligently to complete a large 
heating contract he has in hand at the 
Soldiers’ Home located in his town. 


=e 8 ~s 
OOOO CS OSG POO IID PIOOIOIE 


% Indianapolis, Ind , Notes g 


N 
% CON ONG SOS SON¢ DXoNG POSSOSSS <a SSS SOSA 


LUMBERS of Indianapolis are 
anxiously awaiting the com- 
ing of spring. The winter 
has not had much for them. 
It has been unusually severe 

and prolonged in its frigidity. As the 
temperature most of the time hovered 
eround the zero point building operations 
were practically stopped. About the only 
big job in town has been that connected 
with the $500,000 station for the Indian- 
apolis Traction and Terminal Company. 
The plumbing job in this building is 
worth about $75,000. J. S. Farrell & Co. 
got it. 


While nothing much is yet showing 
up in architects’ offices, there is a feeling 
that if labor does not get restless the 
year will be a fairly busy one. It is true 
it is the Presidential year, but experience 
of late years shows that this old-time 
bugaboo does not cut much of a figure 
in general business. Last year was a 
relatively poor one with the p!umbers. 
There were mary things that kept back 
building operations, and those that were 
temporarily abandoned will doubtlesss be 
taken up again this year. The commer- 
cial panic, the shadow of which over- 
spread the eastern part of the country, 
as reported here, has not reached the cen- 
tral west. The banks here are full of 
money; farmers were never better off and 
never in a better position to spend their 
money. There is nothing to ground a 
panic on in actual conditions, and the 
only thing that can cause a suspension 
of activity in trade in this part of the 
country is ultra-conservatism, over-cau- 
tion, or unfounded fright. 


The steam fitters had a busy time all 
fall and the early part of the winter, 
but their trade, too, fell off later on. 


A. G. Cox, of this city, 


and put into use a hot water furnace, 


has patented } 


301 


for bituminous 
regulated with 


with vertical underfeed, 
coal. Anthracite or coke, 


A an electrical time feed, may also be used. 


He claims a saving of one-half in the cost 
of fuel. 


The following were the Indianapolis 
official delegates to the Terre Haute con- 
vention of the Indiana Association of 


Plumbers, March 819: 8B. Gundilfinger, 
Joseph Haslinger, Charles Winter, Geo. 
Geis, James McGauley Thomas Barker, 
John Rich, John Dunn, Horace Veach, 
Charles Johnson, Louis Trinzler and 
James Smith. 

In the way of smaller work, no one 


has been busier than Thomas J. Barker, 
who had the good luck to strike enough 
work to keep him hustling up to the pres- 
ent time. Kirkhoff Bros. have also had 


their share of residence and remodeling 
jobs. 


“TRIUMPH” 


WATER LIFT 


CISTERN SUCTION WASTE 


The Improved “Triumph” 
Water Lift is not the highest priced on 
the market, but it is the best. 
The following are some cf its good qualities: 
It is simple in construction, 
It is noiseless in operation, 

The cylinders are separated, making 
it impossible for the hard and soft 
water to mix. 

Its Working Parts are few and easier 
of access and repair than any other 
Lift on the market. 

It can be used for direct pumping, 
or for pumping to a tank. 

Try one and be convinced. Order 
from your jobber, or direct from 


The Ohio Pump & Brass Co., 


Cak and 18th Sts. - COLUMBUS, OKIO. i 


D@ VACUUM HEATING o& 


JAS. A. TRANE VACUUM HEATING CO., : 


La Crosse, Wis. 


Eastern Office: Vacuum Heating Co. 429 Heed Blidg., Phila., Pa. 


The Central Chandelier Co., 


Manufacturers’ of and Dealers in 


GAS and ELECTRIC FIXTURES 


51? Fulton Street 


Sena .or New Catalog 


CHICAGO. 


Mention Plumber's Trade Journal] 


KRAUSHAAR BRASS MFG.CO., Sti Louis “* 


GAS AND ELECTRIC. FIXTURES. 


CATALOG ON 


APRLICATION. 
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Buffalo Notes and Gossip 


CHM, 
HE annual meeting and election of 
the Buffalo Master Plumbers’ As- 
sociation was held in the large 
meeting room in the Builders’ 
Exchange, on Wednesday even- 
ing, February 24, 1904. The date of this 
meeting was originally set for February 
10, but on account of the New York State 
convention, also in session on this date, 
it became necessary to postpone same. 

As evidence of the ability as well as 
the popularity of the officers during the 
past year they all received the nomi- 
nation for their respective offices for the 
ensuing year, with the one exception of 
the sergeant at arms. 

The election of this office for a number 
of years past has created a great deal of 
excitement, owing to the number of can- 
didates who seek the election to this 
popular office. For seven successive 
years Mr. Edward S. Franke has had 
the honor of discharging the duties of 
this important office, but only after a 
hard fought campaign of at least three 
months preceeding each election. This 
year there are four nominees, as follows: 
Edward S. Franke, Joseph Tony Irr, 
Stephen W. Slatterer, John Bowler Green. 

The members elected for the other 
offices are as follows: Daniel Lund, presi- 
dent; John J. Kavany, vice-president; 
Charles A. Smith, treasurer; H. J. Wood, 
secretary. 

Immediately after the election a ban- 
quet was held, the arrangements for whica 
were complete, and it proved to be the 
most elaborate affair in the history of 
this association, the best caterer in the 
city being in charge of the preparations. 

The reports of the officers were read 
at the meeting, as also the report of the 
condition of the association, which was 
very flattering. Never in the history of 
the association has its condition, finan- 
cially, loyalty and in membership, been 
so progressing and prosperous as at the 
present time. 


ll cy 


Well, at last the lost, strayed or stolen 
“Alderman,” he of the heavyweight type 
who caused so much trouble to the traffic 
in Albany passenger elevators, as well as 
in New York City, has returned to the 
fold, after being five days overdue. For 
the benefit of the few who were not in 
the searching party we will introduce 
the gentleman, “Alderman” Craighill, 
who still carries that pleasant smile. 


The convention is now a matter of his- 
tory, and with it we record the following 
members who represented this associa- 
tion as delegates: Thomas Kavany, John 
J. Kavany, Daniel Lund, John B. Green, 
Hdward S. Franke, William Dechert, Wm. 
H. Craighill, Wm. H. Martin, Charles 
Geiger, H. J. Wood, Walter Caines, Chas. 
B. Huck. 

With the exception of a former year 
this is the best representation at any 
State convention. 


Two of the best plumbing contracts re- 
cently awarded in Buffalo was that of 
the entire plumbing work in the new and 
handsome department store of the Will- 
jam Hengerer Company, awarded to Ed- 


ward L. Cook & Co. The other is that 
of the Central Freight House, now under 
completion, and awarded to Edward S. 
Franke. This is Mr. Franke’s first ven- 
ture in the field for big work, and he will 
now. continue seeking other large con- 
tracts. 


A few of the “Old Guard” were missing 
at this convention, among the more 
prominent being Mr. Jas. S. Stygall. We 
can now understand why Mr. Gegier 
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seemed so sullen and lonesome. They 
were always warm asociates at former 
conventions. 


We congratulate the Honorable Clark 
H. Hammond, the attorney for the as- 
sociation, upon his grand victory at the 
recent election. He is now one of the 
judges of the Municipal Court, and will 
prove a most worthy successor to the 
Hon. Louis Braunlein, who has held such 
office for the past twelve years. 


Philadelphia Plumbing News and Gossip 


By J. B. COLLADAY. 


N overheated pipe in the boiler 
A room of the New Jersey Hot 
Water Heating Plant at Baltic 
and Pennsylvania avenues, At- 
lantic City, N. J., ignited some of the 
woodwork and in a twinkling the flames 
climbed to one of the big towers contain- 
ing the boilers. For a time it looked as 
though adjoining houses might catch fire, 
but fortunately the flames were confined 
to the tower. Reading Railroad engines 
moved several of their cars from a siding 
near the plant. The fire was far re- 
moved from the hotel and cottage section, 
being four blocks from the beach. 


August Geiger, 114 North 6th street, 
Philadelphia, was awarded a $1,200 con- 
tract for installing a low pressure steam 
heating plant in the store building 1207 
Market street for Charles E. Bell. 


Dodge Bros. took out permits amount- 
ing to $750 for the erection of heating 
systems in the residence of Frank Wood- 
ruff, 203 North 34th street, and in the 
store of W. F. Steigerwalt, 1004 Chestnut 
street, Philadelphia. 


George W. Supplee, of Narberth, Pa., 
steam engineers and contractors, have 
opened an office 1720 Land Title Building, 
Philadelphia, with a view of taking a 
fall out of some of the large work in this 
section. Should the experiment prove 
successful the Philadelphia office will be 
a permanent fixture. 


George W. Supplee, of Narbeith, Pa., 
one of Philadelphia’s suburban towns, re- 
ports that the dropping off in business 
has not reached him yet. He has several 
heating and plumbing contracts in hand 
and more in prospect for houses in his 
locality, and his jobbing trade continues 
to be brisk, owing to the continued cold 
weather. 


H. B. Hall, another of Narberth’s resi- 
dent plumbers, while busy, has most of 
his contract work completed, and the 
time of himself and men is devoted en- 
tirely to jobbing work, of which he has 
a goodly share. 


Kriebel & Co., 826 Spring Garden street, 
Philadelphia, will shortly commence work 
on two nice heating contracts, one a low 
presssure steam apparatus in the resi- 
dence of Mrs. G. W. Martin, 3814 Poplar 
street, and the other a vapor system in 
the colonial residence of Mr. Eckert, 
Devon, Pa. 


Myers & Co., 17th, below Chestnut 
street, who are renowned for their hot 


house work, have been awarded a nice 
contract for installing a plant in the 
large green houses at Rosemont, Pa. 


Allentown can boast of at least one 
plumber who still has work in hand. J. 
G. Wilder & Co., 128 North 7th street, 1s 
still running his full force. He has a 
2,000-foot steam job in the new home of 
the Hibernia Hose Company, and the 
plumbing and hot water heating in seven 
fine tenement houses. Besides he has just 
completed tne piumbing and gas fitting 
in an operation of 75 houses. 


A. F. Duprey, 1415 Race street, Phila- 
delphia, wi.i install a hot water heating 
apparatus 756 North 44th street for 
Nathan Griffith, and also one for Thomas 
Boyle 253 South 1vth street. 


F. G. Kramer, of Ambler, Pa., landed 
two nice heating jobs recently and will 
commence shortly to install some for Mr. 
Knight. They both are hot water heating 
plants. 


J. Barclay Thorn, 2446 Ridge avenue, 
was awarded the contract by J. S. Cornell 
& Son for placing a steam heating plant 
in the building 18th and Market streets 
Philadelphia. 


Harry C. Mellon, 8 South 19th street, 
was successful in landing contract for 
installing a hot water heating apparatus 
in the residence 66th and Woodland ave- 
nue, Philadelphia. 


The Chester (Pa.) plumbers are in the 
throes of thawing out pipes. All the 
shops are taxed to their utmost capacity 
and there is a long waiting list of those 
who have run up against an attack of 
Jack Frost. It’s an ill wind that blows 
nobody good, but nevertheless, judging 
from the hundreds of bursted pipes, its 
pretty hard on property owners. 


BE. F. Paullin will equip the residence 
of Thomas Huston with a hot water 
heating apparatus. The residence is lo- 
cated at 2412 Columbia avenue, Phila- 
delphia. 


W. P. Ogelsby, 1025 Walnut street, 
Philadelphia, has been awarded the con- 
tract for installing the plumbing and 
heating apparatus in the offices of the 
Pennsylvania Railroad Company, 3ist and 
Chestnut streets. 


Geo. W. Hartman Heating Company, 
1600 North 12th street, Philadelphia, were 
the lowest bidders and were awarded the 
contract for heating the store and print- 


ing office being erected 2930 Ridge avenue 
for W. A. McCausland. | 


The contract for heating the handsome | 
residence being erected at Villa Nova, Pa,, 
for Mr. S. T. Bodine, of the U. G. I. Co,, 
escaped from the Philadelphia colony of 
fitters and was awarded to Buerkel & Co, 
of Boston, Mass. The house was designed | 
by Boston architects. : 

———————— Bee { 

The plumbing and steam heating firms 
of West Chester, Pa., have about wound ) 
up their contracts and are now resting on 
their oars after a busy season. There are 
several contracts to be let shortly, which 
no doubt will bring close competition, 
Louis N. Davis of the above town has 
patented a vacuum valve which is meet. 
ing with great favor, quite a number hay- | 
ing been installed during the winter with 
unqualified success. | 

—_o 9-249 


A NEW DEVICE FOR CLOSETS | 


Every plumber appreciates the fact 
that there are many places where the 
ordinary closet is used as a urinal. Prac- | 
tically all closets in domestic use are 
as frequently operated in one direction 
as another. The same can be said of 
lone chambers connected with private 
boats, also in railway cars as well as in 
public places where there is little room 
for the installation of urinals. 

With this fact in view, it often oc- 
curs that the use of a seat is accomp- 
anied by a feeling that at some time or 
other the seat has been wet and thereby 


tS ae 


{ 

| 
rendered unsanitary. To obviate the | 
disgust that is sometimes felt by the 
fastidious in sitting on a closet, a simple - 
device has been perfected whereby 4 
slight pressure of the foot raises the 
seat when the closet is to be used a8 4 
urinal. When the foot is released the 
seat returns to its place. The attachment 
is shown in the photograph. It is easily 
and quickly put on by anyone, weighs less 
than two pounds and cannot get out 
of order. It is made by The Canner Man- | 
ufacturing Co., 305 American Trust Build- 
ing, Cleveland, Ohio, at a very low: 
price, and they will be pleased to give 
further information respecting this 
specialty to any of our readers. 4 
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Increase Your Income | ‘laa el all 
BY x | 
Increasing the qualityof YourWork 
BY USING © 
~) 
The F. & W. System 
, OF 
Fic. 514 ES ° e e B 
F. &W. Upright Vent, Revent and Drainage Fittings mncet 
Bath «4 Basin Vents which are now F. & W. Revents “I’’ 
€PECIFIE! BY THE MOST COMPETENT ARCHITECTS 
and 


USED BY THE BEST CLASS OF PLUMBERS. 


vw SEND FOR FREE CATALOGUE. x 


Other Styles of F. & W. Fittings will be shown in next issue. 


Address All Correspondence to 


This cut oe ee side inlet CENT RAL FO U ND RY (o O 9 Seen 
F.&W Upright Bath 5 
and Basin Wastes CADE ON EELS AE . NEW YORK CITY. F. & W. Revent“J”’ 


VS 
ie t 
WZ 
h 4 Hts E> | 
\\o4 FS 
" ii 
. 


Largest, best 
ITO CECA POSTS s gat tna spoase ap. ca seaiancone 
PORTABLE: | Gustwwman 
SHOWER 
in the market 


SOME OF ITS DISTINCTIVE FEATURES 


Adjustable Bracket—24 1-2 inch Ring, 6 1-2 inch Shower Head, Metallic 
Bulb and Bulb Yoke. It is made throughout of 3-4-inch N. P. Brass 
Tubing. All other Portable Shower Baths are made of 1-2 inch 
Tubing. A Jot of your customers will buy this Shower if you will 
speak to them about it. 


Re a eer — 
: 


Dartablagshower Bath 


Mitchell @ Van Meter Company, 


247 Centre Street, NEW YORK. 


Cascade A DESCRIPTIVE ILLUSTRATED PAMPHLET WILL BE MAILED, IF YOU REQUEST IT. 
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/imong the Plumbers 
and Steam Fitters 


John Kelly, of Corunna, Mich., has re- 
cently finished the steam heating in the 
county court house of that place. 


J. Zerga, of Detroit, Mich:, has the con- 
tract for heating apparatus for the new 
wing to the county asylum. The price 
is $4,341. 

At Terre Haute, Ind., W. H. Schott, 
of Chicago, has been awarded the con- 
tract for the hot water heating plant in 
a new residence. 


The steam heating contract for the 
new Home of Feeble Minded at Eldridge, 
Cal., has been given to J. G. Grannis & 
Co., for about $8,000. 


The contract for the plumbing and 
heating the new jail of McHenry County, 
N. D., has been captured by Frank L. 
Dixon, of Grand Forks, N. D. 


The California Windmill Co., of Somo- 
nauk, Ill... have secured the contract for 
heating the new hotel at Fairiville, I11., 
which is being erected by Chas. Agnew. 


Johnson & Beck, of Lincoln, Neb., have 
secured the contract for the plumbing 
work in the handsome new residence of 
G. W. Parkhurst, on Ninth and Tyler 
streets. 


The contract for the heating and venti- 
lating the new court house at Syracuse, 
N. Y., has been awarded to the firm of 
Goldie & Gildea. The contract price was 
$37,647. 

William F. Wilson & Co., of San Fran- 
cisco, Cal., have the plumbing contract 
for the new five-story building of the 
First National Bank at Berkeley. The 
price is $4,000. 

Wm. W. Pitt, of West Main street, 
Tuckerton, N. J., informs THe PLUMRERS’ 
TRADE JOURNAL that he would like to re- 
ceive catalogs and price lists from the 
manufacturers and jobbers. 


The Idaho Hardware Plumbing tom- 
pany, of Boise, la., has been awarded 
the contract for the plumbing and heat- 
ing of the Idaho Industrial Reform 
School. The price is $8,000. 


The contract for the plumbing work in 
the pavilion and palm house in the Park 
at Pekin, Il]l., has been awarded to Ru- 
haak & Lackman at $1,237.50, and the 
heating contract to Carl Lucas for $945. 


Edward Flanagan & Co., of Lehigh and 
Kensington avenues, Philadelphia, Pa., 
have just finished a busy season of heat- 
ing work. The following are some of the 
contracts: Low pressure steam heating 
apparatus at St. John’s Protestant Epis- 
copal Church, Emerald and Elkhart 
streets; hot water heating apparatus at 
St. George’s Roman Catholic Church, Ve- 
nango and Salmon streets; hot water 
heating in the offices of Schwartzchild & 
Sulzberger, No. 841 Callowhill street and 
138 North Delaware avenue; and a steam 
heating apparatus in the residence of 
August Schoen, Sixth and Sedgley. 

—______@ > « ¢ @—_______ 


CHANGE OF FIRM NAME 


The Chasmar-King Supply Co. are the 
suecessors to the plumbing and heating 
supply business of the Dowd & King Sup- 
ply Company, of Charlotte, N. C. The 
management remains the same as dur- 
ing the past year. 
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STRALEY, HASBROUCK & SCHLOEDER, 


John A. Straley 
Louis B. Hasbrouck 
C. Augustus Dieterich 


Counselors-At-Law 
Solicitors of American and Foreign Patents 


257 BROADWAY, NEW YORK,N.Y. 


Patents, Designs, Trademarks, Labels and Copyrights. 


750,128. Valve. John E. Schneider, Al- 
legheny, Pa. Filed Nov. 14, 1902. Serial 
No. 131,402. (No model.) 


SAAR 


SSIS 
; 
N 


749,802. Ventilating Attachment for 
Tanks. Charles Noller, Detroit, Mich. 
Filed Sept. 15, 1902. Serial No. 123,441. 
(No model.) 


Generator. 


Gas 
Orion K. Stuart, Indianapolis, Ind., as- 
signor of one-half to William R. Watson, 


749,757. Acetyiene 


Indianapolis, Ind. 
Serial No. 150,862. 


Filed April 3, 1903. 
(No model.) 


751,853. Valve for Steam Heating Sys- 
tems. George D. Hoffman, Chicago, IIl., 
assignor to Norwall Manufacturing Com- 
pany, Chicago, Ill., a corporation of II- 
linois, Filed Feb. 14, 1903. Serial No. 
143,299. (No model.) 


PATENTS 


and 


Patent Causes 


ESUEPAUY, 
Closet. 
J., assignor 


1903. 


Water 


Marine 
William H. Smith, Elizabeth, N. 


of one-half to Walter F. 
Kelly, Elizabeth, N. J. 
Serial No. 152,379. 


Filed April 138, 
(No model.) 


751,869. Universal Compression Stop 


and Waste Cock. 


William G. Newton, 


New Haven, Conn., assignor to the Peck 
Bros. & Co., New Haven, Conn., a corpora- 


tion. 
160,986. 


Filed June 11, 1903. 
(No model.) 


Serial No. 


751,270. Water Closet Bowl. Arvid Bk, 


Portland, Me. 
newed Oct. 19, 1903. 
(No model.) 


751,005. 


Filed April 12, 1902. Re- 


Serial No. 177,666. 


Frederick D. 


Philp, Buffalo, N. Y. Filed Aug. 1, 1903. 


Serial No. 167,924. 


(No model.) 


& 
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New Plumbing Shops 


and 


Trade Information ( 


John J. Manning has opened a plum 
ing shop on Sixth avenue, Ambridge, p 


J. J. Slattery is the name of a ne’ 
master plumber at Davenport, Ia. \ 
Slattery for the past nineteen years he 
been connected with some of the pe 
shops in that city. He is now located ; 
1514 Harrison street. a 


William EH. Donohue, formerly engage 
in the plumbing business at Rome, N. y 
has formed a partnership with M. Trac; 
under the firm name of Tracy ) 
hue, and will conduct a plumbi 
ness at Schenectady, N.Y. 


Figure three is a result of the fort. 
Wm. Brooks, of Passaic, N. J, w 
snapped at Reno, Nevada, a little wo 
engine that daily hauls a short train 
the mountain sides. It will be observ. 
that the tender is filled with wood, 


The partnership heretofore existing b 
tween H. W. Palmbeck and @G. A. Ber 
lund, under the firm name of Palmb 
& Berglund at Moline, Ill., has been dil 
solved. The business will be continue 
at the old stand by C. A. Berglund. 


Messrs. O. W. Winn and F. §. Warre 
have purchased the plumbing establis) 
ment of J. A. Reese on Twelfth stree 
Birmingham, Ala., and will largely ij 
crease the business. Both of the par 
ners are practical and expert workmen. 


Frank C. McCall and D. HE. Norde 
plumbers at 23 West Highth street, An 
erson, Ind., have dissolved partnership t 
mutual consent after fifteen years in bus 
ness. Mr. Norden retires from the firr 
while Mr. McCall continues the busines 


The F. A. Wendell Plumbing and a 
ing Company, of Watertown, Mass., ha\ 
transferred their Boston office to Tec 
nology Chambers building, which offi 
will be devoted exclusively to their jo 
bing trade, having merged their contra 
department with that of their Watertow 
store. 


The Rochester Roofing & Heating Cor 
pany, of Rochester, N. Y., have been i 
corporated with a capital stock of $8.00 
They will do a roofing and heating bus 
ness. The incorporators are Geo. | 
Barker, F. M. Barker and F. D. Cody. 


The Kingston Hardware and Plumbit 
Company has purchased the business | 
P. N. Paine at Kingston, N. Y., and wi 
continue with a complete line of plum 
ing, hardware, etc. Joseph McClintoc 
for many years with the Canfield Supp 
Company, is a member of the new firt 
and will manage the business. The 
have notified Tue Proumpers’ TRAl 
JournaL that they would be pleased f 
receive catalogs from manufacturers at 
jobbers. 


NO ONE SUPPOSES =| 


that all 6x12 paintings are of equal valu 
and should command the same price. W! 
then should all heaters be placed on t! 


same level? Constant experiment ‘ 


made ‘‘ Winchester” castings the best f 
the purpose, namely, giving heat. Ma 


by Smith & Thayer Company, Bosto 
Mass.—Adv. : | 
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Copy ot this very desirable Catalogue 
will be sent to dealers, upon request 


CATALOGUE 
No.15. 


NEW~YORK 


Electric and Gas Globes, 
Shades, Etc. 


The Phoenix Glass Co. 


NEW YORK. 


15 Murray St, ’ 2 


673 GRAND AVENUE, 
TEL. West 1390. CHICAGO. 


Cornice Skylights 
Galvanized Steel Tanks 
Metal Ceiling, Rivet Pipe 
Metal Stamping 
Patent Articles Made to Order 
Send Plans for Estimate 


Experience may qualify a plumber to guard against bad and insanitary 
conditions, and it is against the unseen and unknowable that the 
a p)umber seems to make provision, an ounce of prevention 

eing worth a pound of cure. One route to safety lies in using on your 
sinks and lavatories, etc., CLEAN SWEEP TRAPS. 


An expert writes us recently: “There are many good traps, but after 
all we think that CLEAN SWEBPS are the best all around trap in use 
at the present day,” a consistent opinion from an unbiased judge, and 
our FULLER WORK, the perfect kind, that’s silent when working, 
these are yours for the asking. The ‘raps are sold in England, Scot- 
land, Germany, Canada and the United States. 


Detroit Sanitary Supply Co., 


27 Jefferson Avenue, . 


Sole Manufacturers, 
DETROIT, MICH. 
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THE 
“Hamilton Gem’’ 


Low Down Closets 


Speak Chapters for 
QUALITY, 


And volumes for 
SATISFACTION. 


BUILT RIGHT, 
LOOK RIGHT, 
WORK RIGHT. 


Ghe Sanitary Mfg.Co. 


Hamilton, Ohio. 


eal Push Buttons or Pulls Mr. Plumber 
“MIAMI? 


onthe Practice and Theory 


“Questions and Answers °2/'ooritee prambing” 


6TH EDITION NOW READY, 
Nearly Double the size of Previous Edition. New Illustra- 
tions. Much additional Information. Frice, $1.00 postpaid. 


R. M. STARBUCK & SON, - Hartford, Conn. 


Goulds Water Lifter 


“NEW DUPLEX” 


Perfectly Automatic. 
Stops and Starts as Water is Used 
No Storage Tank Needed. 


Further information upon request 
Ghe Goulds Mfg. Co. 
Works and Main Offices: 


SENECA FALLS, N. Y. 


16 Murray Street, New York. 
' The Gould Co., 22 & 24N.Canal St., 
Chicago. 


Lawrence Gas Fixture 
Manufacturing Co. 


Designers and Manufacturers of 


Gras, Electric and 
Combination Fixtures 


129, 131, (33 and 135 N. Twelfth St. 
CORNER CHERRY ST. 


Write for Catalogue Philadelphia 


THE HORN: BRANNEN MFG.C2 


FACTORY & 
SALESR9°MS - 


427-429-4516455 
N-BR°AD ST: 
PHILADELPHIA 
PA: 
SPECIAL: DESIGNS 
SVBMITTED- FOR 


RESIDENCES - AND 
PVBLIC:BVILDINGS 


DESIGNERS & — 
MAKERS °F e 
LIGHTING 

FIXTVRES- 

GAS-ELECTRIC 

AND 

(COMBINATION 


WRITE-FOR 
CATALOGVE: 


Troubles and Triumphs ofa Light Salesman 


Dear Mr. Editor: 

OWN in Alabama where the 
white man rises late and the 
black man rises early and 
often, I thought would be a 
good country for prospecting 

and to duck the zero zephyrs of the chilly 
North, and to diffuse a litle illumination 
in the medium-sized towns, villages and 
parishes. And presuming that every gas 
man, salesman or fitter, does not have op- 
portunity for the same experiences, will 
give you a touch of Southern incidents 
in the hydro-carbon gas line. 

Now, in the first place, you have got 
to possess the qualities of a good social 
and business mixer, and if you don’t 
know anything about the gas business 
and expect the people in the small towns 
will let you down easy on the strength 
of a little bunch of talk about Jim Jones 
and Sam Smith using the light, you will 
find a huge leak in your main lead before 
you get to the first quarter in your argu- 
ment to business men. 


aaa NY Sew wLVt 


A salesman cannot well be a tight-laced 
society man because his salary and—well 
you know he can’t, and that settles it! 
but if he cannot diffuse with the brighter 
lights and stand in favor with the dark- 
eyed society belles of this socially chiv- 
alrous community, his little spark 0’ 
light business is very apt to go glimmer- 
ing. 

We have been agitating a town lighting 
plant in a burg of about 1,000 population, 
near here, and knowing the obstacles to 
overcome require 1,728 cubic inches to the 
cubic foot in plain business facts, I hook- 
ed up with an up-to-date fitter from here 
and, with a good stock of common sense 
diplomacy, we stormed the town. 


Hunting up the town clerk, who had 
corresponded with the house, we found 
him a genial fellow and very obliging in 
introducing us to the “City Dads,’ who 
got together and agreed that they wanted 
a modern lighting plant for their town 
and wanted plain facts and figures on 
our proposition. That was a guiding star 
to us and we gave ’em as Straight gas 
talk and the plainest figure proposition 
ever presented in Dixie; gave them facts 
and figures, costs and profits from dig- 
ging the trenches to lighting the gas and 
reading the meters. 


Everything progressed in a business 
way and the fitter left town. I held over 
a couple of days to attend the firemen’s 
ball, which is the big’ social doin’s of 
the season, and by togging up a little 
(with a rather luminous necktie and pat- 
ent leather blouchers—very kindly loan- 


LST ~~ 


( 
and 
Fe ee eS 


ed me by an English tourist, who is do- 
ing the neighborhood “looking up the re- 
sources of the bloomin’ country,’) and 
meeting the young business men and the 
belles of the ball; I circulated under high 
pressure; had a good time .in general, 
and didn’t overlook a little “good impres- 
sion” work. 


metal to award that large, brown loaf of 
doughy sweetness. 

Deacon Brunson’s daughter won the 
prize and the “Deacon” showed great in- 
terest in the new lighting project; when 
he had absorbed my extravaganza Eng- 
lish and understood that three acetylene 
flames would light their church better 
than the “four orl (oil) lamps and two 
taller (tallow) candles” now in use, and 
not cost any more after the first expense 
of piping the building and less danger- 
ous from fire, the entire vote, across the 
color line, was corralled for the new light 
then and there. 

So you see we had the white and black 
pat on the preliminary social and finan- 
cial tests, but you cannot turn on the gas 
by a three-day canvass, and the people 
want to see the color of your goods. 

A poster can be seen in each of the two 
general stores, the post office and town 
office, etc., announcing a meeting at the 
puble hall to witness a demonstration of 
the New Gas Lighting System; every- 
body is urged to attend and see a modern 
gas apparatus in operation and ask hard 
questions: the demonstraion and discus- 
sion to be conducted by—yours truly. 


Troubles and Troubles of a Light Salesman—‘“‘Dat Off Mule” 


While the color line is more exact here 
than up North, it is not to be forgotten 
that there is some business men in ali 
classes, and to make sure of the commun- 
ity in general I consented to look wise 
and act as judge at a cake walk; not the 
crude Yankee idea of a cake walk, with 
its “vulgah imitation of a crazy white 
man’s coon dance,” as a typical Southern 
“artist” expressed it; but a real sure 
enough walk-for-a-cake, at the African 
Methodist Episcopal Zion Church. The 
town clerk tipped off the fine points to 
me and “we judges’ were put on our 


At the fourteenth hour of the day, 
under the greenish-yellow glare of a hiss- 
ing, ordoriferous gasoline lamp at the 
town tavern, I wrote my house—as all 
good salesmen do—that we had been dis- 
covered in Alabama and if they would 
rush a five (5) light model generator, 
with display fixture, carbide, etc., to me 
by express, there would be one less com- 
munity to bring in out of darkness be- 
fore another week ended. 

Well, now Mr. Editor: I don’t want to 
say the. world has all gone wrong and 
that sugar cane will be sour next season 
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and I don’t want to be personal; py 
freeze my pipe if here isn’t a bill-of-ja, 
ing and letter from the general] manage 
verifying that a fifty (50 Sight—ty 
grown and capacious—generator and a 
cessories in proportion has been shippe 
for me to the railway station, which ; 
seven miles from the town! 

Now, the meeting house is large enoug, 
to hold a five hundred (500) ligh 
generator and the nearest town pump j 
only (?) a block away! So why couldn 
that order clerk add one more caliper t 
my five (5) light requisition and the 
I could employ the whole colored pom 
lation to carry the 800 gallons of wate 
necessary to fill the 500 light apparatu: 
but as it is against my religion to kick 
when there is something else to do, 1’ 
be thankful there is only about 80 ga 
lons of water to supply from that pum; 
a-block-away. 

“Braxon Johnsing is you’h man, sah, 
was the answer I received on inquirin; 
who had a two mule team and could b 
hired to draw my incoming freight fron 
the railway station. Braxon was soo) 
located, at the tavern bar room, an 
after charging him with a little (?) Ok 
Tom Jin and assuring him the machin 
could not possibly blow up every tim 
the wagon wheel struck a rut or a rock 
GAL. 13144—Mar, 15 
he- quoted the arbitrary prices of “twi 
dollars” for for a one mule team service 
or “four dollars and a half, sah,” for ¢ 
two mule team. As the roads are bac 
and Braxon’s one old mule has past thi 
age of strenuous mule life, I could no 
consider any but the double team ide: 
and labored with my colored friend it 
persuasive logic that a double team coul 
not possibly be worth over twice as mucl 
as a single rig, but my logic and mathe 
matical illustrations in finances provec 
harmless in appealing to Braxon’s con 
victions. So to save my nervous systen 
and the gin I closed the deal at $4.50 C 
O. D. of the goods. 

Todd, the stable boy, had been al 
attentive listener to the struggle witl 
Braxon and, seeing the mental nightmare 
as I tried to filter the mysterious par 
of the transaction through my ignoranct 
of mules in general and Braxon’s mules 
in particular, volunteered an X-ray x 
planation of the situation in this way! 
“You see Marsa; Braxon he has got é 
good ole mule an’ a off mule, an’ Braxot 
he’s done scared to go bout ways ‘rount 
that off mule, so he has to pay his broth 
ah’n-law two dollars to help hitch 4 
young mule on de off side, cause he’s f 
debil! dat off mule is!” More later. | 

Yours for the Light, | 
Cc. Argon, Salesman. 
Mobile, Ala., February, 1904. 


a LARGE LIGHTING PLANTS IN LARGE 


} INSTITUTIONS K 
eS How They Grow in Popularity | 
RRRRRRRRR RRA RRR RPO PD me.) ; 
There can be no better proof of the gen 
eral satisfaction and growing popularity 
of acetylene for town and institutior 
lighting than is shown in the progres: 
made in that line by The Acetylene Gen 
erator & Mfg. Co., of Wapakoneta, Ohio 
as reported by the firm’s general manager 
Mr. Henry Gissel. 

The following large plants were 4 
cently installed: Auglaize County, Ohio 
Infirmary, one 200-light generator; Sam 
dusky County, Ohio, Infirmary, one 200 
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A Few 
of Its 
Advantages 


Patented Metallic 
Loop which cannot 
break or burn out. 


Nickel Wire Sup- 
ports which will not 
bend. 

No visible shrink- 
age. 

Highest _ possible 
candle power. 


Will outlast 10 
other mantles. 


Superior Facilities en- 
able us to give Bet- 
ter Quality for Less 
Money than any 
other Manufacturer 


Write for our 
new Illustrated 
Catalogue 


.ARITAN MANTLE CoO., 
7&8 Chatam Sq., NEW YORKCITY. 
Largest Mantie Manufactory In New York City. 


This i is the Only 


Automatic 
Collapsing 
Tap 
with reamer com- 
bined, which has 
been a practical and 

assured success. 

It will save from 
50 to 75 per cent. in 
cost of tapping. 


PATENTEC 


A Trial Order 
Solicited. 

Descriptive 
circular sent 
on application 
to 


The MURCHEY MACHINE & TOOL 60., 


64 Second Street, - DETROIT, MICH, 


<™ CYPRESS Water Tanks 


Bestinthe world. Sznp ror CaraLocus 
SiON for delivered prices. 
H. F. LEWIS & CO., Lro. 
316 Baronne St... NEW ORLEANS, LA 


MAJOR’S CEMENT 
is the Best for Repairing 
PLUMBERS’ PORCELAIN WARE 
Price, 15 cents. 
Major’s 


Rubber Cement, 
Major’s 
Leather Cement, 
Same Price 
Sold Everywhere 
Alphonse Major, proprietor. 


NEW YORK CITY. 


Subscribers 


Weare Headquarters for all kinds of Gas Burners 
(for Acetylene, Coal Oil, Water or Machine Gas) as 
well as for Lamps and Posts of all descriptions. 


Weare also manufacturers of an extensive line 
of Gas and Electric Light Supplies, including a 
large variety of Globes and Shades. 
In fact we make a specialty of anything 
pertaining to Light and Heat. 


ESTABLISHED INCORPORATED 
1851. 1871. 


Write for Catalog ‘‘S No. 3” just issued. 


E. P. GLEASON MFG. CO., 


181-185 Mercer St., NEW YORK. 


Our agents get money 
as well as popularity with 
sale of our machines. 


This shows whether our 
proposition is a good one 
or not. 

One agent cleared over 
$3,000.coO in six months, 
Why not get in line? 


It’s a Money Maker 


WRITE US. 


The Rush Acetylene Generator Co., 


20 Bristol Street, CANANDAIGUA, N. Y. 


Will Pica 


Lighting Problem Solved by 


Carter’s Cellular ~ 
Acetylene Gas System 


CHEAPER THAN COAL O/L, BETTER THAN GAS 
or ELECTRICITY, ECONOMICAL, SAFE, 
S/MPLE and RELIABLE. 


We want Reliable Plumbing Firms 


as Agents to sell fhe best Acetylene 
Apparatus on the market. 


Write for terms and territory 


Niagara Falls Acetylene 
Gas Generator Co. 


Niagara Falls, * . . N.Y 


DO YOU KNOW THAT GEURGE BRAY & COM- | 
PANY MADE THE FIRST BURNER 
USED FOR ACETYLENE GAS ? 


eT FOR 
URNERS ACETYLENE 


G IVE the highest ef- 
ficiency and are 
the most satisfactory. 

The fine gas apper- 
tures in the Bray 
Acetylene Burners 
will not stop up so 
readily as is the case 
with other Acetylene 
Burners in the market. 

Bray Acetylene 
Burners are protected 
by numerous PAT- 
ENTS THROUGH- 
OUT THE WORLD, 
and are all stamped 
with Bray's Name and 
Trade Mark. 

Bray Acetylene Burn- 
ers, in their several 
kinds, are the cheapest 
in the market. Ll 
WRITE FOR PRICES. 
WILLIAM M. CRANE Co., 

Sole Agents for the United States 

1131 Broadway, New York 


LLM Le ke ke Sede Se So Se Se Se 


SEND FOR OUR 


CATALOGUE |) 


GAS FITTER’S 
HANDY REFERENCE BOOK : 
ILLUSTRATING, —. 


GAS FIXTURES. 


INCANDESCENT GAS BURNERS, 
MANTLES, 
ACETYLENE BURNERS,\C 


GLASSWARE 
IRON PIPE FITTINGS, 
( TOOLS, ETC. 
AYO 


*) RW (liamson & Coz 


MANUFACTURE Rf 

S ELECTRIC & ‘oneINATION | 

ee TAL |) il 
SiaPLe, SEITTINGS Fic i 


pond at ay 
A 


Frete & tact ae SALESROOME 


458-452 anaes ee 54 LAKE STREET 
CHICAGO.U.S.A. 


Inside Lamp No. 40 
One Mantle, 950 Candle Power 


A Light for any indoor room or 
place of business requiringa 
substantial and satisfactory 
light of great brilliancy and 
far-reaching penetration: 


Write for Prices and 
Descriptive Catalog 


The American Self-} 
Lighting Lamp Co. 


300 Montana St. ae 
PEORIA, ILL. | 
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light generator; Sandusky County, Ohio, 
Court House, one 100-light generator; 
Sandusky County, Ohio, Jail, one 50-light 
generator; Allen County, Ohio, Infirmary, 
one 250-light generator; Sidney Court 
Flouse, Sidney, Ohio, one 250-light gener- 
ator; Town Lighting Plant, Winter Har- 
bor, Me., one 500-light generator, to re- 
place a 100-light plant. Contract for 
Town Plant, one 750-light generator, to 
replace a 100-light plant. 

In addition to the above installations, 
two of which it will be noticed were en- 
largements of the original, which proved 
too small to supply the increased demand, 
the firm have a one thousand (1,000) 
light plant installed and lighting the 
town of New Castle, Ohio, operating since 
December 15th, 1908. 

The generator used in these installa- 
tions is the Abner Giant Automatic— 
shown in the accompanying illustration. 
Further information in regard to this 
generator will be sent upon request to 
the Acetylene Generator Mfg. Company 
of the above address. 


BPP PII ST 


WEY YYLYYNereYPSmrLSy 


EX New Compact Handy Water Column Pre: 
( sure Gauge for the Acetylene Trade. 


CRO OO 


RPRARARAR RASS 


ae 


Every gas man, manufacturer, salesman 
and fitter is required to know the pres- 
sure under which his generating plant 


is working and the variations in pres- 
sure at different points in the piping sys- 
tem, hence a convenient and accurate 
pressure gauge is quite necessary to com- 
plete this outfit. 

The H. & M. Improved Gas Gauge, 
shown in the accompanying illustration, 


comes to the acetylene trade in conveni- 
ent, compact form and at a most oppor- 
tune time. 

The glass tube (which has heretofore 
been the delicate part of the water col- 
umn gauge), is packed with particular 
care to prevent breaking and with a 
protecting shield of metal surrounding 
the tube and scale at the back and com- 
ing well to the front, so the gauge can 
be thrown on the floor without fear of 
breaking. 

In point of convenience and quick ad- 
justment, -the gauge is provided with a 
petcock in the leg of the Y at the base 
to simplify the adjustment of the water 
column to zero of the scale, the scale 
also being adjustable. 

With this feature of attraction, the ap- 
propriate size of the gauge, and reason- 
able selling prices will no doubt interest 
the gas trade in general. 

The H. & M. Improved Gas Gauges are 
put on the market by Hohmann & Mau- 
rer Mfg. Co., of Rochester, N. Y., New 
York, N. Y., Chicago and London, Eng- 
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that the mixing tube performs its work 
without an air shutter or adjuster. 
Neither does it require any draft pro- 
duced by the chimney, therefore the an- 
noying and expensive breakage of glass- 
ware is avoided. Moreover, it has an- 
other great advantage, in that the streams 


of air are so divided that they eco), 
heated and prevent the tendency of t, 
flame to fire or flash back. A catalog | 
scribing this lamp more fully can be , 
tained by writing to the manufactur 
and mentioning THE PLUMBERS’ Try 
JGURNAL. 


Write these firms for catalogues and 
mention The Plumbers’ Trade Journal, 


Advertisers in The Plumbers’ Trade Journal can have their catalogs and trade 
literature reviewed with our compliments in these columns by sending first copy 


off press to our New York office. 


Fee & Mason, of 68 Beekman street, 
New York, have issued their new catalog 


The Abner Giant Acetylene Generator Made by The Acetylene Generator Mfg. Co. 


land, and supplied by the fixture and sup- 
ply houses. Mention THE PLUMBERS’ 
TRADE JOURNAL when writing to this firm. 


a 


THE YOTTO INCANDESCENT LAMP 


The American Incandescent Lamp Com- 


_bany, of 92 Fulton street, New York, are 


the manufacturers of the Yotto incandes- 
cent lamp. It is a lamp that gives a very 
strong light, at a small cost. The “Yotto” 
burner consists of two separable parts; 
the gas-check with the Bunsen tube, end 
the air mixing chamber, the division en- 
abling any one without experience to 
attach the lamp to any gas fixture. 

The lamp is so scientifically constructed 


B, illustrating their complete line of pipe 


hangers, clamps, 

pipe rests, ceiling 

ILLUSTRATED lates, hook plate 
CATALOGUE BE fl oF plates, 
ox Be ow flanges, cross 
overs, straddle fit- 

tings, wash tray 

tees, fresh air 

ae grates, catch bas- 
G3 BEEKMAN STREET. ins, cesspools, ete. 


NEW YORK NY.US 


This is one of the 
most complete cat- 
alogs of its kind we have seen. It super- 
sedes all former editions, and in bring- 
ing it to the attention of the trade, they 
wish to state that the hangers illustrat- 
ed are endorsed and specified by the lead- 


lug arcuilects, Ueailog and Sanitary ¢ 
gineers, and approved for the city a. 
government work. They also ma; 
special hangers to order. A copy of tl; 
catalog may be obtained by applying ) 
Fee & Mason, of the above address, a! 
mentioning THE PLUMBERS TRADE Joi: 
NAL. 


Catalog No. 25 has just been issued | 
the William M. Crane Company, of 11. 
Broadway, New 
York City. This 
firm manufac- 
tures gas appli- 
ances and every- 
thing in this line, 
paying particular 
attention to the 
specialties not at- 
tempted by other 
concerns. Experi- 
menting constant- 
ly on all kinds of 
devices for the use of gas and coming 
personal contact with the consumer tt 
are in a position to know their wants a 
meet them. For the convenience of 
trade they will find in this new cata: 
that the makers have classified th! 
various lines, which will materially ass 
in locating almost instantly what you 2 
desire information about. It would. 
most be impossible to mention a i 
appliance for cooking that is not descrit. 
in this catalog. It contains about ( 
hundred pages, printed on very fine par 
The cover is red in two colors. Our re. 
ers will receive a copy on — 
the above concern. 


From the H. P. Read Lead Works, 
New York City and Brooklyn, we hi 
received a copy 
their advance she 
showing their line 
water closet comt 
ations. It is ill 
trated with very f 
half-tone cuts shi 
ing their Lexingt 
Kent, Cathedi 
Quincy, Waverly é 
Eton closets. T 
—. ‘| Lexington, which 
shown on the first page, consists of 
vetrified earthenware syphon jet clo! 
No. 1 tank, nickel plated, knee sad 
brackets: No. 10 seat and cover, nicl 


H.P.READ 
LEA D4 
WORK SS 


= 


a 
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IF YOU ARE 
HAVING TROUBLE 


With tank linings giving out 
an account of the action of 
water or electro.ysis, you 
can overcome it by using 
our acid, alkali, and electric 
proof lining, guaranteed for 
Qyears. It costs no more 
than lead and will not give one-half the trouble, and weighs 


less. It is no experiment. 
Sond for descriptive circular of this and our new style bent tanks. 


Findeisen @ Kropf Mfg. Co., 


Main Office and Factory, 
2st Place and Rockwell Street, CHICAGO. 


These 
Essentials 
are fully 
met in our 
up-to-date 
plant. 


THE WHEELING =| 
POTTERIES C0, 


RIVERSIDE DEPARTMENT 
Wheeling, W. Va., 
DeSrAt 


WRITE US. 


Our New Enameled Ware Catalogue Is Ready 
. For the Trade. Send for it To-day 


ei ee tnd 


PE SOOO 
PEDESTAL URINAL SELP-ACTING 


GOODS 24 e2inch high 29 inch back 
FU LLY PRICES 
GUARAN RIGHT 
TEED 


SUBSCRIBERS “rnisJoarnal when 


ss Bi. ul 
Illustrates our one piece fixture fitted with low down compression 
cocks adjustable brass legs, supply pipes with air 
chamber and flask trap. 


writing to Advertisers 


IRON AND BRASS PUMPS, PLUMBERS’ SUPPLIES, ETC. 


HUMPHRYES MFG. CO., MANSFIELD, OHIO. 


GENERAL 
MANUFACTUR- 
ERS OF 


PLUMBING 
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Special uttention is called to 
the fact that we have in stock 
a complete line of Bath Tubs 
of all sizes and classes. at prices 
that make it advisable for the 
And Jobbers of 


PLUMBING 
SUPPLIES 


Eastern Agents: 
0. CHAN. WELLS, 
and 
WM. A. LOCKE, 
100 William Street, 
New York, N, Y. ® 


J.REGESTERS’ SONS €0., Baltimore, Md. 


trade to purchase now. 


SHIPMENTS FROM SAVANNAH ONLY. 


> THECHASMER.-KINC SuPPLYCo. 
CHARLOTTE, N. C. = SAVANNAH, GA. 
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plated guide rod and celluloid pull, 1%4- 
inch nickel-plated flush pipe and holder 
and bumper, nickel-plated inlet connec- 


# THE ELLIS AUTOMATIC INJECTOR w& oe 


ee POPP 


PL PPLODYYys PNY 


oo oo 


tions, floor flange, blots and washers. This 
catalog is worth sending for. Mention 
THE PLUMBERS’ TRADE JOURNAL. 
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NE of the most important features 
O in connection with large build- 
ings of any description are the 
removal of sewage and all liquids wastes 
as rapidly as created, and the absolute 
prevention of any kind of back flow of 
sewage or sewer gas from the public sew- 
ers. 

Where there is a good fall from the 
basement level to the public sewer these 
conditions can be obtained by properly 
laid and properly trapped gravitation sew- 
ers. It frequently happens, however, that 
a discharge from the basement of a build- 
ing to the public sewer, or other point 
of outfall, cannot be obtained by gravita- 
tion. 

In these cases some artificial means of 
raising and discharging the liquid waste 
and ground water must be employed. 

By means of the Ellis ejector system, 
a new and up-to-date device, all the 
liquid refuse of a building can be dis- 
charged in a simple, sanitary and eco- 
nomical manner, without coming in con- 
tact with the air of the building; and 
making the entry of sewage or Sewer gas 
from the public sewers an impossibility. 
The motive power in the Ellis ejector 
system is compressed air, steam, electri- 
city, or water. It is applied in the fol- 
lowing manner: 

In a chamber built of brick or iron, 
either in the basement floor or outside 
of the building, an air-tight iron vessel, 
called a receiving tank, is placed at such 
a level that all the sewers and drains of 
the building can have a good fall into it. 
From the receiving tank a discharge pipe 
is laid to the point of outfall, which is 
generally the public sewer in the street. 

The sewage flows from the drains 
through the inlet pipe into the receiving 
tank and gradually rises therein until it 
reaches the under side of the float. The 
air inside of this float, being at atmos- 
pheric pressure, causes the float to rise 

with the sewage, and this opens an op- 
’ erating valve, when the air, thus auto- 
matically admitted into the receiving 
tank on the surface of the sewage, drives 
the entire contents before it through the 
opening at the bottom, and through the 
outlet pipe into the iron sewage dis- 
charge pipe. The sewage can only escape 
from the receiver in this manner, as the 
instant the pressure is admitted upon the 
surface of the sewage the valve in the 
inlet pipe closes and prevents the fluid 
from escaping in that direction. 

The sewage passes out of the receiver 
until its level falls to such a point that 
the tank is thoroughly empty, reversing 
the operating valve which first cuts off 
the supply to the ejector. The valve in 
the outlet pipe then falls on its seat, re- 
taining the liquid in the sewage discharge 
pipe, the sewage again flows through the 
inlet and the tank commences to fill once 
more—and so the action goes on as long 
as there is sewage to flow. 

The system can be cross connected with 
air, steam, or water, and arranged with 
yy-pass valves operated by hand if de- 
sired. 

A booklet describing this system may 


be obtained by writing to The Ellis Com- 
pany, of 216 West 23d street, New York. 
Mention THrE PLUMBERS’ TRADE JOURNAL. 
_—_e > 4 
A FINE LINE OF SLATE GOODS 


E'verything in the plumbing line which 
is made of slate is manufactured by the 
Fleming Slate Company, of Pultney, Vt., 
including all toilet room, urinals, base, 
sink, wash tubs. They also make a num- 
ber of articles used in the building line, 
such as stair treads. 

Another article which they make a 
specialty of is a very pretty and useful 
kneading slate which is on sale at a num- 
ber of the big New York stores. These 
slates are very clean and will never 
smell or wear out. If your store keeper 
does not handle them, write to the Flem- 
ing Slate Company, and one will be sent 
for 75 cents. They are also putting some 
slate cigar boxes on the market which 
are very desirable. 

——_ 29-4 4 > —___—_ 
THE WIZARD LOW DOWN COMBINATION 
CLOSET 


The Cahill, Swift Mfg. Company, of 
1125 Walnut street, St. Louis, Mo., are 
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the want of the plumbers for use in flats 
and in ordinary priced homes. The com- 
bination consists of a washdown vitrious 
ware bowl fitted with heavy post hinge 
seat, crate, tank fitted with the famous 
Dale high pressure ball cock, and lined 
with 10-ounce copper. It is always 
shipped with white pull, N. P. supply and 
flange, and N. P. flush ell. The above 
concern will be pleased to quote prices, 


which they state are reasonable, to our ~ 


readers upon application. Mention THE 
PLUMBERS’ TRADE JOURNAL. 


> p04 ~~ 
ABOUT THE CLEAN SWEEP TRAP 


“T like Clean Sweep traps best. Investi- 
gation will reveal many features of mani- 
fest advantage,” Says an expert sanitary 
engineer. It is a fact and the results have 
shown the above to be an everyday truth, 
and the Detroit Sanitary Supply Com- 
pany, of Detroit, are offering to-day one 
of the best of sanitary traps. The worth 
of a trap is never developed by an abnor- 
mal test, as many are apt to think. To 
build a trap to make a resistance to any 
specific action, the makers state, is to 
spoil the trap. A trap that will stand a 
fair test with all points evenly balanced, 
cleanliness, adjustment, etc., with as few 
mechanical features as is possible, is what 
counts. Such a trap is the Clean Sweep. 
The test of merit is the worth of the trap 
after being placed in a building. Results 
are the only right measure of man and 
things. These facts alone have carried 
the Clean Sweep trap through and made 


The Wizard Low Down Combination Closet, Manufactured by the Cahill, Swift Mfg. Co. 


SS SE SE NL SE TET, 


having a most successful trade on their 
“Wizard” low down combination closet, 
which is shown on this page, as it fills 


it the popular trap it is. In concluding 
let us say that we have charity for all 
and think well for all good things. A 


REVIEW 


, ovina 
little Limerick that run thus, hits tt of 
fairly: | 
There is so much bad in the best of a 
And so much good in the worst of us, | 
That is hardly behooves any of us 

To talk about the rest of us. 

eo >4--. —____ 


BOSTON PLUMBES OPENS SHOP IN THE souT 


Tue PLUMBERS’ TRADE JouRNAL is in 1: 
ceipt of a communication from Jame 
Conly, of Wilson, N. C., to the effect tha 
he was formerly with the Plumbing fir; 
of I. N. Tucker, of Boston, for twely 
years, and that he has been located ; 
Wilson for two or three years, “A 
ness is not as good, he states, as h 
would like to see it, but he believes tha 
the promises of the future are good. 


é Plumbing News From d 
Colorado and 


Adjacent Territorities ¢ 
HE old adage has it, “It is an i 
aif: wind that blows nobody good, 
which has been again illustrate 
in the case of the Irving Plum! 
ing and Heating Co., of Denver. Th 
Union Hotel, in the same city, has bee 
in charge of a woman. Now, while it i 
generally known that the fair sex exercis 
the right of sufferage in Colorado an 
vote the same as the men, it is not s 
well known that they are prone to engag 
in business which leads them to compet 
with the sterner sex. 

In this instance the woman made sor 
slight additions to the plumbing, an 
when she determined to leave the hote 
it seems that she concluded at the sar 
time to leave as little behind her as po 
sible. So she produced, systematicall 
to appropriate all the heating and plum 
ing fixtures and material that could po 
sibly be removed. As a result, when tl 
woman left the house everything was } 
readiness for new plumbing and heatin, 
Hence it came to pass that the Irvin 
people have another good contract. 


It is claimed that the city of Boulde 
Colo., is in annual receipt of $28,000 ¢ 
rentals from the takers of city wate 
The revenue from the water plant will | 
increased considerably this year, Owil 
to improvements being made in order ° 
supply water to considerable territo 
not reached heretofore by the city syste 


Denver is to have an auditoriu 
Efforts have been made spasmodically fi 
years with this end in view, but nothir 
has materialized until recently. Final) 
the owner of the Coliseum, Denve! 
largest public meeting place, proposed — 
rebuild and enlarge his structure on 
scale that would permit the accommod 
tion of large convention gatherings. Co 
tracts have been let for the new buil 
ing. C. P. Pfeiffer, of Denver, wi 
awarded the contract for installing ul 
heating plant. | 

23 SS eee 

Colonel W. F. Cody (Buffalo Bill), 
Cody, Wyoming, visited Denver quite 1 
cently and is reported as saying that gc 
ernment forces will begin work on t 
great proposed reservoir on the Shosho 
River in Wyoming, near Cody, on AD 
ist, and at that time 110,000 acres | 
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Jon’t Forget 


to tell 
that you saw their 


Advertisers 


Advertisement in 
THE PLUMBERS’ 
TRADE JOURNAL 
when writing them. 


-EVISED AND ENLARGED 
TOWERS 
LUMBERS’ MANUAL AND 
TEXT BOOK. 


Nlementary and condensed articles on metals’ 
der, water and its distribution, pumpe, hydraulic 
ns, meters, boilers, filtration, electrolysis. friction. 
)rainage, houseandsubsoil Trapsandsiphonage. 
ntilationas applied to plumbing. Fixtures: Proper 
4 desirable material for their construction and 
itallation., 

Miscellaneous Matter, Rules, Ete. 
>lumbers’ dictionary, very convenient. Questions 
d answers suitable for Plumbers License Examina- 
ns. All in compact form, Size 4x6 inches. A 
ipful, reliable and convenient reference book for 
imbers and apprentices. 


31CE $1.00 POSTPAID, TO ANY ADDRESS. 
No C. O. D. Orders. 


idress, Plumbers’ Trade Journal 
Publishing Company, 


NEW YORK 


Beekman St., 


Excessive Pressure 


You can control 
with the Reliable 
Water Pressure Reg- 
ulator, and when 
you do this, all your 
troubles of water 
hammer, _ bursted 
pipes, leaky faucets 
and valves areat an 
end. 


Descriptive  Cir- 
cular for the asking. 


C. Aneshaensel & Co., 


Indianapolis, Ind. 
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MANUFACTURED BY 


-R.ESTABROOKS SONS 


FIRST & O STREETS — S° BOSTON.MASS 


The Gas Fitters’ Question Book, with Answers 


A book on practical information specially prepared to enable 
any practical gas fitter to answer all manner of questions ap- 
plying to his profession. A v.luable little book of questions 
and answers and tables that will be found of great advantage. 
Well illustrated. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE OF $1.35. 
THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


United States for Buyer and Seller 


Especially devoted to the interests of the architectural, mechanical, 
engineering, plumbing and heating industries. 

A complete and reliable annual index, containing 350,000 names, 
addresses and business classifications. 

Indispensable as a buyers’ reference for the architect, contractor, 
manufacturer, jobber and retailer. 


1903 Edition for the Year beginning November 1, 1903. Price $6.00. 


THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


SIEBEN 
BRASS BATH and BASIN 
TRAPS 


Furnished in either Polished or Nickel-plated Brass 
Roughing in for vent allow 

13 in. from floor line to center 
of vent. 

When roughing is for waste 
to wall, allow 7 inches from floor 
line to center of waste pipe. 

When ordering state if waste 
pipe goes to floor or wall. 


PATENT APPLIED FOR 
Sieben Basin Trap 


for Basins, Drinking Fountains, etc. 


Kansas City, Mo. 
We have used a great many of the 
Sieben Bath Traps, and can recommend 
them as giving good satisfaction. 
Very truly yours, 
Goss HEATING AND PLUMBING Co. 
Per Henry Goss. 


Kansas City, Mo. 


Ithave used a great many of the Sieben 
Traps in our public schools, and after a d ay. 
thorough test, I find them the best trap g 


on the market. s 
8. H. Brapy, 


Chief Engineer of School Board, Sieben Bath Trap 


Kansas City. PATENTED FEBRUARY 22, 1900.8 


SEND FOR CATALOGUE 
NATIONAL BRASS MANUFACTURING CO. 


619 Adams St. = = Kansas City, Kas, 


Will Please Mention 


This Journal when 
writing to Advertisers 


SUBSCRIBERS 


Hendrick’s Commercial Register of the 


Books en Plumbing, Heating: 
Lighting and Ventilation 


To anyone sending one new subscriber to THD 
PLUMBERS’ TRADE JOURNAL, we will mail 
with our compliments, any one of the 50c, books 
named below. 

For two new subscribers, we will give either c, 
the following books: ‘‘Kitchen Boiler Couuections; 
Hot Water Supply,’’ by Dye; or ‘‘Plumbers’ Text 
Book,’’ by Tower. 

For three new subscribers, we will give either of 
the following books: ‘‘Lawler’s Hot Water Heat- 
ing, Steam and Gas Fitting,”’ a 


Kor tour new subscribers, we will give either of 
the following books: ‘‘Steam Heating for Build- 
ings,’’ ‘‘Steam Heating Problems,’’ or ‘‘Anierican 
Plumbing Practice.’’ 

All new subscriptions must be sent by a paid up 


subscriber to entitle sender to any of above 
premiums. 
Acetylene—The principle of its Generation and 
LE Sino aa eno One RAND OCOD CE OMINO ne emicmicn 27.5.8) 
Acetylene Gas—Its Nature, Properties and 
Uses, by G. F. Thompson...................$1.50 
American Steam and Hot Water Heating 
Practice; 585 illustrations. .....20.ccscsccce 3.00 
American Plumbing Practice..........-+++.e+- 2.50 
C. S. Mersick’s Estimating Book.............- 1,25 
Contract and Estimate Record Book, by B. H. 
RGHSIND rcratetele eile re eiaieivista is ajensioeia-= coe ee ein nislelevele 1.50 
Dean’s System of Greenhouse Heating, by M. 
LO en ARROC OREO HOES nD Sa OC OC CIICA 2.00 


Drainage and Plumbing, by N. R. Maguire.... 4.80 
Estimate Books for Plumbers and Heating 
° 


Examination Charts. For Boards of Health 
and Plumbing Examiners. Price per set, in- 
cluding key to each chart..............++2. 5.00 

External Plumbing Work, by John W. Hart... 3.00 

Hendrick’s Directory, 1903 and 1904 edition, 
containing a complete list of the manufac- 
turers of plumbing, heating and lighting 


goods. Also a list of plumbers, steam and 

gas fitters in the United States............. 6.06 
Heating and Ventilating Buildings, by Car- 

PENTEL sesiccicccansencencstocveccceesvececese 4.0€ 
Heating and Ventilation. Tables and Formu- 

LA ee ES No Mem SCHUIMETN cia ialelstelais(e'sisie sle/eis.a/05\s60 1.50 
Hood on Warming Buildings, by F. Dye...... 6.00 
Hct Water Circulation, by R. M. Starbuck... 3.00 
Hot Water Supply, by F. Dye.....cscsecesece 1.00 
Kitcher Boiler and Water Pipes, by H. Grim- 

SENAY oat ote ca pata Sinfioraaisis sin binints/a alisioie niape\p\s,e'e-0 6 618» .40 
Kitchen Boiler Connections..........eessseeee 1.00 
Lawler’s American Sanitary Plumbing (revised 

second edition) for plumbers............... 2.00 
Lawler’s Hot Water Heating, Steam and Gas 

AAG GAIE Pterotes creas n alokate ieee araraiecicielelets sve © aisioress eis 018 2.00 
Lead Burning by the Autogenious Process.... 1.00 
Lectures to Plumbers, by J. W. Clarke........ 3.00 


Lighting by Acetylene Gas, Electric Furnace, 
Generators and Burners, by W. BE. Gibbs, 


M. E. 

Mechanics’ Companion, by J. M. Scribner..... 1.50 
Mcdern Sanitary Appliances, by Colyer....... 2.00 
Modern Sanitary Plumbing, by James J. Law- 

ROIs es erolela Cie hae ee Sie Oe O aie &! sateisiclaielersleietnie s1b8 5.00 
Mcdern Methods of Sewage Disposal, by Geo. 

BAW BTID Boh WEs enlaces cove eiece ofelcteyicte clele.erorvinelers 2.00 
Modera Plumbing, by R. M. Starbuck; illus- 

ELA UCC Bewate altel cie/o(e/rialeleiats wie eiexdle eo oyatele ciel piaieletal dare 3.00 
Plumbers” Text Book, 300 questions and an- 

SWELE; DY W CAU RK  TOWOL. ics cicle eciele 6 sslcewi's cate 1.00 
Plumbing, House Drainage, by W. P. Buchan. 1.75 
Plumbing, p DY pases ECU Y Cl vie cies icicic's cc.e sey niece 1.50 
Practical (Gae Fitting scvedccleclepciseices cleo e cies 1.00 
Practical Hygiene, by Currier................ 1.50 
Practical Hints on Joint Wiping, for begin- 

ners in plumbing....... wieleleikie teisiuialnie lw urew elare 25 
Sanitary Engineering of Buildings, by Ger- 

HArGwe VOL. else Clotiicw ss aisles es eislola sieeia ws iee10 5.00 
Sanitary House Drainage; Its Principles and 

Practioes iby, Ti he \COlUMAM coe ce nccecieniee 2.40 
S. E. Hendrick’s Directory for Buyers and 

Beller i iniecarcistertvhsislefulacals/sinlolasele via /alsreje(slave.e'mwetinvsse 6.00 
Steam and Gas Fitters’ Price Book, by Brown 

CRG PCCW OC sis visiewietatee Alsre/Falect ciarais’ he.aiwelele vee e 5.00 
Steam Fitters’ Computation and Price Book, 

LN 8 Pero COD OU CE SGD OUG CATOAG ACER tine 3.00 
Steam Heating for Buildings, by W. J. Bald- 

WA TA Mtelorataia’ a(atelotvie lotic. siete leiw si vleieiselcinialsve eisie ece7aie 2.50 
Steam Heating Problems siscs cc ccicccesiacsaeece 1.50 
Steam and Hot Water Fitters’ Text Book, by 

PE NOMAS Hie MCN CLUS rience a clcrarciecctereisccciee a sista 1.00 

The Gas Fitters’ Question Book, With Answers, 

DY PA LDeY Ge UNO RI ayes, cofurcleis ce ave afetaieleschels ate cele 1.35 
The Steam and Gas Fitters’ Price Book, by 

Brown! & ;Greene,. COs secs cit vivisictoctelaisreis.e' a/s/ern 5.00 
The Turkish Bath, by R. O. Allsop........... 2.50 
The Plumber, by S. S. Hellyer............... 5.00 
The Plumbers’ Trade Journal bound volumes 

for the years 1881 to 1904 inclusive, con- 

taining hundreds of sketches of plumbing and 

plumbing devices, practical letters, ete., 

CBW ie ieteielaio iw eivinre vrs e sinim mieeigreeie vices acle aaiaie's 4.00 
Questions and Answers on the Practice and 

Theory of Sanitary Plumbing, by R. M. 

Sit RT DUCK ater Wi cites vis sigteia wicale ce clawine anne mental 1.00 


ANY OF THE FOLLOWING BOOKS FOR 50c. 
Boilers, Incrustation and Corrosion, by F. J. Rowan. 
Domestic Electric Work, by W. R. Wittbecker. 
House Drainage and Sanitary Plumbing, by W. P. 

Gerhard. 

Hydraulic Tables, by P. J. Flynn. 

Recent Practice in the Sanitary Drainage of Build- 
ings, by William Paul Gerhard. 

Sanitary Condition of Dwelling Houses, by Geo. E. 

Waring. 

Sewer Gases, Nature and Origin, by De Varona. 

Sewerage and Sewage Purification, by M. N. Par- 
ker, Ph.B. 

The Treatment of Sewage, by Dr. ©. M. Tidy. 

The Disposal of Household Waste, by W. Pau) 

Gerhard. 

Water and Water Supply, by W. H. Corfield. 

These books are for sale by THE PLUMBERS’ 
TRADE JOURNAL, P. O. Box 715, New York City, 
and will be sent to any address on reeeipt of oui 
list price. No books sent C. O. D. While these 
books are thoroughly good and instructive residing 
still we want it understood that we do not recom 
mend any special one, 


UR NEW BINDER. A serviceable and 
handy arrangement for holding Tue 
PLUMBERS’ TRADE JOURNAL, will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 
35 cents. 
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land, to be relinquished to the govern- 
ment by Colonel Cody, will be subject to 
entry. It is said that the enterprise will 
cost $5,000,000. 


As a general thing building operations 
are carried on in Denver during the win- 
ter months with about as must activity as 
juring the summer. However, the archi- 
‘ects have a “cleaning up spell’ about the 
last of the year. The old plans are dis- 
posed of as nearly as possible and things 
are got in shape for the new year. The 
labor situation is regarded as being con- 
siderably better than at this time last 
year, and building materials are said to 
average some lower in price. As a con- 
sequence parties are induced by these fay- 
orable conditions to take up the building 
proposition early. 


Denver architects seem to be well 
pleased with the outlook for 1904 and re- 
port the demand for plans, in some in- 
stances, in excess of what was expected. 
Buildings now under consideration are 
mostly residences. 


P. J. Moran, of Salt Lake City, secured 
the plumbing contract on the Emery 
Holmes, a seven-story apartment house, 
located on the same corner on which the 
celebrated Eagle Gate is situated. Mr. 
Moran is making good progress with his 
work, keeping up with the carpenters. 
The Emery Holmes will be one of the 
finest apartment houses in the West. 


Higson & Rossiter, a well-known firm 
of plumbers, who have long been engaged 
in business in Salt Lake City, report the 
year which recently ended as the best in 
a business way that they have even en- 
joyed. 


The party who. has the contract for the 
new sewer system at the Teller Indian 
School, Grand Junction, Colo., is pushing 
the work as fast as the weather will per- 
mit. 


The leading plumbers of Denver report 
that while business is a little slack at this 
time, nevertheless they are being asked 
for bids on more new work than at this 
time last year. 


D. S. Wallace, of Denver, was awarded 
the contract for plumbing and heating the 
new block erected on Glenarm, between 
15th and 16th streets. The ground floor 
will be used for business purposes and 
tne other floors for a modern rooming es- 
tablishment. 


The report of the building inspector 
for the city of Denver for the month of 
February shows that 155 building per- 
mits were issued during the month. The 
value of the new buildings to be erected 
or those already constructed to be al- 
tered, exceeds the same period in 1903 
by about $150,000. Most of the permits 
are for new residences. 


The Irving Plumbing and Heating Co., 
of Denver, secured the plumbing contract 
on the new building now under construc- 
tion in the same city by the Littleton 
Creamery Co. It is reported on good au- 
thority that the new plant in all par- 
ticulars will be one of the most conplete 
and up-to-date establishments of its kind 
in America. The plant is five stories high, 


two of which are devoted to finely con- 
structed cold storage. 


W. J. Dallimore, of Ogden, Utah, se- 
cured the plumbing contract on the new 
building, now being erected in that city 
for the Utah Independent Telephone 
Company. Some special fixtures will be 
used on this job. All fixtures and mate- 
rial used are to be the best that can be 
bought. 


A. W. Meek, a leading plumber of Og- 
den, Utah, is having an unusually good 
trade for this season of the year and is 
keeping his force of men quite busy. 


Many new residences have been erect- 
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season of the year. However, it is pos- 
sible for all this to change later and we 
may have considerable snow flying be- 
fore we settle down to regular spring 
weather. 


A public spirited citizen, of Boulder, 
Colo., Hon. James P. Maxwell, has agreed 
to let the city have water from his Sil- 
ver Lake reservoir, situated at the foot 
of Arapahoe peak glacier. This arrange- 
ment is expected to afford an abundant 
supply of water for all purposes until 
the spring thaws set in. 


District Attorney Earl M. Cranston, on 
behalf of the government, asks the fed- 
eral court to enjoin the Denver Union 


The Late Andrew Howard, President of the Phenix Glass Co. 


ed in Ogden, Utah, during the year re- 
cently closed. This city has never been 
afflicted with a boom, but has had a 
steady <nd substantial grow‘*h. 


Carthy & Dumbeck, of Salt Lake City, 
have their force of workmen busily en- 
gaged installing the plumbing for the 
new government buildings at Fort Doug- 
lass, which is near to, and overlooks the 
city. Mr. C. & D. secured this contract 
last fall and it proved to be one of the 
largest jobs contracted for at Salt Lake 
City during the past year. : 


The Highland Park Plumbing and Gas 
Fitting Company has opened a shop at 
Downers Grove, Ill. The firm is com- 
posed of J. D. Fowler and E. Dryfos. 


Indications are still very favorable for 
an unusually early spring in this portion 
of the country. The weather continues 
unusually warm and pleasant for this 


Water Co., from emptying the water of 
Lake Harriman, situated on government 
land into Lake Cheesman and other lakes 
belonging to the water company. Lake 
Harriman is Fort Logan’s source of 
water supply, and it is claimed that for a 
number of years the water company has 
taken its water, leaving the fort to suf- 
fer from drouth during the summer 
months. eats : 


ETOP et peeptbange NSN 
f ANDREW HOWARD H 
7 weer | 


We regret to learn of the death of An- 
drew Howard, president of the Phenix 
Glass Company, of Monaca, Pa., and New 
York City. Mr. Howard died on February 
27th, having been ill about ten days. He 
was attacked with a species of grip, which 
developed into pneumonia. The funeral 


‘the old August Belmont house at 


was held at his residence on the 99 
ult. i 

Mr. Howard was born in 1837 in Pit 
burg, and after a thorough mercant 
education in the schools of that city Ww 
employed as a clerk with the transpor 
tion firm of Clark & Thaw, afterwa. 
merged into the Star Union Line, 
which Mr. Howard was made the fi 
cashier. He resigned this position | 
1880 to organize the Phoenix Glass ( 
for the purpose of manufacturing a D 
ent glass insulator, which product w 
abandoned and the manufacture of lay 
chimneys taken up. From this beginni 
and through his enterprise and ener 
principally, has the Phenix Glass Co 
pany grown to its present large prop) 
tions. 

A man of wonderful tact, discreti 
and judgment, Mr. Howard was unassu 
ing to the last degree, and beloved 
everyone with whom he came in conta 
His geniality and benevolence were 
marked that it has been said of hi 
“If he has a fault it is that he is { 
kind.” In his death the glass trade t 
lost an honored member, his associai 
and employees their best friend, and t 
world at large one of nature’s noblem: 

Mr. Howard’s popularity with the e 
ployees of the Phenix Glass Company y 
evidenced by their attendance at the f) 
eral, special trains being run from { 
Washington and Monaca factories, 1 
floral offerings were expressive of | 
general high esteem in which the 
ceased was held, and came in profus} 
from his business associates, the Gli 
Manufacturers’ Association and the ¢ 
ployees. 


eee 
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33 MINNEAPOLIS PLUMBING NEWS AND GOSSI| 
AAANAAAAAAARAAARAAARBAARAAAARARA AAABARAAARAARAY? 

W. S. Bayley & Sons have opened 
office in the Guaranty Loan Building, 
handle plumbing contracts. 

The aristocrats of Hennepin aven 
Hunter & Fay, are the same pebbles ¢ 
both are busy and as good looking 
ever. | 

W. W. Sykes’ familiar face is si 
about town regularly. Will wears a h 
py smile since quitting the plumbing bd 
ness. aa 

J. N. Smith & Co. have two nice ho 
jobs, one at 1915 10th avenue So. and 
other at 507 8th street South. This fi 


- although quite young, has gone to 


= gai Ss 


front by leaps and bounds. 
Thos. J. Keating and John 
formerly with Kelly & Lamb, an 
Scott, have engaged in the plumbing D} 
ness at 306 South 3d street. Both» 
bers of this firm are energeti ork 


of the business. 
Minneapolis, Minn., 
are excellent and the prospects 
of good business never were bett 
withstanding the fact of its being 
dential year. The plumbers hav 
ened to the fact that their success 
upon obtaining fair to good pr 
in following up collections — } 
thereby enabling them to meet t 
ligations promptly. 


——_____= 26 


P. J. Murphy & Co. of Newpo 
are overhauling the plumbing WOM 


Farm, which has been purchased 
fred G. Vanderbilt. | 
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NOXAI GERM-PROGE 
WATER FILTER 
Prices from $2.50 upwards. 
Very simple, easily taken apart and cleaned 


Not a nut, screw or bolt anywhere. 
A big money maker for the Plumber. 


Drop us a postal for particulars. 


AMERICAN FILTER CO., —nifvaGkEeT Wis. 
» JenHKins YO Packing 


NONE BETTER, as it makes joint instantly and wi 
last as long as the metals which hold it. 
~y NONE CHEAPER, as it weighs less than many othe® 
a =) sold at equal price per pound. 
Remember, all genuine stamped with Trade-Mark. 


4 New York, Boston. Philadelphia, Chicago, London. 
99 
A E make everyihing required “UTICA PIPE IS THE BEST. bastion 
. in Brass Work for the set- ag ES 
ting of Marble Stalls. fee 
a 
CHARLES MILLAR, & SOHN CO., Selling Agente, Otica, ¥. ¥. Lead Pipe. | 


Speakman Supply & Pipe Co., RICE LEWIS & SON, Emme’ 


IMPORTERS AND DEALERS IN 


WILMINGTON, DELAWARE. PLUMBERS’ SUPPLIES, HARDWARE. TILES, MANTLES, ETC, 


32 King Street, P TORONTA, CANADA 


vA Plumbing Material 


| 2 Traps 
he ee Lead/ te: | **° Sanitary Specialties 
a eran 7 The JAMES ROBERTSON MFG CO., _ Baltimore, Md. 
al 3a y ns eth PUT INTO THE WHITE HOUSE BY THE U. S. GOVERNME*T_ 


F. E. CUDELL’S 


Pion Pat SEWER-G4S and BACK WATER TRAP f 


For Wash Bowls, Sinks, Baths and Wash Tubs. t 
WEST CLEVELAND, - - - - OHIO. & 


PLUMBERS’ DUST-PROOF 
WASHER CABINET No. 1761 


CONTAINS 
60 DUST and RUST:PROOF STEEL DRA WERS 
each fitted with adjustable partition, making 1.20 com- 
partments in all. 


Sg SEALS WilH ©. 
ig WITHOUT. WATER 


SHIPPED C.O.D. $18.00. 


This Case, having a Steel Back, contents will not rust 
ortarmish. Each drawer is fitted with a strong Pull and 


Bronze Card Clip. 
4 Size of Case: 28in. wide, 11 in. deep, and 41 in. high 


GEO. W. HEILAND, 


White Wood Exposure, stained Oak 99 and 1u1 Beekman St, : - - NEW YORK CITY 


PIPE C 
Do You Want 
RELIABLE GOODS, 
HONEST PRICES, 
PROMPT SHIPMENTS, 
QUICK DELIVERIES, 


LIBERAL DEALINGS. 


20 OF ST. LOUIS MODERN SCHOOLS 


BESIDES MANY PUBLIC INSTITUTIONS THROUGHOUT THE COUNTRY 
. ARE EQUIPPED WITH . 


in CN yo Venttate Ventilated Individual 


Bowl Latrines and Urinals 


NEW SYSTEM + PERFECT SANITATION 


ARCHITECTS ARE INVITED TO WRITE FOR 
**Nelson’s Blue Book on Sanitary Appliances”’ 
JUST PUBLISHED 


N. 0. NELSON MFG.CO., St. Louis. 


Everything tectre Plumber, Steama.4.Gas Fitter 


JOHN A. Murray, 
625 627 Sixth Avenue, 


| 


- - NEW YORK, % 
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TWO NEW BRANCHES OF THE AMERICAN 
RADIATOR COMPANY 


In further demonstration of their policy 
to place their products and service with- 
in the closer range of the trade—for 
quick attention and shipping of goods, 
the American Radiator Company has just 
added two well organized branches to 
their present widely distributed chain 
of ten divisional headquarters. 

In pursuance of this policy to ex- 
pedite relations with a constantly aug- 
menting number of customers, a new 
branch has been opened at No. 1201 G 
street, N. W., Washington, D. C., with 
Mr. H. N. Leadbetter in charge as man- 
ager, assisted by a suitable number of 
experienced: men. Mr. Leadbetter will 
have charge of the same territory which 
he has heretofore successfully cultivated 
in co-operation with the work of the 
branch located in New York City. 

A fully organized branch has also been 
opened in Cincinnati, at No. 336 West 
Fourth street, in charge of Mr. E. R. 
Pierce as manager. Mr. Pierce will be 
ably assisted by Mr. Marshall J. Doyle 
and by Mr. Irving McMillan, who has 
been formerly connected with the boiler 
department under Mr. George E. Downe 
at the general offices in Chicago. The 
company will carry a stock of goods at 
the warehouses of the Cincinnati Ele- 
yator Company at No. 934 West Fifth 
street. 

Mr. Pierce will. have charge of the 
same territory whieh he has successfully 
cultivated in the joint interests of the 
company and the trade throughout the 
South during the past few years. 


——_oq 94+ > —" 


THE ATLAS RADIATOR PEDESTAL 


An article which has proven to be-a 
great seller in the trade is the Atlas radi- 
ator pedestal. This little device was espe- 
cially designed to do away with the de 
struction of carpet with a radiator board 
and utility and general service. 

We present two illustrations showing 
the old style and the improved. The im- 


proved is so great an advantage of the 
old‘style of the Atlas that it attracts atten- 
tion at once. It can be quickly and easily 
attached to any radiator. It is designed 
by a practical steam fitter with years of 
experience, and is being handled by the 
master plumbers and steam fitters in 
every part of the United States. 

Those of our readers who are not posted 
concerning it had best write to the manu- 
facturers, the Atlas Radiator Pedestal Co., 
of 29 Grove street, Norwich, Conn., and 


mention Tue er TRADE JOURNAL. 
It is not an expensive attachment and it 
is one in which there is a good profit 
for the party handling it. It is only 
necessary to state the make of radiator 
when ordering the pedestal. 
ee ee 


THE UNIQUE THAWING MACHINE 


The Unique thawing machine for thaw- 
ing frozen pipes, tanks, traps, etc., is 


shown in the accompanying illustration. 
The height of this apparatus is fourteen 
inches, the diameter eight inches, and 
capacity four gallons. It is constructed 
of heavy galvanized iron, welded and 


SAFETY VALVE 


riveted and with fittings complete the 
cost is less than an ordinary range boiler. 

With this machine there is no blaze 
nor smoke to cause damage and it is 
tested to 150 pounds pressure. It is fit- 
ted with an automatic safety valve and 
weighs twelve pounds altogether. 

The. Unique machine is -sold--to.. the 
trade only by Geo. W. Heiland, of 101 
Beekman street, New York. Mention 
THE PLUMBERS’ TRADE JOURNAL when 
writing for prices. 


ae ” 


~--SLATE URINALS 


In the ‘catalog of the John Simmons 
Company, of 110 Centre street, New York, 
is shown a slate urinal, Fig. 605, which 
we publish on this page. It consists of 
a long single urinal stall without center 
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THE ACME ROOF FLANGE 


The Acme Manufacturing Company, of 
West Somerville, Mass., are the manufac- 
turers of the Acme roof flange which is 
shown herewith. It is both a labor and 
material saver, and no plumber can afford 
to be without it. 

The flange is complete in itself, as the 
lead with which the fastening is made 
tight around the soil-pipe is a part of the 
flange itself; therefore, there is a saving 
of several pounds of lead which would 
ordinarily. be used in pouring the roof 
joint, as well as doing away with the 
dangerous necessity of carrying a lot of 
hot lead to the roof of the building to 
pour a joint. The flange is made with a 
flashing for the roof and a copper collar, 
fastened to this on the roof angle; this 
collar is somewhat larger than the soil 
pipe. 

At the top end of the collar is a lead 
casting, with a malleable iron ring into 
it in such a manner as to leave a body 
of lead projecting above the ring. ‘This 


leading casting is just large enough to 
allow the soil-pipe to pass through easily 
thus the soil-pipe is on the inside of the 
lead casting and the malleable iron ring 
on the outside; this ring is then used as 


| * Long Single Urinal Stall, Manufactured by The John Simmons Company 


partitions. “It has 14- -inch slate ends and 
back and babbited joints, 2-inch coun- 
tersunk base, polished brass wing and 
bolts, polished brass %-inch laving pipe 
with loose key stop, and galvanized cast 
iron gutter with straight or down outlet 
connection. The height is 5 or 5% feet, 
and the depth 20 inches. Our readers 
may obtain prices and discounts from the 
manufacturers by writing to Department 
R at the above address. 


a hub and the lead projecting above is 
-caulked -in between the soil-pipe and the 
malleable ring, making a thoroughly re- 
liable joint the same as if poured. These 


flanges can be obtained from most any of _ 


the large jobbers of plumbers’ supplies. 
————_e $+ 2. 
THE AUTO CLOSET 
The Auto closet combination which is 
‘shown on this page, is manufactured by 
the Federal Company, of 63 Market street, 


Peis 


Chicago, Ill. It consists of on 
jet, Premier seat attached to — bo 
fitted with the Watrous aq : 
closed within the earthenwar 


4 


ated with a push button. Its. Abestic 
within the earthenware dispenses with th 
necessity of keeping a large nickel-plate 
surface polished. ; 
The push button feature, as aptiod | 
this closet, renders it impossible, it 
claimed, to hold the valve open, thus pr 
venting the waste of water. The positic 
of the valve in the side of the bowl maki 
it very convenient to connect to the su 
ply pipe at the side, instead of the fro 
of the soil pipe. The supply to the val’ 
can be made from the wall or floor. 
The Federal Company state that thi 
protect all users of their goods again 
infringement suit. Send for Copy 
their catalog and mention THE Prow 
ERS’ TRADE JOURNAL. eee 


=. . re 
THE ANCHOR STONE LAUNDRY TRAY — 


The attention of the architect, plumb 
and builder is called to the “Ancho 
stone laundry trays which are now on t 
market. All those who have seen 
used these trays state that they posse 
many meritorious features. 

These are manufactured by the chi 
Stone Laundry Tray Company, and th 
assert that they are scientifically a 
carefully constructed of the very best i: 
ported Portland cement. and crush 
granite, fitted with Seamese brass plu! 
and couplings. As they are all made . 
one piece and with round corners, the: 
are, of course, no joints, crevices | 
seams in which either dirt or vermin j 
find lodgment. 

These trays are absolutely sanitary al 
beyond possibility of leaking. For fr 
ther particulars regarding these tra} 
write to the Anchor Stone Laundry T’ 
Company, 570 1014 avenue, north, Mint 
apolis, Minn., and mention THE Pru 
ERS’ TRADE JOURNAL. 


— eee } 
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N THE MARKET FOR STEAM ae 
GAS FIXTURES AND PLUMBING — 


Editor Prumpers’ TRADE JOURNAL: 
Kindly insert in your next issue a : 
lines regarding our being in the - mar! 
for a complete line of gas fixtures, plur 
ing materials, tools and specially an. 
No. 1 heating boilers. We desire 
logs, etc. ba | 
We will thank you greatly for t 
and if you will inform us of co v 
be pleased to remit. 
Tur Motor Storace & Mr Co 
Cincinnati, Ohio. 


eenfield, 


Mass. 


1S ON THE LOOKOUT FOR A GOOD INVESTMENT, 
AND SOMETHING WHICH WILL BE BENEFICIAL TO 
HIMSELF, HIS BUSINESS AND THE PRIDE OF THE 
SHOP. YOU WILL FIND THAT THE ENTERPRISING 
MAN HAS A BORDEN GEARED SOLID DIE STOCK 


Borden Company, 
WARREN, OHIO 


SEND FOR BOOKLET ««B”’ 


y 


NN 


Lennox Improved 
Tapping Machine 


Tested at 225 pounds 
pressure 


For tapping Water 
Mains Under 
Pressure. 


wwy7v° "°F 
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Sent on 30 days trial to 
responsible parties. 


ss 


<= 
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SS 
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>> 


Send for Prices 
and Catalog 


MentionPlumbers’ 
j Trade Journal 


MANUFACTURED BY 


LENNOX MACHINE COMPARY, 


Marshalltown, Iowa. 


WHITE MFG Co., 


AUTOMATIC 
COCK 
GRINDER 


made with four or 
eight spindles, 
willcutdown your 
expenses, 


ACURATE 
NOISLESS 
EFFICIENT 


Hundreds 
in use. 


SEND FOR CATALOG 
AND PRICES 


As an inducement to have you light your 
Premises with our Air Light System 
and to further demonstrate its superiority, 
we will ship to any responsible Party, a light- 
ing plant, payable in monthly installments. 
We guarantee these Lighting Systems to 
produce the cheapest and best light you can 
obtain. Send in your diagram for estimate 
of cost, and information. 


This Will Interest You! 
READ 


WE HERE ILLUSTRATE FOR THE FIRST TIME OUR LATEST IMPROVEMENT IN 


PIPE STOCKS 2x0 DIES 


It is an Adjustable Die with Bushing Guides. 
To introduce them we offer to send to any point 
East ot Missouri River, Charges Paid, one No. 0 
Plate cutting 1-8, 1-4, 3-8, 1-2 Pipe. 


Brass Founders 


Moulding Machines 


The TURNER MACHINE 


SPECIAL OFFERING! 


196 Michigan Street, 
CHICAGO, U.S.A. 
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C°MPLETE IN CASE, AS SHOWN IN CUT, ON RECEIPT OF $2.80 IN CASH. 
“ This Offer to remain good until March Ist, 1904. 


Appreciate the Economy of 


The vital advantage of the 
McCanna hand operated 
machine is the smail outlay 

for pattern plates. 


No Draw or Stripping 
Plates Necessary. 


SIMPLE, CAPACIOUS, DURABLE. 


2049 N. SECOND STREET, 


PHILADELPHIA, PA. 
HOOKS 
AND 
STRAPS 
both 
Malleable 
and 
Wrought. 


No imperfeot 

ieces in our goods. 

Quality the best 
that can be had. 


Send for catalog. 


Berger Bros. Co., 
Philadelphia. 


Manufacturere. 
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THE DENNY IMPROVED ERICSSON HOT AIR 
PUMPING ENGINE 

We would call the attention of our read- 
ers to the Denny improved Ericsson hot- 
air pumping engine, which embodies the 
very latest improvements in this type of 
pumping engine, both in design and con- 
struction, and the makers claim that they 
have overcome the objectionable features 
in the engines built under the original 


patents. 
The cranks, links, etc., are all double, 
one being provided for each side. The 


bearings are not subjected to any side 
or twisting strains. The whole machine 
is mounted on a cast iron base-plate, mak- 
ing a most rigid construction and a ma- 
chine that operates smoothly, uniformly 
and practically noiselessly. The parts re- 
quiring adjustment are readily accessible, 
and can be detached without disturbing 
the other parts of the engine. 


The engine is fitted with either a sur- 
face or all brass deep well pump, as con- 
ditions may require, and is built by the 
American Machine Co., Wilmington, Dela- 
ware, who will be glad to furnish prices 


and further details upon request. 
_ OO Hr 


SCULLY CLOSET VENTILATORS 


The constant growing demand for 
devices to perfect plumbing and ventila- 
tion in general has been the means of the 
W. J. Scully Ventilator and Manufactur- 
ing Company to enlarge their plant so as 
to take care of their orders, they report 
that they never at any one time were so 
deluged with orders for closet and urinai 
ventilators as at present. 

The goods manufactured by this well- 
known concern need no explanation, but 
to the plumber who has never spent the 
time to investigate the merits of the 
Scully goods will be amply paid by writ- 
ing to the above concern for their cata- 
log and prices. 

—————— 9 0 4<——____ 


SEND FOR THIS CATALOGUE 


The Central Chandelier Company, of 
513 Fulton street, Chicago, Ill., manu- 
facturers and dealers in gas and electric 
fixtures, have issued a new catalog illus- 
trating and describing their line of goods. 
Every plumber should obtain a copy of 
this book by mentioning this JourNnaL 
when writing to this firm. 

————++ +> —_____ 
THE H. S. RENTON FLOOR FLANGE AND 
ASBESTO-GRAPHITE GASKET 

F. N. DuBois & Co., of 245-247 Ninth 
avenue, New York, announce that they 
nave become the sole manufacturers and 
selling agents of the H. §: Renton floor 
flange and asbesto-graphite gasket which 
are illustrated herewith. 

With this device lead pipe is brought 
up through the flange, beaten out on the 


beveled side and soldered at the top. 
The gasket is slipped over the spud of 
the closet before it is set in place. Bolt- 


ing down completes the job. The wedge- 
shaped gasket not only has a long bear- 
ing, but the sloping sides of the flange 
press it upward and crowd it into every 
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closet can be set without changing flange 
or gasket. 

The H. S. Renton floor flange will fit 
any closet and has been approved by the 
Building Department of New York and 
Brooklyn. A copy of their circular de- 
scribing this flange will be sent upon re- 
quest. Mention Tur PLUMBERS’ TRADE 


JOURNAL. 
—______-@ _» @ 4 <________ 


THE HAMILTON GEM MIAMI CLOSET 
The manufacturers of the Hamilton 
Gem line of closets are calling special at- 
tention to the Miami, which is shown on 
this page. The woodwork of this closet 


SN ITT Tn 


SLANTING PIPE AND 
2 =, GASKET HOLDER, 


q hp . { 
4 
NTON PAT’D DEC. 29% ee cE N 
as oP 


iH. S. Renton Floor Flange and Asbesto-Graphite Gasket, Manufactured by F. N. DuBois & Co. 


interstice, making tight even where the 
base is curved or bent, so that the plumb- 
er is sure of a perfect joint on either the 
best or the very poorest earthenware, it 
is claimed. 

The annular clamping plate fastens the 
pipe to the closet as solid as a rock, the 
converging inner wall forming a long 
bearing. The gasket is indestructible, 
and the plumbago with which it is treat- 
ed, being a dry lubricant, will keep it 
soft. 

The earthenware can be taken up and 
put back again in five minutes, or a new 


is plain oak; colors, natural, antique, 
golden oak or tobacco brown, rubbed and 
varnished. The seat and lid has extra 
heavy cast brass post hinges and a vitre- 
ous china siphoning wash-down bowl. 
The tank has a lock-seamed copper lining 
and all exposed metal parts heavily nick- 
eled. 

With their regular siphonic wack down 
bowl it will be roughed in at 10% to 15 
inches from finished wall to center of 
outlet. When extra close roughing is re- 
quired their special “flume” syphonic 
wash-down bowl will be furnished. This 


PENINSULAT ENG. CO. 
DETR = 


REVIEW 


will rough in at 8 to 12 inches 
rod, pull or push button are urn: 
Our readers may obtain 1 


AMI? | 
catalog illustrating this line of clo; 
from the Sanitary Mfg. Company, of Hi 
ilton, O. Since the issue of their Dr 
ous catalog they have added several v1 
handsome new combnations, distinct | 
original in design, that cannot fail, 
please those who want a closet that 1 
harmonize with the best surrov a. 


——_ 


CONVENTION AT GUTHRIE, 0.7. 
, 
| 


Editor PLUMBERS’ TRADE JOURNAL. 
Will you please publish in the ‘colun: 
of your valuable paper, call for the f 
annual convention of the Oklahom St 
Association of Master Plumbers to! 
held in the city of Guthrie, 0. oe “bet 
ning on March 14, 1904. We will 
pleased to have you with us, if 3 “you « 
arrange to come. 
J. C. Haminton, Sec. 


Oklahoma, 0. 


Photograph of the Plant of the W. J. Scully Ventilator and Mfg. Company, on Beecher and Hyacinth Street, Detroit, Mich. 
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.. SAUNDERS’ SONS, ™*27¢sterr JARECKI MFG. CO., 


ERIE, PA. 
BRASS WORK ror STEAM, GAS, 
WATER anp OIL. 


MALLEABLE anp GRAY IRON PIPE 
FIT LINGS, DRAINAGE FITTINGS. 


Pipe Threading and Cutting Tools. Write 
for catalogues showing the most complete 
line of 4 inch to 16 inches for Hand, Belt, 
Engine, and with Electric Motor Attach- 
ment. We can furnish Bolt Threading 

: Attachment for these 
@ machines. 


SE eT ' =A ERIE 
I Ape = - er pone 
NIONS. 
b 9 T 0 G K S a wn 1d D I E S es Lighl, Copper Packing 
] have CUTTING OFF attachment. These tools are — 
ia i Tg Ree end of Superior Design and Finish. Also ERIE Ll 
PIPE THREADING MACHINES ae 


¥ to 18 in.. Hand or rol Send for Catalogue to 
2 ATHERTON STREET., - - - : YONKERS, N. Y. 


3-L”’ Brass Hae NG Pipe Wrench 


s ( WRENCH, 92 cents 
HANDLE,. Scents 98 cts. 


When one man can do as much as 
four, there’s a saving somewhere— 


wi THE FORBES PATENT 
DIES SLOCkK 


one man can cut and thread any size 
pipe up to 12 inches—and do it quick. 


WRITE FOR CATALOG. 


THE CURTIS & CURTIS CO., 


65 Garden Street, BRIDGEPORT, CONN. 


le or Single 
ap of the 
st Linen. 


Handle? ree Piece 1-2 inch Pipe 
A Sure Grip—NO SCRATCHES 


ASK YOUR DEALER FIRST—THEN 


B-L WRENCH CO.. 77 Traverse St., Boston. . 


ceptacle for 
sin for the 
‘ap. 


+ # Satan 14_ a ) 
'Trimo” Pipe Wrench, eight sizes from 6 in. to 


SPECIALTIES OF THE 


pipe. 
ee 3e 
“Trimo” Pipe Cutter, three sizes, Cut pipe TRIMONT MIG. (0), 


from % in. to 3 in. 
Se ROXBURY, MASS. 
QUALITY GUARANTEED. 


Genuine Armstrong Stocks and Dies, 
Pipe Wrenches, Pipe Cutters. Clamp 
Dogs, Vises, Etc. Pipe Threading and 
Cutting Off Machines for Hand or 
Power. 


Catalogue on Request. 


THE ARMSTRONG MFG, CO., 


| New York Office, 189 Centre St. Bridgeport, Cenn. 


{((L ena bl 


Total SELES 


Hydrants 
“Trimo” Bull Dog Wrench, seven sizes. Capac- - tabilit 29 
pee ie; Seem Motto: «Durability and Adap y and Street 
Washers... 


Superior to any other. 


We make ail styles of 
“McNAMARA” pattern 
Hydrants, 

All our goods 
strictly first-class, 
high grade and best 
made. As perfect 
as long experience, 
best machinery and 
workmanship can 
make them. 

Write your dealer 


There are only two Hot Air Pumping Engines 
which have stood the test of time; they are the 


RIDLR AND THE ERICSSON ENGINES. 


There is only one concern which has stood the 
test of time, and thatis: 


THE RIDER-ERICSSON ENGINE CO. 


Every improvement suggested by our wide ex- 
perience has been adopted. 
Send for catalogue ‘‘Bs’’ to nearest offlce. 


RIDER:ERICSSON ENGINE CO., 


35 Warren St., N. Y. 40 Dearborn St., Chicago, 
239 Franklin St. Boston. 40N. 7th St., Phila 
692 Craig St, Mont real, P.Q.22 PittSt. ‘Sidney, N.S.W,. 
Teniente -Rey 71, Havana, ‘Cuba. 


EVERY KIND FOR EVERY PURPOSE. 
CATALOGUE FREE. 


EABRE PROSPECT ST - for prices. 
CLEVELAND, Carried in stock by 
DENNEY IMPROVED OHIO U.S.A. all Jobbers. 


» RIDER & ERICSSON 
HOT AIK PUMPING ENGINES 


Compression, Self-Closing. 
JOHN C. ‘KUPFERLE, 


) ESTABLISHED 1857 
ST. LOUIS, 2 E se MOF 


“GENUINE” BARNES 
3=-Wheel Pipe Cutters 


For Domestic Water Supply 


and always ready for service. Important improve- 
ments patented and NOT FOUND IN ANY OTHER 
ENGINE, 

Compare the Denney Improved Ericsson Engin» having 
double bearings and connections, heavy cast iron furnace 
with the Old Style Machine with single bearings, spider 
like legs and cheap sheet iron furnace. Buy THE BEST, 


e AN be operated by anyone. Perfectly safe, noiseless, 


_& Bear this registered trade mark, 


Made in 8 sizes, cuttin ES Sa 
pipe from 1-8 inch to 1 
inches in diameter. 


BARNES TOOL CO., “© SGNN EO? s. a 


BUILT FOR YEARS BY 


American Machine Co. 
WILMINGTON, DEL. 


UMSEY PUMP & MACHINE CO., 
e NEW YORK AGENTS, 
35 Dey Street, New York. 
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THE NOXALL FAUCET CONNECTIONS 


A feature of the Noxall filters which 
are made by the American Filter Com- 
pany, of Milwaukee, Wis., are the faucet 
connections which are shown herewith. 
The manufacturers of the Noxall filters 
claim that they are perfection in work- 
manship and finish, are extremely simple, 
cannot possibly get out of order and 
with ordinary care will last a lifetime. 
The shells are made of spun copper, 
nickeled and highly polished on the out- 
side and tinned on the inside. The bases 


are made of the best cast brass, nick- 
eled. 

Referring to the illustrations, Fig. 1 
shows faucet unscrewed from the wall. 
Fig. 2 shows connection in position to 
be screwed into the wall piece. Fig. 3 
shows a collar to change connection from 
% inch to % inch. Fuller and vice versa, 
or 1% inch to % inch iron pipe and vice 
versa. This arrangement does not inter- 
fere with the drawing of unfiltered water 
through the faucet just as before. 

The Noxall connection is extremely 


simple, easily attached and fits the No. 1 


SSS = SHO TEN TTT 


io 4 


and No. 3 Noxall filters, both having the 
same size threads and openings. When 
ordering state whether Fuller or iron 
pipe thread connection is wanted. 

An interesting little booklet on filters 
will be mailed our readers who mention 
THE PLUMBERS’ TRADE JOURNAL. 

Bete Sale ee eo 
THE ESS ESS BALL COCK 

The Dalton-Ingersoll Company, of 173 
High street, Boston, Mass., are the man- 
ufacturers of the Ess Ess ball cock for 
high or low pressure. They state that it 
is noiseless and cannot be heard unless 


one is very close to it. The makers also 
point out that it remains full open until 
the tank is filled, closes quickly and 
causes no water hammer, and also pre- 
vents water hammer in adjoining fixtures 
connected to the same pipe. Owing to its 
quick closing it prevents the cutting of 
the seat, which is a source of annoyance 
and expense in ball cocks. 

A very important and one of the en- 
tirely new features is the regulator “A” 


which regulates the cock to suit the pres- 
sure. It is screwed either in or out, un- 
til the cock closes without any objection- 
able noise. 

The manufacturers have such confi- 
dence in this ball cock that they will 
send one on approval, and if not satis- 
factory they will pay the expense to and 
from any place in the United States. Men- 
tion THE PLUMBERS’ TRADE JOURNAL and 
ask for prices and catalogs. 

Ot a 
THE ARMSTRONG MACHINES FOR CUTTING 
OFF AND THREADING PIPE 


The accompanying illustrations are of 
the Armstrong pipe threading and cutting 
off machines. After long experimenting 
and study they have brought out ma- 
chines that they can recommend. These 
machines, like their well-known adjust- 
able stocks and dies, are constructed with 
a view of time and labor saving. They 
will cut off and tnread pipe from one- 
quarter to six inches inclusive, requiring 
only from two and a half to four minutes 
to thread pipe from one-quarter to six 
inches according to size. 

They are so arranged that when cutting 


off pipe the dies are opened for the pipe 
to pass through, without being rémoved 
from the machine, by a simple motion 
of the hand-wheel or lever. They are so 
constructed that the gears and bearings 
are inclosed in an oil chamber, thus 
keeping the bearings lubricated and pre- 
venting chips or dirt from getting into 
the working parts. Cutting off pipe on 
our No. 00, No. 1, No. 1%, and No. 3 
machines is accomplished by means of 
a newly-patented attachment which works 
entirely. automatically. 

The dies are opened after cutting 


thread, and after removing pipe, return 
to size with resetting. The die head has 
no gear teeth on that part of the head 
that comes in contact with the shell. In 
addition to its not revolving on the gear 
teeth, it has a journal bearing of large 
diameter, increasing its wearing surface. 
The die head will not wear loose as it 
does in machines of other makes. The 
vise is powerful and self-centering, and ex- 
erts its power on the center of the jaws. 
It can be attached to the side of house, 
post or bench; it has two speeds when 
used for hand; the operator can cut 
small pipe from 1% to 1 inch very rapidly) 
and by changing handle to the other 
spindle, cut 1% inch to 2 inch, not so 
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quickly but easily. This avoids the ne- 
cessity of turning a great number of 
times on small pipe, and is a feature not 
found on any other hand machine, as far 
as we are aware. The machine can be 
instantly changed from hand to power. 
All parts are numbered, and it is not 
necessary to send machines to the fac- 
tory for repairs. 

A catalog of these goods can be had 
for the asking. Mention Tur PLUMBERS’ 


TRADE JOURNAL. 
ee a 


MAJOR’S CEMENT 


Alphonse Major, manufacturer of Ma- 
jor’s cement, is calling the attention of 
the trade to his cements for repairing 
plumbers porcelainware. He also makes 
rubber and leather cement and on each 


package is printed the trade mark, which 
is shown herewith. A sample of this 
well-known cement will be sent to our 
readers upon receipt of fifteen cents by 


the manufacturer of the above address. 
+ 3-§-4 = - - 


CONRAN’S ANTI-FREEZING WATER CLOSET 


To comply with the tenement house law 
of New York City, requiring cisterns over 
all water closets, both inside and out- 
side of the house, William F. Conran, of 
No. 305 Pearl street, New York, has pat- 
ented an anti-freezing water closet and 
tank which he says has received the en- 
dorsement of the Department of Build- 
ing and the Tenement House Department 
of New York. Representatives of this 
paper were invited to witness the op- 
eration of the closet and tank in Mr. Con- 
ran’s shop and we are free to say that 
for simplicity of construction, economy 


THD PLUMBERS’ TRADE JOURNAL: 

Dwar Sirs: Enclosed find check for $1.00 for 
subscription to 1905. I appreciate THwH 
PLUMBERS’ TRADH JOURNAL very much and can 
not do without it. It is a good advertiser ; also 
an instructor. I wrote you last June of my 
entering into the plumbing business, and asked 
you to insert in the JouRNAL a notice of my 
venture, and it resulted in lots of good, in the 
way of my getting catalogues, etc. I have a 
nice business and a bright future. I have on 
hand now several large contracts to finish, and 
the outlook for Massillon and vicinity are very 
good for spring. Thanking you for favors 
shown, Yours truly, 

Massillon, O. B. C. Taggart. 


THR PLUMBERS’ TRADH JOURNAL: 

GENTLEMEN: Please send the TRADH JOURNAL 
to the following persons for one year, com- 
mencing with your next number, for which I 
herewith enclose my check for $10.00. Kindly 
send each one a separate receipt. Harry Fritz, 
Bernard A. Garrett, Frank Fenzel, Wm. Rennie, 
Albert EB. Callahan, Eugene Lally, J. W. Mono- 
smith, Jr., Allen Harris, B. H. Rosensteel, Thos. 
Sullivan. Yours respectfully, 

Baltimore, Md. John Trainor. 
Tun PLUMBDRS’ TRADE JOURNAL: 

GENTLEMEN: Please send your most valu- 
able paper to Mr. L. V. Ashby, No. 437 N. 
West street, Lima, O. Enclosed you will find 


REVIEW 


of operation, and general sanitary | 
struction the closet and tank would ;, 
to come up to the high standarg off 
ciency required by the various de> 
ments. 

The hoppers are constructed fro. 
special design, being enameled Dott 
side and outside, and having a de} 
able flushing rim. There are no wei, 
chains or springs used in the cons | 
tion of the valve, hoppers or tank, | 
opening and closing of the yalyeg if 
erated by the seat and by water presi) 
The hopper is flushed from a six-gi, 
tank through a 14-inch flush pipe , 
when not in use the tank, flush and i 
ply pipes are entirely free of water, 

That the fixture will stand a lo, 
abuse without injury has been thorou| 
demonstrated. 

Everything in connection with the, 
ture is made of the very best mate; 
it is stated, and in our opinion t; 
should be an immediate and exten; 
demand for it. We take pleasure in, 
ommending it to the consideration of; 
trade. These fixtures are now ready) 
shipment and all communications in; 
erence thereto will be cheerfully ans) 
ed by Wm. F. Conran, No. 305 F; 
street, New York. 

————_»_>-4+~+—______ 
WIRT HOSE RACK FOR THE FAIR BUILD!’ 


The Wirt & Knox Mfg. Companyo 
22-24 North 4th street, Philadelphia, 1 
well be proud of the contract they 1y 
secured to install one thousand of ti 
Wirt hose racks in the buildings ati 


St. Louis Fair. Many of the private: 
hibits are also being equipped with ti 
Hump racks. 7 

The business of the Wirt & Knox lg 
Company has increased steadily and1 
demand for their Hump racks, as sh’ 
on this page, is very large. Every plul 
er should obtain a copy of their 1as 
catalog and prices of this line of gos 
Mention Tur Prumpers’ TRADE JOUR! 


WWW Wd 
VS / a. VEN 


$1.00 for on year’s subscription. This m® 
the third new subscriber this year. 
Yours truly, 


Lima, O. Burt eo 


THD PLUMBERS’ TRADH JOURNAL: | 

Enclosed please find check for your bill. § 
I was moving my place of business wht | 
received your last bill it had been mislaid, | 
as I have been very busy I did not think o! 
put I would not be without the paper) 
twice the amount. You will please note chi} 
of address. I will soon have some pict* 
of my new store and stop taken, and I will 1! 
you a copy to publish. Yours, | 

Philadelphia, Pa. Bugene Quindle 


Tun PLUMBERS’ TRADH JOURNAL: | 
GENTLEMEN: Enclosed find $1.00, which | 
due in October. Pardon my delay, and I 
do better the next time. Business is very a 
Wishing the JourNaL increased success , 


coming year. Respectfully yours, [ 
Denver, Col. J.J. W 


Tun PLUMBERS’ TRADH JOURNAL: 


Dear Srrs: Enclosed please find $1.00 mi 
order for another year’s subscription 


most valuable JournaL. Your paper !s A 
interesting every year. I would be lost witl 
it. With the best wishes to your valued P! 
eation, I remain, . 
Missoula, Mont. 
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: THE WRENCH 


FOR NICHEL-PLATED PIPE 


A Pipe Wrench Without An Equal 


ANOSK ABNOGK: ) 


lumbers everywhere are USiINg Warnock 
Wrenches. If youdon’t you are not up- 
to-date. Your Supply House has them. | If 


they haven’t we want to know it, and will A man with a Reed Standard Pipe Wrench will often screw a 
send a wrench FREE to the 25 Plumbers who pipe into place while another man equally as good is adjusting 
tirst send names of dealers without WAR- a chain wrench, or one that requires adjustment in place. This 
NOCKS. It looks easy, but find the Dealers, wrench adjusts itself instantly to all sizes of pipe within its 
capacity, gripping it firmly with the slightest downward pressure 
a 5 on the handle. It never slips. The harder you press down the 
Warnock Manufacturing Co. 4 tighter it grips, while the slightest upward pressure on the handle 
Worcester, Mass. : instantly releases it. The action of the jaws is a perfect ratchet, 
oe he each grip being firm and secure. Send for our catalogue “P” of 

Will Please Mention Plumbers’ and Steamfitters’ Tools. 


. a . 
Subscribers — trigsournatwhen core 


No Mechanical device to get out of order, but simp’e construcuo } 
. a on a scientific principle. Its water seal cannot be broken by 8)- 
Othe It is Say i and will withstand long evaporation. 


We have examined, tested and used the 
| ers Say King Trap and find it all you claim  Cir- 
gulars, Prices and Traps of Jobbers, 9 


pas See Manufacturing Co., 


Broadway, cer Minth Street, WATERVLEIT, N. Y. 


Reed Manufacturing Co., Erie, Pa. 


ZENITH 


Highest Price Gas Rangs 
Cheapest;Gas Range 
Best Gas Range 


RECESSED 
DRAINAGE 
FITTINGS 


For Durham and Other Wrought fron 
Drainage Systems 


Made Black, Tarred or 
Galvanized 


Write us for Catalogue of Steam and Plumbing Goods 


THE 
JOHN DAVIS 
CO. 


CHICAGO, ILL. Behe 


RANGE AND CLOSET 
WE WANT THE PLUMBERS’ TRADE 


wHY? 
Because they always Recommend the Best Goods in their line 


STEPHENSON MANUFACTURING CO., 


209 Sondass St.. AL G 
Send for Descriptive Catalogu x 4 RE we Oectinn this Paper. 


a tb 
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iggs House 


WASHINGTON, D. C. 


Ypposite U. S. Treasury, one block 
from the White House. Special 
rates for traveling men; hand- 
somely furnished and decorated; 


table best in the city, 


Oo. G. Staples, Preprieior. 


HOTEL STE. CLAIRE, 


DETROIT, e MICH, 


Rates: 
American 
Plan 


Absolutely 
Fire-proof. 


Hot and "i aait $2 50 and $3 


Cold Water Hi j per day. 
“Ely With Bath, 


$3.30. 


Carnegie Hill Hotel 


Corner of Madison Ave. and 92d St. 


New, modern, fireproof hotel for 
permanent and transient guests, 
overlooking Central Park, New 
York’s best residential section, one 
block from the Carnegie and Sleane 
mansions; easily accessible to 
theatres, shops, etc. 

Bedroom and bathroom, inc. board, $3. 
Farlor,bedroom and bathroom, se 
Parlor, 2bedrooms and bath, ‘ 


5. 
6. 
Parlor. 3 bedrooms and bath, baer tg 
Rooms for maids and valets, ae 2. 


Special Yearly Rates. 


Electric lightand long distance tel- 
ephones in each apartment; marble 
bathrooms. 


THE 
ALTON’S 
1904 


TRADE-MARK, 


“Sequel to the Fencing 
Girl.” 


Copyright, 1903, by 
Chicago & Alton 
Railway. 


Four graceful poses from life; figures ten inches 
high, reproduced | in colors by a process far su- 
perior to last year’s calendar. Highest example 
of lithographic art. 


“THE ONLY WAY” 


to own one of these beautiful calendars is to 
send twenty-five cents with name of publication 
in which you read this advertisement, to Gro. 
§ J. CHARLTON, Gen’! Passenger Agent, Chicago 
& Alton Railway, CHICAGO, ILL. 
The best railway line between CHICAGO, ST. 
Louis, KANsas City and PEoriA, Take the 
“Alton” to the St. Louis World’s Fair, 1904. 


Locations for Industries 


Erie Railroad—New York to Chicago I 
INDUSTRIAL DEPARTMENT 


For information address 
LUIS JACKSON, 
Industrial Commissioner,Erie Railroad Company 
21 Cortlandt Street, New York. 


FORNIA “ere 


tia a tits 
wy Uh 


A) 


ooo FROM... 


Three fast 
trains daily to the 
Pacific Coast, over the 
only double-track railway 
between Chicago and the 
Missouri River. ‘The 


Overland Limited 


Electric lighted throughout, is the most luxurious 
train across the American Continent. Solid through 
train less than three days en route to California 


via the Chicago, 
Union Pacific 
awe and North-WesternLine 


IF 
PAC 1G Ghe Best of Everything. 


All agents sell tickets via this line. 
Full particulars as to Californiatravel, with books, maps, rates 
and sleeping car reservations, on application, 
D. W. ALDRIDGE, 
Gen’I Eastern Agent C. & N.-W. Ry. 
461 Broadway, 
New York. 


‘ST. LOUIS IND KANSAS CITY 


VIA THE PUEBLO GATEWAY, 


— to 


COLORADO, UTAH an 
THE PACIFIC COAST, 


Observation Parlor Cafe Cars, meals a lacarte, an 
elegant Pullman service, electric lights and fans 
Double daily service. The scenic line throug) 
Colorado. Through service to California, 


THE IRON MOUNTAIN ROUTE 
teaches direct from St. Louis, the cities of Memphi; 
Hot Springs, ae and principal points in Texa 
seo and California. Elegant servic 
and Di ers: meals a la carte Pullma 

Sleepiamc Cars with electric lights and fi fans, 
For further information, apply to 
W. E. HOYT, G. E. P. Agent, 
835 BROADWAY. NEW YORK 


! Grand a 


Canyon 


of Arizona 


Rarth’se greatest wonder— 
the titan of chasms, a mile 
deep, many miles wide. 


Pictures of it: For 25 cents will 
ees «send the season's 
noveliy— Grand Canyon photechrome 
view, uniquely rote to reproduce the 
Canyon tints. Or, for same price, a set 


Nwz2o0r 


THROUGH 


of four black-and-white prints, ready for 

GOLDEN GATE PARK cer: 
£ Books about it: Hes 50 cents 
will send a 


eae 

Grand Canyon bok, 128 pages, 93 illustra- 
tions, cover in colors; contains articles by 
noted authors, travelers and scientists. 
Wortly a place in any library Or will 
mail free pamphlet, ‘‘Titan of Chasms. 


A drive through Golden Gate Park, San Fran- 
cisco, is a perfect delight, and is almost wo;th 
the trip across the continent to experience. All 
the beauties of the Pacific Coast, of climate and 
of scenery, are reached directly and quickly 
by the 


NEW YORK CENTRAL LINES 


G. C. Drtuagp, General Agent, 
377 Broadway, New York. 


Santa Fe 


The magnificent through train 
service maintained by the 


“Bic Fou "4 


In connection with the 

New York Central, Boston & Albany | 
and Chesapeake & Ohio Ry’, 

includes Buffet Parlor, Cafe-Library, 


Dining and Observation Cars, aD 
Pullman Sleepers 


and their connections. No other country sur- 
passes ours in natural beauty. 


A copy of the New York Central’s ‘‘Four-Track Series” No. 5, 
containing a new map of the United States, of North and South 
America, and our new possessions in the West Indies, will be sent 


Mountains, 


free, to any address, on receipt of a two-cent stamp, by George H. tekee Seashore, 
Daniels, General Passenger Agent, New York Central Railroad, East, west, 
Grand Central Station, New York. North. 


Write fer rates and folders. 
Warrea J. Lynch, ww. P. Deppe, 
Gen’l Pass. &Tkt. Agt. Asst. Gen] P. &T.A: 
Crrenmatt, Onto. 


te 


J: B. CAMPBELL BRASS WORKS. 


ERIE, PA. 


SILL COCKS 


JOINTS 


Asilicated Iron Cement for connecting Bell and 
Spigot Cast-Iron Soil Pipe in place of Lead. 
Jointsare easily and quickly made. 


f . ff Sold in 5, 10 and 25 pound red labeled tins, 
NGLE = = if) 29 WHEEL zs : IRON CEMENT 
Ont cH | il os a No.1 
Wh, y Wy yr TRADE. MARK _ e 
| STRAIGHT } 4 KEY will repair leaky boilers, piping, etc. It will 
| PAREN, : withstand fire, water, steam and oil; it expands 


and contracts the same asiron. Write for cata- 
-loguesand prices. Sold in 5, 10 and 25 pound blue 
labeled tins. . 


SMOOTH-ON MFG. CO., 


672-874 COMMUNIPAW AVE., JERSEY CITY, N. J. 
Chicago Office, -« ° - ° 61 WN. Jefferson St., Chicago, It. 


Plumbers’ Bates Work 


| Prices on Application. 


— 
Lakewood 


CHAMPION HOT WATER 
COMBINATION HEATERS 


THIS HEATER IS MADE FOR USE IN BARBER SHOPS 


It is efficient. It is durable. 

It is compact. It is non-rustable. 

It has a large cone-shaped heating surface and 
the heating cone can be easily taken apart for 
the removal of scale and other deposit. 


"WRITE FOR A CIRCULAR AND DISCOUNT, 


i, The RANSOM & RANDOLPH CoO., 


515 Jefferson St., TOLEDO, O. 


Among the Pines of New Jersey’’ 


‘A Fashionable Fall Resort 


| 
|90 Minutes 
| from 


New York 


Reached by the 
(EW JERSEY CENTRAL 


's palatial hotels ate famed for theit 
lerfect cuisine and its sports include all 


lopular pastimes. 


Heater with 
Base and 
.two Ring 
Sections 
Attached. 


Capacity three gallons 


They fit any furnace and will heat 
portions of the building where 
hot air will not flow. 

Made from 50 to 700 ft. capacity. 


: Vo'k Galvanized; | 
LR ill Blue Enameled: Agate (Enamel- 
ep H ed Gray): Crystal (Enameled 


: Sew S $ Ligne Gray: White (Enameled 
nS us gapee 
- - Combination Overflow, 
G ATS =p Overflow Protector, 
e 


Send for Catalogue and mention | Strainer Outlet. 
PLUMBERS’ TRADE JOURNAL Plug Outlet. 


LALANCE & GROSJEANMFG.CO. { “7 Chambers insink Backs. Oe “tor holling Ta ] 


Write for prices and pamphlet. 


BPRANKS Ds SLOLEZ, 
156 Webster Ave. #- CHICAGO. 


} A Descriptive Book will be sent 
upon application to C. M. BURT, 
General Passenger Agent, New a 
PLUMBERS’ TRADE JOURNAL,Will be sent 
NEW YORK, CHICAGO, BOSTON. FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 
35 cents. 


Urinals, Water Closets, Platforms, Base. 


Slate NEW YORK SLATE WORKS, 


493 E. 138th St., New York. 


ADOPTED 


BY THE a ee SGT a = 
DEPARTMENT i RUTOMATIG GELLAR DRAINER 
ALWAYS | : 
A FRESH AIR OF BUILDINGS WATER SUPPLY i Will automatically force out water 
INLET GIREET MAIN EF from any source in Cellars, Wheel- 


pits, Foundations, Ditches, Pit Exca- 
vations and other places. 


NEVER OF GREATER 


A FOUL AIR 
OUTLET NEW YORK. 


THE HART-AYERS || FOR SALE BY 
PLUMBING CO., DEALERS ONLY. 


4th Aveand Degraw St., 
BROOKLYN, N.Y. 


Send for complete catalogue of 
CURTIS ENGINEERING SPECIALTIES. 


JULIAN D’ESTE COMPANY. 


24 Canal St., BOSTON, .MASS. 


The ADAM 
INSTANTANEOUS 
WATER HEATER 


SOLD ONLY TO THE TRADE 
MANUFACTURED BY 
W. J. ADAM, 


JOLIET, IltlS. 
Send for Latest Catalogue 


C. & D. TANKS AND SEATS 


CAST IRON AND COPPER LINED 


Over Head Tubular and Plain Showers, 
Baths, Stee! Copper Lined, Enameline, 
White Metal and Solid Copper. 


MANUFACTURED BY 


COYNE & DELANY, 


303-309 Rodney Street, Brooklyn, N. Y. 
Priceson Request. e e Telephone 878 Williamsburg. §& 


‘e 


SND eR IRE oS Or ee ns 
7 . Tse ee re 4 “i 
: 4 PENS ce As ar = 
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Lawson’s Gas Water 


_ With Thermostatic Valve 
is the most economical and 
device on the market for fi 
hot water for household p 


Write for Catalo 


LAWSON MANUFACT 
222 E. Eighth Ave., § HOMES 


_ THE PAYNE 
FROST PROOF CLOSETS 


Adapted for Cellar and Yard Installation 


We build 
it for you. 


Ready to set 
on trap. 


It cannot 
be botched. 


Requires 
INOMPIT: 


Cannot be- 
come air 
bound. 


Prices Right. 


Lux 


THOMAS P. FORD COMPANY, — 


BOSTON: 
Edward P.Brock&Co., 104Highst, °/ Centre Street, NEC YORK - 


Cet our 
Descriptive 
Circular, 


Combination No. 3 


THE BRAENDER AUTOM 


‘Tomer 1 Cellar Drair 


WHY DO PEOPLE HAVE THE 


Monarch Automatic Tnstantaneous 
Water Heater? 


It supplies them with hot water when it’s wanted. 
It only burns gas when water is being drawn. 

It gives an unlimited supply, 1 gallon or 1.000 gallons. 
It has no storage or any boiler to connect to. 

It heats water in less than a minute. 


WRITE FOR PRICES AND DISCOUNTS. 
Pittsburg Brass Mfg. Co., 


—MANUFACTURERS - é 
Penn Ave. & 32d St., = PITTSBURG, PA. 


“Jdld JOYVHOSIG 


OPERATED BY WATER OR STEAM PRES 


* IT IS THE BEST; THEREFORE THE CHEAPEST, It 
cipal and U.S Government Departments, endorsed by leading s 
and is guaranteed to do what is claimed for itt SOLD TO THE ” 
Write for Circular and testimonials, 43 


PHILIP BRAENDER, > 47 W. 125th St, | 


|W. N, McKenna, 73 Chestnut Street, Boston, . 
SALES AGENTS | 7. £. Douglass, 40 Dearborn Street, Chicago i 


Made for Hospitals, Hotels, Flat Build- 
ings, Fire and Police Departments, 
Residences or any place where hot 
water is required. 


Write us for information and get new catalogue. 


MONARCH WACER HEATER COMPANY, 


306 Wood Street, = PITTSBURG, PA. 
L. J. WALLACE, 356 Fourth Ave.,New York,N.Y. | ROBT.B.CAVERLY. 504-506 10th St., Washington a good strong flush, Operatio 
D. T. CORTIS, 22 West St., Boston, Mass. C. A. PHILLIPS,1017 Grand Av.,Kansas City,Mo is perfect. It is the closet thi 


W. A. KRAMER, Builders’ Exchange, Phila.,Pa, C.L. WHITTEMORE, 1109 Olive St., St.Louis,Mo 

JAS. H. LANDRETH, 285 Prospect St., Cleveland. EDWARD MAHL, 1206 Main St., Hariford, Conn. 

G. A. BURKLEY, 318 Equitable Bld’g, Louisville G. B. LARIMER, 1759 Stout St., Denver, Colo. 

B.S. WILEY, 18 E. Van Buren St., Chicago, II]. Pp. E, HEISEL, 409 Plum St., Cincinnati, Ohio. 
GEO, H. TAY CO., 49 First St., San Francisco, Cal, 
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9 GET ONE OF Profitable Patent and Trade-Mark for Sale. | 


ne ofits —"—F WADE'S BACK-WATER GATE VALVES | nex basin uibain Waste 


by your list of satisficd D PaTENTED 1896 CopyYRIGHTED 1897. 


pau 
VY] eae oe | Which will prevent Flooded Cellars, Flush your Sewerse £ 3 Patent ALLowep Ocrtoser, 1903. 
y one om Precis and Absolutely Eliminate Sewer Gas from your building. 5 2 Fits any Basin, an d 
are used. SEND FORCATALQS «= 8 has never been 
= aU equaled in simplic- 
Wisconsin IRON SANITARY  “«- ity and selling 
G hit g RS 8 features. 
> og oc MANUFACTURING = a A simple. turning 
Pipe Joint Pee handle on the slab 
P COMPANY, 858 moves the slide G 
Paste 52-54 Dearborn St., 466 against and under 
stays where put Heals CHICAGO, ILL. = 2 8 the cone Fof basket 
. Heaks and eracks. HS E to open the stop- 


per D 
The basket pre- 


————————— 
Write for samples and & 


JOHN MADDOCKE. ALEXANDER H. MADDOCE,. 


prices. THOMAS MADDOCE. WILLIAM B, MADDOCK. vents loss of rings 

| MAD CK SONS, or jewels, is instant- 
NSCONSIN GRAPHITE COMPANY, JOHN DO & ly cleaned, and re- 
COALPORT, . - - TRENTON, N. d. moval of stopper D 


andbasket E with the 

slide G moved back, affords aclear pas- 
sage and clean sweep down to the trap. 
Thousands in successful operation, 

and endorsed by many leading Plumbers. 
The Patent, Trade-mark and every 
thing pertaining to it will be sold with- 


Manufacturers of 


Steamship, Car Builders’ and Plumbers’ Earthenware. 
Sanitary Specialties of Every Description. 


PITTSBURG, PA. 


a rae out reserve. 
, make Mechanics Supply Co. FOR PARTICULARS ADDRESS 
t styles of traps. TOOLS AND SUPPLIES FOR 51 ELDERT ST., BROOKLYN, N.Y. 
fitti f 
rane No alam PLUMBERS, GAS 2 STEAM FITTERS [5 vor tor cove 
or bent tubes 96 S*. Peter Street, Quebec, Canada. ee Wiping Cloths 


CLIMAX 

| is best. 
(anufactured by 

1E CLIMAX 
-CIALTY CO. 


53 Stebbins St. 
SPRINGFIELD, 
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Wecan handle anything 
in the 


Standard Gas Fixture Co., BOUND BROOK, Ne J. 


MANUFACTURERS O 


Staple Brass Gas Fixture Fittings, Brackets, Pendants Etc.| | Plumbing, Heating 


MINERAL WOOL | _— ricasses 


heati For covering Steam and Water Pipes is superior to an 
for heating water by in the Market Samples and Ciicttass Res vEnneS Having acquaintance with the railroads 


steam, Expansion U N ITE D STATES M | N ERAL WOOL co a and ra aeyires of agricultural im- 


plements. We wantto get hold of a 
I43 Liberty St t, N York. 
} Tanks, Heavy Sheet ka his Par are oe good steel and wrought iron pipe ac- 


count. We have the influence and 
facilities for conducting an immense 
supply business, and desire to hear 
from any one interested sufficiently 
along the lines we have spoken, to 
have us represent them in territory 
from Chicago West. 


The Koyen Galvanized 
ron’? RangeBoilers, Tanks 


provided with coils, 


Iron and Plate Steel 


Work for all pur- 


McNaB 3 & HARLIN MANUFACTUTING Co., 


Manufacturers ef 
poses. 


O. KOVEN & BRO., 


fficet: 50 Cliff St., New York. 
‘orks: Jersey City, N. J. 


Brass and Iron Goods, 


For Steam, Water and Gas. 
Wrought Iron and Steel Pipe, 


_ Plumbers’ and Gas Fitters’ Supplies. 
Factory, PATERSON, N J. 
56 & GO JOHN STREET, NEW YORK. 


ADDRESS 
ORs De iCOs: 


Care of The Plumbers’ Trade Journal. 


LAWLER’S PATENTED — | b OSTRANDER & ‘al 
GAS REGISTER HEATER | ®. 4. ‘9 
No such powerful heaterinvented. Handsome, too 22 Dey St.,. NEW YORK. 
ee of 


Will heat a large room, small cost for gas. 
Now is the time to make money bandling it. 


Every Plumber should sell it. . 
We make a big line of Steam, Water and Gas Speaking 
. ice sce m Tube ana 
ave r Catalogue , 4 
If netane re vey : Seis 
Toons: upplies. 
LAWLER REGULA TOR CO., Eee 


20 W, Houston St. . NEW YORK CITY. 


- 1433 DeKalb Ave. GROOKLYW 
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L. Wolff Manufacturi 


(Established 1855.) 
MANUFACTURERS OF 


Plumbing Goods 
of Every Descripti 


U 


Monument Pottery Co., 


Trenton, N. J., 
U.S. A. 


KOO 


Manufacturers of Monument Porcelain. 


KEOGH 


. Ling a 7 9 
Bath Tubs, Lavatories, Kitchen Sinks, Drinking Foun- Wolif 

_ tains, Etc. Also Monument Solid Porcelain Special ‘Star’? 
Fixtures for Hospitals, Government Barracks, Etc. 


_ Special designs made to order. We have ready for Pattern 


distribution Catalogue A, which we would be pleased 
to send upon receipt of application. In this catalogue 
we illustrate a complete line of goods as manufactured 
by us. Address all communications to — 


F-3500—(Stop and: Waste) 


The above is a new design (Patent applied for) heavy Stop and Waste 
in our “F” catalogue—made of absolutely new metal, perfectly gr 
of the best workmanship throughout. 


SEND FOR ILLUSTRATED PRICE LIST 


Monument Pottery Co., 


SS 


TRENTON, N. J. 


Morgan & Wright|| To the Trade * 
Force Cups ca 
Are Standard 


In Quality. _ THE GAS TIP & SELF LIGHTER sal é 


Our $3.00 sample lot wlll be forwarded, upon receipt 
any dealer or agent for gas burning novelties This 
partially covers the cost of manufacture. Express prepai 


THE LIST INCLUDES: 


iabl 
Reliable Fuller Balls Self-Lighting Torch for Burners and Stove ef 
Basin Plugs Self-Lighting Cap and Mantle : 
Rather ; Self-Lighting No Match Burner 
ubber Tonnections Gas Governor Checks for Stoves and Ranges 
Tubing Gregory’s Governor Burners, 2, 3, 4, 5 ang 6 


Thoroughly 


Elbows Aluminum Tips with gas checks : 
Aluminum Tips, assorted sizes ; 

Etc. One Pocket Gas Stove. One Red Hot Disc Hea: 

; - One “Solid Comfort” Light and Heat Radiator 

SEND FOR CATALOG One New York Gas Lamp with 100 C.P.41=2in 


Wholesale jobbing prices will accompany samples. Our 
line of novellies is, without question, the best selling articles 
offered to the public. Send for Catalogue. 


Morgan & Wri ight. ! _ Address all orders to 


CHICAGO ‘| THE CAS TIP & SELF LIGHTE z 


New York, St. Louis, ! 25 WEST BROADWAY, NEW YORK 
Dayton, O. R San Francisco. G. H. Gregory, aac naae!: 


WRITE US FOR CATALOGUES AND DISCOUNTS. 
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THE CENTRAL BRASS MANUFACTURING COMPANY. 


CLEVELAND. 


USE When you are in need of any = 
CLEVELAND Ground Key, Fullerand Compression CLEVELAND 
COCKS Work, we want our name to be the COCKS 


first to cometo your mind. 


All Patts Renewable Without Removal Ftom the Piping 


. Iron Body Composition Mounted Valves 
With Parallel Bronze Seats 


i EAT GLOBE = A trial will 

For Ordinary and Heavy Pressures. Gilaraniced x i ae ANGIE . | ie ss a 
Selt-Packing Stem not to leak! (ey CROSBY >A, STEAM ~~ S x youof thle 
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With or Without By-Pass ae ( cS PBEMEG|ower att 


ty | others. 
WRITE FOR CATALOGUE AND PRICES others 


THE KENNEDY VALUE MFG. CO., 


61 Beekman &t. - - NEW YORK. 


CROSBY STEAM GAGE AND VALVE CO., Boston,New York,Chicago 


RHOADS-WILLIAMS 


AUTOMATIC RAW What's the matter with 
: SEWAGE ee ' For High Pressure a, Setlotgie La 
or Sewage Disposal. 
? : Just ? For Low Pressure THERE ALL RIGHT. 
~H Send e 
aul Five e aS ALL THE WORLD'S FAIR BUILDINGS 
cd Things Dale Ball Cock are being equipped with them. 
ae MADE BY 


Wirt@HnoxMfg.Co. 


22 and 24N. 4thSt. PHILADELPHIA, PA. 


intor- To 
\utomatic sewage siphons 
) handle sewage not acces- 


mation 4 e 
ane Remember| * Wolverine Brass Works 


Wer Cen DionVohs > Grand Rapids, Mich. 


QUINCY, ILL. 


Who Manufacture all kinas of 


Hose Carts, Reels 
and Hump Racks. 


J.J. RYAN &CO (Alcaz 
“Ao belt FULLER rE ples 


GRAVITY. & PRESSURE FILTERS Axo WATER SOFTENING PLANTS | 


CONSTRUCTED UNDER THE WELL-KNOWN 


NEW YORK, CONTINENTAL, JEWELL, HYATT, WARREN, NATIONAL AND BLESSING PATENTS 


FOR BUILDINGS OF ALL KINDS REQUIRING GLEAR, BRIGHT AND PURE WATER. 
The New York Continental Jewell Filtration Go., General Contractors 


15 BROAD ST., NEW YORK. 40 W. QUINCY ST., CHICAGO, ILL. 


NO ALUM BONE BLACK ONLY 


The Cummings Filter Co., 


Manufacturers of 


The Cummings Filter 


Pure, Clear and Soft Water for all Purposes. 


PROVE OUR ASSERTIONS 
The force of an argument liesin its application. We argue all the 
time that 


“GURNEY” HEATER 


“Bright Idea,” ‘‘Doric,’’ and ‘‘400’’ Series 


are the best selling heaters in existence. And the fact is having con- 
stant application at the haadsof our agents. Ask any one of them 
what sort of areception the Heater receives, Find out whether its 
extra long wear, its extreme economy in fuel consumption and the ease 
and simplicity of its operation influence its sale. Then when you've 
satisfled yourself as to he force of our argument, write for full partic- 
ulars concerning an agency. For you certainly couldn't make a more 
profitable business connection. 


GURNEY HEATER MFG. CO., 
74 FRANKLIN STREET, Boston; 111 Firra Avenuz, New Yorr 


Filters made in all Sizes 


Main Office, S Wood St.,_ - - PITTSBURG, PA. 


Branch Offi (18 South 7ih Street, Philadelphia. Pa. 
ranc Ta 481 Fifth Avenue, New York City. 
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The BARRETT 
Pipe Forcing Jack 


PATENTED 


FOR forcing or pullirg pipe 
horizontally under ground. 


Saves ditching and refilling 
in making service connections or 
in placing pipe under streets, 
sidewalks, lawns, etc. 


Forces pipe at an average rate 
of ONE FOOT PER MINUTE. 


Does not telescope the coup- 


lings. 


Saves an enormous amount of 
expense, labor and inconvenience. 


Used by many of the most 
prominent gas and water com- 
panies in the United States. 


Send for Special Circular «“P” 


and further information. 


Made only by 


The DUFF MFG. CO., 


Works: Allegheny, Pa. 


SELECTED 


Enamel Iron Roll Rim Tubs 


WRITE FOR PRICES. YOUR ORDER WILL FOLLOW 


L 


PITTSBURG, PA. 
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°B’” quauty 


3-inch Roll Rin—30-inch wide—Flat Bottom. In 41-2, 5 and 6 ft. sizes. 


Your Opportunity 


We have in stock 500 of these Tubs, 
and now offer them for sale at an EXCEP- 
TIONAL PRICE. You have customers look- 
ing for just such a tub. Take advantage of 


Your Opportunity or your competitor 


will. 


FLECK BROS. CoO., 


PHILADELPHIA, PA. 


No matter what the weather is, 
the ‘‘WINCHESTER"’ Heater is 


Always on Hand 


/f your house was warm last 
winter there was a ‘‘WINCHES- 
TER"’ 


SMITH & THAYER CO. 


BOSTON, MASS. 


NEW YORK OFFICE (Fuller Building.) 


= 


Everything tectre Plumber, S: team ana 


625 627 Sixth Avenue, 


MANUFACTURED BY 


Thos. Maddock’s Sons 


We make a specialty of China Trimmings for Bra: 


Review 


RELIABLE GOODS, 
HONEST PRICES, 


QUICK DELIVERIES, — 
LIBERAL DEALINGS. 


Trenton, N. J. 


ifl 


END REAMERS 


Some pipe reamers spread or 
flatten burrs instead of cutting 
them off. 

Mueller Reamers have the 
blades well relieved so that the 
cutting edges never drag or 
scrape. They shave the burrs off 
clean and leave the interior pipe 
surface entirely free from ob- 


GOODS EFFICIENT, 
WORDS SUFFICIENT. 


FarNAN Brass Works, 
CLEVELAND, O. 


structions. 

The frame and ratchet handle 
are made of malleable iron and 
drop forged steel, and the blades 
are made of fine tool steel. 

Reams pipes from % to 3 inch 


23 CENTER STREET, 


DIPING 
LOTHS 


ANY SIZE 


sizes inclusive. 


Best Herringbone Ticking—16 ply—75cts. postpaid 
Best Moleskin-heavy-No Rough Edge—$ 1 postpaid 


With each order we send sample of our & 


Special Wiping Cloth Preparation. 
Write for Catalog of our Publications, Tools, etc, 
R. M. STARBUCH, e 2 Hartford, Conn. 


Read and Ponder 


Then Use The 
Acme Roof Flange. 


No Lead Pot to carry on the roof, as it is complete in 
itself, wlth no joint to run and still makes a perfect 
metal connection the same as if poured. 
Over 200,000 now in use. 
WRITE FOR CATALOGUE, 


ACME MANUFACTURING Co,, 


W. Somerville, Mass. 


MADE ONLY BY 


H.MUELLER MFC.CO.,DECATUR,ILL.,U.S.A. 


PAT» MAY 21. 1901 Gives the Plumber 
FOR SUPPORTING | iq and Fitter a chance to 
DRAIN PIPES, use the waste wrought 
STEAM MAINS, =, and cast iron pipe. 
ETC. Can furnish fittin 
Catalogs and discounts \\Q_ for any desired pitch 
mailed. 


Drain Pipe Oberle Support Co 
J. F. OBERLE, Main Office, 780 Second Avenue, NEW YORK 


PECK'S 


Manhattan Closet 


with 
NETHERY 
FLUSH VALVE Guaran- 
Plate 2336—E teed 
Tight. © 
WIEBE di p= 
Write for a4 Blonareh + 
Silustrated Booklet on | : 
Nethery Flush Valves When you want THE BEST you want 
WEA 
Monarch Cocks 
The highest Quality 
oF Monarch Bibbs 
SANITARY 
PLUMBING MADE IN ALL STYLES AND SIZES. 
APPLIANCES E 


Are made by Ground Key-Compression-Fuller Work 


THE PECK BROS. & COMPANY, 


ASK ; 
your Ihe Monarch Brass Co., 
JOBBER CLEVELAND, 
OHIO. 


New Haven, 2 
New York Conn. __ Boston 
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Still Something New 


PLATE 80 


Roll Rim Sink with 12-inch back, cast in one piece, 
enameled inside and out, 2 1-4-inch Roll Rim; con- 
cealed brackets and concealed air chambers. 

No cracks. No joints. 


We also manufacture the handsomest line of Enameled troa 
Lavatories on the market. 


Write for new sooklet, showing our complete line, together with sink shown above. 


[HE CAHILL IRON WORKS, “4txo0s 


New York Representative, 
THOS. H. HUTCHINSON, 101 Beekman St. 


TRITON RADIATORS 


One Column, 
Two Column, 


Y Three Column, 

a ON) Four Column, 
Five Column, Window, 

Wall Radiator. 


Ghautaugu 
non 


Perfect Pin Indirect. 
Im all heights. Can ye-s beat this line ? 


Two Column, 
Two Column, Plain, 


MAKMUFACTURED BY 


UNITED STATES RADIATOR €O., 


DUNHIRH, N. ‘s. 


BRANCHES: 


NEW YORK—1519 Futter Bumpma. WASHING TON—63 Cenceaam Buripine 
MINNEAPOLIS—432 Guaranty Buitpme. 


WAREHOUSES; 
JERSEY CITY, N. J. MINNEAPOLIS, MINN. 


A Good Job— 
The Best Ad 


834C. 
Square Back, Oval Front, High Back Lavatory 


Every jobin which the Trenton Potteries Co's Ideal Porcelainware Is used, {s @ 
atanaing advertisement of your business. People see the work, like it. and ree 
solve to have the same kind of work themselves. So your patronage Keeps 
on growing. 


Trenton Potteries Company, 


TRENTON, N.- Je 
SELLS TO JOBBERS ONLY: 


‘BURNHAWM 


HOT 
WATER 


BOILERS 
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STEAM 


CHICAGO 


AGENTS: 
is : NEW ENGLAND 
Chicago 4 i : = AGENT: 
Heater & et ; 
J. W. Rowe, 


Supply Co., 
33 Dearborn St. 40 Summerst., 
Somerville, 


Chicago, III. Mass 


LORD & BURNMWAM CO.. 


NEW YORK OFFICE, QENERAL OFFICE AND WORKS, 
1133 BROADWAY. IRVINGTON-ON-HUDSON, N. Y. 
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JMEcHANICAL DRAWING FOR PLUMBERS 


THE ESTIMATING OF PLUMBING WORK 


a anaesn oncom on tormeh topepenentoecw near torent 


ARTICLE XIX—-BY R. M. STARBUCK 


N Fig. 105 we present the ele- 
vation mentioned in the pre- 
ceding article, As will be 
clearly seen, this one eleva- 

| tion shows the entire plumb- 

ing rai for the residence, which we 
have been considering in the last two 


in the latter direction would show the 
main line of soil pipe in the cellar on 
end, whereas in the present view it ap- 
pears in such a way as to show it length- 
wise. Our readers will see very clearly 
that about all that could be seen of the 
main line from the front position would 
be the end of the pipe, and that in such 
a view none of its length would be seen. 
However, it is seldom that a view of a 
system of plumbing of the extent of 
this one can be taken from any one direc- 
tion so that all parts of the work will 
show to the best advantage, 


For instance, in the elevation shown 
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two cases are the same size as the stacks 
they cannot be seen. To get around this 
point we have shown these two lines a 
little to one side of the stacks. This is 
not strictly according to the letter, but 
as it results in a clearer showing of this 
part of the work, it is admissible. 

Stacks B and C, as will be seen from 
Fig. 91 of a preceding article, enter hori- 
zontal branches in the cellar, which con- 
nect into the main line for soil pipe. 
In Fig. 105 we get simply the end view 
of these two horizontal branches, and 
the horizontal branch into the main line 
from stack D running at an angle as it 
does, has to be shown as our illustra- 
tion gives it. The fresh air inlet does 
not show to the best advantage in Fig. 
105, and neither does the offset on 
stack A. 

The two bath rooms probably show to 
better advantage in this view than would 
be possible if it were taken from any 
other direction. 


A comparison with the roof shown 1 
Fig. 105 will show that the stack B aj 
C pass through the flat portion of 12 
roof, while the stacks A and D Dis 
through the roof on the pitch, 

Having considered in a brief way, th: 
several points concerning Fig. 105, we - 
lieve that our readers will agree with ; 
that excepting under favorable conditic; 
the work of such a system as the o; 
shown in our illustration is shown mo: 
clearly and to better advantage by m. 
ing separate elevations of different pai; 
of the work, viewing the several pa) 
from the most advantageous positic 
rather than to show it all in one ele. 
tion. However, it sometimes happe; 
that such a view as Fig. 105 is pref. 
able for some reason or other to separg, 
elevations, so we must take the matt: 
into consideration in connection with tt 
work. f 

We do not think it would be advisat 
to take Fig. 105 as a practice exercise | 
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articles, and has been obtained viewing 
the work from the left-hand side of the 
house. We have chosen to view this 


Copper AN 
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work from the side mentioned rather 
than from the front of the house, prin- 
cipally for the reason that a view taken 
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Main lines of vent pipe serving the fixture connecting into stacks C and D, appear behind these stacks, and main vents being same size as stacks canno 


by Fig. 105, in the main lines of vent 
pipe serving the fixtures connecting into 
stacks © and D, appear behind these 
stacks, and as the main yents in these 
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A glance at the front elevation of this 
residence, Fig. 95, will show the shape of 
the roof, and the points on the roof where 
the stacks come up. 
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our students, their attention being plac 
to better advantage on work that the 
will have more use for. 

Our mention of the several points 
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OUR IRON FOUNDRY 


Is up-to-date. It has been in operation about three years and is 
equipped with modern appliances for turning out a first-class product. 

Then, too, we have combined the suggestions of the trade with our 
own thirty years’ experience in handling soil pipe and fittings. As a re- 
sult the pipe is smcoth and even, the bells and beads are uniform in size 
and the fittings are of the most approved patterns, with long shanks for 
convenience of calking. The soft iron which we use makes cutting easy 
without unnecessary waste. 

This is the time of year when activity in soil pipe and fittings begins 
again. Weare ready to furnish you with the kind that will save you 
time and money, and that will add to your reputation. 


Na ta, Gods Cue aig — 


HAINES, JONES & CADBURY Co. 


1130-1144 RIDGE AVE. PHILADELPHIA, PA. IRON FOUNDRY, NORRISTOWN, Pa. 


Our ready reference price list of soil pipe and fittings is free for the asking. 


| 25 Years of EF xperience | 


In the SANITARY CLOSET LINE enables us to now offer to 
THE MASTER PLUMBERS DIRECT 
CLOSET COMBINATIONS COMPLETE of every description, 
ENTIRELY OUR OWN PRODUCTIONS. 


Closets, Basins, Urinals, Hoppers, Etc. 


We Manufacture Our Own Closet Tanks, Seats, Tank Boards, Ete. 
Tank Valves, Ball Cocks, Nickel Plated Pipes, Etc. 


all our SANITARY EARTHENWARE to be VITRIOUS, 
We Guarantee our Tanks and Seats to be UP TO DATE IN DESIGN AND PERFECT IN OPERATION. 
our Tank Valves TO WORK OUR CLOSETS TO PERFECTION. 


We call your attention to our SILENT SYPHON JET, patent applied for, without Jet Pipe or Rams 
Horn on outside of closet, the acme of perfection in sanitary ware. 


We call your attention to our CLOSET TANK of wood as well as of earthenware, built on scientific 
principles and guaranteed not to sweat or pull apart. 


ALL OUR GOODS bear our 
REGISTERED TRADE MARK 


No Order too large for our capacity. None too small for our prompt and careful attention. 


Columbia Pottery & Mfg. Co., Kokomo, Ind. 
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which the stacks pass through the roof 
brings to mind the fact that a roof plan 
is sometimes very useful in showing this 


location. We therefore present Fig. 106 
as a roof plan of the residence, of which 
we have been showing plans and eleva- 
tions. This plan shows the exact loca- 
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EGO Gc, 
tion of the four stacks, A, B, OC and D. 
While dealing with this part of the 
work it will be well to take up the sub- 
ject of roof connections, and to that end 
we show several methods of doing this 
work, in Figs. 107, 108 and 109. The two 


W Mechanical Drawing For Plumbers 


(Continued from Preceeding Page) 


roof flanges or shoes, shown in Fig. 107 
and the upper one in Fig. 108, are patent 
devices, and in the case of the two first 
mentioned, we have shown sectional 
views, to better represent them. The 
other connection of Fig. 108 shows a 
roof connection made from ordinary sheet 
lead. In Fig. 109 we have shown two 
methods of roof connection for flat roofs, 


De GUC eles what y AS 
ea to Cop- 
per ¥Ylance 
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qaeisesgiyfeel, aegis 
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those preceding having been or pitch 
roofs. The upper method shows a patent 
flange, while the other gives a method 
for using sheet lead. 

Figs. 107, 108 and 109 will give the 
student good practice work, and we ad- 
vise in connection with it the making of 
sectional views, such as we have given. 
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3 By PHILIP F. GRACE (GALENA) 


LUMINUM then will be the 
metal to be used in fine 
plumbing fixtures in the fu- 
ture, and all indications point 
to it. Gradually but surely 

will it assert itself, and the prediction is 

herewith made that it will be a long, very 
long, time before it will be superseded af- 
ter once coming into vogue. 

An aluminum bath tub, after all, will 
cost very little more than some of the ex- 
pensive imported ceramic tubs of to-day. 
Plumbers who do business in small towns 
sixty or seventy miles from large cities 
will gladly welcome its advent, as much 
worry and loss by breakage will be pre- 
vented. 

The ponderous and weighty bath tubs 
of iron and stone, no matter how costly 
and finely decorated, will eventually have 
to go. 

What plumber who gets his material 
from a distance by freight has not been 
chagrined to find a marble slab which he 
ordered maybe a month before, arrive at 
last by freight, and on ripping off the 
boards, finds the slab cracked, as the re- 


sult of a collision, or the bumping of box 
cars. 

The writer once saw a very fine import- 
ed stone ware tub eventually arrive at the 
job, or house rather wherein it was to be 
set, cracked in three places, and the fact 
as to how it became cracked was never de- 
termined. Might have been in the hold of 
the steamship through the partial shifting 
of cargo, or on account of the gentleness 
(?) by which it was handled by some of 
our New York teamsters. 

On another occasion he saw a dove-col- 
ored marble slab 22 by 84 inches, espe- 
cially quarried to fit a particular space in 
the house of a wealthy New Yorker, crack 
of its own weight while being carried up 
stairs by four men who kept it edge up, 
but what is known as a “white horse 
streak” permeated the slab which caused 
its ruin. 

Months elapsed before another slab 
could be quarried, much to the disgust of 
the owner, and greatly to the loss of the 
poor plumber who, as usual, was the suf- 
ferer. 


Let us imagine a bath room with alum- 


inium fixtures throughout with alumi- 
nium waste and supply above floor. 

What could be nicer than such a poem 
in plumbing? This comparatively new 
metal, once dearer than gold, can now be 
manufactured in unknown quantities 
and all that is needed to make it cheaper 
is its more universal adoption by other 
trades than the plumbing. 

Take the three-part wash trays of 
stone, soapstone, ceramics, terra cotta, or 
other compounds, were they not heart- 
breakers to plumber and boy to Jack up 
into place, and even when the greatest 
care was exercised were there not 
chipped edges, and many scratches visi- 
ble when in position 

Yet day by day, year in and year out, 
have plumbers plodded along setting up 
fixtures that were not only ponderous 
and unwieldly, but fragile as well. 

In the beginning of these papers the 
writer mentioned glass as a possibility 
for slabs and urinal stalls on account of 
being non-absorbent. 

The reason he did so was he was not 
foolish enough to suppose that because 
aluminum was hinted at there would be 
an immediate revolution in its favor, and 
all plumbing folk would yearn to be the 
first to install fixtures of the new imper- 
ishable, rustless metal. 

No! no! The first thing that will have 
to go is marble, which sooner or later 
must be eliminated once for all from the 
many, very many things plumbers use in 
their glorious business, now, thank the 
fates, rapidly rising to an art. 

Marble is too absorbent, and if we are 
to believe the so-called sanitarians and 
other quid nuncs who sell and peddle 
their opinions on sewer gas, ptomaines, 
microbes and everything zymotic, a 
square foot of it may contain enough dis- 
ease germs to not only inoculate but an- 
nihilate a whole city. 

Still we should know enough collective- 
ly and individually that marble is not 
the thing par excellence or per se to be 
used in a toilet room. What is more un- 
sightly or disgusting than and old greasy 
marble slab that has been taken out from 
some toilet room. Of all the useless as- 
sets of a plumber the secondhand marble 
slab is positively the worst. 

If he keep shop in a small town he can 
if it is cracked take it down the railroad 
a piece and throw it away. But if he 
does business in a big city, where space 
is costly and he has no “up stairs” or 
junk yard, the accumulation of them in 
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make good bottoms for a bake oven) 
bakers do not use slabs or old & 
stones any more since George Tha’, 
the minstrel told one of his jokes {. 
audience about the baker who wag 1) 
ing an oven and stole or borrowed ; 
tain headstones from an adjacent ¢, 
tery. On the loaves of bread which f 
to Thatcher’s house there was impr; 
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Fig. 2—New Century Plumbing \ 
“Sacred to the 
O’Rourke, ete.” 

The plumbing inspectors are gej 
their heads together even now to 1 
something replace marble under cl: 

Of course the marble slab under | 
ets is away above wood, and for the | 
being served a purpose, but now al 
that has been under a closet for say. 
years, has become thoroughly im‘ 
nated with what ever come in co; 
with it, and that means a great dealy 
in well kept or regulated bath room 

It may not seem just right to the « 
er to suggest the abolition of mart 
the plumbing line on account oft 
many engaged in the honorable ci 
of marble cutting. 

But that is not the question. The 1 
tion of the new century is the surviil 
the fittest, and if the truth must b« 
marble has been weighed in the bar 
and found wanting. 

The same can be said of soap)! 
slate enameled stone ware. The ini 
ity of potters has been exerted for 
in the past to put forth a ware thai 
not craze, but stone ware does * 
nevertheless. 

What sme’! can be worse to the f 
tories of a sensitive plumber than! 
which comes from a crazed urin 
closet? 

Plainly speaking, the honest 1 
from a soil pipe or open trap is thel 
of roses compared to it. Or, againt 
peculiar soapy feted odor which 1 
from so-called non-absorbent lav 
tubs. It could not be eliminated | | 
past, and it is too late now to exper 
on it for the future, for the futur’ 
bring us the aluminum tub. If iid 
not come to-day it will to-morrow, 
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Fig. 1.—New Century Plumbing. A Bath Room with Aluminum Fixtures and Pipes 


small numbers will soon tend to make 
him irritable. 

If it were not for the hole he might, 
if he had luck, trade them off or give 
them away, to say, a baker, as they might 


ready for it. Sit down reader ar. 
dict if you can what the end of tl ! 
quarter of the new century will brs 
and see if you can suggest anythi): 
ter than aluminum. If you can, PI!) 
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BE FAIR TO YOUR CLIENT 


A FOUL TRAP 


MEANS 


DISEASE 


The “IDEAL” Centrifugal Trap has no In- 
terior Obstructions to Catch Dirt. Safe Seal. 
Can be adjusted to suit all conditions. 


THE IDEAL MANUFACTURING CO. 


‘DETROIT, MICH. WINDSOR, CANADA. 


5. P, STAMBACH, ate Fa a The B. B. HIGH PRESSURE BALL COCK. 


ped Ese ACORN Be I ONE:, THE SIMPLEST AND BEST COCK EVER MADE. 


9 r e e e 
Plumbers’ Supplies ~« Sanitary Specialties | x. = Roller 
e ial \ee : earring 
50 and 52 North Seventh Street, PHILADELPHIA. Sete . lever 
required ence 
s \ eh reduc- 
Save Your Wile MK 2 Ground ing 
y By running her sewing law XK joint ; friction 
S| machine with one of our | 8 D|®) = coupling, to 
Plain or Adjustable NIAZIZA which is lowest 
amount 


. 
x | WAJKSS always 
\a Water Motors +,\ SD tight 

9 Vas i, = HAS ONLY ONE PACKING WHICH IS READILY REMOVED. 

Sia) | ; No Hammering. Renewable Seat of best Steam Metal. No Singing or Whistling. 

The Boston Brass Company, 
40 Oliver Street, - - - BOSTON, MASS. 


We want a good agent in every town 


Send for Circulars and 
Prices to agents 


A. ROSENBERG CO., 


Baltimore, Md , U.S.A. 
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The Kenney Manufacturing Company, 


MANUFACTURERS OF THE 


moe FLUSHOMETER sm 


DPEALERS IN PLUMBERS’ SUPPLIES 


Office and Salesroom: 36 East 22 Street, NEW YORH, 
BRANCH SALESROOM AND WAREHOUSE, 193 LEXINGTON AVE. NR. 32D STREET. 
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George Terry, N. Melman Shaffer, Jr. 

NOVEMBER 1st, 1903. 

NOTICE BEWARE OF INFRINGERS. 


We have otfger attrac- 
tive styles at prices 
that will please you. 


McVAY & WALKER,. 


PLATE B 240 BRADDOCK, PA, 


16x20 SLAB, 6 INCH BACK, ROLL RIM bree 
Manufacturers of Enameled Ware, Soil Pipe, Etc. 


BASIN 12x15. 
THE KENNEY MANUFACTURING COMPANY. SAME STYLE MADE TO FIT CORNERS. 


326 


New Century Plumbing Continued tom Preceeding Page 


predictions on paper, and send them to 
the editors. While the writer is in no 
way authorized to speak for him, still, in 
the editor’s anxiety as expressed to the 
writer to know something of the future, 
he will gladly publish anything apper- 
taining to the subject. 

You can, if you wish, call the writer’s 
ideas chimerical, devoid of sense, and 


claim that he should be chained up or 
turned over to his friends, if he has any, 
for safe keeping, but that will not stop 
him from prophesying the glorious fu- 


must accompany each communication. 


WE ADVISE THE TWO PIPE SYSTEM FOR 
THIS FILTRATION PLANT. 


Editor THr PLUMBERS’ TRADE JOURNAL: 

Will you kindly inform me how to construct 
or build a filter to purify and clear the water 
for house use, taking the water from a river; 
and which is the proper place to build the 
filter, at the river or at the reservoir? Which 
would be the best system, one or two pipe, and 
the reason for the same? What I mean, is it 
better to put the water in the reservoir with 
one pipe, say one and one-half inch, and draw 
from the same to points where needed with 
one-inch pipe, or have a one and one-half- 
inch pipe with one-inch outlets. 

White House Sta., N. J. J. M. BoNNELL. 

We would advise the two-pipe system 
for the reason that with one pipe from 
pump to reservoir, and branches taken 
off for the several houses, every stroke 
of the pump would be felt at the houses, 
and the pressure would be uneven. By 
drawing supply for houses from the res- 
ervoir through an independent pipe, the 
flow will be steady and always the same. 

At the same time, it might be well to 
take branches from the force pipe to the 
houses as shown on the sketch, as this 
would give drinking water direct from 
spring instead of water that has been 
exposed to the sun and therefore made 
warm. To prevent shock, we would ad- 
vise placing a good-sized air chamber 
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All inquiries and sketches on practical and scientific subjects relating to plumb: 
ing, heating, and lighting answered in this column. 
only. Noanswers given by mail, but published in duetime. Name and address 
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ture of aluminum for fixtures, 
and waste above the floor. 

Aluminum may not be sufficiently hard 
to stand grinding, but for compression 
work it is all that can be desired. lf 
made thick enough it will take a fine 
brass thread, and for that matter a coarse, 
even thread. 

No less than a dozen inventors claim 
to-day that they have found a solder for 
aluminum and let it be hoped for their 
sake and that of the trade they have 
succeeded. 


Suppiy 


Write on one side of paper 


l-inch branches should do the work all 
right, we believe. 

Regarding the filter, this should be 
placed at the source of supply. 

It may be built of brick. The filter bed 
may be made of layers of course gravel 
and stone at he bottom, and fine sand and 
charcoal at the top. 

The water may be brought into the 
filter bed, and by gravity it leaches down 
through the filtering material into a 
basin nearby, from which point it is 
pumped to the reservoir. The fact of 
standing for a time in the reservoir will 
help to purify the water by settling, that 
is, many impurities will settle to the 
bottom. F 

We believe these general remarks will 
give our subscriber what he wants. 


WANTS TO MAKE THIS HOT WATER 
PLANT INTO A STEAM JOB. 


Editor Ton PLUMBERS’ TRADE JOURNAL: 

I send you a sketch of a hot water plant 
which I wish to make into a steam plant by 
taking out the water boiler and installing a 
steam boiler. I would be pleased to have your 
views in regard to what changes would be 
necessary in the piping with the least ex- 
pense, and how large a steam boiler it will 
take. There are 1,000 feet of hot water ra- 
diation in the plant. J. C. M. 

Huron, 8. Dak. 


The two pipe system for a filtration plant, showing the branches taken from the force pipe to the house 


near the pump on the force pipe, which 
will help to overcome the effects of the 
stroke, 

One and one-half inch force pipe and 


It is rather difficult to advise J. C. M. 
without a complete plan of the piping, 
but from the data given we should say 
that the cheapest way of remodeling the 


piping from hot water to steam would 
be to let the mains, etc., remain as tiley 
are, that is, let them run up hill, and use 
a heel drip on each main near the boiler, 
placing drip tees between the double ell 
and the first branch on the main. These 
drips may be connected into the return 
at any point below the water line. 

Put automatic air vents on the radia- 
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we had put trap on all fixtures and no yer 
we were afraid that it would cause an | 
lock between the traps. Were we right or 
The party that we were working for clain 
to be a plumbing inspector. R. Austin. 

California. haa 

If we understand R. A. correctly, he 
right in supposing that the system mig 
become air bound. 


Whenever a trap is used on the ma 


ee 


Dre Supply and Returxr 
Corpmectea at Extreme Bune 


Sketch of a Hot Water Plant Which J. C. M. Wants to Change to Steam by Installing a Steam Boiler 


tors, or at least on the last two or three 
radiators on the end of each line, and 
cut out the expansion tank connection 
and plug the opening. 

Should there be any traps on the re- 
turn pipes, they should be done away 
with, or dripped with a connection into 
the return below the water line. 

The valves on radiators should be 
changed to J. D. steam valves. 


THE BRICK GREASE TRAP. 


Editor Top PLUMBERS’ TRADE JOURNAL: 

Will you kindly, through the columns of your 
valuable paper, make a drawing of what you 
consider to be a desirable form of a grease 
trap to be constructed of brick, located outside 
of building, for intercepting greases for hotel 
and restaurant sewage, together with such 
other information as you may wish to add. 

Marshalltown, Ia. A. C. BUCHANAN. 

We do not think a great deal of the 
brick grease trap, but since our corres- 
pondent so requests, we will take the 
matter up. On page 158 of the February 
15th number of THE TRADE JOURNAL an 
outside grease trap is shown in connec- 
tion with an elevation of a house plumb- 
ing system. 

This may give our correspondent an 
idea. However, it is our belief that such 
a trap would be more cleanly if the in- 
let were taken into the bottom of the 
trap and the _ outlet from the top, 
just as in the case of the ordinary 
drum trap. The outlet pipe should be 
extended downward inside the brick trap, 
to a point well toward the bottom. If 
some such course as this were not adopted 
much of the grease would be carried off 
through the outlet. 


THE SYSTEM MIGHT BECOME AIR BOUND. 


Editor TH PLUMBERS’ TRADH JOURNAL: 

Seeing many interesting pieces in your 
column of queries and answers, and that you 
are willing to explain, I send you one here- 
with: 

I was sent the other day to do some re- 
pairs on old drains. The bath tub, basin and 
a wooden sink had no traps and all drains 
had been made from No. 27 galvanized sheet 
iron. 

We put in a new cast-iron enameled sink 
and laid a 4-inch sewer and soil pipe under 
the old system. The sewerage ran into an open 
box and was dipped ovt twice a week. 

The question that I wish to ask is this: 
The party we were working for said that he 
wished a trap placed below all fixtures, and as 


drain for the protection of the enti 
plumbing system, a fresh air inlet 
necessary to the perfect working of tl 
system. This pipe should be taken fro: 
the house side of the main trap, or fro) 
a tee, next to it, and carried through tt 
wall to a point outside, sufficiently di 
tant from any window or air duct to pr 
vent the foul air from working back int 
the house. 


THIS PROVIDENCE, R. I., JOB WILL WOR 
ALL RIGHT. 


Editor Top PLUMBERS’ TRADE JOURNAL: 


I have a private house to plumb for hot ar 
cold water and would like to know throug 
your next month’s journal if this job of hi 
water will work properly and circulate wil 
good results. The boiler is a 40-gallon pre 
sure direct. Please state will the hot watt 
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return feed any of the fixture, or will it take | 
proper course and not draw from the bottom. 
Providence, R. I. JoHN L. GoopwIN. 
The plan as shown by our correspo: 
dent J. L. G., will work all right. It wi 
feed the several fixtures with hot wat! 
from the boiler. 
—_—_e_>4+——>———_ | 
D. Barloza, of Durand, IIl., will insté 
the new steam heating plant in the No 
ton Hotel in that city. . 
A new heating plant in the Beadle 
Block, at Lewiston, Ill, is being install: 
by R. M. Hinde at a cost of $3,5v0. 
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prevents accumulation of filth. 
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The Sure-Seal Bath Trap 


Price with Plain Cover, $4.25 
Price with N.P. Cover, 54 50 


WRITE FOR DISCOUNT 


JOBBERS SHOULD SECURE AGENCY PROMPTLY 


Ghe SURE-SEAL TRAP CO., Inc. - PROVIDENCE, R.I., U.S.A. 


BODY ROUGH BRASS BODY ROUGH BRASS 


THE 
JEFFERSON UNION 
anno FLANGE. 


THE TEST OF SERVICE 


INVARIABLY PROVES THE 
ABSOLUTE SUPREMACY OF — 


Hersey YfATer METERS 


THE TRIDENT 


OUR DISC AND ROTARY METERS 


Just what every fitter has often hunted 
for, AUnion THAT IS TIGHT and STAYS 
TIGHT. Built on the right principle to 
sell at the right price. All Dealers. 


JEFFERSON MFG. CO., 


LEXINGTON, MASS. 


MANUFACTURERS OF 


Mater 


290 TERRACE 
BUFFALO, N.Y. 


FLEMING SLATE co., 
Mills and Quarries 
Poultney, Ut. 

Purple and Green Slate. 


WASH TUBS, SINKS, URINALS, 


EVERYTHING THAT CAN BE MADE FROM SLATE, 


BUFFALO METER CO. 
Meters 


—— OVER 50,000 IN USE.——. 


METER COMPANY 
EAST PITTSBURG. PA’ 


XOL 


Painted, Galvanized, Blue, 
Gray and White Enameled 


Made in Six Sizes 


are officially adopted for use in 
Greater New York 


Hersey Manufacturing Co. | 


Telephone 


220 Broadway 
1848 Courtlandt 


New York City 


COLUMBUS and 
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STEEL SINKS 


THe Kilbourn @ Jacobs Mfg.Co. 
Columbus, Ohio. 


WATER METERS 


Constructed and Sold by 


NEPTUNE METER CO., 


142 Market St., NEWARK, N. J. 


ROLL RIM BROWN 
WASH TRAYS 
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VACUUM AND VAPOR HEATING, 


ARTICLE XIII—BY DON 


jE have now considered the 
various systems of hot-water 
and low-pressure steam heat- 
ing as ordinarily applied and 
shall now take up and de- 
scribe the various styles of vacuum and 
vapor heating systems. 

In the ordinary style of steam heating, 
or the systems heretofore considered, the 
pressure on the systems has been above 
that of the atmosphere; that is to say, 
we have depended on a pressure sufficient- 
ly greater than that of the atmosphere to 
fill the radiators or heating coils with 
steam, while the water of condensation 
has been returned to the boiler by gravity. 

In the systems which we shall now con- 
sider the circulation of the heat through 
the radiators is produced by suction, the 
steam or vapor being sucked or pulled 
through the radiators instead of being 
forced through by pressure. 

There are several systems of this kind 
in use, among which are the Webster, 
Paul, Trane and the Vapor. The Webster 
and Paul Systems are the older and are 
particularly adapted for large buildings 


Fig. 1—Exterior View of the Webster Motor Valve 


and for factory work, as used in connec- 
tion with exhaust steam, as there is a 
complete absence of back pressure. 
Another and a very important item in 
favor of a vacuum heating system is that 
long horizontal runs of piping, which by 
any one of the regular methods of steam 
heating could not be drained of the water 
of condensation except by gravity, are by 
the vacuum system completely drained, 
and therefore have no clogging and con- 


sequent “hammering” of the pipes due to . 


imperfect drainage. Also, owing to the 
complete absence of air in the radiators 
or coils their entire surface may, if de- 
sired, be utilized, thereby getting the 
maximum amount of heat from the sur- 
face thus employed. As we cannot in one 
article cover all of the above-mentioned 
systems, we shall take them up in the 
order given and describe the principal 
features of each. 

The Webster system is fully covered by 
patents in the United States and foreign 
countries, and to those who may wish to 
install this system we call attention to 


REX 


the necessity of a license, which is is- 
sued by Warren Webster & Co., Camden, 
N. J., for each installation, which license 
sarries with it the right to use all of 
their latest improvements and specialties. 

It would be difficult in a brief article 


to cover thoroughly the many features of 
this system; therefore, we shall aim sim- 
ply to give the fitter only a general idea 
of its character and advantages. 
The operation of the system is based 
upon the flow of steam and condensation 
reat to 
| T1AE. 
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turning on the steam, which then flows 
rapidly into the lower pressure. 

An automatic water and air relief valve 
known as the Webster Motor Valve, which 
is placed on the drip end of each radiator, 
prevents the steam from escaping out of 
the radiator, at the same time permitting 
the removal of the water of condensation 
and the air, thus making every portion of 
the radiator effective for heating pur- 
poses. Figure 1 shows an interior view 
of this valve. 

The pressure of steam in the radiators 
or coils is not reduced by the partial 
vacuum in the returns by which the cir- 


culation is induced, but is dependent on 
the volume of steam which can enter 
through the supply line. 

One of the great advantages of this sys- 
tem is the manner of regulating and con- 
trolling the amount of steam admitted 
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Figure 3 Shows the Application of the Webster System to Exhaust Steam Heating. 


from a pressure slightly above into a 
pressure slightly below that of the atmos- 
phere, or into a partial vacuum. The air 
in the piping system is exhausted before 
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into the radiators. The inlet valve on the 
radiator, when partially closed, limits the 
amount of steam admitted, and thus regu- 
lates the amount of heat supplied, which 
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is the basis of one of the principal claims 
peculiar to this system—that of perfect 
modulation of temperature. 

The bottoms of all risers and the ends 


Fig. 2 


of all mains are drained in the manner. 
shown by Fig. 2. The Webster Motor 
Valve, which is now substituted for the 
well-known Webster Thermostatic Valve, 
allows the removal of all air and conden- 
sation, at the same time preventing the | 
escape of steam into the drips or returns, 
thus taking the place of the usual arip| 
valve on the return end of the radiator 
and the automatic air vent as well, which 

are required for ordinary systems. 
The partial vacuum is produced by a 
special positive-acting pump, automatical 
ly controlled, to which is connected the 
main return pipe. This pump (which is 
really a combined air and water pump), 
removes the air and condensation from 
the returns, and delivers them to a tank 
or receiver of some kind which is pro- 
vided with a vent or relief pipe open to 
the atmosphere, through which the oT 
| 


Kweat Es 
Bia S- \ 
16) Waste. i 

Bxraust 


ren =e 


ce 
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Each Connection Being Marked 


DO ox 


escapes, the water of condensation petn 
retained to be again fed to the boiler ¢ 
for other use. | 

When high pressure boilers are us¢ 
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RAINBOW PACKING 


MAKES A STEAM, FLANCE, AND HOT WATER JOINT INSTANTLY. 


Don’t Have to Use Wireand Cloth 


Theusands of Imitators 
to Hold RAINBOW. 


No Equal 
Will Hold Highest Pressure. 


Can’t Blow it Out 


THE COLOR OF RAINBOW PACKING IS RED, 
Notice our trademark, the word ‘“‘RAINBOW” in a dlamond in black in three rows of diamonds, extending throughout the entire length of each aud every roll of RAINBOW Packing. 
Steam heating companies can make thousands of joints in new plates without the use of steam, with the assurance and guarantee that when steam is applied every joint will be perfectly tight, saving 
the labor of baking and following up, etc., as is the case when usudurian or plumbago packings are used, thereby saving from 100 to 800 per cent. of labor and time. 
MANUFACTURED, PATENTED AND COPYRIGHTED EXCLUSIVELY BY ; 


| THE PEERLESS RUBBER MFG. CoO., 


16 Warren St. 16-24 Woodward Ave., 400-412 Common St., and 201-207 Tschoupitoulas St., 202-210S. Water St., 1221-1225 Union Ave. 26S Meridan St. 17-23 Beale St.and 18-24 MainSt. 634 Smithfield St., 


NEW YORK DETROIT. MICH. NEW ORLEANS, LA. CHICAGO, ILL. KANSAS CITY, MO. INDIANAPOLIS, IND. SAN FRANCISCO, CAL PITTSBURG PA. 


PERFECT 


Sewer Trap Mfg. Company, 


Owners of the 


LENHART PATENTS 


vere Main Office, 
61 Beekman 

| Street, 

y New York. 


A perfect sealagainst 


“Nothing Succeeds like Success”’ 


as hundreds of plumbers will testify to who have used our 


SUCCESS GRINDER 


Backwater and Sewer Gas. 


a 
Nd 
\ 
EXCELSIOR \ 
GREASE TRAP Equipped with two Car: ha ean be ee ene aching “ 
borundum Wheels and SPAN Ay free for10 days trial. If 
= (@P- Well and favor complete polishing out: Wand satisfactory, send us 1 
ably known; two . oo ; ; is 
aizea for hotels fit, consisting of felt a e $9.00, or if not satisfac- 
and "Fesdenses whealleonted for use, weg sun te ship the machine PATENT APPLIED FOR 
et list ice d cloth ; # en bv a acktous atour expense 
man trade bar ag and clo buffers with a : , 
é A There isnot a plumber } 


counts, the necessary polishing 


compound for plumbers j ae Sf < i in the United States that FOR LAUNDRY TUBS 
SPROUL & M-cCURRIN re 2 5 can afford to be without 2 


to polish up rough or 5 A 
GRAND RAPIDS, MICH. ahished trasd.. ee oe c@, it. wevwvwvww 
" The only all iron cover made, ab- 


solutely no part wood. 
Strong, Durable and Attractive. 
This cover makes the laundry tub 
perfectly sanitary. 
Prompt shipments on regular sizes. 


RECULAR SIZES 
2134 in. x 4 ft. with 4 in. back strips 
24in. x 4 ft. with 4 in. back strips 


LUTHER BROS. CO. exrna snes 


made to order on short notice. Send 


NORTH MILW. AUKEE, WIS. for full information and prices. 
GREASON MANUFACTURING CO., 


108 W. 99THST. NEW YORK,N.Y. 


> Ideal Epworth 
| Acetylene 

|’ Generators 
— Are the best, 
simplest and 


easiest cared 
for. 


FOOL PROOF 


Every one war- 


This machine is not a TOY. Cuts the hardest file steel as if it was soft metal. 


ranted. iEverybody 
pleased. 
Agents wanted. 


: ADDRESS 
Epworth Gas Light & Heating Co., 
Waterloo, Iowa, U. S.A. 


A NEW BOILER 


FOR STEAM OR HOT WATER 


The “RICHARDSON” 


Standard of Excellence 
EMBODYING ALL LATEST IMPROVEMENTS 


RICHARDSON @, BOYNTON Co., 


232-234-236 Water St., NEW YORK. 


Front View—Double Boilers Front View—Single Boilers 
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this pump is usually operated by steam, 
the connection to the pump being taken 
off the main steam supply before the pres- 
sure is reduced for use of the heating sys- 
tem, the exhaust or pump being also util- 
ized in the heating system. Where low 
pressure boilers are used the pump is 
electrically driven, using a motor with a 
chain or belt connection to the pump. 

Figure 3 shows the application of the 
Webster System to exhaust steam heating, 
and is self-explanatory, each connection 
being marked and all pumps, tank, heater 
and extractor or separator and other ap- 
pliances being shown. The Webster Motor 
Valve is now used in place of the Thermo- 
static Valve. 

With the Webster System the supply 
and return mains may be very much 
smaller than for the ordinary two-pipe 
system of heating. 

When the radiators are cold a greater 
pressure and quantity of steam are re- 
quired, but after radiating surface is 
warmed the condensation is very much 
less and the volume of heat required ‘is 


S the majority of the house 
heating boilers on the mar- 
ket are used for both steam 
and water heating, it is 
usual to ascertain by evap- 

orative tests what the steam boiler will 

do, and to the capacity of the steam 
boiler add 65 per cent. for the water heat- 
ing capacity. 

This is a somewhat arbitrary rule and 
is based on the assumption that one 
square foot of steam radiation at a tem- 
perature of 219 degrees Fahr. will emit 
or give off 293 heat units, when the sur- 
rounding air is 70 degrees, and that one 
square foot of water radiation at a tem- 
perature of 170 degrees will emit 177 
heat units with the surrounding air at 
70 degrees, The temperature difference 
between the steam radiation (219 de- 
grees) and the air (70 degrees) is 149 
degrees and 293 heat units per square 
foot per hour is equal to 1,966 heat units 
emitted per square foot per hour per de- 
gree of difference between the tempera- 
ture of the radiator and the tempera- 
ture of the surrounding air. 

The temperature difference between the 
water radiator (170 degrees) and air (70 
degrees) is 100 degrees, and 177 heat 
units emitted per square foot per hour 
is equal to 1.77 heat units emitted per 
square foot per degree of difference. 

The emission per square foot per de- 
gree of difference ought to be the same 
in both cases, and it would seem that the 
steam radiator is rated too high or the 
water radiator too low. 

The leading authorities of the present 
day are agreed that one square foot of 
radiation at 220 degrees standing in air 
at 70 degrees will condense three-tenths 
(.3) pounds of steam per hour, which 
is equal to an emission of 298.8 heat units 
per hour and per square foot per hour 
per degree of difference is equal to .002 
pounds of steam or 1.932 heat units. 
Now, as the temperature difference be- 
tween the water radiator at 170 degrees 
and the air at 70 degrees is 100 degrees, 
the water radiator will emit 193.2 heat 
units per square foot per hour as against 
298.8 heat units per hour for the steam 


Practical Hints on House Heating 


By Cuaruses B. THOMPSON, 


maintained with much less energy or at 
a greatly reduced pressure at the boiler. 

Frequently it becomes necessary to lo- 
cate a portion of the radiating surface 
below the line of the main flow and re- 
turn pipe. With the Webster System this 
is entirely practical, as it is possible to 
lift the condensation by means of the dif- 
ferential pressure existing between the 
radiator and the return, and the water 
and air may be lifted several feet above 
the radiator and discharged into the re- 
turn line above. 

As in all other systems and appliances, 
what is best adapted for one kind of work 
is not suitable for another, and a careful 
study of existing conditions is necessary 
before planning a job for the Webster 
System. Our advice to the fitter, who may 
be interested in placing this system is to 
first consult with one of the Webster 
Company’s engineers and determine which 
of their many appliances is best adapted 
to meet the requirements of the building 
to be heated. 

(To be continued.) 


radiator—a difference of 54.6 per cent. 
As a matter 


of fact radiators are not 
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all of the same efficiency, and it is not 
possible to say exactly what the rate of 
condensation is, but for all practical pur- 
poses it is safe to figure .002 pounds con- 
densation per square foot per hour per 
degree of difference, which, as we have 
shown, is equal to 1.932 heat units. To 
facilitate calculation, we will call the lat- 
ter 2 heat units, and present the follow- 
ing table which shows the percentage of 
difference between water and steam raui- 
ation at different temperatures, the sur- 
rounding air being 70 degrees: 


Temperature Temperature Increase of 
of Steam of Water Water Over 
Radiation. Radiation. Steam 

Per Cent. 
220 180 36.3 
220 170 50 
220 160 66.6 
220 150 87.5 
220 145 100 
2A2 180 29 
212 170 42 
212 160 57.7 
212 150 TEC 
212 145 89.3 


This per cent. of increase applies to 
boilers as well as radiators. In very cold 
weather the steam radiation will often be 
at a temperature of 220 degrees, and if 
we could be sure of a temperature in 
the water radiator of 170 degrees, then 
but 50 per cent. increase would be re- 
quired, but, owing to the various methods 
the loss of heat in a water 

between the boiler and the 


of piping, 
heating job, 


a 

radiator, is not easily computed a; 
frequently much greater than it st, 
be. It is, therefore, good practic. 
figure for the coldest weather an aves 
of 220 degrees in steam radiation , 
165 for water—or 60 per cent. differ , 

The highest type of house heating b), 
will evaporate on an average nine po, 
of water per pound of anthracite , 

To ascertain the capacity of a 8} 
boiler we must know how much wat 
will evaporate per hour and by divi; 
that amount by the rate of condensi 
per square foot of radiation we aj) 
at the number of square feet of Tadic 
the boiler will carry. Ls 

Suppose the boiler will evaporate 
pounds per hour. Dividing by .3 give; 
square feet; 240 pounds per hour\ 
square feet; 900 pounds per hour i 
square feet, etc. f 

Now, if a given boiler evaporate 
pounds of water per hour and burns 
pound of coal for every seven po\ 
evaporated, there will be required 5 
pounds of coal to take care of 600 sq 
feet of radiation for one hour. If} 
boiler evaporates 8 pounds of water) 
pound of coal burned, there will ber 
quired to carry the 600 square fee 
radiation one hour 22.5 pounds, an 
9 pounds of water are evaporated) 
pound of coal but 20 pounds —_ be » 
sumed. 

In placing the radiation in a_ hous«s 
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DIAPHRAGM 
STEAM VALVE 


5 


"-'HREGULATOR 


describing the Regulator shown in 


cutand our other devices used to con- 


trol the temperature of hot water 


Is Ready 
DO YOU WANT IT? 


a> 


THE AUTOMATIC 
CLIMAX GELLAR DRAINER VALVE. 


This is the latest and most improved 
valve of The Automatic Climax Cellar 
Drainer, and will be furnished in all cases 
where the water pressure is heavy. This 
valve has been designed to remedy the 
hammering which has caused some com- 
plaint in the old style. 


MANUFACTURED SOLELY BY 


C. M. KEMP MFG CO., Baltimore 


Davis & Roesch Temperature 


Controlling Co., 


276 New Jersey Railroad Ave. - NEWARK, N. J. 


108 Centre St. - - NEW YORK. 


——_—z= 
<##) DRAIN PIPE 


Manufacturers of 


HOUSE and CAR THERMOSTATS 
HOT WATER REGULATORS 
DAMPER REGULATORS 

DRAFT CONTROLLERS 
PRESSURE GOVERNORS 
VACUUM AIR VALVES 


Water 
SCO »>2;+Heaters 


ALL STEEL, 
SELF FEEDER. 


Shaking and Dumping Grates Send for 
Automatic Regulators. I/lustrated Catalogue. 


KEWANEE BOILER CO., - ~- Kewanee, Ill. 


CHICAGO STORE: 
169 East Lake Street. 
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RAMON TYE: 


Every Master Plumber 
SHOULD HANDLE THE 


PADDOCK WATER FILTER 


Has given the 
best satisfac- 
tion wherever 


e 2 
used. = >. 
— : re > 
Cag ss << Send for Catalog e 2, 
. Hh Se OOU < 
= querer" ic and discounts. ae O 
ee RC Th v s 
a 
tL] 
When be 
writing, = 
mention 
Dept. R. 


Itis designed tu be placed in the basement 
to filter the entire supply for any size 


building, steam boilers, etc. 


ohn Si ; 
J mmons Co., THE PADDOCK WATER FILTER CO. 


330 Vermont St., Buffalo, N,Y. 
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Modern Practical Steam and Hot Water Heating 


(Continued from Preceeding Page) 


figure for enough to warm the rooms to 
70 degrees in the coldest winter weather, 
and the boiler should be large enough to 
maintain the required temperature in the 
radiators for eight hours without atten- 
tion. 

We have shown that the most efficient 
boilers will consume in the coldest 
weather 20 pounds of coal to maintain a 
temperature of 220 degrees in 600 square 
feet of radiation for one hour. Then for 
eight hours there would be required 20 X 
8 = 160 pounds, and at the end of eight 
hours we must have enough live coals to 
ignite a fresh charge of fuel. Experience 
teaches us that this reserve is equal to 
25 per cent. of the fuel required for 
consumption—in this case 40 pounds— 
which makes the proper hard coal ca- 
pacity for a 600 square foot house heating 
steam boiler 200 pounds. If a 600 feet 
boiler will evaporate only 8 pounds of 
water per pound of coal, the fuel capacity 
must be 225 pounds, while 7 pounds of 
water per pound of coal will require a 
fuel capacity of 257 pounds. 

The accompanying diagram, Fig. 30, 
represents a graphical method of ascer- 
taining, without the labor of figuring, 
the quantity of coal required to do a 
given amount of work. The diagonal 
lines are the lines of efficiency based on 
the percentage of calorific or heating 
power of the coal utilized by the boiler. 


Do not confound this with the efficiency 
based on the combustible of the fuel, as 
there is quite a difference. We use coal 
efficiency because it is more easily under- 
stood. 


The calorific power of anthracite coal 
is taken at 12,000 heat units, which is 
about all a pound of the average coal 
will yield in house heating work. 


Seven pounds of water evaporated from 
and at 212 degrees Faht. is equivalent to 
6,762 British thermal units, or 56.3 per 
cent. of the calorific power. Elight pounds 
equal 7,728 heat units or 64.4 per cent. 
Nine pounds equal 8,694 heat units or 
72.4 per cent, Nine and a half pounds 
equal 9,177 heat units or 76.5 per cent. 

The diagonal lines, numbered 1, 2, 3, 
4, are for steam radiation running at 220 
degrees temperature in 70 degrees of air 
for eight hours without attention. 


The diagonal lines numbered 5, 6, 7, 8 
are the corresponding lines for water 
radiation running at 170 degres for eight 
hours. 


Each horizontal line represents four 
square feet of radiation, and each ver- 
tical line one pound of coal. 


Suppose it is desired to know the size 
boiler necessary to carry 1,300 square 
feet of steam radiation at 220 degrees 
for eight hours on one coaling without 
attention to fire. 


Selecting a boiler of the best type we 
use the diagonal line No. 3 and find that 
100 pounds of coal will carry 362 square 
feet of radiation—300 pounds will carry 
1,086 feet, leaving 214 feet of radiation, 
the line of which intersects diagonal line 
No. 3 at the vertical line representing 49 
pounds of coal. We, therefore, require 
349 pounds of coal plus 25 per cent., or 
a total coal capacity of 436 pounds to pro- 
vide for maintaining 1,300 square feet 


of radiation at a temperature of 220 de- 
grees for eight hours without attention 
to the fire. 

As the diagonal lines representing 
water heating do not run so high as 100 
pounds of coal, we can use the vertical 
line representing 50 pounds. 

It may be well to state that the amount 
of coal required to do a measured amount 
of work has no relation to the quantity 
of coal required for a full heating 
season, because it is seldom that every 
square foot of radiation is in commission 
for any sustained period. 

It is usual to calculate roughly that 100 
square feet of steam radiation will re- 
quire three tons of anthracite coal, or four 
and one-half tons good soft coal, for the 
heating season of 200 days, and in water 
heating from one and a quarter to one 
and one-half tons per 100 square feet of 
radiation per season. Thus, 1,300 feet of 
steam radiation will require approxi- 
mately 39 tons of anthracite coal or 59 
tons of soft coal for the heating season. 

If, however, it were possible to run the 
apparatus every hour of the 200 days at 
a temperature of 220 deg. in the radiation 
and the surrounding air 70 deg., the an- 
thracite coal consumption would be 104.7 
tons. 

(To be continued.) 
gee 
WHY THE PROVIDENCE, R. I., 
PLUMBER SMILES 


F. G. Lees, the well-known master 
plumber of 139 Weybosset street, Provi- 
dence, R. I., is up to date in advertising 
his business. At present he is sending 


out a postal card to his customers with 
the accompanying photograph and poetry: 
This is a smile that won’t rub off, 
Its been there since last May; 
The Union tried to throw me down, 
But I smile at them to-day. 
My ptumbers are good, my prices low, 
The property owners pleased; 
And if you want your work done right, 
Just visit F. G. Lees. 
————._ 244+ —_____ 


PLUMBING INSPECTOR 
BEMIS OF PROVIDENCE, R. I., 
CONDEMNS MANY PUBLIC 
SCHOOLS 


We are in receipt of a cpy of the an- 
nual report of Ruben S. Bemis, plumbing 
inspector of Providence, R. I. In this re- 
port Mr. Bemis shows the condition in 
fifteen of the public schools of the city 
are not only insanitary, but dangerous to 
the health of the pupils who attend them 
because they are not connected with the 
sewerage system and are equipped with 
the out-of-date dry closets. 

The report shows that out-of-door vaults 
are maintained in 31 schools, 26 of which 
are on or near sewered streets, and he 
points out that these vaults could easily 
be removed and modern plumbing sub- 
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stituted. The. inspector is right in de- 
claring that these vaults are not only a 
menace to the health of the pupils, but 
that they are a public nuisance as well. 
With a frankness and directness that is 
justified by the importance of the subject 
with which he deals, Mr. Bemis asks why 
the city should itself violate sanitary 
regulations that it compels the individual 
citizen to observe on pain of prosecution. 

This is a timely and pregnant question 
and it demands immediate attention. 
Here we have a plain and unequivocal 


5 


tS 


Editor THr PLUMBERS’ TRADE JOURNAL: 
WILL preface my remarks by stating 
that my restless spirit has not travel- 
ed, 11,000 miles, by sea and land, 

merely to announce the momentous tidings 

that I am a reader of the JouRNAL; the 
preponderance of evidence, as the lawyers 
say, goes to prove that fact, as you regu- 
larly supply the material. Nevertheless, 

as a means to an end, I do say that I 

am a reader of THE PrLumBeErRS’ TRADE 

JOURNAL and have been for twelve years. 

When in touch with shops, I used the 

firm’s copy and if I saw it neglected, viz., 

not held for filing, I adopted it. Later, 

in the course of my checkered career, I 

found myself adrift from shops and 

plumbing, and yearning for the old life; 
for the familiar mud-baths in the repair 
of leaky stop cocks, and water-main con- 
nections on unsewered Chicago streets; 
joint-wiping in all its comfort to the at- 
tendant odor of gasoline and melting tal- 
low and that easeful position on the cel- 
lar and kitchen floor that is only acquired 
by a plumber or a tailor; the sweet odor 
emanating from the opening of an anci- 
ent sewer of rule-o’-thumb construction. 

As I said, I yearned for the old life; 
everything connected with it was dear 
to my reminiscent thoughts, but, alas, we 
were divorced—but hold, there was the 

JourRNAL, I remembered that well; THE 

Prumeers’ TRADE JOURNAL, published by 

some one in New York. Let me see— 

was it not Botheringham of Bacon Street, i 

no, there was a ton tail to the appella-“ m4 

tion. Try again; Witherington of Beak-; 


er street. No, I have it; and I hit her all’ i. 
right this time—Beekman street and all.’ 
So I straightway subscribed. This was 
about 10 years ago, but age has not dim- 


med my appreciation of it nor lessened 


the welcome accorded each belated copy 
as it arrives. 

They say that the pith of a lady’s cor- 
respondence is contained in the post- 
script; while not of that interesting per- 
suation myself—have never experienced 
the warm embrace of the whalebone mon- 
ster—I am wont to dally instead of delv- 
ing boldly into the subject on hand; so 
I will now wade in without further pre-y 
amble. 
tentively, I dare say, as ninety-nine out) 
of every hundred of its readers do. 
yet, after all these years, I but learn at} 
this late date that I have been existing} 
on the shadow with the substance at 
hand. 

When the Journat arrives I take i 


Hf) 


from its wrapper, smooth it out, give ag} 


’ ‘extant. 
H) tivated for information along the lin: 


I have read the JourNAL as at- i 
ii, suited to a study of the ramifications ! 


Buty i sanitary engineering. 


‘this you will never amount to much 


revelation of the amazing fact that t. 
city of Providence, which boasts of ¢. 
excellence of its school system and whi 
is generous, if not lavish, in the mai. 
tenance of that system, is imperiling t. 
lives of hundreds of school children © 
failure to adopt ordinary sanitary ga; 
guards. Furthermore, the city is shoy 
to be a violator of the very regulatio 
is compels its residents to obey, and th; 
too, in a way far more menacing to t 
public than any individual infracti 
could possibly be. | 


. { 
A Voice from ‘*The Faraway Islands” { 
- ‘i : ‘ ( 


grunt of satisfaction as I settle myse 
comfortably in my favorite seat (t) 
feet always higher than the head—: 
excellent position) and scan the page 
one after another—or one before tl 
other, according to which end I sta 
off at—giving an occasional grunt of a 
proval at the reasoning of the Practic 
Subjects man, or the ever-varying sy 
tems and devices for the improvement | 
the trade; an exclamation at an accow 
of some old companion dead or gone 
into business; winding up with the Wai 
Ads, and chuckling over the boss plumb: 
from Squedunk who wants an “A nur 
ber one plumber” who is no slouch : 
steam fitting, thoroughly understan 
tinning and cornice work, conversa: 
with electricity in all its branches, ca 
shoe horses, do sign painting and mir 
the baby; wages $1.75 per day. 

Then I lay aside the Journat, kic 
the boy or practice swearing at him } 
the seventeen dialects of his race, ar 
retire to my specially designed couc 
trapped by mosquito bar so as to be ir 
pervious to the effects of this constant], 
clamoring insect. Here I forget all abou 
it in vivid dreams wherein I fsic 
myself an insurrecto pursued by an 0. 
lady from Boston with a broom—stran{ 
how dreams go by contraries; the 0! 
ladies do the broom stunt all right, by 
that is because we are not insurrecto 
. Well, to continue, a few nights ago, ha 
ing nothing to read, I arranged my fi 
JOURNALS and listlessly opening the past 
: of the oldest, I stopped, read again, gro 
ed behind me for a chair, sat down ar 
“dug right in.” I could swear I nev 
read that paper before, but that I ‘kne 
to the contrary; everything was stran¢ 
and new. I have now reread them a 


(and realize how much is to be gained | 
| a reperusal of these papers; 
- enabled to see things and apprecia 
,points that, 
lightly passed over. 


IT am no 


in the first reading, We) 
Taken in this wé 
Tur Prumperrs’ TRADE JourNaL is ce 
tainly a great educator; perhaps the be 
And now, having my taste cv 


! covered by the Journatr, I would ask yo 
"as a favor, to suggest the works be 


In conclusion, I would like to advi 


! plumbers, young and old, who are at a 
ambitious, to procure, read, reread al 
‘use as a text-book the files of THe PLUM 


yrs’ Trape Journar. If you don’t ‘ 
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GOULDS 


GUN METAL HYDRAULIC 
TEST PUMP 


For Testing Boilers, Tanks, Pipes, Etc. 


When People 
Plan a Home 


you will find it to your advantage to 
show a line of 


Kinnear Radiators 


Made from sheet Steel, Brass, 
Bronze or Copper. Electrically fin- 
ished in great variety of styles to har- 
monize with room decorations. 


All working parts 
are bronze. A very 
strong, powerful 
pump. For 

use up to 
THE NATIONAL 1,000 Ibs. 


HOT WATER 


HEATER KINNEAR RADIATORS 


are very light in weight, of Guaranteed Durability and are 
adapted for use wherever steam or hot water heating is specified. 


Suitable for large or small 


houses, stores, conserva- 
vatories, barber shops, 
hotels, etc. 


SEND FOR CATALOG 
Ee, 


Write for The Goulds Mfg. Co. 


Catalogue SENECA FALLS, N. Y. 


No. 5 16 Murray Street, New York. 
22-24 N. Canal Street, Chicago. 


Heats water quickly. Cir- 
culation is positive. No 
joints inside to leak. 

Also, all kinds of coils and 
bends of iron, brass and 
copper pipe. 


Thomson’s 
Seb 
Smoke 

Machine 
5 for testing plumbing 
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THE NATIONAL PIPE a aq 


BENDING CO., ; KIN ii OD STEFL COMPANY 


‘Ne 
85 Lloyd St., New Haven, Conn, As ex! NPI4I BROADWAY, NEW YORK. 


Manufactured by 


Every honest 
_ Plumber needs one 
Write for Circular 
and Price 
Agents Wanted 


THOMSON 
MFG. CO. 
Elmhurst, Pa. 


SIDE FEED 
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TWO BEST. BOILERS 


The “Wilhelmi” is a high-grade copper range boiler if Bab EH - 
tested to 250 pounds and guaranteed’ to stand a working F P| i <€ HAP sever te ceduiant For Steam and 
pressure of 150 pounds. © There can be no better boiler E a| \ . | 
made. 


The “Modern” is for use where the pressure does not | o} i) raps) a Hot ater Heating 


exceed 100 pounds, as‘that is the guaranteed working pres- z ! f 
sure. It is tested to 200 pounds. . j i = i a RE hee EE es chee eta alert 


BOTH BOILERS GUARANTEED NOT a : = re, GORTON @ LIDGERWOOD CO., 
TO LEAK AND AGAINST COLLAPSE a mmm | 
Very Attractive Discounts. Furnished l= - \ | it = 96 Liberty Street, New York. 


FOR SALE ONLY BY JOBBERS OF PLUMBERS’ SUPPLIES — M me si Beston. Chicage. 
HAYES MFG. CO., . Paterson, N. J. TF 


Kieley’s Hot Water Tank 
Temperature Controller 


<> => CIRCULATING 
Es | | PIPE 


COLD WATERG 
SUPPLY 


Ee Guaranteed to Operate within One Degree of a Given Point 
4 
3k ALSO MANUFACTURERS OF 
a4 Waste Heat Utilizers, Damper Regulators, 
a3 Water Pressure Regulators, Steam Separators, 
32 Pump Governors, Grease Extractors, 
= Steam Traps for all services, Relief Valves, 
‘ Eack Pressure Valves, Water Feeders, 

Tank Pump Controllers, Pump Regulators, 


Reducing Valves for Steam and Air, Return Steam Traps. 
Combination Muffler Tanks and Grease Extractors. 


KIELEY & MUELLER, 34 West 13th St., NEW YORK CITY. 


SEND FOR CATALOGUE. 
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your business; you will be but a clod— 
the man in overalls who is always di- 
rected but never directs. Instead of help- 
ing to elevate your profession you act 
as a drag on it; condemned by your fel- 
lows and a failure—a silicide from a so- 
cial and financial standpoint. They may 
say what they please about the dignity 
and nobility of labor—I have an idea 
most of that comes from the mouths of 
politicians, story writers and hand-shak- 
ers who need our sympathy—but I think 
it is much preferable to be the natty 
contractor with overcoat on arm and 
cigar in mouth who stands on the bank 
than the poor perspiring sewer-digger 
who works on the lower level; and I 
think, also, that the man in business, 


‘toil but, unfortunately, 


after he once gets well under way, who is 
still necessitated to don overalls, is a busi- 
ness failure. 

I am talking uninterestedly; I am out- 
side the pale of the plumbing fraternity, 
but it has my sympathy, for I spent pleas- 
ant days among them, and I hate to see 
graduates of trade schools, yet in their 
teens, stride ahead of their as intelligent 
competitors who have to their credit 
years of valuable experience gained by 
are uneducated 
as to the higher tenets of their calling; 
and yet, this education is within the 
reach of all but is put by thoughtlessly 
as I have done with the newly arrived 
copies of THr PLUMBERS’ TRADE JOURNAL. 

Manila. M. B. Burke. 


Spa pga Be OU ge eratns Gor Yt onetieios ak eoeymieing A 
SANITARY ENGINEERING CORPS, U. S. NAUY 


OCCUPANCY OF TROPICS MAKES CORPS ESSENTIAL 2 
By J. KEITH PETERS 3 


li | 


UR United States army has arrived 

O at quite a stage of perfection in 
detail. Not long since a dentist’s 

corp was added, and there are now den- 
tists with us in the field, even in remote 
stations, graded as officers, appointed 
from the dental schools and dental officers, 
to keep the teeth of the officers and en- 
listed men in shape. During the past 
year or so a veterinary corp has been 
organized and established and our horses 
get good treatment. Also a burial corp, 
with apparatus with which to remove re- 


Tools and Devices with which Much of the Sanitary 
Work is Done 


mains of dead soldiers from the tropics to 


American cemeteries. 
tary corp, 


Why not a sani- 
made up of skilled men in 
There is 


the mechanism of sanitation? 


Some Work of the Sanitary Corps in Philippines 


a vast amount of this work to be done 
in the new barracks and quarters of the 
islands of the Philippines, Cuba and 
Porto Rico. 

I have had details that have put me 
close in touch with this sanitary en- 


_gineering work and have had to get along 


as best I could with untrained men, poor 
fittings and difficult conditions all around. 
The army provides any man, almost, of 
any calling, from running locomotives 
to preaching. Still the best work is ob- 
tained when there is a definite corp in a 
special line. 

The annexed sketches are of some of 
the crude tools we use at the camp of 
the 28th Infantry on the Illigan side of 
the Isle de Mindanao. We are putting in 
a road to the lake and arranging for the 
establishment of military camps. The 
natives are hired to do much of the labor- 


ing work. They bring in tools like those 
shown. Fig. 1 is a Moro fork for throw- 
ing over the earth and sod. Fig. 2 is 
a cocoanut shell ladle device for dipping 
up liquids, Fig. 3 is a queer scooping 
contrivance, and Fig. 4 a hollow section 
of bamboo fixed to a handle. This is used 
to bale out drains, etc., Wnich may be 
clogged with the fever-spreading slimes. 

One of the first moves made by the 
commanding officer and the surgeons on 
these expeditions through the islands, or 
upon taking a station along the road, 


The Water System of the Spanish at Parang 


consists in the requirements of the boiled 
water plan. The soldiers are forbidden 
to drink unboiled water. The mode of 
filtering is by means of a hollow sand- 
stone bowl B, fixed upon a bamboo pole 
affair as in Fig. 5. The water which has 
been boilea is run into the bowl through 
tube a. There is a pail placed at c, and 
this catches the drippings that filter 
through the porous sand stone. 

The latrines for the rears of barracks 
and quarters, or native towns or camps 
are now controlled and designed by the 
improvised sanitary corp. The corp is 
made up of officers and men selected from 
the organizations. The latrines are built 
iulke Fig. 6, of wood, with open top, on 
which seat with proper hole is placed, 


The Sanitary Corps Sees to it that Refuse is 
Burned Regularly 


leaving the back of the box open so that 
the earth pan can be changed easily. Na- 
tives are employed to make the rounds 
once or twice per day to change the 
pans. The natives are compelled to adopt 
this plan and if they neglect it they are 
fined. 


——— 


NEW ORDINANCE FOR 
PEORIA, ILL., BOARD 
OF HEALTH, ETC. 


At a meeting of the Board of Health 
at Peoria, Ill., recently, after a careful 
discussion, the board recommended that 
the duties of the superintendent of sewers 
be defined by an ordinance drawn by the 
city attorney, whereby the superintendent 
of sewers will have control of all sewers, 
branches, catch basins and all connections 
to sewers to a point within four (4) feet 
of any building so as not to conflict with 
the plumbing ordinance. This means 
much to the health of the people as the 
superintendent of sewers is practically 
working at his duties without any ordin- 
ance. The only inspection that is made 
by him or his assistants, is the one at the 
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street, then the sewer is put in any way 
that the drain layer sees fit. 

It has been found in a number of case: 
that a licensed drain layer would tak 
out the permit to connect to the main 
sewer and then turn the work over t: 
men, not competent to properly put in g 
sewer, This could not happen if the or. 
dinance made it part of the duties of the 
superintendent of sewers to inspect the 
laternal branch sewer from the mainsew- 
er to the building where the superintend. 
ent of plumbing then has charge of the 
drainage and it would not cost the party 
putting in the sewer any more than it 
does at present and they would also have 
the satisfaction of knowing that the work 
had been properly put in and inspected. 

The Peoria Board of Health, by a un- 
animous vote condemned the brick ce- 
mented closet. The rapid growth of this 
city and particularly in the thickly popu- 
lated parts, it became necessary for the 
health of the people to do away with the 
privy vaults and cess-pools in a number 
of cases as it is not practicable to put! 
water closets on the inside of the build- 
ings. In those cases outside frost proof 
closets can be used and connected to the 
sewer and so constructed that they give 
entire satisfaction at a normal cost and a 
water rate of $3 per year for one house’ 
and when put in there is not any more 
cost except what would naturally be to 
any closet for repairs on the inside of a 
building. 


(} 


———___+_+- +> —___——_- 
CONDITION OF MASTER 
PLUMBERS AT SYDNEY, B. C., 

AND A FEW NOTES 


Editor THE PLUMBERS’ TRADE JOURNAL: 

It is at present very quiet in the city, 
but we are in hopes of better times this 
summer. The Dominion Iron and Steel) 
Co., according to the new manager, will 
have five thousand men employed before 
the year ends, whereas they have only 
two thousand now. 

There is at present a few large jobs 
before us. The new theatre, which will 
be finished about April 1st, was started 
about the first of the year, notwithstand- 
ing the very severe winter, has been 
pushed along rapidly. L. Estaneo has the 
contract for the plumbing and heating. 

There is also a large addition to the 
post office. Hoyen & Co. has the contract 
for the plumbing. There will be built a 
large Presbyterian church, public library, 
etc., this season, which will keep the pot 
boiling. The Master Plumbers’ Associa- 
tion held their regular meeting in Feb- 
ruary, and the following officers were 
elected: President, Chas. D. Kirk; vice- 
president, Keith Ball; secretary, Everett 
Keith; treasurer, J. J, Brownley. 

We now hold very interesting and en- 
thusiastic meetings and intend to keep 
them up. 

BE. L. Martin has sold his business to 
Urban Lumis and Hartley Boutilier of 
this place, who will conduct same under 
the name of Lumis & Boutilier. Mr. 
Lumis was formerly with Chas. D. Kirk, 
and Mr. Boutilier with Mr. Martin. Mr. 
Martin has gone to Edmonton, western 
Canada. Before leaving Mr. Martin was 
given a banquet at the Vidol Hotel by his 
many friends. 

Sydney, B. C. CHOpDOKI. | 

———____ > +44. —___ | 

The plumbing firm of H. A. Dustin & 
Co., at Kewanee, Ill., have moved their 
store from Second street to their new lo- 
cation at 306 North Main street. | 


<< 
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=~ Slow Combustion Implies Economy; = <== a 
= lap mbes, Ertan, === | 00D BOILERS BEST BOILERS. 


About all Boilers are good,—fairly good,—pretty 
good,—sometimes said to be “good enough.” 

The real question is, which is Best, and what 
makes the best Boiler worth very much more than 
good, or ‘“‘good enough” Boilers? 


To the Dealer who has been 
selling ‘‘good enough” Boilers 
we are pleased to send our new 
booklet —‘‘IDEAL Heating,” 
and leave the verdict to him 


Series 15-31-7 Sizes. Series 019-019—5 Sizes. 
8q. ft. Water Rad., ° 800 to 1450 Sq. ft. Water Rad., e . 600 to 1800 
Sq. ft. Steam Rad., 180 to 875 Sq. ft. Steam Rad., ones 850 to 1100 IDEAL Boilers 


AMERICAN Radiators 


IDEAL Coke Steam Boiler 


Know that their rating us pecly safe propositions AMERICAN RADIATOR (COMPANY 


—t0 
And it’s safest tobe on the safe side. 


SEND FOR PAMPHLET, : LAKE AND DEARBORN STREETS CHICAGO 
M A G E E F U R N A C E Cc 0 see URL, St., BOSTON. New York: 42-44 E. Twentieth Street. MINNEAPOLIS: 204 Fourth Street, South. 
ee Burra.o: 1741 Elmwood Avenue Denver: 831 Fifteenth Street 
Western Agency: J. D, LOTT & CO., 86 Lake Street, CHICAGO. fax Cae. Le Eg AR ES 
Steam and Hot Water Heaters, Warm Air Furnaces. Combination (Warm Air and Hot PHILADELPHIA: 622 Arch Street. ? Sr. Lours: sly N. Tenth Street. 
Water) Ranges, Stoves, Ete. Largest Line Under One Name in the United States, WASHINGTON: 1201 G Street, N, W. Cincinnati: 336 W. Fourth Street, 
Boston: 44 Oliver Street. PirrspurG: Farmers’ Penk Bldg. 


Patent Applied for 


Booth’s Pressed Steel Roll Rim Bath Tub 


: The tub is made from heavy steel double the weight ordinarily used in steel tubs. The RIM is pressed 
rom the same sheets as the body, forming a ROLL RIM. The feet are pressed from steel, thus eliminating 
wood and cast iron. The inside is enameled with a durable high gloss enamel. 


Further particulars and prices on a Dplication. 
MANUFACTURED BY 


CLARENCE H. BOOTH, 


DETROIT. MICH. 


THE UP-TO-DATE SHOW- 
ROOMS OF THE NASON 
MFG. COMPANY 


HE Nason Manufacturing Com- 

| pany, 71 fulton street, New 

York, quite recently threw open 

for public inspection their new 

show room, in which is displayed one of 

the most complete and up-to-date lines of 

modern sanitary equipment on exhibition 
in the down-town district. 

The show room itself is a picture of 
daintiness in its white enamel finish and 
natural wood trim, with tiled walls carry- 
ing a line of closet apparatus represent- 
ing the very latest designs in these goods, 
both in the high and low tank patterns, 
Conspicuous in this line is tne celebrated 
“Utica” and “Seneca” outfits—two of the 
most popular low tank closets on the 
market to-day. In the same group is 
shown their latest ‘York’ combination, 
and also a special low tank apparatus 
with golden oak and seat, which cannot 
but charm the most fastidious. 

The unique display of marble and iron 
enamel lavatory fixtures includes beauti- 
ful specimens of the potter’s art in solid 
porcelain, and notably a group of pedes- 
tals which are a dream in design and 
finish. 

Vhe entire main floor of the show room 
is devoted to a complete and unusually 
attractive exhibit of enameled iron baths. 
These are equipped with plated fixtures 
of various styles, from the lowest priced 
to the most elaborate. Many special fix- 
tures of unique and original design are 
shown in .connection with their high- 
grade decorated tubs. 

For the kitchen a very elaborate equip- 
ment is shown in white and brown porce- 
lains, together with the more modern 
“Continental” ware, the beauty of which 
invariably captivates the lady of the 
house, and which must really be seen to 
be appreciated. 

That their visitors may form a better 
idea how the various fixtures will ap- 
pear when in actual use, two tiled bath 
rooms have been installed, and in these a 
complete equipment has been placed. In 
one of these rooms the fixtures are of 
solid porcelain, and in the other enameled 
iron, with an equisite line of those little 
trimmings and accessories which go to 
make the modern bath room a thing oF 
luxury and convenience. 

The Nason Manufacturing Company ex- 
tend a cordial invitation to all those in- 
terested, and any of our trade visiting 
the city should not fail to call. 


James N. Pryor, the enterprising and 
hustling representative of the Findeison 
& Kropf Mfg. Co., manufacturers of a 
very fine grade of plumbers’ wood work, 
called at our sanctum last week. Mr. 
Pryor gathers in orders for this company 
from the plumbers in the East and is 
well known to the trade. 


We are informed that the Landers, 
Frary & Clark Co., of New Britain, Conn., 
manufacturers of plumbers’ brass goods, 
are to erect a new addition on the site 
adjoining the present buildings. It will 
be a brick structure 60 x 150 feet, six 
stories high and used for manufacturing, 
shipping and storage room. This pro- 
gressing firm contemplate making a num- 
ber of other important changes to keep 
pace with their fast-growing business, 
the report of which far eclipses any form- 
er year. 


What a clever piece of detective work 
was that recently performed by the repre- 
sentative of Landers, Frary & Clark, of 
New Britain, Conn., when he unraveled 
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Health recently submitted a report to 
Borough President Ahearn, and upon its 
recommendation he will expend about 
$15,000 in putting the building in a thor- 
oughly sanitary condition. Here is a 
good plum for some plumber. 


Mr. H. W. Deikmann, of Fourth avenue 
and 45th street, we regret to learn found 
it necessary to try the less rigorous cli- 
mate of the middle West. We will be 
very glad to hear that a months’ rest has 
been the means of recovering his health. 


Fire visited the plumbers’ wood work 
factory of Shwab Bros., Cliff street, New 
York, and it was partially destroyed. 
However, this enterprising firm are filling 
orders, and in a short time will have 
their factory running full time. 


The H. P. Read Lead Works have 
moved their New York house from 645 
Lexington avenue to more commodious 
quarters at 160-162 East 56th street. 


Theo. Linke, of 1559 Broadway, New 
York, has acquired an interest in an 
instantaneous water heater which was 
patented on December 15, 1903, and the 
patent number of which is 747,072. This 


Up-to-date,Showroom of the Nason Mfg. Co., another View of which is Shown on Following Page 


a scheme operated by three employees 
and the assistance of an outsider to de- 
fraud the company. 

It seems that this outside party would 
call at the factory to purchase quantities 
of scrap brass and copper. When loaded, 
a slight covering of scrap iron would be 
put on the wagon. Of course the scrap 
iron is worth considerably less than the 
copper and brass, and the purchaser 
would settie at the office for scrap iron, 

This is an old game and is practiced in 
other lines of business, and the punish- 
ment cannot be too severe. 


For some time past it has been re- 
ported that the sanitary conditions of the 
City Hall, Manhattan, were bad. Most of 
the plumbing is out of order, pipes are 
cracked, emitting foul odors which per- 
meate the building, the ventilation is con- 
demned and theroof leaks. The Board of 


heater is entirely new in construction and 
at a recent test, at which the JourNAL 
representative was present, it showed a 
remarkable record. 


The Standard Supply Co., whose main 
office is at 906 Sixth avenue, have a fine 
equipped branch at 516 Columbus avenue. 


Our good friends, Messrs. McGuinness 
& Hill, of Ashland place, Brooklyn, are 
continually on the jump. Not so long 
ago they completed a contract for quite 
an extensive job at Engine House No. 
126, consisting pf showers, lavatories, 
toilets, etc. Mr. McGuinness became a 
benedict about five months ago, and we 
take this means of congratulating his 
better half on her excellent judgment and 
good taste, for a more industrious and 
congenial hubby is not to be found in the 
greater city. 


Have you seen the descriptive pan} 
let of the “Sure Seal non-siphon hy 
trap” now being distributed among r 
trade by the Sure Seal Trap Compe, 
Inc., of Providence, R.1.? It ig Claime 
be the only non-siphon bath trap on f 
market having a submerged connect ; 
Write them for this pamplet. It j, 
winner and contains a full and con, 
description of this trap, together y} 
various sectional views. 


The Colonial Building, which is bes 
erected at West 81st ctreet and Colum; 
avenue, is a magnificent structure. ", 
contract for the plumbing has not b, 
given out. Good luck and success to é 
fortunate. 


J. Armstrong, 52 Dey street, Mant: 
tan, recently annexed another large ¢, 
tract to his long list of work. He \; 
awarded the plumbing contract for ; 
work at the new public library No. |, 
located at 328-330 Hast 67th street. 

a 

The Mirror Candy Co. are remodel}: 
their new building at 346 Sixth aver: 
and have let the contract for plumbing: 
Milton Schnaier, of 347 Columbus a 
nue. 


A report is current that the Metropi. 
tan Insurance Co. have purchased | 
the property adjoining their new bui- 
ing now under construction and bound 
by 238d street, Fouth avenue, 24th strii 
and Madison avenue. That means tl: 
Dr. Parkhurst’s church, one of the (| 
landmarks of New York City, will > 
replaced by an office building to be th: 
oughly fireproof and modern, and to : 
an addition to the new eighteen-sto’ 
Metropolitan Building. Alexander Bi: 
ant, of 1 Madison avenue, Manhattan, w: 
the successful plumber to be awarded t: 
contract for the plumbing in the nv 
building and Baker & Smith are doing t? 
steam fitting and ventilation. 


By July 1 E. J. McCabe, 862 Park a’ 
nue, expects to complete the plumbing | 
the Harlem Auditorium, at 126th str¢ 
and Seventh avenue. The plumbing . 
this building is exceptionally fine a! 
Mr. McCabe is making a record for hi: 
self. 


The Greater New York Association | 
Master Plumbers recently held a meeti’ 


for the purpose of electing their office 


for the ensuing year, At the conclusi. 
the following were declared electe 
Andrew H. Brown, 1777 Broadway, Mé: 
hattan, president; D. Donegan, New ¢ 
recht avenue and 59th street, Brook}, 


_ first vice-president; J. A. Anderson, _ 


son avenue, Flushing, L. I., second vi! 
president; Bart F. Donohoe, 1112 Pai 
avenue, Manhattan, treasurer; Jal’ 
Smith, 983 Park avenue, Manhattan, — 
cording secretary; BE. Belford, 314 Col 
street, Brooklyn, financial secretary; 
A. Rossman, 132 Hast 42d street, M: 
hattan, sergeant-at-arms; Edward M 
Donald, Brooklyn, I. J. Brown, Manh: 
tan, G. M. O’Connor, Lond Island Ci 
trustees. | 


The Union Gas and Electric. Pit 
Company, of 211 Centre street, New Yo: 
will move about May 1st to larger qu’ 
ters at 109-111 Leonard street, where th: 
will have better facilities to handle i 
increasing trade. 
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PLUMBING and HOUSE DRAINAGE 


A text book onthe practice of plumbing,with supple- 
mentaty chaptets on house dtainage and ventilation, 
with three hundred and eighty illustrations. 

By William Paton Buchan. 
SENT POSTPAID UPON RECEIRT OF PRICE, $1.75 


The Plumbers’ Trade Journal, = 61 Beekman St., NEw YORK. 


THE STEAM AND GAS FITTERS’ PRICE BOOK 


Is designed to meet a long felt want of an office price book. 
Experience in this line of business has shown that much valuable 
time has been lost owing to the lack of a complete and compact 
book of prices. Bound in leather. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE, $5.00. 


The Plumbers’ Trade Journal 61 Beekman St., New York. 


iIGPY9OODODODOHOOOBOOOGD)Y 


RE BUSINESS: | 


FOR THE PLUMBER. —~. | 


The farmer of to-day wants the comforts of life. 
He deserves them—-he can afford to have them, 
He wants plumbing in his house. Not avery 
farmer is ready for bath rooms, hot and cold water 
and closets, but a good many are, and more would be if they knew 
of a satisfactory system of water supply. 


, We Have the Satisfactory System of Water Supply, 
A Kewanee Pneumatic Tank placed in the cellar and connected p 
with well or cistern, will deliver hot and cold water to all parts of 

(j the house whenever wanted, in any quantity desired. 
Buried in the ground at the foot of the windmill tower, it is so far 
superior to the elevated windmill tank that no comparison is possible, 


The Pneumatic Tank Does Not Freeze in Winter 


nor deliver Juke-warm water in summer. It does not leak. It 
f lasts a lifetime. It will throw a stream of water over the tallest 
building, thus giving protection against fire, which the elevated 
tank does not give. 


It enables the man living in the country to ha : 
4 water service, . y ve all the advantages of a city 


“3 Fs ae a tuned Supply System eee ae to the plumber a new field of 
iness, ré an enterprising, up-to-date ma 
fj it. Send for our illustrated catalogue. at is free. SRA Tt a Baccand 


KEWANEE PNEUMATIC WATER SUPPLY CO., Kewanee, Illss 
© GOO @ ee 
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Money Saved 


vr fw ow 
Is it worth while to gave ten 


cents on a valve when you know 


you will be lucky if you don’t have Y 


— 


CXEKEXEX 


a dollar’s worth of trouble with it? 
vo 


Send usa sample order for steam 
brass goods—if you want 
to dodge trouble. 


KINSEY & MAHLER CO. 


‘umeu) PEORIA, «-« « « 


\ > > 


© 


Ke 


» Siphon Washdown 
Combination 


“SANITARY” 


Our Oceanica C 327 with Nethery Flush Valve is 
Perfect in Operation and Entirely Noiseless 


Itis not liable to get out of order and it can be easily adjusted for any length of flush. 
Write for our supplementary catalogue on ‘‘Nethery Flush Valve Combinations:”’ 


Sanitary Specialty Mfe: Co. 
H. VERBEEH, President and Manager 
Milwaukee Avenue and Clinton Street, Chicago. 


WHEN ORDERING 


ANTI-FREEZING 
CLOSETS 


SPECIFY WITH 
Star Hopper Valves 


The success of a closet depends largely on the valve used 


Star Hopper Valves have no equal for durability 
cnd simplicity. 


MERIT MAKES THEM POPULAR 


MANUFACTURED BY 


CRAMPTON-FARLEY BRASS CO. 


HANSAS CITY, MO. 
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New York 2x2 Vicinity Continued trom Preceeding Page 


HE New York Sanitary Society, 
which practically composes in 
its membership the sanitary 
and health inspectors of 
Greater -New York, have pre- 

pared a communication showing reasons 
which, in the judgment of THe PLUMB- 
ERS’ TRADE JOURNAL, are excellent ones, 


why the salaries of the inspectors of the. 


health department of the city of New 
York should be regulated in accordance 
with their worth. We print these rea- 
sons, which are well worthy of consider- 
ation, and good reading to the trade, and 
sincerely hope that the proper authori- 
ties will give them attention. When it 
is understood that first-class mechanics 
at our trade are able to earn as much as 
thirty and thirty-five dollars per week, it 
can readily be understood that inspectors 
who are supposed to pass upon their 
work and have a higher and more intel- 
ligent knowledge even, should receive an 
even greater salary. In our judgment 
eighteen hundred to two thousand dol- 
lars a year are not too small salaries to 
pay inspectors of plumbing in the 
Greater New York. When smaller cities, 
containing ten to twenty plumbers, can 
afford to pay twelve to fifteen hundred 
dollars a year, it certainly should be up 
to New York, leading as it does in all 
matters and having a tremendous area 
of the most moment and intricate meth- 
ods of sanitary contrivances, to pay well 
for men able to hold positions of the sort. 
We hope that the suggestions of the New 
York Sanitary Society will be given con- 
sideration. 

Because the cost of everything in connection 
with the maintenance of one’s self and family 
have greatly increased while fixed salaries have 
remained the same. The great Rhinelander es- 
tate have just declared its intention of in- 
creasing the rents in all its property from $25 
to $300 per year. A great deal of this prop- 
erty is occupied by employes with fixed salaries, 
and it is considered inevitable that the other 
great estates controlling thousands of tene- 
ment houses will follow suit. 

Because the purchasing power of a dollar is 
less by at least 25 per cent. than it was ten 
years ago, by reason of the greatly increased 
cost of everything that enters into human 
consumption. Because many Inspectors in the 
Health Department of New York City are re- 
ceiving lower salaries than are paid in many 
cities and towns throughout the country hav- 
ing a population of 50,000 or less, and where 
living expenses are considerably lower. 

Because the rules of the Department require 
a man to always consider himself on duty, and 
it is a frequent occurrence to be called out to 
work at night in the inspection of lodging 
houses, vaccination and inspection of the milk 
supply, for which no extra compensation is 
provided. Besides many nuisances complained 
of can only be investigated at night. 

The pay of many of our expert inspectors is 
less per day than that received by the day 
laborer. Some of our lay inspectors recéived 
$750 per year. Because the average mechanic 
recelyes more per day than the majority of our 
medical inspectors. Because the positions of 
most of the other city employes are so graded 
and rated as to salaries that there is an in- 
centive to render the best possible service to 
the city. 

Because some inspectors receive $1,200, 
$1,500, $1,600 and $1,800 per year for per- 
forming the same class of work that others re- 
ceive only $750 per year for. Because the 
work of the Department requires so much of 
many physicians’ time frequently ten hours 
per day) that all private practice must be 
abandoned. Because many of our men are ex- 
posed constantly to grave danger from infec- 
tious and contagious diseases. Because the 
laymen cannot engage in other employment, 
and after a number of years of service in the 
Departmert they are unsuited for any outside 
occupation. 


Because the raw recruit receives the same 
salary as the expert after years of service. 
One physician who has served faithfully for 
39 years receives only $1,800 per year, showing 
the injustice of the present conditions. Prom- 
ises made by former commissioners to increase 
salaries of those showing special merit and fit 
ness have not been fulfilled. Special aptitude, 
technical skill, engineering experience, bac- 
teriological knowledge, photographic study and 
application are all rarely appreciated by an 
increase in salary. 

Because the inspectors of the Health Depart 
ment are charged with great responsibilities 
Upon the care and efficiensy depends the safety 
of the city against an invasion of plague. The 
health, comfort, the very lives of the citizens 
are in their keeping. We believe the citizens 
of New York, possessing the best in every other 
department are desirous above all other things 
in having the highest standard of merit and 
efficiency in a Department so intimately asso- 
ciated with al] the people, and are ready and 
willing that the men of science and skill who 
devete the best years of their lives to the ser- 
vice of the city should receive adequate and 
just compensation. Is it fitting or just that 
the great City of New York should require men 
who have devoted years to the study of medi- 
cine and sanitary science to work for less than 
is paid to many day laborers and clerks in 
other departments? 


Every Saturday afternoon one will find 
an immense gathering at the shop of 
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low practitioners of other boroughs to 
get busy and assist in giving the lie 
to President Roosevelt’s race suicide 
theme. In truth the stork has been more 
than busy these last few months,and has 
chosen no special section as his favorite 
landing spot. North, east, south and 
west, all directions have been bountifully 
supplied—and from all indications there 
are other shipments likely to arrive any 


day. Brooklyn, a healthy town—well _ 


rather, and not only does it excell as the 
city of homes and churches, but in soil 
producing effect as well. Our sincerest 
congratulations to the happy parents. 


The busiest plumbers on Myrtle ave- 
nue, Brooklyn, Ruegamer & Auer, have 
work contracted for that will keep them 
hustling until the early winter. These 
gentlemen has done remarkably well in 
their three years of co-partnership, and 
if industry and energy. counts toward 
riches, they will be comparative Rocke- 
fellers in a very few years. Besides be- 
ing able to figure plumbing and steam 


jobs to a nicety, they can with the same 


precision show the easiest way to roll up 
high scores on the bowling alleys, viz., 
knocking them all down with the first 


barrel. They both participate in one of | 


the many teamed tournaments, and de- 


Another View of the Nason Mfg. Co.’s Showrooms at 71! Fulton St., New York (See preceeding page) 


Bart F. Donohoe, .1112 Park avenue. 
In his capacity as president of the New 
York State Association he is able to fur- 
nish valuable information and_ the 
plumber is always welcome to seek his 
advice on any questions. 


W. F. Shaughnessy, of Cumberland 
street, until recently making his head- 
quarters in Geo. Ww. Smythe’s handsome 
show roms on Fulton street, Brooklyn, 
can’t complain. He lately finished a very 
large contract for St. Mary’s Hospital and 
keeps generally busy. Mr. Shaughnessy 
is a darn good fellow, active and shrewd 
business man, and has prospered de- 
servedly.° The salesmen and other out- 
side men find it always a pleasure to look 
him over. 


Large fires often make it necessary to 
send out of town for apparatus to assist 
in saving propery—notably the late con- 
flagrations in Baltimore and Rochester. 
It now seems imperative for the physi- 
cians of Brooklyn to call upon their fel- 


spite the fact that their competitors are 
crack-ajacks, their team proudly occupies 
second position. If there should ever 
happen a two-man tournament in plumb- 
ing circles in the greater city and our 
good friends should enter, take my tip 
and put a bet down on R. and A. to finish 
first. They surely can deliver. 


Meeks Bros.,. Brooklyn, there’s a name 
to conjure with. Been in the plumbing 
and steam fitting game only three years, 
as a firm, and already are at the top of 
the leaders. Their motto, “The best is 
none too good,” is amply borne out in 
every particular in their remarkably 
handsome shop and show room on Fifth 
avenue and 5lst street, where a display 
of all that is beautiful in bath room ap- 
pointments can be seen to excellent ad- 
vantage. The show room is full twenty 
feet wide and seventy feet deep, and is 
very tastefully arranged, full credit for 
which must be extended to the junior 
member, Christopher, As soon as the 
decorators finish, a photograph will be 


ae ——— 


shown in our pages, and will give: 
idea of how artistic a plumbers’ shop « 
really be made. 


Se | 
David Dugan, Jr., whose place of bu: 
ness was formerly at 2609 Highth ay 
nue, is now at 400 Columbus avenue, a 
is artistic and inviting. He has do) 
considerable overhauling, and is now coi 
pleting his contract of a large hotel sit 
ated at Amsterdam avenue and West 79 
street. os : 

Mr. Ronald C. Daisley, of DeKalb a 
nue, Brooklyn, is a very fine example 
work and concentration. ~ His line | 
labor tends toward -the higher grade 
plumbing, to which he is peculiarly fitt: 
on account of his prior connections, ha 
ing attended to contracts for the fine 
city and country estates, more especial 
Clarence Mackay’s handsome residence . 
Great Neck, which boasts of sunken bath 
porcelain work, and nickel plated fixture 
defying description. As a souvenir — 
Mr. Daisley’s trip last autumn to La] 
Winnipeg, we call attention to a ve 
fine set-of moose antlers, which makes 
most attractive office decoration. . | 


Improving each shining hour, ar 
hours cloudy and murky as well, hi 
made Mr. B. T. Purcell, of 74th stre 
and Third avenue, one of Brooklyn’s mo 
successful plumbers. His shop attrac 
a fine line of trade from the aristocrat 
Ridge section, and the volume of h 
business makes it necessary for quite 
number of mechanics to be continual 
on hand. Just now his attention is t 
ing directed to plumbing and steam wo’ 
in handsome residences of Mr, R., | 
Thomas, 75th street and Second ayent 
and that of Mrs. Julia Ramsay, of Four 
avenue and 76th street, to say nothing 
contract work in a dozen or so cottag 
recently constructed by builder W. | 
Johnson on 75th street. 

Sa | 

There is much for Uncle Sam to 
proud of, but none deserve appreciati' 
more fully than does his plumber situ: 
ed at Ft. Hamilton, Mr. John MeMulle 
as a silent witness to this statement atte 
tion is called to the excellent job ju, 
completed in Battery No. 138, consisti’ 
of fifteen enameled sinks, several close, 
and the requisite venting. Mr. McM: 
lan formerly did quite a business - 
Brooklyn before taking up governme 
work some five or six years ago. Fi 
travels embraced the finest of Uncle Sani 
western posts, and some of the ma’ 
yarns Brother McMullan spins are ve’ 
engaging. It is to be hoped that he wl 
forget the adage of the roving bee th: 
gathers the honey and follow the 0! 
advice suggested by the rolling sto’ 
gathering no moss. We certainly adv: 
Brother McMullan to become mossy. 


a. 


Bids were recently received for t 
plumbing in the new eleven-story apa 
ment structure at the corner of 11th str’ 
and Fifth avenue, and for some unkno” 
reason all have been rejected and 0 
bids are to be advertised for. afin 


The New York Trade School, at | 
corner of 6th street and First aven 
holds its annual commencement exerci! 
on the evening of April 7th. There ‘ 
more students enrolled this year than! 
any former year, which speaks well 
this enterprising institution. — 
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““Josico” PORCELAIN URINALS. 


FIC. 605 


Consists of a Long Single Urinal Stall (without Center Partitions) 114-inch 
Slate Ends and Back with Rabbeted Joints, 2-inch Countersunk Base, 
Polished Brass Wing and Bolts, Polished Brass 34-inch Laving Pipe 
with Loose Key Stop, Galvanized Cast Iron Gutter with Straight or 
Down Outlet Connection. 

DiveEnsions.—Height, 5 or 514 ft.; depth, 20 inches. 


FIG. 600 
These urinals may be set on floor, in tile, incased in marble or slate stalls. 


DIMENSIONS.—Height over all, urinal only, 4 ft.; width over all, 2 ft.; base, 
from front to rear, 19 inches; at top, from front to rear, 12 inches. 
Measurements are subje:t to slight variation. Each urinal is made with local WRITE TO DEPARTMENT R FOR CATALOG AND PRICES 


vent opening, 2x4 inches, at top as shown. 


JOHN SIMMONS CO., | 110 CENTRE ST., NEW YORK. 


AVM 


Largest, 
This Adjustable Bracket enables' you 
and cheapest to put the Shower up on awainscoated 


RORMABIES intwin 
SHOWER 
in the market 


SOME OF ITS DISTINCTIVE FEATURES 


Adjustable Bracket—24 1-2 inch Ring, 6 1-2 inch Shower Head, Metallic 
Bulb and Bulb Yoke. It is made throughout of 3-4-inch N. P. Brass 
Tubing. All other Portable Shower Baths are made of 1-2 inch 
Tubing. A Jot of your customers will buy this Shower if you will 
speak to them about it. 


Cascade Portable Shower Bath A DESCRIPTIVE ILLUSTRATED PAMPHLET WILL BE MAILED, IF YOU REQUEST JT. 


Mitchell @ Van Meter Company, 


247 Centre Street, NEW YORK. 
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New York en4 Vicinity Continued tom Preceeding Page 


Everyone is acquainted with Charles 
Dickens’ Old Curiosity Shop, and a great 
many with the “new” one of Wm. Schir- 
meister at No. 3013 Fulton street, where- 
in can be found anything from a match 
box to an airship, and frequently Mrs. 
Schierrmeister. Brother Bill is a man 
of breat business acumen, and a very 
wise gazabo when it comes to buying. 
His wagon loaded. to the muzzle with 
choice odds and ends in the hardware 
line is an almost everyday sight on our 
main thoroughfares. He owes much to 
Mrs. Schierrmeister; were it not for her 
placing ability, there would be no lane 
through which their stream of customers 
could travel. To form a correct idea of 
woman’s being a helpmate to man, one 
must view Mrs. S., when she assumes 
control of the lines, and directs things— 
which is practically all the time. 


“On the way to Madeline” is a very 
pretty song,’ but on the way to Coney 
Island, near Avenue C, can be found the 
man to do it full justice—his name Shee- 
han, of the enterprising firm of Hobbs & 
Sheehan. This hustling team found it 
necessary to move their outfit into a very 
attractive shop down the block, where 
their many customers can be handled to 
better advantage.: They pay special at- 
tention to cottage work, and their pay 
roll Saturday night would give a defunct 
bookmaker a chill. They are both good 
fellows, and here’s to a continuance of 
their good luck. 


Dave Cullum and Coney Island, in the 
Beach dictionary are synonymous—each 
stands for the other, and without either 
there would be an awful void. It doesn’t 
seem possible, considering Dave’s youth 
and friskiness, that he discovered the 
island of hot ones and hopless beer, but 
his living there has consumed so many 
years that the only way to figure it is to 
remark that the surf was there when 
Dave came. He has prospered, and why 
not—comprising in his list of accomplish- 
ments, a comprehensive knowledge of 
plumbing and steam works, a fine buying 
ability of material in the kindred lines, 
and withal is an excellent judge of hot 
air. It doesn’t appear on the records that 
Dave ever had his sight for the beautiful 
quickened by a trip to the Louvre, but 
his criticism of the many works of art 
that adorn the beach during the bathing 
season are those of a connosieur. All 
winter along until recent fire Dave had 
been putting up jobs on Louis Stauch, 
and others, and now is installing carloads 
of iron pipes, bath tubs, lavatories, and 
basins in Fred Henderson’s mammoth 
hotel, which occupies the site of music 
hall destroyed some months since. 


Coney Island, famous the world over, 
full of Luna Parks and Wonderlands, and 
features innumerable, is also noted as the 
home of Adam Klein and his much be- 
loved dachshund Schneider—a ferocious 
critter. A very methodical man is Adam. 
On collection tours he is invariably ac- 
companied by his four-legged persuader 
and the pair presenting a formidable 
front usually succeed in attaching them- 
selves to the needful in large quantities, 
besides a plenty of German high balls, 
and other delicacies, Adam is a many 


‘sided man, but to fully appreciate his 


serious style one must observe his ex- 
pression while studying Tom Sutphen’s 
“dog gone” blue print. So far as contract 
work is concerned, to say nothing of job- 
bing, Adam must needs be twins to at- 
tempt to do it justice. 


- John F. Clare, one of the youngest 
master plumbers in Brooklyn, who oc- 
cupies a very attractive shop on Surf 
avenue, and who attended to the plumb- 
ing matters all through the summer for 
Thompson & Dundy’s Luna Park, can’t 
spare the time to make out bills for his 
numerous jobs and contracts. It is in- 
deed remarkable how a man so young can 
handle the stupendous jobs he undertakes 
and carry them to successful issue. Mr. 
Clare is looking after plumbing interests 
all over the island and is specially busy 
fixing up toilets, running iron pipe, etc., 
at Brighton Beach race track. 


Here is a chance for some enterprising 
plumber to increase his income. At a 
meeting of the Board of Estimates held 
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doing nicely, and every little while we 
notice he receives freight marked “Roose- 
velt job;’» and we assume that the material 
goes in the residence of the nation’s chief 
executive. 

We might here say a good word for the 
Jedlicka Bros., whose shop is situated at 
Sayville. 

They are the boys who believe in good 
plumbing, and their work is not only well 
known in their native town, but else- 
where, as they are just about finishing 
up a job on which they have been en- 
gaged for some time at Irvington-on-the 
Hudson, N. Y. 

Speaking of the noble Hudson reminds 
us of Newburgh, noted as the headquar- 
ters of George Washington, etc., etc. It 
is a city built on hills, and on one of 
them rests the neat and up-to-date shop 
of George R. Mitchell, He has plenty of 
energy, is a hard worker, and is at pres- 
ent quite busy. 

Messrs. F. W. & G. S. Lawrence, of 
Sussex, N. J., are busy as nailors, and 
are working on a fine job at Franklin 
Furnace. 

————_*-_>-4 + ——_——__ 


BAYONNE PLUMBERS. 


The master plumbers of Bayonne, N. J., 


Photograph of the Shop of J. L. Higgins, a Prosperous Master Plumber of Bayonne, New Jersey 


Oc a EEE 


March 18, an appropriation of $20,000 was 
adopted for the construction of two dis- 
pensaries for the treatment of trachoma, 
a common form of eye disease. Thou- 
sands of cases of trachoma are yearly dis- 
covered in public schools, and unless the 
affected eyes are not at once treated, the 
disease spreads rapidly among the pupils. 


Long Island, of course, like many other 
places hereabouts, has been necessarily 
dull in the business sense of the word 
on account of the severe cold winter 
which we have had. 

But now that there are signs of spring, 
and the frost is getting out of the ground, 
there is a sign of activity, noticeably in 
the plumbing line, and we learn that some 
good-sized contracts are under way in 
several sections of the island. 

One of the plumbers we know of has 
several good names on his books for New 
York. We refer to Mr. John H. Newbury, 
of Bay Shore, who has among his list 
some fine houses for Messrs. Graff, Gibbs 
and Pinkerton, of the famous detective 
agency. 

BH. K. Hutchinson, of Oyster Bay, is 


recently held their annual election and 
banquet and elected the following officers 
for the ensuing year: John Gilbertson, 
15 Cottage street, president; J. J. Dev- 
any, Avenue D and West 138th street, vice- 
president; W. vU. Oliver, 10 West ‘7th 
street, treasurer; W. C. Devlin, 207 Ave- 
nue D, recording secretary; F. Denton, 
608 Avenue D, financial secretary; James 
Bannon, Jr., 237 Avenue D.; W. F. Hig- 


gins, 773 Avenue D, and John Hovell, 979 © 


Avenue D, trustees. 


A report has been current for a few 
weeks past that the members of the local 
journeymen’s union were going to make 
further demands, and that a repetition of 
last year’s trouble was possible. This, 
however, has not been verified, and at 
this date it seems that harmony would 
continue for at least another year. 


In a former issue of THE PLUMBERS’ 
TRADE JOURNAL was a report to the effect 
that the Bayonne master plumbers, seven- 
teen in all, had become affiliated with the 
State Association. Since then they have 
made application to become members of 
the National Association and expect a re- 


port on such application shortly af) 
April 1st. 

For the past ten years W. GC, Dey) 
of 207 Avenue D, has been elected reco - 
ing secretary, and we notice that he 1; 
again been elected to that import 
office. Nearly every member of the as. 
ciation has run against him, and he gs} 
seems invincible. 


The cut herewith published is that t 
the shop of J. L. Higgins, 371 Aven; 
D. Although in business but five ye; 
he owns the building in which he | 
tains his shop and office. 


So busy is W. C. Oliver, of 10 West %) 
street, with loan associations that he }; 
but little time to devote to his plumbi; 
business. : 


ne ieee eee ia re 
A) Market Quotations , 
@ For The Trade 


Edited by C. C. RIGGS, ( 


Ep rimnant agin nemo na rissa). 


IG IRON.—An advance in pri 
Pp for Northern and _ Southe 
foundry iron has been esti: 

lished. During the period und: 

review the volume of business transact! 
has been heavy. The individual pi: 
chases have not been large, but in the ¢: 
gregate they show that an extensive tc: 
nage has been booked. At the close | 
this month a quieter market was expe 


enced. At the higher prices asked bt 
ers were reported holding back frc 
placing orders for additional supplies ‘ 
importance. After, however, their rece: 
free sales furnacemen showed no dispo- 
tion to force supplies on the market, al 
prices were firmly maintained at the : 
vance recently established. No. 2X fot: 


‘dry Northern is quoted at $14.25 al 


$14.50 at the foundry, and $10 was t: 
lowest price Southern foundries wot! 
quote for No. 2 foundry at the mill. Qi: 
tations for round lots in the local marl! 
are on the basis of $14.75 to $15 for } 
2X foundry Northern, and $13.75 for }. 
2 foundry Southern. 


Lrap.—Only a limited volume of bu 
ness has been handled in the local mark 
but stocks have been light and prices ha’ 
ranged from 4.50c. to 4.55¢. for rou 
lots, and smaller quantities have Dé! 
quoted at 4.75c. to 5c. At the close We 
ern advices reported an improvement | 
the demand. 


SpeLter.—Influenced by adyanci: 
prices for zinc ore the market for spel! 
has been firmer and prices have be 
raised slightly and are now quoted | 
5.15¢. to 5.25¢. for carload lots, and 5) 
to 5%c. for smaller quantities. 


NiIcKEL.—No changes have been mé 
in prices, which have been quoted 
holding steady at 40c. to 47c. for rou: 
lots and 50c. to 60c. for smaller qui 
tities. 

Pipr.—The recently proposed plan, 4 
which is now being seriously conside! 
by the municipal authorities, of the © 
struction of pipe lines throughout | 
city for the purpose of enabling the { 
department to use salt water from | 
North and East rivers to extinguish fi 
is a matter of considerable interest: 


- 
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Iron Enameled Baths. 
Porcelain Baths. 


rR 


Marble Lavatories, 
Porcelain Lavat-ories. 


ax 


High and Low Tank 
Closet Apparatus. 


Shower Baths 


AND 


Sanitary Fixtures of Every Description 


*“SENEGA” Low Tank Gloset Apparatus 


Nason Manufacturing Company, 


71 Fulton Street, NEW YORK. 


2 SSS 
E’ extend you acordialinvitation 
to visit our new show-room 
and inspect the line of modern San- 
itary Fixtures and appliances which 
we exhibit. 


Everything up-to-date—methods, 
tixtures and salesmen. 


ee ——_______—__—__@ 


‘“UTIGA” Low Tank Gloset Apparatus 
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the pipe trade, as the proposed plan, if 
accepted, will call for 100,000 tons of 
pipe, 80,000 tons for Manhattan and 
20,000 tons for Brooklyn. Business has 
been fairly active, a fair amount of ton- 
nage being baked and prices have been 
quoted unchanged at $28 per gross ton 


for 10-inch and $27 do. for 12-inch and 
upward. Lead pipe and sheet lead have 
been quiet and unchanged. Quoted: 
Lead pipe, 5c. to 5144c. per pound; sheet 
lead, 54%4c. to 5%4c. per pound; tin-lined 
lead pipe, 10c. per pound and block tin 
pipe, 33c. to 34e. 


GPG Ae ef GOP ELY a AGIA IESEL OR Greg fs AGI CR tay Poe 


New England Plumbing News and Gossip 


1 latin ethan ini hein et ieeeaana. i”) 


HE Smith & Thayer Company, 
i makers of the celebrated Win- 
chester boilers for house heat- 
ing purposes, announce an in- 
crease in their capital stock from $35,000 
to $112;500. Mr. S. K. Pittman, formerly 
assistant treasurer of the American Radi- 
ator Company at Chicago, has been 
elected president of the increased com- 
pany and will assume his new duties in 
Boston at once. The company will in no 
way depart from its old method of doing 
business and the same general force will 
greet the prospective users of Winches- 
ters and their many regular customers as 
heretofore. 


The Dalton Ingersoll Company have 
moved their brass foundry from their 
old location on High street, opposite 
Fort ‘Hill Square. They will still con- 
tinue their plumbing supply business at 
the old stand. 


Mr. George Hickmott, president of the 
Boston Brass Company, makers of the 
celebrated B. B. ball cock, was confined 
to his home for over a week early in the 
month. s » 


There is on exhibition at the show 
rooms of the F. W. Webb Mfg. Company, 
Elm street, Boston, one of Phillips per- 
fection flushing tanks. To borrow a 
phrase from the circular describing the 
device, “the Phillips perfection flushing 
tank is practically noiseless in its opera- 
tion. It will deliver the same amount 
of water at every discharge regardless of 
the pressure on the inlet pipe. The inlet 
pipe is always wide open when the tank 
is filling, and closes instantly when the 
tank is filled. It will give any amount 
of water for a refill that may be desired. 

The Phillips tank, by an ingenious 
use of the weight of water, accomplishes 
what has hitherto been done by floats 
and ball cocks.’ The whole of the 
mechanism is extremely simple and is 
covered by the most liberal patents. For 
low doors the perfection is particularly 
adaptable, because of its few number of 
working parts. And one particularly 
good feature, aside from its being prac- 
tically noiseless, is the fact that it is im- 
possible that anything in any way can 
happen to it to make it overflow. 


Quite an interest was taken in the hear- 
ing before the Health Committee “on 
Thursday, March 3, of House bills 324 
and 679, bills presented to the Massa- 
chusetts Legislature with the intention 
of at least in some measure correcting 
some of the inequalities of the now exist- 
ing plumbing laws. Quite a number of 
gentlemen, including H. A. Desper, of 
Worcester, and A. J. Curtin, of Medford, 
spoke, particularly favoring the bill, but 
each seemed to break’ down when the 


Wm. J. Neely. 


chairman wished points of how health was 
to be benefited. In rebuttal, W. J. Lewis, 
for the Society of Architects, and David 
Craig spoke, and it is conceded that these 
particular bills will be heard of no more. 
The objection raised by each speaker was 
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that the bills did not go far enough and 
provide for necessary revision after ex- 
pert testimony. 


P. J. Lynch, of the Thos. Hoey Mfg. 
and Supply Company, has been quite seri- 
ously sick at his home for some time. 


The Wendell Heating and Plumbing 
Company have opened a new branch at 
Newton Center. With shops in Salem, 
Boston, Watertown and Newton it would 
seem that this hustling concern was 
surely out to get the business. Wendell 
pushes right along and always has plenty 
of business on hand. 


William Manning, the well-known heat- 
ing engineer and contractor, of Congress 
street, had the misfortune one cold morn- 


ing in February to slip on the ice ny 
his home and break his right arm D) 
the elbow. He has quit wearing the sl 
and is doing finely. 


—- 


Mr. F. S. Crossman, the well-kno; 
plumber of Clairmount, N. H., was in ‘ 
Hub visiting the jobbing houses and ;. 
ting ready for spring trade. 

_—_o_ 4+ 2... 


CHANGE OF FIRM NAME 


The H. N. Libbey Company, of 143 Pe: 
street, Boston, Mass., are the success: 
to the firm of H. N. Libbey & Co. 1; 
will continue to carry a complete line: 
plumbers’ supplies. The officers are E, 
Kelly, president; Henry N. Libbey, tre. 
urer; and John H, Donovan, director, 


Cho paren tearm nr roa peratey PPR cl pt Santas faint WN ASR petr Pp onD ed saan rcier| 


@ Pittsburg and the South @ 


Cornered 2 paertol patrennnst ted 2G atep Anne teased satay emnnagel genrninasivl 


EORGE W. RYAN, who has for 
some time past been assistant 
secretary of the Standard Mfg. 
Co., of Pittsburg, was elected 

secretary of the company at a meeting of 
the directors held February 27th. Mr. 
Ryan is only 29 years of age and is the 
youngest official in the company. He 
started his career with the Standard Mfg. 
Co. in the year 1893, entering the service 
of the company as bill clerk, when the 
Standard jobbing department was located 
at 531-533 Wood street, Pittsburg, under 
the management of Jas. M. Young and 
From bill clerk he was 


promoted to the position of bookkeeper. 

In 1899 Mr. Ryan was made auditor 
of the company, when the offices were 
re-establisned on Wood street, and when 
the removal to the present location at 
913 Liberty avenue was made in 1901 he 
was made assistant secretary. 

Mr. Ryan, whose portrait is shown in 
this issue of THE PLUMBERS’ TRADE 
JOURNAL, is one of the ablest men in his 
department in the country. He has shown 
talent of a high order, as is evidenced 
by his rapid promotion, and is a very 
Sagacious and well informed young busi- 
ness man. He has supervision of the 
credits and accounts of the Standard 
Mfg. Co., both at Pittsburg and Cleve- 
land, and since assuming charge of this 
department of the Standard Mfg. Co. has 
introduted many valuable and important 
reforms. He enjoys the confidence and 
esteem of all with whom he is associated 
and has a wide range of friends, not only 
in plumbing and jobbing circles, but 
throughout the entire business world of 
Pittsburg and vicinity. 


J. A. Skelly, the successful Greensburg, 
Pa., plumber, expects to take a trip to 
California in the near future, and will 
be absent for about a month. Mr. Skelly 
is head of a company which is drilling 
for oil in California. 


Application wiil be made on April 9th 
for a charter for a new plumbing com- 
pany to be called “The Joseph A. Isher- 
wood Co.” the incorporators being Joseph 
A. Isherwood, Dennis Hayes, Michael J. 
Slattery, Hugh F. McGrady and Joseph 
A, Fisher. The company will engage in 
a general plumbing business, including 
gas fitting and sewering. Mr. Isherwood 
has conducted a shop of his own in Al- 
legheny for some time, and by incoporat- 
ing will enlarge the field of operations. 


A charter has been granted to the 
Standard Filter and Water Softening Co. 
of Pittsburg, capitalized at $30,000. The 
directors are John K. Barber, W. H. Bol- 
ger, and P. S. Chambers, all of Pittsburg. 


Miss Isabel Arrott, daughter of the 
late James W. Arrott, of the Standard 
Sanitary Mfg. Co., was married on March 


16th to Mr. Roscoe Ryder, of Cambridge _ 


Springs, Pa. 


Wm. Reed, Pittsburg representative of 
Samuel Sloan & Co., Rochester, N, Y., has 
left the employ of that company. 


W. M. Foley, the well-known master 
plumber of Washington, Pa., is the happy 
father of a young daughter. 


The plumbing business and establish- 
ment of the late Thos. E. Redman, Wash- 
ington, Pa., has been disposed of by Mrs. 
Redman to J. E. Drew, of Pittsburg, who 
will continue the business in his own 
name. Mr. Drew was formerly with the 
firm of McGuiness & Co., Pittsburg. 


The Monarch Water Heater Co. are 
preparing to remove to their new build- 
ing, Nos. 1300 to 1342 River avenue, Al- 
legheny City on April 1st. The new 
pbuilding is 4 stories in height. A brass 
foundry has been added and a new line 
of heaters is being perfected which will 
shortly be ready for the market. 


‘rhe Harris Pump and Supply Co. 
occupy tneir new s-story building at 3. 
822 Second avenue by April 15th. A har 
some show room is being fitted up on t: 
second floor, adjoining the offices of t 
company. ‘lhe sales rooms and shippi. 
department will be situated on the fi 
floor. The basement will be used for t 
storage of soil pipe and fittings, gas pi 
and other heavy iron goods. ‘Yhe pun 
aepartment will be situated on the thi 
floor and the other floors will be giv 
over to sanitary and plumbing goods 
various kinds. An electric elevator w 
be installed in the building. 

The company will inaugurate a né¢ 

system of packing and shipping orde1 
which it is stated will greatly expedi 
the filling or orders. The company 1 
cently secured an order from the Unit 
States government for two large engin 
and centrifugal pumps for a coffer dam 
the Ohio River near Pittsburg, and ha 
also installed a large deep well pump 
the new Bailey-Farrell building at Thi 
avenue and Ross street for supplyi 
water throughout the building. Th 
pump has a capacity of 75,000 gallons Dp 
day. 
__The selling force of the company, whit 
at the present time consists of five me 
will be increased to six men, and a lar, 
territory will be covered. i 


McKissock Bros, have opened a plum 
ing shop and show room at 905 Jam 
street, Allegheny City. Both members 
the firm are experienced plumbers. T! 
new firm has some good con ( 
hand. 


In the suit of the Kelly & Jonés C 
to recover on policies issued by a numb 
of insurance companies for damage do: 
by fire, the Teutonia Insurance Co. al 
the other defendants have filed answé 
in which they say the contracts we 
not fully complied with, and that t 
$11,716 damages claimed ae the plainti' 
are excessive. 

H. E. Schwarn, who has conducted 
plumbing business on Washington stre 
Allentown, Pittsburg, for some time, d 
posed of his business to Powell & Smit 
who will operate the chop in the futul 


“Sh. 
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This will Interest You! 
| Read 


The Scuily 


Closet and 

Uninaliven: Steamship Company, 
tilators are have and are installing 
to be used The Scully Closet Ventilators 
at the St. . 
lone on The Northland and North- 
position. west Steamboats. 


There is a Reason 


The Northern Steamship Co. own and operate the finest and most costly 
steamships afloat, and in these boats there are the most costly and modern 
sanitary fixtures throughout, BUT, for all that, the odor from the closets (before 
the Scully Closet Ventilators were installed) compelled them to try every known 


2 i 
Be Es Rm 
Seen ae 


Scully Closet Ventilator | 


The Northern 


Seully Urinal Ventilator 


system of any merit, to overcome these odors, 
BUT WITHOUT SUCCESS, until 1902, when 
they decided to give THE SCULLY A TRIAL. 
THEY WANTED FOR THEIR CUSTOMERS 
WHAT YOUR CUSTOMERS WANT. They 
ordered at this time 67 ventilators, and used them 
for a year, and this year they are equiping every 
closet with a ventilator. 


WHY 
Beeause they, like yourself, have got to 


use a Scully Closet Ventilator 
before you can appreciate what a good job of 
plumbing is, viz.: an absolutely odorless bath 
room, while closet is being used. 


WRITE US AND WE WILL TELL YOU HOW 70 GET IT. 


The W. J. Scully Ventilator & Mig. Co. 


DETROIT, MICH. 


FAGTORY AND GENERAL OFFICES: 
vA Beecher and M.C. R.R. 
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and 
the 


South Continued tm Preceeding Page 


Pittsburg 
HE Pittsburg Supply Company have 
T been moving into their new 
building the past three weeks. 
They have most of their stock in the 
new building now, but it will be about 
April 1st before they can get all of their 
pipe cutting and brass shop machinery 
moved and belted up ready to run. Their 
mail address will be 439 to 449 Water 
street after March 15th. 

Ed. Bourne, city plumbing salesman for 
the Pittsburg Supply Company, has been 
confined at his home the past week with 
the grip. 

When any of our readers see J. D. 
O’Reilly, traveling salesman for the 
Pittsburg Supply Company, just ask him 
what he took to give him that smile 
that won’t come off. 


THE PLUMBERS’ TRADE JOURNAL corre- 
spondent was in Erie a few days ago 
and regrets that he could only stay for 
a couple of hours, for even though the 
thermometer was below zero and snow 
knee deep, the town is certainly an at- 
tractive one. The plumbing shops are 
situated for the most part on the best 
business streets, have attractive show 
windows and seem to be well stocked. 
He will go back in the good old summer 
time and tell you all about the plumbers. 


All roads lead to Turner Hall, South 
Canal street, Allegheny City, on the night 
of March 2d, 1904, for the reason that a 
huge surprise party had been arranged 
in honor of Herman R Bloedel, the well- 
known master plumber of Allegheny City. 
The party was arranged by Mrs. Bloedel, 
and the event was carefully kept from 
Herman in order that the surprise might 
be genuine. 

Mr. Bloedel, never dreaming of the sur- 
prise in store for him, had gone to the 
Elk’s Club early in the evening, and 
when Wm. Saul, a friend, endeavored to 


Herman Bloedel, the well Known Master Plumber 
of Allegheny, Pa, and his Wife 

lead him to Turner Hall, refused to 

leave the club and his comfortable chair 

before the fire, declaring that he had no 

desire to go to Turner Hall. 

Finally a plot was laid to have Mrs. 
Bloedel telephone Herman at the club 
that the plumbing appliances at Turner 
Hall had gotten out of order and that 
he was wanted at the latter point im- 


mediately. Naturally, the spirit of the 
true plumber being aroused, Herman re- 
sponded at once. 

Upon his arrival at Turner Hall he was 
greeted by 300 of his friends who seiz- 
ing him by the legs, bore him on their 
shoulders and carried him to the plat- 
form, where he was called upon for a 
speech. Herman, however, was so over- 
come by surprise that he could only gasp 
out, ‘“Lasset uns eins trinken,”’ which all 
good Germans will understand. 

Victor A. Harder then sang the follow- 
ing ditty, composed by C. A. Snyder, and 
his beautiful baritone voice, resounding 
through the vastness of the huge hall, 
brought forth great applause: 

ODE TO HERMAN. 
Herman, Herman, handsome Herman, 
You’re a lusty, thirsty German. 
Therefore we entreat, we beg 
That you lead us to the keg, 

Where we may our troubles drown 
In a bumper rich and brown. 

An elaborate supper was then served, 
after which came dancing, and the affair 
was concluded most successsfully. 


Harry J. Thoma, the _ well-known 
plumber of Washington street, Allen- 
town, Pittsburg, sustained a sad loss re- 
cently in the ueath of his three-months- 
old baby, 


J. E. Benney, of Allegheny City, is 
completing the remodeling of the plumb- 
ing in the First National Bank Building, 
Allegheny City, the contract amounting 
to $700. 


A new bronze factory has been estab- 
lished at Saxonburg, Butler Co., Pa., by 
Mr. Godfrey Cabot, of Boston, Mass. The 
plant will be enlarged later on. 


J. W. McClelland, the plumber of West 
Middlesex, Pa., is doing the plumbing in 
the new West Pittsburg hotel, near New- 
castle, Pa. 


Edward F. Welsh has been appointed 
assistant business agent of Local 27, 
journeymen plumbers. Mr, Welsh had 
virtually charge of the plumbers’ strike, 
which resulted in a lockout, tying up the 
building operations for several weeks. 
When the lockout was settled by the joint 
committee Welsh announced himself a 
candidate for business agent, but was de- 
feated by Jas. J. McKee. 

The duties have increased so much that 
the local agreed to appoint Welsh as Mc- 
Kee’s assistant. Welsh’s first duty as 
assistant business agent was to call a 
meeting of the strike committees of the 
journeymen and contractors. The work- 
men filed several grievances, alleging dis- 
crimination against union men. The 
meeting, however, was harmonious and 
successful and disputes were satisfactor- 
ily adjusted. 


Bids will shortly be asked for the 
plumbing in the fine new four-story brick 
and stone apartment house on South Neg- 
ley avenue, East End, being «rected by 
Mrs. E. A. Virtmeier. The new structure 
will cost $26,000 and will contain eight 
suites of six rooms and bath each. The 
plumbing will be of the best throughout. 


Pittsburg has recently suffered the most 
severe water famine in the history of the 
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city. Sand and grit finally destroyed the 
va.ves in the pumping engines and over 
125,000 people were completely without 
water supply. The districts which were 
affected were Oakland, Shadyside, Squir- 
rel Hill, Bellefield, Bloomfield, Lawrence- 
ville, Thornyside, East Liberty, Highland 
Park, Brushton, Hazlewood and Glen- 
wood. The most threatening danger of 
the water famine was that a fire might 
start in the dry district and get beyond 
control of the firemen. To prevent this 
the fire and police forces in this territory 
were greatly strengthened. 


The Bailey-Farrel Mfg. Co. will occupy 
their new eight-story building at Third 
avenue and Ross street by April 1st, The 
old premises at 619-621 Smithfield street 
have been leased to another tenant and 
the Bailey-Farrell stock is being trans- 
ferred as rapidly as possible. 


At a recent pool,tournament given by 
the master plumbers of Cumberland, Md., 
in Birmingham’s “Peep In” parlors, 
Messrs. James S. Johnson and John W. 
Rhind defeated Messrs. John Macfarlane 
and George Kean, by winning the last 
three games, The affair was quite a suc- 
cess, and excited considerable friendly 
rivalry among the contestants. 


Mr. Thos. Kean, superintendent of the 
Cumberland, Md., water works, recently 
returned from Bennings, where his roan 
mare Raspberry K, took fifth money in 
the 2.09 class. Mr. Kean is satisfied that 
she would have done better had she gone 
faster. He expects to enter both Rasp- 
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berry K and his gray gelding, Snap R, in. 


the Paw-Paw races. j 


George W. Whitehill, the Prominent 
plumber of Butler, Pa., was elected to. 


council in Butler at the recent election ina 


that city. Mr. Whitehill is putting up q_ 


fine brown-stone residence, Queen Anne 


style, for his own occupancy, The dwell. 
ing is three stories in height and the ip. 
terior furnishings and plumbing wil] pe 
of the finest. Enameled iron bath tubs, 
solid porcelain lavatories and handsome 
low-tank closets are being installed. 
_ OOO 
PLUMBER PLAYS GHOST 

A plumber of Paris, with a soul above 

his trade, gave his histronic latest play 


so successfully that but for the heartless _ 


interference of the police he might still | 


be filling a star role, with sole control of 
the box-office receipts. 

Every night he walked the Pont Marie 
over the Seine wrapped in a sheet, his 
face coated with flour. When he saw a 
guileless-looking individual approach who 
looked as if he would lend an ear to 
ghosts he approached and demanded his 
purse in sepulchral tons. Generally he 
did not miss his shot. The purse was 
rendered in speechless fashion and the 
seer of ghosts took to his heels. 

But one night while he was overawing 
a restaurant waiter by his ghostly rai- 
ment two policemen on the lookout nab- 
bed him, The plumber thinks it a pity, 
for plumbing, he says, is a slow business 
for getting rich. 


—_—_—_—e 944+ —__——_ ; E 
Ellsworth F, Hayden, of Portland, Me., 
as the representative of the Sumner & 


Goodwin Company, of Boston, reports an 
excellent trade in Maine, with prospects 


for one of the best seasons in view. 


ence, 


yourself. 


The Plumber 
And His Lost Profit 


ERHAPS it has never occurred to you in this way but 
P there are, right in your own city, hundreds of wooden 
laundry tubs constructed by the carpenter installed in dwellings 
and apartments, the owners of which might easily be induced 
by the plumber to equip their buildings with a modern, sanitary 
laundry tub of life-long durability and non-leakage qualities. 


Every wooden tub so placed in your city repre- 
sents a lost profit to YOU. 


Euclid Laundry Trays and Hitchen 


Sinks are designed to fill a long-felt want for a durable 
sanitary laundry or kitchen equipment at reasonable cost. 


Send for Catalogue. Place it on your desk for ready refer- 
You will be surprised at the ease with which you may 
influence your clients by a timely suggestion to specify an 
article which will result in satisfaction to them and profit to 


REMEMBER-—The cost of a cypress tub is very 
little less than the price of the Euclid] 


THE NORCROSS CO. 


CLEVELAND, O. 
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ALL THE TIME 


TO SELL 


Water Heat.ers 


OW we are 
to run a 


series of adver- 


tisements in the 


best magazines, 
starting with the 


April numbers. 
We refer all in- 
quiries to you 
To take full ad- 
vantage of this 


extensive public- 


ity,every Plumb. | 


er should have 


one or more 


heaters in stock. 


We will exhibit at the 
LOUISIANA PURCHASE EXPOSITION 


ST, LOUIS, 1904, 


MANUFACTURERS’ BUILDING 


and invite all readers of 
THE PLUMBERS’ TRADE JOURNAL 


to pay us a visit. We will gladly show you our 


RUUD INSTANTANEOUS 
AUTOMATIC WATER HEATER 


FOR ARTIFICIAL GAS. 


WE ARE HELPING YOU 


Humphrey Crescent Instantaneous 


teed 


1 BETTER 


SEND 
TO-DAY 


| FOR 


CATA- 
LOGUE 
AND PRICES 


Every 
Heater 
Guaran- 


Ruud Manufacturing Company 


302 Wood Street,. -:-:- 


PITTSBURG, PENNA. 


WESTERN SALES AGENCY, 1611 WASHINGTON AVE., ST. LOUIS 


HAS NO EQUAL 
HIGHEST EFFICIENCY 84 per cent. 


Think of it, 84 heat units utilized out 
of a possible 100, and then, too, with 
perfect combustion ri quiring 


NO VENT FLUE 
Minimizing expense of installing and 
operation. 


List Price, $2500 


Liberal Discounts, trade onty 


Mr. Plumber! get the Latest and Best. 


OPERATION OF RAPID HEATER 

In starting Heater, the gas enters chamber (No. 7) where it is properly mixed 
with air, the mixture passing through retort tubes (No. 8) into the burners, 
where it is ignited by the blaze at point of pilot light tube (No. 2). 

The water passes up through stand pipe (No. 10) to sprayer (No- I!) which 
sprays water up through perforated baffle plate (No. 14) and against solid baffle 
plate (No. 15). This thoroughly atomizes the water and forms a draft, producing 
sueh perfect combustion that the injurious gases are entirely consumed. The 
water returns down outside of jacket and is collected in truncated cone (No. 13) 
passing down centre cone (No. 12) to water spout, from which it instantly flows 
hot and ready for use. 


SEND FOR CATALOGUE AND DISCOUNTS 


RAPID HEATER CO., Limited, 


GRAND RAPIDS, MICH. 


WHY DO PEOPLE HAVE THE 


Monarch Automatic Tnstantancous 
Water Heater? 


It supplies them with hot water when it’s wanted. 
It only burns gas when water is being drawn. 

It gives an unlimited supply, 1 gallon or 1.000 gallons. 
It has no storage or any boiler to connect to. 

It heats water in less than a minute. 


Made for Hospitals, Hotels, Flat Build- 
ings, Fire and Police Departments, 
Residences or any place where hot 
water is required. 


Write us for information and get new catalogue: 


MONARCH WATER HEATER COMPANY, 
306 Wood Street, = PITTSBURG, PA. 


L.J. WALLACE, 356 Fourth Ave.,New York,N.Y. ROBT.B.CAVERLY. 504-506 10th St., Washington: 

D. T. CORTIS, 22 West St., Boston, Mass. C. A. PHILLIPS,1017 Grand Av.,Kansas City,Mo 

W. A. KRAMER, Builders’ Exchange, Phila.,Pa. C.L. WHITTEMORE, 1169 OliveSt., St.Louis, Mo 

JAS. H. LANDRETH, 285 Prospect St., Cleveland. EDWARD MAHL, 1206 Main St.,Hartford, Conn. 

G. A. BURKLEY, 318 Equitable Bld‘g, Louisville G.B. LARIMER, 1759Stout St., Denver, Colo. 

B.S. WILEY, 18 E. Van Buren St., Chicago, Ill. P. E. HEISEL, 409 Plum St., Cincinnati, Ohio. 
GEO. H. TAY CO., 49 First St., San Francisco, Cal. 
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A Review of the Recent Baltimore Fire 


SHOWING THE RUINS OF A NUMBER OF PLUMBING AND STEAM SUPPLY HOUSES 


as cemnci aaa ba nadie ca en ca el" Lon te hein coach orate cies x naediiaea che *O | 


ALTIMORE, phoenixlike, is 
rapidly rising from _ its 
ashes. The city has been 


filled with sight-seers, who 
have enjoyed the magnifi- 
cent spectacle of the ruins. 
While the fire itself did millions and 
millions of dollars worth of damage, still 
it is unquestioned that it will eventually 
prove to be of greatest good to the Mon- 


No. f. ‘An Enterprising Saloon Owner with a Bit 


of Sarcasm” 


umental City. Already the magnificent 
steel structures which were completely 
gutted are being refitted and prepared 
for quick occupancy. New buildings are 
being planned and before the year is 
ended the spot will hardly be recognized. 
Millions of dollars worth of contracts for 


No. 2. 


Well Known Supply Men Visiting the Ruins 


building, which will of course bring with. 


them corresponding joy to the hearts of 
contracting master plumbers, will be 
placed. 

On this and subjoining pages Tuer 
PLUMBERS’ TRADE JOURNAL is able in this 
edition to present to its readers many 
photographs which we have had especial- 
ly taken for us by representative mem- 
bers of our staff. The photographic work 
is a credit to Master Plumber Alex. W. 
Beam, of the city of Baltimore, and Fred. 
F. Howe, traveling representative of the 
Borden Company, of Warren. O, 


The illustrations will give our readers 
a slight idea of the havoc wrought by 
the flames. These pictures were taken 


See Pee 
568 2B H te Bee 
$F a2 893 ey 
ee 


No. 3. John McPhail, Jr., of The James Robertson 


Manufacturing Co 


within a day or two of the terrific fire 
and are therefore splendid views when it 
is taken into consideration that the work 
is not that of professional photographers 
but our staff representatives who take an 
interest in their work and submit much 
of it to THE PLU¥BERS’ TRADE JOURNAL for 
publication. 

Perhaps the most striking of the many 
freaks of the fire was, for a long while, 
to be noticed on Howard & W. Lombard 
streets, nearly opposite the point at 
which the fire originated. On this place 
for several days stood an old dilapidated 
frame building, which was long an eye- 
sore to the wholesale district, and which 
was occupied as a saloon. The fire 
touched it, went all round it, consumed 
and destroyed iron and stone structures 
and simply scorched and took off the 


No. 4 The Ruins of Several Large Supply Houses 


roof of this frame structure, leaving it 
standing, as will be seen in illustration 
No. 1. The enterprising owner of the sa- 
loon, with a little bit of fine sarcasm, 
and with perhaps a good idea of adver- 
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tising, nailed up in excellent view of all 
sight-seers in bold letters, the following, 
as will be seen from the illustration 


CC ed 


* 


ee 


“Tom Burke’s Fireproof Saloon, 
Still Doing Business 
With Monumental Beer.” 


* 


CC ee 


oe oe oe & 


The scene of the fire attracted a great 
many visitors. A more picturesque and 


Fleck Bros. Co., of Philadelphia, and B 
Regester, of Regester Sons Co., of Balt 
more. On the seat back can be observ 
the generous figure and genial featur, 
of another member of the Fleck Bro. 
Co., Mr. George Fleck. Our readers cg 
readily observe that when Philadelph’ 
jobbers go driving, they go in style, 
For our illustration No. 3 we haye a 
other picture taken by Mr. Howe, of a 
that is left of one of the well-known Ba 
timore supply houses. To those who ma 
:\ Be 


No. 5. The Corner of Baltimore and Hanover Streets the Morning After the¥Big Baltimore Fire 


wonderful sight has hardly ever been 
viewed, as there never has been a fire in 
this country that has devastated so much 
ground, covered by modern sky-scrapers, 
the noble ruins of these tall edifices -look- 
ing like sentinels guarding the dead. 
Mr. Howe, of the Borden Co., was able 
to flash his camera upon a party of sight- 
seers who visited the ruins, as will be 


not be acquainted with Mr. John M 
Phail, Jr., of the James Robertson Mf; 
Co., we introduce him herewith: On th 
morning of the fire he was in Savanna! 
Ga. A telegram handed him containe 
the following terse message: “Hntire] 
burned out. Come home.” It is needles 
to say that John did come home. 3 
caught the next train, and the sight th: 


No. 6. Some of the Ruins of the Baltimore Fire. How Fayette Street Appears Looking East 


seen by Fig. 2. He was lucky in catching 
the countenances of a few of the well- 
known manufacturers and dealers of our 
Philadelphia and Baltimore trade. On 
the front seat are seen Will Fleck, of the 


met his eyes, to say the least, was ¢ 
awe-inspiring one. Where the wé 
stocked plumbing supply house of u 
James Robertson Mfg. Co. had previou 
ly stood, all to be seen were twisted gir 
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Clean Sweep Philosophy 


“After all,” said an expert, “the many Traps 
offered are all good, but give me the Clean 
Sweep for an all around first class article for a 
lavatory fixture.’ The candid opinion of an 
unbiased mind. 

Truth stands on its merits, falsehood often 
makes more noise but lacks the right ring, and 
therefore is easily detected. Keep to the right, 
use good goods, and in the end every plumber 
and architect, consumer as well, will be bene- 
fitted. The use of Clean Sweep Fuller Work 
also shows a discriminating sense of approval that 
go hand in hand with good business judgment. 
They are the kin’ that make no noise. 

Traps are solc in England, Germany, Norway, 
Canada and United States. 


| 
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Ohe Best 
Ohe Largest 
Most Powerful 
Most Reliable 


unt or Hot Water Specialties 


PON THE MARKET. 


We arethe pioneersin COMBINATION HEATING. Our 


system is absolutely successful. 
WRITE FOR CATALOGUE. 


CHARLES SMITH CoMPANY, 
122 Lake Street, 2 CHICAGO. 


Detroit Sanitary Supply Co. 
Manufacturers 
, MICH. 


w Wilks we 2 ECONOMY IS WEALTH 2 
— USE — 


Hot Water Heater McGuire Adjustable 
AND Star Roof Flange 
Steel Storage Tanks 


Best in use. 


\ Ali Steel 
i : . ’ . A, | he No Coils. Approved 
<> MoGABE VENT FITTING Milbradt’s Rolling “i r= A by New 
C ames 7 Hie Shelf Ladders fs ‘ No Flues. HH York State 
j Aor aie > ; fists Hi! are made to fit all kinds of high “fs 1° No Cast Iron Master | 
Jobbers of Plumbers’ Supplies, Hee shelvings. and are guaranteed to be A fue old Sections. Plambert 
att §©sSatisfactory in ev! r Dd Ce ; | 
Pe ocociunce pe flor een and prices. deve ph | “peeiit WAN at 
PORTCHESTER, - New York JOHN CALANDER, Mel ed A set Albany 
é 146-148 E. 8th St., St. Paul, Mian aia AN Lenogo Yj on Feb 


catalogue Al 9 and 10. 


e j ° NS Pee a ey, ee 
“Questions and Answers Berean oe iiininets 7 rr yu" NOTHING EQUALS IT. RECENTLY RECONSTRUCTED 


iS 1 y ' IT IS NQW UP-TO-DATE. 
6TH EDITION NOW READY, ; a Z f ALL READY FOR PLUMBERS TQ CALK ON PIPE. 
Nearly Double the size of Previous Edition. New Illustra- > 


i ity Write for catalogue and discount 
tions. Much addition ef ormation. rice ost pai Ss. W 1LKS MFG. co 
itional Inf Ci Price, $1.00 postpaid. $3 M.L.McGUIRE, Manufacturer. 


R. M. STARBUCK & SON, - Hartford, Conn. 36th and Shields Ave. CHICAGO, ILL. Pate aoe rere 


She “PERFECTIO” Sanitary Basin Waste 


mete s*‘Perfectio” 
Waste is adapted for 
use with any Patent 
Overflow - Basin, and 
has been designed to 
take the place of the old 
style Chain and Stopper, 
which is not only un- 
sightly, but very un- 
sanitary. 


Ne de Ne 


THE WAYNE 
LAI HEATER 


Is the  , Also 
Heater WE — 
You i Natural 
Want He ; and 

For We: Artificial 
Gasoline! se. Gas. 


hes Perfectio™ .is 
simple in construction 
and can be adjusted to 
fit any size Slab and 
Basin. 

It is well made and 
extra heavy throughout; 
and is without doubt, 
the most sanitary waste 
on the market. 


Xe te Ne 


Success- 
fully 
Tried 


Easily 
Connected. 


and ae Easily 
§ Tested Sh seme Operated. 
Under Bie: 

Easily 
All 
Bought. 


Conditions. 


Showing Waste attached to Round or Oval Patent Overflow Basin 


MANUFACTURED BY 


‘THOMAS H. HUTCHINSON. 


For Sale by l THE KENNEY MFG. CO., 36 E. 22nd St., New York, THE JOHN SIMMONS CO., 110 Center St., New York, 
) 


ALBERS ROLF, 
JOHN A. MURRAY, 625 Sixth Avenue, New York. 


i 1026- 28 Broadway . FT. WAYNE. IND- 
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ers, stones and a “fireproof safe.” Mr. 
McPhail in the illustration stands among 
the ruins leaning on a corner of this 
large “fireproof” safe. We have an idea 


that it will take an exceptionally smart 
salesman to sell Mr. McPhail another 
He says he does not 


“fireproof” safe. 


fire on the wholesale steam fitting trade 
of that city is nowhere more marked 
than on Light street. Here, within one 
short block, as will be noticed by refer- 
ring to our fourth illustration, a vast 
pile of broken bricks and twisted iron 
marks all that remains of the Fairbanks 


No. 7 Smouldering Ruins on Baltimore and Hanover Streets After the Baltimore Fire 


mind the loss of the money so much, al- 
though of course that is an item, as the 
fact that his private note book, the re- 
sult of years of earnest efforts and com- 
Pilations perished in the so-called ‘“‘fire- 
proof” safe. 

In speaking of the James Robertson 
Mfg. Co. it might be of interest to note 
that with characteristic energy they at 
once sought another place to do business, 
notwithstanding that they were com- 
pletely wiped out. The Henry McShane 
Mfg. Co., through its receiver, Mr. C. W. 
Dickerson, kindly offered them part of 


Co., J. D. Mallory, the Cary Co., and the 
Thomas C. Basshor Co., firms that were 
well known and catered to an immense 
steam and hot water contingency in and 
about Baltimore. 

We can always say “Heaven bless the 
man who smiles in adversity.” Such a 
man is Mr. C. W. Protzman, secretary of 
the Thomas C. Basshor Co., who, even 
when nothing was left of their plant but 
a smouldering heap, still wore his same 
sunny smile, and, with words of encour- 
agement, began figuring out plans and 
preparations for his concern’s welfare in 


No. 8. Looking Southwest on North and Fayette Streets, Showing Some of the Ruins of the Fire 


the McShane plant, and the Robertson 
Co. located therein, and have been doing 
a rushing business ever since. * We are 
not posted yet as to whether they will 
rebuild or locate on property near the 
scene of the fire. 

The paralyzing effect of this Baltimore 


the future. It was hard to wear a smile 
during that Baltimore conflagration, even 
though many were purchased at corner 
stores. Those smiles, however, could not 
stop the rapid work of the flames, and in 
very few instances helped anyone to 
bear his burdens with lighter heart. Sec- 
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retary Protzman neither smokes, chews, 
drinks, or swears. It is a question if 
these are not greater accomplishments 


REVIEW 


The smouldering ruins on Baltimo 
street, between Hanover and Calye 
streets, are photographed in our jlly 


No. 9- Showing The Hurst Building Marked with Cross Where the Baltimore Fire Started 


than speaking German, French and Irish, 
and being able to play the Jew’s harp. 

Illustration No. 5 is of a portion of the 
district where the fire was hottest and 
where the general ruins show the de- 
structive and thorough work of the fire 
fiend. The iron work of many of the 
buildings is seen standing erect, although 
twisted out of shape in most every in- 
stance. This picture is taken of the cor- 
ner of Baltimore and Hanover streets. 
Some of the buildings seen in this illus- 
tration may not have to be torn down, 
but built around and inside of. 

In our Fig. 6 we see Fayette street 
looking east, the morning after the fire. 
In the distance the dome of the city hall 
is noticed, while in the background quite 
a number of sky-scrapers are shown that 
have been completely cleaned out, but 


tration No. 7, while illustration eight i, 
an excellent picture of the havoc don: 
by the flames on North and Fayett 
streets, looking southwest. This is : 
gruesome spectacle indeed. Imagine go 
ing to business any morning and findin; 
one’s building in such a condition, 

Perhaps no more interesting illustra 
tion can Tue PLumpers’ Trap Journal 
present than illustration No. 9, taken bj 
Master Plumber Alex. W. Beam, who, bj 
the way, has submitted to us this and thi 
following illustrations. This pictur 
shows all that is left of the Hurst build 
ing, which is marked by a cross, bein; 
the spot where the fire started. It i: 
hard to believe how, in this one littl 
spot, began such a tremendous confla 
eration. 

We have in illustration No. 10 a view 


.No. 10. The Military Patrolling on Baltimore and Liberty Streets the Day After the Big Fire 


the shells of which are perfect and can 
still be used when reconstructed. 


of Baltimore and Liberty streets, look- 
ing northeast, The military can be seen 
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SPECIAL NOTICES. 


RATES FOR SPECIAL NOTICES. 
Special notices, such as “wants,” “for 
sale,” etc., are inserted at the rate of 50 
cents per issue for regular subscribers. To 
non-subscribers the rate is $1.00 per inser- 
tion, to not exceed five lines. Cash must 
accompany order. 


ANTEDTINSMITH—AN ALL AROUND WORK- 
man for city work. Man who understands 
heating and plumbing; steady position for the right 
man. Address “‘R. B.,’ care of The Plumbers’ Trade 
Journal. 


ANTED—FIRST CLASS PILLUMBERS, WAGES 
$6.00, eight hours; state age and experience. 
Address Forbes & Go., 230 8. Main St., Butte, Mont. 


FOR SALE — Several HAND 

KEY GRINDING MACHINES 
and a magnetic Separator; in 
first-class order and cheap. 
Address H. Mueller Mfg. Co., 
Decatur, IIf. 


ANTED-—STEAM AND HOT WATER FITTER 

who has some knowledge of plumbing, for per- 

manent position in small town in Illinois. Address 
“P.M. M.,” Schiller Building, Chicago, Ill. 


FoR SALE CHEAP—Patterns 
for a full set of DURHAM 
HOUSE DRAINAGE FITTINGS 
—Ells, Tees, T.Y’s, etc. If in- 
terested, will send full informa- 
tion and price. Address‘‘J.S.”’ 
care of The Plumbers’ Trade 
Journal. 61 Beekman St. 


| CAN SELL YOUR PLUMBING BUSINESS, NC | 


matter where it is or what it is worth. Send de- 
scription, state on i ta and learn how. W. M. Os. 
trander, 847 No American Building, Philadelphia 


WHERE IS H.K.POWELL? ANYONE KNOWING 

the whereabouts of H. K. Powell will confer a 
favor by communicating all information concerning 
him to Mrs, H. K. Powell, Barboursyville, Ky. 


LUMBERS’ WOODWORK— 
Wanted by one: of the best- 
known selling agents in the East, the 
agency for a good line of plumbers’ 
woodwork—to sell to jobbers only 
on a commission basis. Address 
“J.D.R.,” care of The Plumbers’ 


Trade Journal. 


eo = eee 
Foz SALE—PLUMBING AND STEAM HEATING 
business, in city of 30,000 population, growing 
very rapidly; business will run about $25,000 per 
year. ; tock will invoice about $3,500. Address 
O. T.,” care of The Plumbers’ Trade Journal. 


ee 
| pea SaLE—A PLUMBING BUSINESS IN SAN 

_ Mateo, Col.; one of the finest shops in the State. 
doing a plumbing and tinning business. Reason for 
selling is that the business has grown too large for 
one man torun. Address “C.J. M.,” care of The 
Plumbers’ Trade Journal, 61 Beekman Street, N. Y, 
aS a ae eee ee 


OR SALE—PLUMBING AND TIN BUSINESS IN 

alive town of 2,000; only shop in town; stock 

and tools $1500 cash. Address “P.O. Box 168,” Ox- 
ford, Ohio. 


GOBER, INDUSTRIOUS YOUNG MAN DESIRES 

to learn plumbing trade; have had some exper- 
ience. and not afraid of work. Would accept with 
view to becoming interested in business. No objec- 
tion to learning Steam-fitting also; references. ‘Ad- 


dress “Apprentice,” care of W. J. Steele, General 
eblo, * ‘olo. 


Delivery, 


Good Mfg. Co., 


TT ELARALEAMELAAELLLARLATELALAL LAL ReaLeRLLGEAL ETL EL 


88-92 Lincoln Ave. 
[ ALL GOODS GUARANTEED. 


ANTED—IN A WESTERN TOWN OF 50,000 IN- 

habitants, 3 first class non-union plumbers in a 

union town. Address ‘P.,” care of The Plumbers’ 
Trade Journal, 61 Beekman St., New York. 


OSITION WANTED IN NEW YORK OR BROOK- 
lyn by salesman of plumbers’ supplies; well 
aequainted with the plumbing and steam trade in 
Brooklyn; first class reference. Address ‘E. B. C.,” 
care of The Plumbers’ Trade Journal. 


Journal! 
Copies 
Wanted 


E will purchase copies 
of THE PLUMBERS’ 
TRADE JOURNAL in good 
condition to a limited num- 
ber, paying 
ONE DOLLAR APIECE 
— FOR-— 


NOVEMBER 15TH, 1899 
JANUARY 1ST 1895 


These copies must be sent 
carefully done up, with the 
sender’s name and address 


marked thereon to 


The pifnnihers: 
Trade Journal 


61 Beekman St., NEW YORK. 


ANTED—SALESMEN TO SELL GASOLINE 
Vapor Lighting Systems, Lamps, and line of 
popular priced Gas, Electric and Combination Fix- 
tures. Good side line. Address National Stamping 
and Electric Works, Chicago, Il. 


OURNEYMAN PLUMRER HAVING TWENTY 
years’ experience in the largest firms in New 
York City, desires to obtain a position as foreman 
in an out of town shop doing a large business; can 
furnish first-class reference from many of the lead- 
ing shops in New York. Address ‘‘X. Z.‘” care of 
The Plumbers’ Trade Journal, 61 Beekman Street, 
New York City. 


ITUATION WANTED BY YOUNG MAN 20 


years old at plumbing; two years’ experience; 
good lead and iron worker; no objection to go out of 
town. Address Conrad Zim, care of Paul Fritz, No. 
334 E. 105th St., New York City. 


OR A LIMITED NUMBER OF 
the September 1st, 1903 edition of 
THE PLUMBERS’ TRADE JOUR- 
NAL, we will pay 25 cts. apiece. We 
want one dozen copies of the Central 
Edition of THE PLUMBERS’ 
TRADE JOURNAL. Each copy 
sent must be in perfect condition, and 
have the writer’s name and address 
attached tothe wrapper, which must 
securely protect it from harm 
mailing. Should we receive more 
than the number we require, will re- 
turn the copies without expense to 
those who may send them. Address 
M. A. Rocks, P.O. Box 715, New 
York City. | 


in 


| SHIRLEY RADIATOR&: FOUNDRY CO| 
- INDIANAPOLIS, IND. . 


When so much depends up= 
on a Fire Pot you cannot 
afford to experiment. Buya 
No.1. You will find it No.1 
im every way. While it is 
true that it costs more than 
some kinds, think of the many 
advantages it possesses that 
are not found in other makes, 
which enable you to do more 
and better work. Do not 
overlook the fact that it will 
$6.00 Net. save half the fuel. You can- 

not afford to use other makes. 
Our catalog is free; it tells all about Fire Pots and 
Torches. Ask your jobber fora No.1, Your money 
back if you are not vleased. 


Clayton @ Lambert Mfg. Co., 
Detroit. Mich., U.S.A. 


One Naturo 
Closet Bowl 
Should be in the showroom 
of every Progressive Plumber 
in the United States and 
Canada. 


IS IT IN YOURS? 


/f not, write for PROPO- 
SITION, which will putit there 


C,H.MUCHENHIRN 


LEAD BURNING Subscribers 


ALL ITS BRANCHES 


Will teach by mail practical 


LEAD BURNING 


as itis done, can be done, or ever has 
been done, 


Will take charge of any LEAD BURN- 
ING work, overseeing the proper me- 
chanical construction, at reasonable 
rates. Am considered the authority in 
the United States and Canada on the 
subject. Have worked at it for twenty 
years. Will give instructions at moder- 
ate rates, and invite correspondence 
from any part of the country. 


RICHARD A. LEGARDE, 


1509 N.10th St., PHILADELPHIA, PA. 


RAVELING SALESMAN—YOUNG MAN WITH 
10 years’ road experience selling plumbing and 
steam goods, wants to represent a good house trav- 
eling in South or Central West, Address ‘‘Sales- 
man.” care of The Plumbers’ Trade Tonrnal 


DING Ret 


‘‘Good’”’ Pipe Benders 


Can be readily withdrawn from Pipe. 


SALEM, N. J. 


Will Please Mention 
This Journal when 
Writing to Advertisers 


Every one guaranteed: 


Wi Eh A \ 
’ 


CLEANING 


waether given frequently by the care 
ful housemaid or strenuously by the 
zealous janitor, does not destroy the 
original brightness of 


BENEDICT-NISKEL 
Seamless Tubing. 


It is ‘white metal clear through,”’ 
and there is no plated surface that 
can be worn away by rubbing. 


All products, including Seams 
less Brass and Copper Tubing 
are described in our 

‘“*Table Book,’ 


BENEDICT & BURNHAM MFG. Co. 
WATERBURY, CONN. 


NEW YORK, 253 Broapway. 
BOSTON, 172 HicH St. 


**Good”’ Stove Drills—for drilling holes in 
all kinds of iron, marble, enameled bath tubs and sinks, etc, 
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In this photograph patroling the ruins. 
Commentary of the disaster was the fact 
that human buzzards were quick to take 
advantage and steal whatever of value 


when the high wind veered to another 


quarter. 


It is related how Chas. Mertz, of the . 
Henry Mertz Co., 120 West Pratt street, 


No. 11. 


they could lay their hands on. Prompt 
and energetic work by police and mili- 
tary from Philadelphia, Wilmington, and 
Baltimore, put a quick stop to their ne- 
farious depredations. 

In illustration 11 we have a glimpse of 
the Law Building on St. Paul and Lex- 
ington streets, the day following the fire. 
This was considered one of the hand- 
somest, most modern and fireproof of 
Baltimore’s down town office structures. 
It was the center of the blaze and pre- 
sented no great resistance. Illustration 
No. 12 is a photograph taken by Mr. 
Beam of the city hall the day following 
the fire. It is interesting for the reason 
that it shows the rush of the unemployed 
who sought work in the clearing away of 
the ruins. 

The shifting winds that accompanied 
the great conflagration were the cause 


Law Building After the Baltimore Fire—What Was Formerly a Magnificent Structure 


scoffed at his neighbors who were remov- 
ing their books to the offices of the Carey 
Machine Co.,; in less than two hours the 
Carey Machine Co. was a pile of ruins 
and said Charlie had “impressed” a de- 
crepid old mule, and was seen making 
for the city limits with the cash box un- 
der one arm, and his ledger under the 
other. 

H. C. Bowman, one of the prominent 
master plumbers of Baltimore, at 328 
North Howard street, is located pretty 
well away from the burned district, nev- 
ertheless, like a prudent man, he made 
some preparations to move his most val- 
uable equipment, should the fire reach 
his neighborhood. When the representa- 
tive of THr PLumBeErRs’ TRADE JOURNAL 
called at Mr. B.’s offices, some of his 
hastily gathered valuables were in evi- 
dence, prominent among them being the 


No. 12 The Unemployed Seeking Work at the City Hall to Clear Away ‘the Debris 


of much uncertainty and anxiety among 
the business men of the stricken city. 
Buildings apparently safe while the 
wind held in one direction, were doomed 


files of THE PLUMBERS’ TRADE JOURNAL 
dating back for many years. 

Cast iron steam fitting at % cent a 
pound are cheap, at least so thought one 
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of the Baltimore trade who bought sever- 
al wagon loads recovered from the fire. 
However, when he found 2-inch fittings 
so badly warped that a 14-inch pipe 


REVIEW 


) 
| 


would not enter them he found he ha 
gone into the “Ragman’s” business, many 
there are a good many of them in 

Same business in Baltimore at resent, 


El Vimremnrtemarerctel frarecrnrarintcelfrserometitrefst 


Milwaukee Plumbing News and Gossip. 


ILWAUKEE building contrac- 

tors of every class have 

joined in the formation of a 

Builders’ League, the organ- 

ization of which has recently 

been perfected. The association is under 

the management of the following officers: 

President—Fernando W. Pripps, repre- 
senting the plumbers. 

Vice-President—John Bonnett, 

senting the cut stone contractors. 

Secretary-Treasurer—Samuel H. Brown, 

repres~nting the painters. 


repre- 


The league proposes to work toward 
the betterment of all trade conditions, 
both as regard the relations with labor 
and with the wholesalers and jobbers. 
While the association contemplates no 
belligerent action, it is proposed to bring 
all the building contractors closer to- 


heaviest that Milwaukee has ever exper 
enced. 


We take pleasure in presenting wit] 
this issue a photograph of the plumbin; 
shop of Frank L. Greibel, the well-know; 
Milwaukee master plumber at 907 Kinnic 
kinnick avenue. The picture shows an in 
terior view of his excellently equippe 
and spacious plumbing shop, and showy; 
the owner, Mr. Greibel, in a characteristi: 
attitude, with one of his workmen in th 
background. To the left of the picture 
may be noticed a portion of a bath room 
which has doubtless been fitted up witr 
a view of showing his customers the most 
modern plumbing appliances on the mar. 
ket. Mr. Greibel has been engaged in 
the plumbing business in Milwaukee for 
a number of years and is one of the most 


Photograph of the Interior of the Spacious Plumbing Shop of Frank L. Greibel of Milwaukee, Wis. 


gether so that any trouble that may arise, 
no matter of what nature, may be the 
more readily disposed of and may be 
settled as peaceably as possible. 

Among the trades included in the league 
are carpenters, plumbers, steam fitters, 
sheet metal workers, masons, stone work- 
ers, structural iron contractors, plaster- 
ers, electrical engineers, lathers, painters 
and decorators, roofers and marble 
workers. 


According to the contractors an excep- 
tionally busy season is expected this year. 
Architects have been busy since the middle 
of winter preparing plans for buildings 
of every description upon which work is 
to be commenced early in the spring. 
Even with the frost in the ground the 
building activity has already commenced 
and all classes of contractors have plenty 
of work. 

Plans that are now in preparation in- 
clude everything from $5,000 residences 
to $500,000 factory buildings. Both the 
architects and contractors predict that 
the coming season will be one of the 


respected and successful members of the 
craft in the Cream City. 


The recent revision of the city water 
department rules will necessitate a 
change in the class of material that is 
being used. Soil pipe must hereafter be 
extra heavy instead of standard, The 
change is attributed largely to the effects 
of the exceptionally cold weather that 
has been experienced here during the win- 
ter. In the lower Third Ward of this 
city several of the main sewers were 
frozen up during the cold spell, an occur- 
rence that hag never been noted before in 
this city. 


Skarrit V. Hanley, president of the 
Wisconsin State Plumbers’ Association, 
is an Irishman by birth and inherits all 
the characteristics of his race—quickness 
of action, perseverance and readiness of 
response at all times, He has been at 
the head of the Wisconsin association 
since January. 

Mr. Hanley left Galway, Ireland, in 
1873, coming to New York. According 

(Continued on Page 854) 
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OHIO PLUMBING NEWS AND GOSSIP @ 


EDITED BY CHESTER M. HARRIS, CLEVELAND, O. 


HE Master Plumbers’ Association 
of Cleveland has selected its ap- 
prenticeship committee to serve 
with three members from the 

‘ourneymen Plumbers’ Association to 
ave jurisdiction over the apprentices of 
Jeveland. The members from _ the 
faster Plumbers’ Association are as fol- 
ows: H. Ward, Daykin, chairman; J. J. 
‘omerford, and August Caleb. 


The following announcement was re- 
‘ently sent out and is of interest to 
he plumbing trade: “From and after 
his date (February 29, 1904) the cor- 
joration heretofore known as the Bur- 
-ows-Bosworth Hardware Company will 
ye operated under the name of the Bos- 
yorth Hardware Company, and in all re- 
pects except in name only, its business 
will be conducted as heretofore. The 
Bosworth Hardware Company, 1271-1273 
Buclid avenue, Cleveland.” This com- 
pany recently closed the contract for 
che plumbing in the ‘“Automobilium” 
building, which is to be erected on Eu- 
lid avenue opposite their place of busi- 
ness. 


The Cleveland Public Bath House, on 
Orange street, is about completed and 
will soon be opened to the public. The 
plumbing work, including baths and 
showers, was installed by the A. Lehman 
Plumbing Company. The heating was 
done by the S. W. Burrows Company. 
The Ruud heater was installed, « 600 gal- 
lon boiler being used. 


The Kraus-Kirn Company, of Akron, is 
very busy with a large amount of work. 
The German-American Club House, which 
is being erected in Akron, is up to the 
roof. The contract for this plumbing is 
held by the Kraus-Kirn Company. 


A job which will interest the Akron 
plumbers is the new water works which 
is being constructed at Barberton, Ohio. 
The plumbing and power plant for this 
building will soon be up for figuring. 


Damas Desnoyers, 2564 Superior street, 
Cleveland, has been awarded the contract 
by the Board of Education for the plumb- 
ing, gas fitting and sewer work for the 
new Halle street school building for $2,- 
214. Bartlett Bros., 178 Huron street, 
have been awarded the contract for the 
heating and ventilating in this building 
for $4,593. The Paul system will be in- 
stalled with thermograph regulators. 


T. J. Smith, plumber, 905 Willson ave- 
nue, is installing the plumbing and do- 
ing the gas fitting and sewer work for 
the Board of Education at the Manual 
Training School, which is being erected 
at Lincoln High School. He also has 
been awarded the contract for the plumb- 
ing, gas fitting and sewer work at the 
Hodge school for $2,995. 

Everybody knows W. J. Schoenberger, 
the genial, energetic young traveling rep- 
resentative of the United Brass Mfg. Co. 
Mr. Schoenberger is now a happy, bene- 
dict, having married on the 8th of last 


month Miss Dodge A. Davidson, of Den- 
ver, Col. Mr. and Mrs. Schoenberger 
will be at home in Cleveland at 569 Sco- 
vil avenue after April 1. 


The S. W. Burrows Company, Cleve 
land, whose shop and store room is lo- 
cated on Buclid avenue near Willson 
avenue crossing, has recently executed 
several fine contracts. They have just 
completed the plumbing in the handsome 
new residence on Mayfield road, corner 
of Taylor road, for Dr. Millikin, and 
fitted up the new bath room in the resi- 
dence for S. K. Dickerson on Russell ave- 
nue. They have just been awarded the 
contract for considerable plumbing work 
at the works of the National Electric 
Lamp Company, on Mason and Belden 
streets. The S. W. Burrows Company 
take special pleasure in installing hot 
water heating systems in fine residences 
and have a number of good contracts of 
this character. The residence of E. W. 
Moore, at 2515 Euclid avenue, has been 
equipped with “Haxtun” boiler and hot 
water system, 2,600 feet of radiation 
being used in the house and barn. The 


Peter Nolan is doing the plumbing in 
the new church of St. Thomas Aquinas 
on Superior street, corner of Ansel ave- 
nue. He also has the contract for the 


- plumbing at the new church on Central 


avenue for the congregation of St. An- 
thony of Padua. 


eV metry 
g Plumbing News From 
Colorado and 
Adjacent Territorities 


Ptr 2p mmf 


By Greorce W. SUMMERS. 


AMONT & iMcIVER,¥ of ,' Denver, 

[ie secured the plumbing contract 

on the new five-story addition 

to St. Joseph’s Hospital, which is one of 

the most prominent institutions of its 
kind in the city. 


The Morgan Heating & Plumbing Co., 
of Pueblo, Colo., secured the contract for 
heating and plumbing the new court house 
to be erected for the county of Huerfano, 
at Walsenburg, Colo. 


J. Johnson, of La Junta, Colo., reports 
business the best he has enjoyed for sev- 
eral years at this season. Quite a num- 
ber of modern dwellings are under con- 
struction in that enterprising little city. 


The Showroom of the Francis Plumbing & Supply Co Pioneer Plumbers of Pueblo, Colorado. 


residence of W. A. Price on Euclid ave- 
nue, near East Madison avenue; W. D. 
B. Alexander’s residence on WBuclid 
Heights, and H. A. Sherwin’s residence 
at Kirtland, Ohio, were equipped in like 
manner, using 2,000 feet of radiation in 
the first and 2,400 in the two latter. 


Although the weather continues cold 
and little work can be started until there 
is a more decided break in the weather, 
there has been considerable figuring in 
the architects’ offices and the contractors 
have announced a number of new jobs. 
The prospects for this season are as yet 
very doubtful. 


The Strever Plumbing and Heating 
Company, 405 Prospect street, is instal- 
ling new urinals for the Board of Edu- 
cation at South Case School. The contract 
is for first class goods and amounts to $1,320. 


Ellis & Hood, the reliable and well- 
known firm of Canon City, Colo., secured 
the contract for plumbing and° heating, 
and also for the water works system, for 
the new building on the Fremont County 
Poor Farm. This is another instance 
where a Colorado county proposes to care 
for its charges in a house having modern 
conveniences. 


J. D. Potter, of Greeley, Colo., recent- 
ly secured the contract for heating and 
plumbing the new Albion Hotel in above 
city, Mr. Potter is not only a prosper- 
ous, but a popular plumber. 


It is reported that R. Sherer & Co., 
of Los Angeles, Cal., have been awarded 
the contract for the construction of the 
power canal for the irrigation works at 
Globe, Ariz. The contract for the tunnels 
made necessary by this enterprise was 
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let to John Tuttle, of San Francisco. 


The people of Durango, Colo., want a 
sewer system and the matter is being agi- 
tated by property owners and business 
men. It is proposed that the city council 
submit the proposition of the construc: 
tion of a sewage system to the voters of 
the city. 


{mprovement is the order of the day in 
Trinidad, Colo. A new electric street car 
line is under construction. She has a 
new Carnegie library and a new city hall 
has been resolved upon. 


M. P. Keefe, Cheyenne, Wyo., proved to 
be the lowest bidder on the government 
sewer contract for connecting the Fort 
Russell sewage system with that of the 
city of Cheyenne. The contract calls for 
16,600 feet of 8-inch and 1,320 feet of 6- 
inch pipe and the contract price is stated 
at $12,000. 


St. John & Barnes, prominent plumbers 
of Colorado Springs, are now engaged on 
the new Accacia Hotel of their city, 
roughing in for the fixtures. This is a 
job worth while and it is said about two 
hundred fine fixtures will be used in the 
building. 


Wm. Scheier, of Pueblo, Colo., was the 
lowest bidder on the plumbing and heat- 
ing jobs for the Arcade Hotel annex of 
his city. 


Cc. J. Reilly, a well-known heating con- 
tractor of Denver, has secured the con- 
tract for heating the new addition to St. 
Joseph’s Hospital, in the above named 
city. 


Green & Reeve, of Salt Lake City, have 
secured a large plumbing contract on the 
new Grove Latter Day Saints’ Hospital, 
of their city. High-grade fixtures will be 
used and the job will be up-to-date in 
every particular. 


The Morgan Heating & Plumbing Co., 
of Pueblo, are making fine progress with 
their work on the four new buildings for 
the State Insane Asylum located in their 
city. 


Spring conditions still prevail in Den- 
ver and vicinity. Plowing, planting and 
cultivating have been under way for near 
a month. The season is far in adance 
of what is usually experienced in this sec- 
tion. 


Great improvements will be made in 
the arid regions of the West this season, 
in the way of providing storage for water 
for irrigation purposes. Several private 
enterprises are under way which will 
lead to the expenditure of large sums of 
money. The general government is also 
preparing for great undertakings in the 
way of water storage on public lands for 
the purnose of affording irrigation facili- 
ties to actual settlers. 


Mr. Francis, of the Francis Plumbing 
& Sunvly Co.. of Pueblo. is the pioneer 
nlumher of that city. having located there 
in 1875. 


J. 1D. Potter, the leading plumber of 
Greelev. Colo.. recently completed the 
niumbing work on the new residence for 
the nresident of the State Ndarmal School, 
which is located near Greeley. 
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OBITUARY ¢ 
eat serevimenorencierest 


J. HE. Strickler, a prominent master 
plumber of Columbus, Ohio, died at his 
late residence, 427 Hamilton avenue, in 
March, at the age of seventy years 
after an illness of almost two years with 
pernicious enemia. For the past fifteen 
years Mr. Strickler has conducted a 
plumbing establishment at 194 East Long 
street, Columbus, and was well known. 
His wife and six children survive. 


JAMES COTTER 


James Cotter, one of the prominent 
master plumbers of Kansas City, Mo., 
died at his home 3001 McGee street, from 
a stroke of apoplexy. Mr. Cotter had been 
engaged in the plumbing business for a 
number of years at Twelfth and Harrison 
streets. 

The deceased was born in Ireland in 
1842. In 1847 he came with his family 
to this country and located in Oswego, 
N. Y. He lived in Oswego until 1880, 
when he came to Kansas City and engaged 
in the plumbing business. With the 
growth of the city Mr. Cotter built up 
an extensive business and he had of late 
been identified with many of the city’s 
largest contracts, and had charge of the 
building of the flow water line of the city 
water works. He is survived by a widow 
and six children. 


GEORGE LESSER 


George Lesser, who for many years 
was employed in the bookkeeping depart- 
ment of the John Simmons Co., 110 Centre 
street, New York, died at his home in 
Brooklyn at the age of thirty-nine, 


Mr. Lesser was a faithful and trusted ‘em- 
ployee of this company and was very pop- 
ular with his associates. A committee 
of his late fellow employees, on behalf of 
the firm, composed of Messrs. Eckoff, 
Van Orff, Shopp and Fitzgerald, attended 
the funeral. 


ERNEST L. WYCHOFF 
Ernest L. Wychoff, president of the A. 
Wychoff & Son Company, of Elmira, N. 
Y., died on March 3d in that city. He 
was well known in the manufacturing 
field and his death will be keenly felt by 
a large circle of admiring friends. 


JOSHUA J. REGESTER. 

We regret to announce the death of 
Joshua J. Regester, of Joshua J. Reges- 
ter’s Sons Company, manufacturers of 
plumbers’ supplies at Baltimore, Md., 
which occurred on March ist at his resi- 
dence, 1049 North Carolina street. The 
deceased was well known and popular, 
among the business men of Baltimore. 
The funeral service, which was largely at- 
tended, was held at his residence. The 
interment was in Greenmount Cemetery. 


ALEXANDER BRYANT 


The accompanying picture is an excel- 
lent likeness of Mr. Alexander Bryant, 
whose death occurred March 19. — 

He was one of the leading and promin- 
ent master plumbers in Greater New 
York, with offices at 5021-5023 Metro- 
politan Life Insurance Building, corner 
Madison avenue and 23d street. 

His death came as a surprise to his 
many friends, as he was apparently in 
good health at the time. About February 
15 he went to Palm Beach, Fla., and after 
a vacation of two weeks’ duration he 
returned to resume his duties at his office. 

Although but 43 years of age, his ex- 
perience in the plumbing line had been 
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very extensive, and during his business 
career he had done some of the most im- 
portant plumbing work in Greater New 
York. As a competitor he was fair and 
honorable, never resorting to unfair 
methods in order to obtain business, and 
was respected by all with whom he dealt. 

He was always a leading factor in as- 


sociation matters, taking an active part 
in all important questions and ever ready 
to assist a brothér member of his craft. 
He was a high degree Mason, a member 
of the New York Athletic Club and also 
of the Reform Club. 

At the time of his decease he had a 
number of important contracts on hand, 
among which were the Metropolitan Life 
Insurance Building, Fourth avenue and 
23d street; Hotel Astor, Broadway and 
44th street; Stewart Duncan’s residence, 
8 East 75th street, and Geo. C. Boldt’s 
residence at Heart Island, Alexander 
Bay. Until the estate is settled, the busi- 
ness will be continued by Mr. Bryant’s 
manager, John B. Ackerson. 

The funeral was held from his late 
residence, Graham Court, corner 116th 
street and Seventh avenue, Manhattan, 
the burial being at Woodlawn Cemetery, 
INGnYS 


GRAND 


PATENTED AUGUST, 1901. 


THE ELLIS COMPANY, 


FERGUSON SUPPLY GOMPAMY, Lid, 


Ferguson-Marcellus Co., Ltd. 


Allis Automatic Cellar Drainer 


OPERATED BY STEAM OR WATER PRESSURE, 


216 West 23d St., New York Cit 


REVIEW 


READ VS. MCCULLAGH 47 


NEW YORK CITY . 


On March 10, at the Monarch Bowling 
Alleys, the H. P. Read Lead Works’ team 
rolled their second game with the James 
McCullagh team. The score for the first 
contest was James McCullagh 786, H, p, 
Read 639. In the next the H. P. Reaq 
scored 750 to.697 by the McCullagh team, 
In the last the McCullagh team scoreq 
714 against 750 for the H. P. Read team, 


Ot 
NOTES 


The Smith & Thayer Company, of 236 
Congress street, Boston, Mass., announce 
that S. K, Pittman, recently assistant 
treasurer of the American Radiator Com- 
pany, has associated himself with them as 
president. This company will endeayor 
to uphold the augment and present repu- 
tation of the “Winchester heaters,” by as- 
sortment and quality and through prompt 
service. 


W. A. McKenney, of McKenney & 
Waterbury, is enjoying himself at Port 
Antonio, Jamaica, HEH. H. Fox, the genial 
manager of the western office of the 
Phoenix Glass Co., says that he will put 
it all over W. A. for the tantalizing letters 
sent him wherein Mr. McKenney states 
that when not enjoying his usual dips in 
the cool waters of the bay he invests his 
anointed person in a suite of white duck 
and hies himself to the delicious shade of 
a bamboo tree where, stretched out in his 
luxuriant hammock, a beautiful ebony- 
hued servant fans him into the arms of 
Morpheus, : ; 


It not only gives a high, glowing,dur- 


able polish to all metals, but the 


Bar Keepers Frieud) 
I ove) ale on! It benefits all ( 


ists and dealers. Pp 
Williem Hoffman, 295 E. Washington St. 


| Manufacturers of ; 
High Grade Closet 
Combinations _ 


(Prices on Application) 


SUCCESSORS TO ie 


RAPIDS, = : . MICH. 


Manufacturers and Jobbers of Hign Grade 
Plumbing and Heating Supplies. — 


4 PSS machines are superior to all = | 
other Drainers on the market 
owing to their simplicity of construc- 
tion, capacity, and ability to perform 
the duty required, Do not require 
Strainers; have an indirect action per- 
mitting the Drainer always to be on at 
full pressure or entirely closed; can be 
adjusted to any desired point. Prices 
on application. 2 


FOR SALE BY 


y 
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We are Sole Manufacturers 
and Selling Agents of the 
“H. S. Renton” FLOOR FLANGE 
and ASBESTO-GRAPHITE GAS- 
KET. (Patented.) Solid, Sub- 
stantial. Sanitary. Approved 


Shove it over 
Closet Spud 


by the Building Departments 
of New York City and Brook 
lyn. 


Fits any Closet 


F. N. Du Bois @ Co., 


Plumbers’ Supplies, 


243-245 Ninth Ave., Cor. 25thSt. NEW YORK 


ACME No. 15 The Improved 
Nie TAT ae tey and Shelf | nougias-Acme 


and Flush In- 
Stantaneous 
Water Heaters 


equipped with appliances 
possessed by no other 
heaters. 


1A SAFETY GAS LOCK 
that prevents explosions. 


A DETACHED and AC- 
CESSIBLE GAS 
BURNER 
that can be easily ad- 
justed. Suitable for any 
gas pressure or process 
of make, thereby obtain. 
ing the proper combus- 
tion which predeminates 
in heating water instantly 
and utilizes all the heat 
units. Creates no carbon 
or.soot. 

This is a recognized 
strong feature and ap- 
preciated universally, 


Write for Catalog 
Heats 3 to 31¢ gals. per minute to a temperature of 100 Deg. and Discount. 


Pioneer Makers of INSTANTANEOUS WATER HEATERS, and the 
most complete line in the world. 18 STYLES. 


The Instantaneous Water Heating Co. . 
1S3*159 S$. Jefferson Street . s e CHICAGO. 


“MODERN BATHROOMS” 


Is the title of our beautifully illustrated 68 page book published in the interest of [ 
those about to build a new or remodel their present bathroom equipments. For 
more than two years it has been extensively advertised in all leading magazines, 
and over a quarter million copies have been distributed. 


If you will send us the names and addresses of persons intending to have new 
plumbing installed, we will mail them copies of ‘‘“Modern Bathrooms” with your 
compliments. This plan will advertise your business without expense to you. 


Every piece of **‘Standard’’ Ware bears our **Green and Gold’? guar- 
antee /abe/ and has our trade mark *‘Standardq@’? cast on the exterior. No others 
are genuine or will give the same satisfaction to your customers or yourself. 


Standard Sanitary Mfg. Co. 
Pittsburg, U.S. A. 


WE KNOW 


we are right in our facts 
when we state that 


RED CROSS 
CEMENT 


will effectually prevent 
leaks in steam, water, gas 


or air pipes. Practical 
plumbers and steam fitters 
use it and send repeat orders. ) 
A trial will convince you al- 

so. Write us for sample and 
prices. 


Geo. Owen @ Co., Ltd., 
95-97 Liberty St., New York. 


RED CROSS CEMENT 
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(Milwaukee Continued from Page 350) 

fo his own story he began picking up 
mone, at once. As,a newsboy in the 
metropolis he readily accustomed himself 
in earliest youth to American customs, 
and he soon found the traits requisite 
for intelligent, up-to- date and successful 
business man. ~ 

Coming to 
apprenticeship as a plumber with Jacob 
Vinkler, and in the early ’80s he went 
gto partnership with Sam Meyer under 
the firm name of Meyer and Hanley. For 
the past ten years he has been in busi- 
ness individually. 

Mr. Hanley was elected president of 
the Wisconsin State Plumbers’ Associa- 
tion last January. He is a staunch mem- 
ber and is held in high esteem by his 
friends, to whom he is ever loyal. Mr. 
Hanley and his wife are charter members 
of the Ladies’ Auxiliary of the plumbers’ 
association, and both attended the na- 


Milwaukee he served his. 


tional convention last year at San Fran- 
cisco. 


Considerable trouble has been experi- 
enced in Milwaukee within the past few 
weeks because of a recent thaw following 
two or three months of exceptionally per- 
sistent cold weather which had resulted 
in a heavy accumulation of snow. The 
three extremities of the city, the north, 
south and west, were badly flooded and 
the sewerage facilities were found greatly 
inadequate to relieve the situation. On 
the west and north side the trouble was 
temporary, but on the south it was but a 
recurrence of what has been experienced 
there for several years past upon the 
commencement of spring. Realizing the 
necessity of better sewers in that district, 
the Common Council has finally voted to 
build a new main costing $60,000. Other 
improvements in that portion of the city 
are also contemplated. 


§ 


ey 5 
7 w Plumbing News of The Far West #” 3 


3 By HARRY E. MAYHEW, Pasadena, Cal. 3 
PO er eee fh; 


CHANZ & GRUNDY, of San Fran- 
cisco, have obtained the con- 
tract for installing the plumb- 


ing, gas fitting and sewering in 


the four-story apartment building being 


this action on account of the dishonest 
method pursued by this owner as against 
the contracting fraternity.” 


The plumbing, gas fitting and sewering 


Exterior View of M. J. Conway’ s plumbing Shop in the Beautiful City of San Mateo, Cal. 
ereated on Turk street for the J. K. C: 


Hobbs estate. Amount, $5,840. The con- 
tract for the steam heating and hot water 
plant was awarded to William Cronan 
for “$1,300. 


The M. Levy Company (Inc.), of San 
Francisco, have succeeded to the busi- 
ness of the Occidental Electrical Com- 
pany and M. Levy, plumber, located at 
1711 Polk street. 


The Builders Protective Association of 
San Francisco finds it necessary to pro- 
tect its members against a certain job, 
by’ publishing the following notice: “Any 
person or firm furnishing material or per- 
forming any work for Mr. Sheftel on the 
job on Bush and Webster streets, consist- 
ing of twelve flats, either directly or in- 
directly, will not receive any patronage 
or be given any work by any member of 
the Builders’ Protective Association. 
This notice was ordered taken at a meet- 
ing of said association, and its members 
are thoroughly alive to the necessity of 


of the two-story flats being erected at 
Pacific avenue and West Laguna street by 
Isador Schwartz has been awarded ‘to 
Ickelheimer Bros. for $1,188. 


John: P. McTigue, of Los Angeles; Cal., 
has begun suit against A. P. Johnson, to 
recover $1,176.75 damages for injuries 
alleged to. have been received while work- 
ing as a pipe fitter on the Lexington 
Hotel at 415 South Main street. Johnson 
was. the builder. McTigue claims that 
while he was working in the building 
some heavy iron pipe fell on him, seri- 
ously injuring him. : 


Mr. N. O. Nelson; the St. Louis mant- 
facturer of plumbing goods, is planning 
to establish a camp near Indio, on the 
desert, for consumptives of the DOORRE 
class. 


J. E. Tischer & Co., plumbers, of Red- 
lands, Cal., have issued a very neat cal- 
endar for 1904 for free distribution. The 


firm has recently been making consider- 
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able improvéménts in their shop owing 
to the demands of increasing business, 
an -increase consequent upon first-class 
work. Mr. Tischer was formerly a resi- 
dent of San Diego. Tur PLUMBERS’ 
TRADE JOURNAL wishes this ambitious 
young firm every success. 


The city of San Jose, Cal.; has recently 
fallen in line and adopted a plumbing 
ordinance. The new ordinance calls for 
galvanized vents and fresh air inlets. 


Cc. H. Fish, of Palo Alto, Cal., has 
opened a plumbing shop at 517 High 
street at that place. Mr. Fish has as- 


REVIEW 


Nas 


| 

| 
up a complete show ‘room for. ‘ply 
ing goods, where their prospective | 
tomers can see the fixtures ag they wi 
appear in their own homes, 


a 


Richardson & Weightman is = ‘i 
of a new plumbing firm recently es, 
lished at Tulare, Cal. Both gentle, 
are first-class mechanics and “aad 
bright future before them. 


7 | 


Long & Cross is the name of a) 
plumbing firm just opened for busi 
in the Titus building at Eugene, w; 
Messrs. Long & Cross are both exp 
enced plumbers and are carrying a g 


Photograph of the Interior View of the Plumbing Establishment of M. J. Conway at San Mateo, Ca 


sociated with him Mr. Joe Stephens, 
president of the local plumbers union, 
and one of the best plumbers. on the 
coast. Mr. Fish is himself a fine work- 
man and the’ new firm will doubtless 


get a good share of patronage. 


» A $10,000 heating system will be in- 
stalled in the Home for Feeble Minded 
at Agnews State Hospital. 
is now in course of erection at the hos- 
pital at a cost of $8,000. 


J. B. A’Flect, manager of the Riverside 
Plumbing Company, at Riverside, Cal., 


M. J. 


is back again at his business after a 
long sick spell. 


The George M. Cooley Company, of 
San. Bernardino, Cal., has recently fitted 


A water tower 


line of supplies and are ready to pri 
their ability by their work. — — 


We illustrate in this issue three p 


' tographs of the plumbing establishm 


of M. J. Conway, of San Mateo, Cal., ¥ 
at present has one of the cleanest a 
busiest shops in the States. In t 
city the building trade is carried on 
year round, and it is adjacent to § 
Francisco, electric cars running ev 
fifteen minutes. San Mateo is one 
the most beautiful spots in Califor 
and the home of millionaires in tl 
State. 3 


Mr. Conway intends to dispose a 


Conway's Plumbing Establishment at San Mateo, Cal., Showing the Large Stock Carried 


business, and master plumbers who 
pect to locate in that State can write 
him for particulars. The business 
present is a very large one and has 
very good tinning trade in connection. 
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—where the air is strongly impregnated with salt, poor tin is most 
unsatisfactory. Architects, builders, contractors and roofers will find in U. S. 
Eagle NM (new method) ternes and_in @ ternes the best roofing material_to— 
resist this rust-producing atmosphere; most satisfactory in results; easiest to 
work because of their perfect black plates, their very heavy coating of pure 
tin and new lead, and the thorough hand work that produces them. 


U.S. Eagle NM 


(NEW METHOD) 


MIF Ternes 


‘are so much superior to all other brands, we would like to place a sample in the hands 
of every architect, contractor and roofer who is not acquainted with this great ad- 
vance in roofing. Free, prepaid, on request. Our products are tor sale by 
all tirst-class wholesale metal houses. 


‘*A Fifty Year Roof,” a manual of terne manufacture and hand- 
book of roofmaking—an art booklet—free, if you~ write to 


w. C. CRONEMEYER, Advertising Agent, 


AMERICAN SHEET & TIN PLATE CO., Frick Building, Pittsburg, Pa. 
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THE ‘ 
F.& W. System 


| INSURES . 
sf Better Goods 

Better Work : 

: Cerne nar Te Better Ventilation _ 

| a Better Profits. 


weno fet 


Better Drainage 
YOU 


Better Use Them! 


DESCRIPTIVE CATALOG FREE. 


Other Styles of F. & W. Fittings. will be Shown in next issue. 


ONE OF OUR LEADING erence 


: CENTRAL ee conntarownmncn #0 TO 116 8 Nassau street 
eae nae eceeneemcame Sea 
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PETER MUNN, 


Editor 


HE result of the examination held 
for the position of chief sanitary 
inspector, around which much 
interest has centered for the past 

few weeks, has been announced and the 
list of successful candidates has been 
posted by the Civil Service Commission. 
Chas. L. Clark, a Civil War veteran and 
one of the tenement house inspectors of 
this city, although not holding the 
highest average in the recent examina- 
tion, has the right to be certified for the 
position by virtue of a clause in the Civil 
Service Act which gives preference to 
veterans of the Civil War veterans in 


. competitive examinations. 


The examination for the position of 
chief sanitary inspector was originally 
set for December 15 last, but at the re- 
quest of Mrs. Emmons Blaine, of the City 
Homes Association, and Miss Jane Ad- 
dams, of Hull House, the examination 
was postponed until a later date in order 
to allow citizens outside Chicago to com- 
pete, and the unexpected developments 
through the claim of Clark to the position 
has completely upset the calculations of 
the adherents of the City Homes Associa- 
tion and Hull House. Mr. Clark has not 
yet been certified to the position owing 
to the representations made to the com- 
mission by Mrs. Emmons Blaine et al 
that he is unfit for the position on ac- 
count of alleged neglect of duty while 
serving in his present capacity as tene- 
ment house inspector. Arguments are 
now being heard by the Civil Service Com- 
mission for and against his appointment. 

Western Starr, of the Chicago Civil Ser- 
vice Employers’ Association, appeared be- 
for the commission and urged it would 
be unfair to require of Mr. Clark an 
additional examination to which the other 
applicants in all probability would not 
have been subjected, and it was claimed 
by the attorney that the examination 
which he had already successfully passed 
was a sufficient test to demonstrate his 
fitness for the position. 


The following are the names of the suc- 
cessful candidates who passed the exami- 
nation, together with their average: 
Chas. B. Ball, 92.41; Perry L. Hedrick, 
84.29: Geo. A. Johnson, 79.02; Thos. S. 
Ainge, 78.85; John N. Thorpe, 76.60; Thos. 
J. Claffy, 76.26; John G. Mitchell, 75.13; 
Edward S. Sanders, 74.57; Frank HK. 
Davidson, 74.34; Charles L. Clark, 74.27; 
George ©. Geraty, 71.59; Archie I.. Dud- 
ley, 71.44; Henry Breyer, Jr., 70.78. 


John T. Long, one of the recently ap- 
pointed plumbing inspectors of the Bu- 
reau of Sanitary Inspection, was instantly 
killed by an explosion which occurred 
Saturday, February 27, in a building at 
West 12th street and 40th avenue, while 
in the performance of his duties. He 
had been assigned to examine a small 
shed 9 x 10 x 10, which had been built 
two months ago as a shelter for street 
car employees and where a policeman had 
been found dead the previous day, sup- 
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posedly from asphyxiation. Mr. Long 
was accompanied by Sergeant Maher of 
the Police’ Department, who was badly 
injured but escaped with his life after 
being thrown 30 feet in the air. While 
no one knows exactly what happened, it 
is supposed a match was lit and caused 
the explosion. 

In his report of the affair to the Com- 
missioner of Health, T. J. Claffy, the as- 
sistant chief inspector, stated that Long 
was sent out at the request of the Police 
Department to make an official examina- 
tion of the shed in an effort to locate a 
gas leak, which it is supposed caused the 
death of a policeman the previous day. 
The shed contained a water closet, urinal 
and sink, and the pipe from the water 
closet extended down to a trap about 
four feet below the surface and was en- 
closed in a box 3 x 41% feet deep. The 
building was completely wrecked and the 
floor torn to pieces, due from the gas 
coming from the box into the ground. 
Evidently from the depth that the drain 
was laid, it is supposed the gas leak in 
the street main found its way into the 
ditch and formed a pocket in the box and 
on account of the frost could not escape 
from any of the manholes or openings in 
the street and accumulated under the 
building. 


News and Gossip From Plumbing, 
Heating and Lighting Trades 


J. H. PARKER, 
General 
Western. 
Representative 


Yhe accompanying group of master 
plumbers shows an excellent picture of 
jast year’s executive committee of the 
Illinois Master Plumbers’ Association, 
taken at the conclusion of their annual 
convention in Peoria last January. Stand- 
ing at the extreme left is John M. Dough- 
erty, of Ottawa, I11., one of the past presi- 
dents whose resolute character and loyal 
attitude has been a source of strength to 
the Illinois Association in recent years. 
Next to him is William Redieske, of Chi- 
cago, who for two years ably filled the po- 
sition of secretary and did much to ad- 
vance the interests of the members. 
Immediately to his left stands John C, 


. English, of East St. Louis, the popular 


treasurer of the association who is now 
serving his third term in that capacity. 
Seated at the right is another stalwart 
and energetic worker in the person of 
John D. Blake, of Rock Island. In the 
center of the group sits Chas. J. Boyd, for 
two years president of the association 
and now a member of the executive com- 
mittee. Principally due to his active 
work and capable leadership the member- 
ship was greatly strengthened during his 
administration. E. B. Hazen, of Peoria, 
who is seated at the left, has contributed 
much toward the success of the organiza- 
tion during the past two years. As vice- 
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president of the association he was 
unanimous choice of the delegates at 
last convention for the presidency, , 
honor which for business reasons he }, 
obliged to decline. From his Wide . 
perience it was feit that the destinies 
the association cou.d have been Safely | 
trusted to his care, and his decision | 
casioned considerable regret among | 
members at having lost as executive p, 
one who was so eminently qualified — 
the place. 


But little progress has been made 
ward a settlement of the strike of . 
chandelier workers. The manufactur 
have refused to concede the demands 
the men and are now conducting th 
plants with non-union workmen exc 
sively. The opening of the building gs 
son has naturally brought an increa; 
demand for all kinds of gas and elect 
fixtures, but with the aid of outside fir 
and the work which they are able 
turn out in their own factories the ch; 
delier manufacturers are able to sup) 
their customers and consider they hz 
the situation well in hand. 


Thos. Wickens, the well-known Noi 
Side plumber, has recently returned fri 
California, where he has been sojourni 
for several months, enjoying a quiet va 
tion. Tom was greatly pleased with 1 
many orange groves he saw in southe 
California, and is seriously consideri 
the advisability of purchasing a sm 
fruit farm nearer home, where he c 
make his headquarters when he retil 
from the plumbing business. 


Photograph of Last Year’s Executive Committee of the Illinois Master Plumbers’ Association Taken at the Convention held in Peoria, Ill., Last January 
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Internation President Lynch, of the 
Brass Workers Union, has been in Chi- 
cago for some time for the purpose of 
sffecting a settlement between the 
strikers and their employers, but has not 
succeeded in bringing them together, A 
suggestion to call out on strike the work- 
men employed by the various brass manu- 
facturers in Chicago in sympathy with 
the striking chandelier makers has been 
voted down by the local union. The 
chandelier manufacturers in their pres- 
ent fight have the united support and co- 
operation of the brass manufacturers, 
who have agreed to lock out all of the 
men in their employ who are affiliated 
with the Brass Workers’ Union, should 
circumstances mal:e such a move advis- 
able or necessary. 

As a weapon of defence and in order to 
conduct their business without interfer- 
ence from the unions sympathizers, some 
of the chandelier firms have found it 
necessary to apply to the courts for an 
injunction. 


Judge Brentano recently granted an in- 
junction to the Beardsley Chandelier 
Manufacturing Company to restrain their 
striking employees. The order enjoins 
officers and members of the union from 
interfering with the company, from 
placing pickets in the vicinity of its fac- 
tory, from threatening or intimidating 
employees or those seeking work, and 
from visiting the residences of employees 
for the purpose of unlawful persuasion. 
The injunction was granted on evidence 
showing that several of the company’s 
employees had been assaulted by union 
men, after being followed from the fac- 
tory. 

The Taylor Company, 105 South 
Whipple street, is a new firm in Chicago, 
whose specialty will be the handling of 
water meters. They are the exclusive 
gales agents of the Niagara water meters 
in Chicago and Cook County, and intend 
to devote special attention to the Chicago 
trade. The meter has been approved by 
the United States government and by 
the Chicago water department, and is ex- 
tensively used in the city of Milwaukee, 
Wis. The Niagara meter is simple in 
construction, accurate and reliable, with 
the cost of maintenance placed at the 
minimum. It is popular in price and 
quality, and the indications are it will 
have a ready sale among the local 
plumbers. 

The decision of the lower court which 
granted an injunction to the Illinois Mal- 
leable Iron Company on June 26, 1908, 
against the Iron Molders’ Union, has 
lately been affirmed by the Appellate 
Court. The application for the injunc- 
tion was made by the Illinois Malleable 
Iron Company after repeated assaults 
upon their men by pickets, during the 
strike of the iron molders last summer. 


Geo. §. Moore, the Evanston, Ill., 
plumber, has the contract for the plumb- 
ing of a number of new buildings in Chi- 
cago’s classic suburb. The extreme cold 
weather of the past winter has delayed 
the construction of many new buildings, 
with the result that structures started last 
fall are only now being plastered. With 
the plumbing of five new houses to in- 
stal in the next few months, together with 


his jobbing and overhauling trade, Mr, 
Moore considers he will have enough to 
keep him busy until after May 1st. 
George does not believe it good business 
policy to load up with any more work 
than he can personally supervise. 


The Illinois Malleable Iron Company has 
recently established a branch house at 
Fullerton and Southport avenue to ac 
commodate their north side trade, which 
has increased wonderfully during the past 
few years. They will carry a general 
stock of fittings and supplies in their 
line in sufficient volume to meet the de 
mands of their customers in this sec- 
tion of the city. The new branch is in 
charge of Peter Gundetoffe, who has been 
salesman for the firm for a number of 
years and is well acquainted with the 
local trade. 


Chas. Coombs, a journeyman plumber, 
for the past year in the employ of Thos. 
McGrogan, of Austin, died Sunday, Feb- 
ruary 28th after a brief illness of typhoid 
pneumonia. 


John J. O’Toole and Jas. J. O'Meara 
have recently been certified by the Civil 
Service Commission as plumbing inspec- 
tors to the Bureau of Sanitary Inspection. 
Both were formerly in the business for 
themselves and are practical men. There 
are now eleven inspectors, leaving still 
four vacancies to be filled. It is under- 
stood the eligible list is about exhausted 
for plumbing inspectors, and it is pre- 
sumed there will likely be a new examina- 
tion held in the near future. No steps 
are likely to be taken in regard to filling 
vacancies until the appropriation for the 
health department has been settled by the 
fianance committee. 

Jas. Carmichael, 109 “South Western 
avenue, is recovering from injuries sus- 
tained in a fall down an elevator shaft 
which he received several weeks ago. 
While superintending some plumbing re- 
pairs which his men had made in the 
Rand-McNally building recently, he was 
about to depart from the building, and 
thinking he was stepping into the elevator 
from the fifth floor, in the dim light, he 
stepped into the open shaft and fell on 
top of the elevator, two floors below, 
breaking two of his ribs and receiving 
other injuries. 


Herman Wolff, who recently went with 
Weill Bros. as city salesman, has ac- 
cepted a position as estimator for the 
plumbing firm of Nilson Bros., 1514 Bel- 
mont avenue. Having occupied a similar 
position with J. C. Weber for nine years, 
Herman, who is well known both among 
the wholesale and retail plumbing trade, 
will doubtless find himself more at home 
in his new job. 


Ermon & Co., 527 East 47th street, are 
among the South Side firms who have 
prospects for a good season’s work dur- 
ing the coming spring. They have on 
hand a fair class of overhauling and re- 
pair work which keeps both members of 
the firm busy. They are doing consider- 
able figuring, but are not over anxious 
to secure any new work at prevailing 
prices. 


Sam Good, the 35th street plumber, has 


just recovered from a rather severe at- 
tack of -grip which laid him up at his 
home for three weeks.. He comes up smil- 
ing, however, and is now able to be out 
attending to his jobbing and overhauling 
trade, which is by no means small or 
insignificant. Sam is just as bland and 
“smooth” as ever, especially on top, and 
it is surprising indeed to hear of any 
occasion that he fails to come out 
“ahead.” 


During the recent cold snap in Chicago 
the effect of the frost on plumbing sys- 
tems was brought “home” rather forcibly 
to Jos. Scheuer. On one of these zero 
days Joe, who lives above his plumbing 
shop at 924 Lincoln avenue, had occasion 
to visit a distant part of the city and 
did not get home until late. When he 
got up next morning to make a fire in the 
kitchen stove he noticed that the mer- 
cury was several notches further down, so 
he shivered but said nothing. Joe 
stepped out to the barn to give the horse 
his morning oats and on his way back 
to the house heard a loud explosion. Upon 
his arrival the kitchen looked as if it had 
been through a Kansas cyclone. The 
water front had made a dent in the ceil- 
ing and the kitchen utensils were scat- 
tered around the room in beautiful con- 
fusion. 

It immediatel dawned upon Joe that 
the water had frozen in the pipes be- 
tween the stove and boiler, and the burst- 
ing of the same had cauesd the general 
havoc which met his eye. When such 
a thing happens in the home of an or- 
dinary citizen there is. probably little 
occasion for wonder, but there is small 
excuse for the plumber who allows his 
own. pipes to freeze. The humor of it 
all did not appeal to Joe just at the time, 
although there was a merry twinkle in 
his eye when he related the circum- 
stance to some of his brother craftsmen 
several days later. 
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JUST FOR FUN 


We see Pipes the plumber sitting in 
deep meditation, a contented smile hover- 
ing upon his face. 

“Ah!” we venture gayly, “building air- 
castles?” 

“Better’n that,” he tells us. 
them.” 


“Plumbing 


Briggs—Do you have the courage to 
take a bath on these winter mornings? 

Griggs—Indeed I do. But I missed it 
this morning. 

Briggs—What was the trouble? 

Griggs—There was no hot water. 


Mr. Mulcahy—‘An’ how did th’ boss 
threat ye th’ day, Terence?” 

Terence—“Foine, pop. When Oi come 
in th’ door he kicked at me an’ missed, 
an’ he let it go at that, begorra!” 


What they say and 
Who say it. 

The Ohio Pump and Brass Co., of Co- 
lumbus, O., claims for their new Im- 
proved ‘‘Triumph”’ Water Lift, that it is 
the simplest constructed water lift in ex- 
istence; that it willlast longer and require 
less attention and repair than any other; 
and that it will give perfect satisfaction, 
if correctly installed. 

Prom some of the complimentary let- § 
ters received by the company, the follow. 
ing extracts have been taken: 


“We have used a great number of yourWater 
Lifts, and we find them entirely satisfactory.” 
SaunDERS & ESSWEIN, 
Columbus, O. 
“Please send us another No.1‘Triumpb’ Water 
Lift. Thisis the most complete motor we have 
ever used.” Tue THomas Gipson Co., 
Cincinnati, O. 
“T have had one of your*Lifts in my resi- 
ddnce for the past 18 months. It has given 
me ee service, and I have never had any 
trouble with it, nor has it needed any re- 
pairs.”’ P. J. FREANEY, 
Indianapolis, Ind. 


Try one and be convinced. Order from 
your jobber, or direct from 
Ghe Ohio Pump @ Brass Co. 
Oak and 18th Sts. COLUMBUS, 0. 


oOo VACUUM HEATING 2&2 


JAS. A. TRANE VACUUM HEATING CO., . 


La Crosse, Wis, 


Eastern Office: Vacuum Heating Co. 429 Heed Bidg., Phila., Pa. 


The Central Chandelier Co., 


Manufacturers: of and Dealers in 


GAS and ELECTRIC FIXTURES 


512 Futon Street 


Sena ior New Catalog 


CHICAGO. 


Mention Plumber's Trade Journal] 


KRAUSHAAR BRASS MFG. CO., St. Louis 
AND ELECTRIC FIXTURE 


CATALOC ON APPLICATION. 
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Convention of Indiana State Associa- 
tion of Steam and Hot Water Fitters 


Re RANT I RF OSD RAIS stein isaLiaies pastas e 


HE first annual convention of the 
T association was called to order by 
President Westbury in the council 
chamber of the City Hall at Terre Haute 
on the morning of March 10th. 

The business before the convention was 
principally confined to the perfecting of 
the organization. 

The Committee on Constitution and By- 
Laws submitted their report, which was 
adopted. 

The old officers were re-elected and con- 
sists of the following: 

President, D. A. Westbury, of South 
Bend. ; 

Secretary, H. H. Highlands, of Muncie. 

Treasurer, A. E. Werkhoff, of Lafayette, 

Delegates to National Convention— 
President Westbury and Mr. Healey, of 
Indianapolis. 

Alternates—H. H. Highlands, of Mun- 
cie, and A. E. Werkhoff, of Lafayette. 

It was voted to accept the invitation 


quet. The elaborate spread was gotten up 
in Caterer Sanderson’s best style, and 
for two solid hours the boys partook of 
the many good things that abounded 
thereof. Many were the shafts of wit shot 
at one another, and many marvelous tales 
were told of the trials and tribulations 
that have beset them since giving up the 
pleasures of the world to lead the strenu- 
ous life of a plumber. After cigars were 
lighted, Toastmaster Glenn arose and in 
a neat little speech stated that previous 
to calling on the several gentlemen who 
were down for a response, the orchestra 
would: play that famous song that was 
composed by Paul Dresser, “On'‘the Banks 
of the Wabash.” He stated that Paul 
was a good plumber, but an infamous 
liar, but made a reputation by the song. 

After the closing of the song, in which 
all joined in, the toastmaster gave a 
short sketch of the State Association, and 
stated that from the marches of Fort 
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toast assigned him. He said that though 
he had thanked the mayor in the morning 
he wished to thank him again. He paid 
a beautiful compliment to the city and 
dwelt on the liberality of her people in 
taking such a pride and interest in muni- 
cipal affairs. 

Byron Hattersley, of Fort Wayne, was 
down on the program to speak on 
“Ancient Plumbing.” He could not 
understand why he was selected to speak 
on that subject, as we were living in the 
age of modern plumbing. He spoke of the 
rapid strides made during the past few 
years in plumbing. He rapped the mayor 
over the knuckles by saying that if he 
wished to become one of us he would 
have to get out of the earthern pipe busi- 
ness as the plumber was using nothing 
but iron pipe now. 

Secretary Hays, of Indianapolis, spoke 
on the “Millionaire Plumber,’ and was 
surprised that they should signal him out 
to speak on that subject, as the nearest 
he ever came to being a millionaire was 
in a dream, The only millionaire plumb- 
ers that he was acquainted with were 
Diamond Dick of Brazil, Olie Oleson of 
Alexandria, and Sunny Jim of Indian- 
apolis. His story of the Dutchman and 


and you'll get more of it to-night,” 
torted Mr. Werkhoff. He also clainj 
that Lafayette had the best local in j. 
State, as they met as brothers, anq 1 
aside petty jealousies. 

Charles Aneshaensel, of Indianapo! 
who was to ventilate the subject of “yf, 
ern Plumbing,” claimed that Mr. H. 
ago the bath was placed in any old o 
ner of the house, but that is al] chang 
now, and the servants’ bath room to-q 
is better than the householder eo, 
boast of years ago—all on account 
modern plumbing, 

D. A. Westbury, of South Bend, handi 
the subject on “Inspection” ~ witho 
gloves, and related a number of in 
dents that happened in the Northwe 
territory. He advocated the doing ay; 
with inspectors, stating that South Be 
had abolished the position and was w 
rid of him. . 

The banquet was carried into the wi 
sma’ hours, and at its close one and a 
were loud in their praise for the Ter; 
Haute local for the magnificent and lavis 
way in which they were entertained, — 


NOTES OF INDIANA CONVENTION 
D. A. Westbury, of South Bend, w: 


Photograph, Taken at the Eighth Annual Convention of the Indiana State Association of Master Plumbers Held at Terre Haute, March 8th and 9th. The Report of This Meeting in the March 15th issue| 


of Evansville to meet at that place at 


the time the State assoication of plumbers 


held their convention. 


Ripe ee 
BANQUET HELD AT THE RE- 
CENT INDIANA MASTER 
PLUMBERS’ CONVENTION 
On Tuesday evening the boys made 
their way to the Irwin bleck, where the 
bmquet_ was held, the spacious rooms 
of the K. of C, being engaged for 
the occasion. At 8.30 the delegates and 
their friends formed in line, and to the 
inspiring strains of Rinegold’s orchestra, 
marched to their respective places at the 
tables. About 250 sat down to the ban- 


Wayne to the Posey Wabash the Indiana 
plumber stands unique. 

Mayor Steey was then called on; and it 
was quickly seen that he was in a happy 
mood. He said that so far as welcoming 
the plumbers in a body was concerned he 
was willing to take them out one at a 
time. He stated that if he ever saw a lead 
pipe cinch this was one, “and I will be 
with you until you leave—or as long as 
the toastmaster stays.” ‘The mayor pro- 
voked a round of applause by stating that 
he was young in the business, but he 
would be with them after a while. 

The rafters shook with applause as 
President Freaney arose to respond to the 


the dog brought down the house. 

H. H. Highlands, of Muncie, in speak- 
ing on “Organization,” said that it dated 
back to the Pilgrim fathers, but the 
master plumbers’ organization stood out 
in front of all the rest. 

A. H. Werkhoff, of Lafayette, was down 
on the, list to subdue the “kicker.” He 
stated that he would show ingratitude 
if he got up to kick. He couldn’t kick at 
the treatment he had received in Terre 
Haute. He would rather see more har- 
mony than kicks. “Mr. Toastmaster, we, 
like you, live on the banks of the 
Wabash.” (“Yes,” replied the _ toast- 
master, “we get your drainage.”) “Yes, 


the heavyweight of the convention. 

The Fort Wayne boys say that the 
will get back at Glenn for the remark | 
made about the marshes of Fort Wayn 

“Newt” Miller, of the Columbia Potter 
Co., of Kokomo, Ind., was in town durin 
the convention shaking hands with ol 
friends. * 

Highland claims that Muncie is th 
best local in the State. For five yeal 
every member has attended the State col 
ventions. 

The delegation from Brazil all appea 
ed at the convention wearing an immens 
diamond made out of coal, which is th 
chief product of that town. O. B. Haw! 
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Estabrook’s 
Gtcase Trap 
Specified by Leading Architects. 


IRON Top inside Diameter, 30-in. 
CASTING Inside Depth - 30-in. 
Outlet, 4-in, 5-in, or 6-in. 


{nletin Brick Work 


Made also with a perforated cover 
for a yard cesspool. 


R. Estabrook’s Sons, 
South Boston, - MASS. 


Manufacturers and Dealers in 
_ PLUMBERS’ SUPPLIES. 


We Manufacture a Complete 


‘Line of Drainage Fittings: 


Send for Catalogs. 


iN GS 
Apin Foe 


Patented January 13, 1903. 


The most perfect, durable and practical connection between the 
water closet and soil pipe, by its use making the cast-iron system of house 
drainage superior to all others, and dispensing with the LEAD BEND, a 
very weak and objectionable method, owing to its continuous expansion 
under the effects of temperature, its destruction by vermin, corrosion, eto. 

The FLEMING BEND being constructed of cast iron and brass, its 
durability is unquestionable. It is easily connected, making a perfect 
sanitary connection between the water closet and soil pipe, without the 
use of lead bends, brass or lead ferrules. 


Tapped both sides 2 in pa. THE JOHN DAVIS CO., 
; = ‘ 
Flosrplate ‘extension 24 in = CHICAGO, e e e ILLINOIS. 


New York Agent, Chas. G. Hewison, Room 620 Townsend Building, Broadway and 26th St. 


Combination Air, Force 
and Test Pump. IT IS 


THE PERKES PUMP 


Does more work than any other pump on the 
market. Our circular tells you why; better 
write us for one. 

Will test Soil Pipe. 

Will prove Gas Pipe. 

LIFT, FORCE OR DISCHARGE. 
Works equally well with air or water. No 
stuffing boxes. All valves on the outside. 


Charles Perkes, 


MANUFACTURER. 


627-629 Asch Street, - PHILADELPHIA, PA, 


Established 1856 


PATENT MARCH 16TH. 1888 
PATENT JUNE 16TH, 1901 


There is only ONE BEST | 


The first Thatcher Heater was Built. 


VERY year since then we have been making 
; THATCHER HEATERS better than they were 


before. We have kept growing. Our custom- 
ers have grown with us and have helped us to grow. 
They do more work and we sell more heaters. For a 
year we have not needed new customers because our 
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old customers have kept us so busy, but in the year we 
have doubled the size of our foundry. It has grown 
from the little one of fifty years ago to the plant of to- 
day. THATCHER quality has kept our customers 
growing. 

We have just started a new selling plan to help our 
customers land jobs that will benefit us both. We want 
some more live pushing customers. Can we have you? 


THINK IT OVER. 


Drop us a line and our man will drop in to talk it all over with you. 


pA AAT 
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THATCHER FURNACE CO. 


240 Water St., NEW YORH. 
Works: NEWARK, N.J. 
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ins distributed a number of them among 
his friends. 

Although Evansville is the youngest 
member of the association, she sent a 
solid delegation of fifteen members to 
Terre Haute. 

F. A. Headson, of the Heaason Tool & 
Mfg. Co., of Lafayette, Ind., was showing 
his new pipe cutter to the boys at the 
Terre Haute. 

R, Ridlen, of the Shirley Radiator & 
Foundry Co., of Indianapolis, had a num- 
ber of that company’s well-known radiat- 
ors on exhibition at the Terre Haute 
House. 

As the Fort Wayne delegation entered 
the hotel on Monday night a gentleman 
was heard to remark that it was a “spi- 
cey” crowd. It was only a joke, as no re- 
flections were meant to be cast on any of 
the boys. 


Herman L. Rolf, of Fort Wayne, drop- 
ped in to bid us good by. He is secre- 
tary of his local and was also a delegate 
to the convention, Herman says that 
they are having good success with their 
heaters. 

As a presiding officer ex-President 
Freaney cannot be excelled. Of all the 
good timber that the Indiana State as- 
sociation has in the way of able parlia- 
mentarians, it was a difficult thing to get 
anyone to accept the position of president, 
each and every one feeling their inabil- 
ity to fill the shoes that Mr. Freaney left 
behind by his retirement. 


Mr. Schmidt, of Evansville, in extend- 
ing the invitation for the association to 
meet in-his city next year, said that the 
“Pocket” city would give the boys the 
time of their life, and though it is not 
situated on the banks of the Wabash the 
city lies on the banks of the Ohio and 
beautiful sails on that beautiful river 
will be given the boys during their stay. 

THE PLUMBERS’ TRADE JOURNAL repre- 
sentative who attended the Indiana State 
Convention on the 8th and 9th ult. takes 
this opportunity of expressing his heart- 
felt thanks to the gentlemen who had the 
forethought to purchase a new hat before 
exchanging with us for our old one. It 
was quite opportune, coming as it did, 
although we had worn our old “dicer” 
but two years we had arrived at the stage 
where, for fashions sake, we would short- 
ly be compelled to dig down and bring 
up the needful dollar to secure a new one. 
Nevertheless, we are willing to exchange 
with the unfortunate loser if he will kind- 
ly send us his address. We’re poor, but 
honest. 


tei ee oe aa | 
; Bowling in Boston ; 
prams pang gemma i Anesyieyg 

The bowling season of 1903-4 of the Bos- 
ton Plumbing and Steam Supply Bowling 
League came to a finish on Thursday 
evening, the 1th ult, But the winners of 
THE PLUMBERS’ TRADE JOURNAL Champion- 
ship Cup was stil! in doubt when the last 
scheduled game was played, as there was 
a tie for the top place between Smith & 
Anthony, the winners last year, and Dal- 
ton Ingersoll, who have been leaders a 
large part of the last half of this year. 
On Tuesday, March 8th, Smith & Anthony 
took three straight from Young in good 
shape; Hoey got two from Webb and 
Hubbard, a like amount from Locke 
Stevens. Scores—S. & A.: 450, 425, 429; 
total, 1,304. J. A. Young: 401, 387, 394; 
total, 1,182. Thos. Hoey Mfg. & Sup. Co.: 
399, 400, 460; total, 1,259. Webb: 402, 
381, 392; total, 1,165. Hubbard, 406, 369, 
409; total, 1,184. Locke Stevens: 392, 
424, 389; total, 1,185. On Thursday, the 
10th, Dalton Ingersoll by good hard bowl- 
ing took two in three from Jas. Barrett 
Mfg. Co., while Peck got three straight 
from Gallison, and Salesmen forfeited to 
Cambridge. Scores—D. & I. Co.: 438, 428, 
416; total, 1,282. Barrett: 465, 426, 406; 
total, 1)297°. Peck Bros,, Cok: 3397,, 408; 
457; total, 1,262. Gallison: 344, 405, 399; 
total, 1,198. Cambridge bowled well, mak- 
ing 406, 408, 388; total, 1,202. 

On Monday evening, the 14th inst., the 
postponed game between Barrett and 
Webb was bowled off, Barrett taking three 
straight. Scores—Barrett: 390, 395, 406. 
Webb: 369, 384, 371; total, 1,124. 


Tuesday evening, the 15th, proved a 
bad one for Dalton Ingersoll, and just 
shows what habit will do, They lost one 
game to Barrett, and from that acquired 
the habit and lost their cinch on the cup, 
and one game with the low score of 379 
to Cambridge Plumbing, Webb took a 
brace and got two from Peck Bros., and 
Young, just to be in the procession, did 
same thing with Hoey. Scores—D. I. Co.: 
379, 429, 451; total, 1,259. Cambridge: 
391, 392, 401; total, 1,184. Webb: 385, 
408 417; total, 1,210. Peck: 423, 379, 
410; total, 1,212. Young: 385, 432, 408; 
total, 1,225. Hoey: 388, 410, 386; total, 
1,184. D. I. Co.’s lost game made it pos- 
sible for Smith & Anthony to tie them by 
winning three straight from Gallison on 
St. Patrick’s day in the evening. As a 
consequence of some one’s ill-timed prac- 


at ies 


SPECIAL—The greatest Instruction and Information 
on Plumbing and Heating. 
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tical joke, it is supposed Gallison felt 
very sore on the matter of these games, 
and went to the alleys determined to root 
and roll the best they knew how, 

They did, but the avalanche of pins 
S. & A. put them up against was too 
much, and the three straight and conse- 
quent tie was the result. Barrett got 
two from Hubbard, securing third place 
and leaving them No. 4, and Salesmen 
did their forfeiting act to Locke Stevens- 
Smith & Anthony: 440, 441, 476—1,357. 
Barrett: 378, 410, 427—1,215. Barrett: 
393, 422, 480—1,245. Hubbard: 396, 416, 
404—1,216. Locke Stevens: 403, 394, 401 
—1,198. 
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‘ Bowling» Philadelphia i 

Ra Oe Sy 
8 March 7 there were several good 
games rolled. The results were as fol- 
lows: Hains, Jones & Cadbury Company 
won two from Walls & Pearsall. Score— 
H., J. & C. Co., 697, 744 and 731; Walls & 
Pearsall, 762, 720, 698. The Perkes team 
took two from Jenkins Bros. Totals— 
Jenkins, 793, 722 and 707; Perkes, 675, 
757 and 638. Ronalds & Johnson lost two 
and won one from Rainear. Scores—R. & 
J., 672, 650 and 623; Rainear, 704, 691, 635, 
The Standard won all three from Fleck 
Bros., whose score was 669, 654 and 654; 
Standard, 705, 681, 635. The Salesmen 
won three from McCambridge 2d. Score 
—Salesmen, 742, 863, 841; McCambridge, 
595, 621 and 607. McCambridge 1st, won 
two from Froelich. Scores—McCambridge, 
703, 768 and 716; Froelich, 145, 682 and 
696. On March 14th the following games 
were rolled on the Central Alleys: 

Froelich Bros. team won three straight 
from McCambridge 2d. The totals for 
the former were: 758, 695, 824, and Mc- 
Cambridge, 671, 648, 623. Walls & Pear- 
sall won three from Rainear & Co., which 
team rolled 658, 744, 677, and the Walls 
& Pearsall totals were 757, 858, 740. The 
Standard Supply Co. took two from the 
Salesmen with a score of 724, 734, 748. 
The Ronald & Johnson team lost three 
games from the Fleck Bros. team, which 
teams bowled 647, 641, 635, and Ronalds 
& Johnson 548, 592, 522. The Jenkins 
Bros. team won two out of three from Mc- 
Cambridge 2d. The totals were: Mc- 
Cambridge» 1st, 763, 651, 678, and 
Jenkins Bros. 655, 732, 772. 

The Plumbers’ and Steam Supply Bowl. 
ing League season came to an end so far 
as the playing series is concerned on 


E desire to make a clearance sale of a limited number of bound volumes which 
W we have of Taz Prumbrrs’ TRapE JourNaL. These volumes have been gell- 
ing for $4.00 apiece. They are splendidly bound and contain the most up-to- 

date and thorough information on practical plumbing and heating that is published. 
There are many drawings of new work and illustrations of old that can be obtained 
in no other way than through these bound volumes. For the next THIRTY DAYS 
we will dispose of alimited number, as we state, at the uniform price of $2.00 APIECE, 


postage paid to any address in the United States. 


We have 50 volumes of 
~~ 17 ee 46 


40 se os 
40 ee ee 
25 ee “6 
25 “S oe 
1 5 “6 “eé 


1893. 

1897. 

1899, January to June, 
1899, July to December. 
1901, January to June. 
1902, July to December. 
1903, July to December. 


We have also copies of other volumes which can only be sold at the regular retail 


price of $4.00 a volume. 


THE PLUMBERS’ TRADE JOURNAL ° 


. 61 Beekman Street, New York City. 


Monday evening, March 22d, on the Cent. 
ral Alleys. The Salesmen won the team) 
championship for 1904 and together with | 
the individual prize winners wil] be, 
awarded their trophies at the annual meet. 
ing and banquet, which will take place on 
the 28th. 

The results of the last games are as 
follows: Salesmen took three from Ron. 
alds & Johnson team. Scores, Salesmen, 
760, 845, 742; R. & J., 646, 584, 730, 

The Froelich team won two out of three 
from the Standard team. Scores were: 
Froelich Bros., 718, 696, 729, and Stana- 
ard 647, 727, 678. Jenkins won three from 
McCambridge 2d. Scores: Jenkins, 675, 
715, 792, and McCambridge 2d, 635, 651, 
654. | 

Walls & Pearsall won three from Fleck. 
Bros., which team scored 618, 611, 595, and. 
Walls & Pearsall bowled 1776, 730, 701. 
Haines, Jones & Cadbury scored 789, 774, 
837, taking three games from Rainear & 
Co. with 674, 661, 772. McCambridge ist 
won three games from the Perkes team 
Scores, Perkes, 655, 715, 518, and McCam. | 
bridge 1st 668, 752, 729. 


Bh Vm eel prsrenttfnsmnltyins 
Bowling in 
New York City 


The Plumbing and Steam Supply 
League of New York City held a yery 
enthusiastic meeting on March 17th at 
the Monarch Palace Alleys. In the first 
game the John A. Murray team proved 
the victors with a score of 613, plus 11, 
making a total of 624, against 574 scored 
by the Ronalds & Johnson Co.’s team. 
In the next game the Ashcroft Mfg. Co. 
team scored 690 against 647, plus 38, 
total 685 for the Ronalds & Johnson Co.’s 
team. 

In the third game between the John A. 
Murray and the Ashcroft Mfg. Co. teams 
the later scored 756 to the 681, plus 54, 
total 685 for the John A. Murray Company 
team. 


On March 24th the H. P. Read Lead 
Works and F. N. Du Bois & Co. teams 
rolled the first game. The former made 
the fine score of 822 plus 60, total 882, to 
820 for the F. N. Du Bois team. In the 
next game the A. L. Perkins team, with a 
score of 697 plus 16, total 713, lost to the 
F. N. Du Bois team, which rolled 797. 
The H. P. Read team won the next game 
from. Arthur L. Perkins. The scores 
were: H. P. Read 650 plus 45, total 695, 
and the A. L. Perkins’ teams 692. 
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perfect combination of 


A GOOD MATERIAL and 
SKILLED LABOR in every 
one of the 


Hamilton Gem Line 


OF 


Low Down Closets 


BUILT RIGHT, 
LOOK RIGHT, 
WORH RIGHT. 


The Sanitary Mfg. Co., 
Hamilton, Ohio. 
ALWAYS RELIABLE MR. PLUMBER. 


ATTENTION 


| HEALTH BOARDS, PLUMBING INSPECTORS, ARCHITECTS, PLUMBERS AND 
JOBBERS INVESTIGATE THIS. YOU WILL FIND IT PERFECT 


HERE IT IS 


The ‘‘POSITIVE”’ Anti-Syphon 
Trap is Self-Cleansing 


PATENT PENDING 


Bis hiff & Ga. 


673 GRAND AVENUE, 
TEL. West 1390. CHICAGO. 


Cornice Skylights 
Galvanized Steel Tanks 
Metal Ceiling, Rivet Pipe 
Metal Stamping 
Patent Articles Made to Order 
Send Plans for Estimate 


Lawrence Gas Fixture 
Manufacturing Co. 


Designers and Manufacturers of 


Gas, Hlectric and 
Combination Fixtures 


129, 131, (33 and 135 N. Twelfth St. 
CORNER CHERRY ST. 


Write for Catalogue Philadelphia 


ee oe Se 


A veritable WATER-SPOUT when in use. 


This trap is made of a very strong, non-corrosive cast metal. 
The inlet and outlet tubes are of brass. : 
The dome is made either of solid cast metal, or glass, and when of glass the dome is covered 
with N. P. stamped brass casing from bottom of dome to top of trap seal, thus making it possible 
to watch the scouring action and verify our claims, viz.: that it will carry off everything that 
can pass through plug or strainer, including matches, coffee grounds, etc, Other anti-syphon 
traps have hidden partitions through which trap seal can leak into waste pipe, and sewer air 
leak into room in case of defect, without the knowledgeof the occupants. The Positive has none. 
The result of years of experiment to produce a trap with the minimum of anti-syphon construc- 
tion and the maximum of scouring action and freedom from secret partitions, and easy access 
toclean, The triumph of the twentieth century in the art of plumbing. 


THE HORN -& BRANNEN MFG.C2 


DESIGNERS & = FACTORY € 
MAKERS °F eS SALESROOMS - 


LIGHTING 427-429-4516455 
FIXTVRES: N-BR°AD ST- 
GAS-ELECTRIC = | PHILADELPHIA 
AND 3 Ang PA: 
(COMBINATION: ——> SPECIAL: DESIGNS 
_ Tes : = SVBMITTED-FOR 
WRITE-FOR 


RESIDENCES AND 
CATALOGVE- _PVBLIC*BVILDINGS 


! 


Manufactured by 


The Ohio Brass & Iron Mfg. Co., 


CLEVELAND, OHIO. 
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ACETYLENE GENERATOR 
MADE BY A PLUMBER 


Editor PLuMBERS’ TRADE JOURNAL: 

I inclose drawing showing the kind of 
acetylene gas machine I make. It is 
simple, cheap, and easiest and best work- 
ing machine I have ever seen. I have 
had two of these machines working for 
18 months, one in the shop and one in a 
residence, neither one of them has given 
the least bit of trouble. One feature of 
this machine is how I get rid of the sedi- 
ment. The funnel-shaped bottom catches 
all the ashes and when the gate valve is 


SS. SS 


BRACE Por ROD 


WATER SEAL 
Fok Aer k 


GAS QUTLKT. 


tRVER 0 OPERATE 
VALIE 


machines have got flat bottoms with a 
small pipe on one side. I have seen lots 
of these machines filled completely up. 
By taking the burr out you can get at 
the whole inside valve and everything. 
The method ‘of operating the carbide 
valve couldn’t be simpler. It is always 
sure to work, The valve is of lead and 
it works on a sharp edge seat. There is 
also an attachment (not shown on cut) 
to hold the bell up while ‘charging the 
machine, THOMAS HENDERSON. 
Tyler, Tex. 
_— Ot or 


AFTER THE ‘“‘COSMO”’ FIRE 


Of the many-recent disastrous fires 
among business houses throughout the 
country none have proven more rapid in 
recovering their former vigor than the 
Cosmopolitan Light Co,, of Chicago. Jan- 
uary 27th was the ill-fated day when a 
small explosion in the laboratory of the 
firm’s large mantle factory started the 
officers and employees of the company 
and resulted in one of the “hottest propo- 
sitions’ the Chicago fire fighters have 
had to conquer for some time. 

One fatality, the young lady chemist, 
who by accident caused the explosion, the 
serious burning of Mr. Randolph and Mr. 
Stokes in rescuing her, the escape of one 
young lady by walking the distance of 
thirty feet on a narrow cornice six stories 


above street level to the fire escape and 
the thrilling experiences of all in escap- 
ing and assisting others to escape is past, 
but not forgotten history with the firm 
and they are once more offering the trade 
their popular “Cosmo” brands of mantles 
and “snaps” on gas lamps, fixtures, glass- 
ware and a general lighting goods line. 
Their enterprise is assurance of further 
success. 
ob § 4 


NINE HOURS PER DAY AND 
OPEN SHOP FOR ERIE, PA. 


At a recent meeting of the Master 
Plumbers of Hrie, Pa., the following res- 
olutions were passed: 

Resolved, That all agreements and under- 


STEAM AND HOT WATER FITTERS’ 


standings with the local union of journeymen 
plumbers be and are hereby declared off, to take 
effect on Monday morning, March 14, 1904. 

Resolved, That on and after Monday, March 
14, 1904, a working day shall consist of nine 
hours actual time engaged on job or in shop. 

Resolved, That the master plumbers hereby 
declare their respective shops ‘“‘open,’” resery- 
ing the right to employ such help as they may 
desire, whether affiliated with a journeymen’s 
union or not. 


DELEGATES TO THE PENN- 
SYLVANIA CONVENTION 


Editor of THe PLUMBERS’ TRADE JOURNAL: 

The following is a list of delegates who 
will attend the Pennsylvania Association 
of Master Plumbers’ convention, which 
will be held in Philadelphia April 19th, 
1904, at the Odd Fellows Temple. Dele- 
gates by virtue of office: 

Gregor Drummond, State President; Joseph 
V. Reagan, President Philadelphia Association ; 
William §. Clark, Ex-State President; Louis 
J. Sommers, Gregor Drummond. 

Elected at March 10 meeting: R. H. Watson, 
John Gormly, B. H. Mackay, S. Louis Barnes, 
William Doyle, A. M. Hicks, H. L. Righter, 
Jobn Dwyer, Geo. F. Uber, D. V. Kennedy, 
William McCoach, Daniel Whealan, Edw. Eyan- 
son, M. L. Hamilton, T. J. Barry, R. J. Hoben, 
Chas. 8. Warfield, P. Gormly, H. Neilson, F. 
O’Neill, T. McCarthy, D. F. Durkin, Wm. Cal- 
houn, E. Frank Paulin, Wm. Leitch, Geo. Moel- 
ler, Howard Smith, Chas. Wilkinson, R. L. 
Martin, Wm. Harkness, J. J. Harnett, Harry 
Boon, BE. F. Roberts. 

WILiiAm S. CLARK, Secretary. 
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Advertisers in The Plumbers’ Trade Journal can have their catalogs and trade 
literature reviewed with our compliments in these columns by sending first copy 


off press to our New York office. 


C. Muckenhirn, of Salem, N. J., manu- 
facturer of the Naturo closet, has just is- 
sued a new catalog illustrating and de- 
scribing this new 
fixture, which it is 
stated is an evolu- 
tion in sanitary 
plumbing embody- 
ing the right idea 
in physiology and 
hygiene. To the 
general plumbing 
| trade it has possib- 

Reece ly never occurred 
oe to ask why, in the 
C.MucKenhbirn | great advance 

0. Soran which has of late 
years been made 
trade, there has 


Reith DDO sae 
~ Natoro 
Closet 


in the 
been no change in the high, horizont- 
ally seated porcelain bowl, which from 
earliest times has been the accepted 


plumbing 


form of seat. The “Naturo” differs from 
the regular closet bowl insomuch that it 
has a low, slanting seat which makes a 
proper position at stool compulsory. Mr. 
Muckenhirn, of Salem, N. J., has a 
proposition that will place this in every 
plumbing shop, and our readers should 
write for particulars, mentioning Tur 
PLUMBERS’ TRADE JOURNAL. 


A very interesting booklet has just been 
issued by the N. O. Nelson Manufactur- 


ing Company, of St. Louis, Mo., on the 
Nelson septic sewage disposal system. In 
most towns and isolated public institu- 
tions where they are considering the vital 
question of economical sanitary disposal 
of sewage, this book will prove of great 
interest. This system consists of a 
walled underground reservoir of correct 
scientific proportions, so constructed as 

to substantially  ex- 
- clude light and air. 
The crude sewage ad- 
mitted to the reservoir 
is so controlled that it 
mii has a very regular cur- 
| rent and a velocity so 
slow that the matters 


The 
Septic system has been 
in successful operation 
and its action is guar- 
A copy of 


for several years, 
anteed by the manufacturers. 
the booklet will.be mailed for the asking. 
Mention Tur PLumpers’ TRADE JOURNAL. 


A NEW BOOK ON PLUMBING. 


We have just received a copy of the 
new edition of “Questions and Answers 
on the Practice and Theory of Sanitary 
Plumbing,” by R. M. Starbuck, of Hart- 
ford, Conn. The new book is nearly 
double the size of the last edition, is 


REVIEW 


bound in a canvas cover and ec 
over one hundred pages of readin 
ter and illustrations. A large amo| 
new practical information has been 
and it contains a list of over thre 
dred examination questions. Wij 
very complete index in the back | 
book the reader can readily re 
any special subject. The price of | 
one dollar. | 


| 

A copy of catalog E of the Spe: 
Supply & Pipe Co., Wilmington, De 
been received and it is one of the 
carefully a 
ed catalog 
have seen 


contains se 
three pages 
illustrated 


been obs 
eee 
mands of 
trade and have added many featu 
their line as are required in m 
plumbing. Their list of patterns is 
and their facitlities such that the 
execute promptly orders for specia) 
cles required not shown in this ca 
They request the trade and their cu 
ers, when comparing their prices 
those of other manufacturers, to ke 
mind the substantial quality and 
finish of their fixtures, which they 
antee to be exactly as represented. 
readers should mention Tue Prvi 
TRADE JouRNAL and send for a co 
this paper. / ' 


Indianapolis, Ind., Note 
Business has to improve consid 
to grow up to the number of plum 
There is a plumber in Indianapoli 
about every 200 buildings, and in 
workingman’s town, with it thousar 
cottages that know not the plumb 
follows that there is not very rich 
ing for him. Yet he stays, no 
standing last year was an unprodi 
one for him and the present winte 
been like a famine. About ninety p 
ers out of the ninety in the city W 
few of the other fellows would — 
and give those that are left a ¢l 
but none seem disposed to accomm 
the others. About the only change | 
cent months has been that of C. W. ¥ 
Company, who have dropped the P 
ing department, but remain in the 
fitting business. : 


The trouble among the steam fitter 
been practically settled. There wer' 
organizations represented here, thé 
tional Association of Steam and 
Water Fitters and the United Assoc! 
of Plumbers. The representatives © 
former were admitted to the meetin 
the Central Labor Union of this 
but the latter was refused admissio 
contract was let to members of the U 
Association at less than the union 
and this brought up the question of 
diction of the central body. The 2 
was taken up by the grievance comm 
of the Central Union, which decided 
there is only one recognizable steal 
ters’ union in this city, that of th 
tional Association. Ba 
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A Few 
of Its 
Advantages 


Patented Metallic 
Loop which cannot 
break or burn out. 


Nickel Wire Sup- 
ports which will not 
bend. 

No visible shrinks 
age. 

Highest possible 
candle power. 


Will outlast 10 
other mantles. 


Superior Facilities en- 
able us to give Bet- 
tér Quality for Less 
Money than any 
other Manufacturer 


Write for our 
new Illustrated 
Catalogue 


\RITAN MANTLE CO., 
&8 Chatam Sq.. NEW YORK CITY. 


argest Mantle Manufactory In New York City. 


If so, are you inter- 
ested in cutting 
costs? Then please 
investigate the 
merits of this com- 
bination of Reamer 
and Tap. No backing 
out; no changing 
from tap to reamer. 
It does all in one 
operation and auto- 
matically collapses, 


PATENTED 


Will reduce 
costs from 50 
to 75 per cent, 


A Trial Order 
Solicited. 


Descriptive 


circular sent 
on application 
to 


he, URGHEY MACHINE & TOOL C0., 


64 Second Street, - DETROIT, MICH, 


= CYPRESS Water Tanks 


Bestinthe world. Sznp ror CatraLocus 
Bad for delivered prices. 
H. F. LEWIS & CO., Lro. 
316 Baronne St. .. NEW ORLEANS, LA. 


MAJOR’S CEMENT 
is the Best for Repairing 
PLUMBERS’ PORCELAIN WARE 
RS C Price, 15 cents. 

EM, Np Major’s 
$37 Rubber Cement, 

Major’s 
Leather Cement, 
Same Price 
Sold Everywhere 
Alphonse Major, proprietor. 
NEW YORK CITY. 


§] Subscribers 


$e. 


CELINE 


puimin iD 
ee (pur 
Weare Headquarters for all kinds of Gas Burners 
(for Acetylene, Coal Oil, Water or Machine Gas) as 
well as for Lamps and Posts of all descriptions. 


Weare also manufacturers of an extensive line 
of Gas and Electric Light Supplies, including a 


large variety of Globes and Shades. 
In fact we make a specialty of anything 
pertaining to Light and Heat. 


ESTABLISHED INCORPORATED 
1851. 1871. 


Write for Catalog **S No. 3”’ just issued. 


E. P. GLEASON MFG. CO., 


181-185 Mercer St., NEW YORK. 


Our agents get money 
as well as popularity with 
sale of our machines. 

This shows whether our 


proposition is a good one 
or not. 


One agent cleared over 
$3,000.00 in six months, 
Why not get in line? 
It’s a Money Maker 


WRITE US. 


The Rush Acetylene Generator Co., 


20 Bristol Street, CANANDAIGUA, N. Y. 


Will Please Mention 
Th his IE urnal when 
Wr riting to Advertisers 


Lighting Problem Solved by 


Carter’s Cellular ~ 
Acetylene Gas System 


CHEAPER THAN COAL OIL, BETTER THAN GAS 
or ELECTRICITY, ECONOMICAL, SAFE, 
S/MPLE and RELIABLE. 


We want Reliable Plumbing Firms 


as Agents to sell the best Acetylene 
Apparatus on the market. 


Write for terms and territory 


Niagara Falls Acetylene 


Gas Generator Co. 
Niagara Falls, s s Po 


N.Y, | 


Inside Lamp No. 40 | , 
One Mantle, 950 Candle Power ] 

A Light for any indoor room or 
place of business requiringa | 
substantial and satisfactory | 
light of great brilliancy and | 


far-reaching penetration: 


Write for Prices and 
Descriptive Catalog y 


The American Self-| 
Lighting Lamp Co. 


300 Montana St. 
PEORIA, ILL. 


PPRMPPPP daa 


SEND FOR OUR 


“CATALOGUE €D. 


GAS Fl ITTE R’S: 
HANDY REFERENCE BOO 
ALLUSTRATING,» <5 9% 


GAS FIXTURES 
INCAN DESCENT GAS BURNERS 
ACETYLENE € BURNER 


rs RWilliamson & 7 
GAS ELECTRIC & “COMBINATION A 
hos ui annoy 


*. STAPLE, rine ei 
“ge BRACKETS | 


de 
orrtte & factor’ Fee eatesnoans 


458-452 MILWAUKEE AVE. 52-54 LAKE STREET j 
CHICAGO.U.S.A. 


ACETYLENE 
BURNERS. 


Perfect Light can only be had 
by Using a Perfect Burner. 


Leading Experts Recognize end Accept 


BRAY’'S ACETYLENE 
BURNERS 


and unhesitatingly declare it 


THE BEST BURNER MADE. 


BRAY’S ELTA and OTA BURNERS 
Will Not Carbonize When Turned Low. 


SPECIAL TRIAL OFFER.—We will for a limited 
time only send Post-paid, - 


7 BRAY BURNERS Assortea 


FOR ONE DOLLAR, | Sizes. 


Not more than one order sold to any one pur- 
chaser at this price. 


WILLIAM M. CRANE COMPANY, 
1131-1133 BROAWAY, NEW YORK. 


Cen we send you our Descriptive Booklet E? 
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Philadelphia Plumbing News and Gossip 


By J. B. COLLADAY. 


HE new Builders’ Exchange 
Bowling team, inaugurated the 
opening of their career Satur- 
day, March 5, on the Quaker 
city alleys, with a deciSive vic- 

tory over the Haines, Jones & Cadbury 

team of the Plumbers’ Supply League, 
winning all three games, for a total of 

2455 pins against 2143. Their second 

match, on March 11, was with the Model 

Heating Co., and resulted two out of three 

for the Builders’ Exchange. 

The team is composed of the follow- 
ing members: Robert E. Morris, William 
B. W. Bryan, Lloyd Wandres, William 
Griffith and J. B. Colladay. The result 
was very gratifying to their rooters, who 
were on hand to push the boys along. 


In the chapel being erected at Twen- 
tieth and Dickinson streets for the As- 
sembly of Brethren, the plumbing was 
awarded to E. Quindler, 12 South 20th 
street. 


James J. Hartnett, 2340 North 29th 
street, Philadelphia, secured the plumb- 
ing work in a $265,000 operation, con- 
sisting of 112 residences and two stores, 
located on Spruce, Pine and DeLancy 
streets, between 53d and 54th streets, 
West Philadelphia. John McGraw, 407 
Land Title Building, is the owner and 
builder. 


Two more master steamfitters have 
been recently elected as members of the 
Philadelphia Builders’ Exchange. An- 
drew C. Edgar and Brown, Bowen & Co., 
are the newly elected members. Both of 
the above parties have their offices in the 
Exchange. 


Field & Medary, architects, have 
awarded the extension of the plumbing 
and heating in the addition being made 
to Samuel L. Lairds’ residence, located 


in Germantown, to Howard Smith, 5516 
Germantown avenue, Philadelphia. 


“A Trio of Hot Stuff.” Three Popular Salesmen 
of the Philadelphia Branch of the H. B. Smith 
Co., 604 Arch Street. Harry Minnich, 
Harry Walther and Bill Jackson 


Another plumber to fall heir to a nice 
large lot of work is Mr. Raynor, of 11th 
and Tasker streets, Philadelphia. He has 
been awarded the entire plumbing work 
in 160 two-story residences to be erected 
on Ritner street, between 6th and 9th 
streets, for George W. Young. 


Gawthrop & Bros. Co., of Philadelphia, 


have been awarded contract for install- 
ing hot water heating plant and I. N. 
Eaton the plumbing work in the resi- 
dence of George S. Allman. All of above 
jobs are located in Wilmington, Del. The 
work was designed by architect George 
I. Lovatt, of Philadelphia. 


S. Faith & Co., 2427 Pennsylvania ave- 
nue, has been awarded two nice con- 
tracts, one for the heating in the addi- 
tion to the Bell Telephone Co. Building, 
17th and Filbert streets, and the other 
for the plumbing work in the $15,000 ad- 
dition to the M. BE, Hospital, Broad and 


Wolf streets. 


John Grant, 530 Lehigh avenue, se- 
cured both the work of installing a hot 
water heating syStem and the plumbing 
in the new store building being erected 
northwest corner Front and Cumberland 
streets for Max Rosenau. 


William Newell & Bros., 1713 Sansom 
street, will place the plumbing work in 
the addition being made to Charles F. 
Walls’ building, 1716 Chestnut street. 


George F. Uber & Co., 18th and Fair- 
mount avenue, have secured the steam 
heating contract in the new northeast 
Manual Training School in course of 
erection at 7th and Lehigh avenue. 


Architect H. A. Hill, of Trenton, N. J., 
is receiving sub-bids on a $10,000 apart- 
ment to be built for Mrs. Clara Moore, of 
his city. The following firms are figur- 
ing on the steam heating: F. L. Katzen- 
bach & Co., Wm. F. Cody, John Dowling, 
William Dickson, and Chas. Holt, all of 
Trenton, N. J. 


Jobn C. F. Trachsel, 230 Arch street, 
has taken out a permit to install a hot 
water heating plant in the residence of 
Mr. Monroe, 2403 North Broad street. 


Architect Wm. C. Furber has awarded 
the contract for heating with steam the 
new $70,000 building, 4th and Market 
streets, for the Central Trust & Savings 
Co., to the Philadelphia Steam Heating 
Co., 1513 Filbert street. 


Grant Jenkins & Co., Lansdale, Pa., 
have been awarded the plumbing work 
in two fine colonial residences being 
erected at Jenkintown, Pa., for John 
Kanflie, of Lansdale, Pa. 


John J. Daly, 3061 Germantown avenue, 
secured the contract for heating with 
low pressure steam the new factory 
building just completed for the Cunning- 
ham Piano Company, located at 48th and 
Parkside avenue, Philadelphia. 


Turner & Van Scoy, of Wilkesbarre, 
Pa., will install a vapor system of heat- 
ing in the $25,000 Odd Fellows’ Temple, 
upon which work will be started in the 
spring. 


Fred. C. Bower, 224 West Huntington 
street, Philadelphia, was awarded the con- 
tract for placing a low pressure steam 
heating apparatus in the residence of 
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George Griffith, 518 Spruce street, 
amounting to $350. 
Director Costello, of Philadelphia, 


opened bids for the construction of three 
and four-inch pipes as an adjunct to the 
sand ejectors at the Belmont filter plant. 
There were only two bidders, E. M. Nich- 
ols and D. R. Burns. The former asked 
$7,780 for the work and the latter a 
greater amount. The bid of Mr. Burns 
was rejected on the grounds that it was 
unaccompanied by a bond. The contract 
was consequently awarded to Mr. Nichols 
as the lowest responsible bidder. 


Frederick O’Neill, ith and Arch streets, 
.~hiladelphia, was awarded the contract 
for placing a steam heating plant in the 
office and warerooms ox the Supplee Hard- 
ware Company’s building, 7 and 9 North 
6th street. 


Bowers Bros. & Co., Real Estate Build- 
ing, Philadelphia, have taken out per- 
mits for the following work: Steam heat- 
ing plant at the town hall, Lansdowne, 
Pa.; hot water apparatus for the conser- 
vatory of L. C. Vanuxen estate, Chestnut 
Hill, Pa.; hot water apparatus for resi- 
dence of J. Howard Wilson, Narberth, 
Pa.; steam heating plant for Buck Hill 
Falls Inn., Crescent, Pa. 


An erection of 142 two-story resi- 
dences and twelve stores to be located on 
the square bounded by 61st and Market 
streets, will have the plumbing work in- 
stalled by James H. Shea, 2413 Wharton 


street. 
eS 


REPORT OF PRESIDENT 
FREANEY AT THE LAST 
ANNUAL INDIANA STATE 

CONVENTION 


“To the Officers and Members of the Indiana 
State Association of Master Plumbers: 
Gentlemen: A year ago you intrusted me 
with the office of president of the association. 
I accepted the trust with many misgivings as 
to my ability to maintain the high spirit of 
efficiency displayed by my predecessors, in the 
conduct of the business of the association. 


“My object has been to secure the most de- 
sirable persons engaged in our business as mem- 
bers of the association. I believe that hon- 
esty, business ability, and a just appreciation 
of the objects of our association should be the 
test for membership. During the year we have 
lost some members, but I have no regret to of- 
fer for the loss, as I am sure the association 
has been benefitted by the withdrawal of some 
of the delinquent members. On the whole, I 
am very well satisfied with the condition of our 
association. We have at present a membership 
that I feel proud of, consisting of 293 mem- 
bers; we have admitted during the year 55 
new members, and have lost 29, due to the con- 
solidation of firms, resignations and expul- 
sions; we have a net increase of 27 members in 
excess of our membership of last year. This 
membership represents 72 cities and towns 
in the State, of which the following were ad- 
mitted last year: HWvansville, Batesville, Dun- 
kirk, Linton, Van Buren, Edinburg and the 
late County Association, a healthy young lo- 
cal with 6 members. Two towns in the State, 
Cambridge City and Fortville, have dropped 
out of the association during the term. I 
would like to give in detail the reasons for 
locals dropping out members, but in nearly 
every case no explanation has been sent me, 
so I take it, the majority were let out for the 
good of the various locals. I wish to say here 
that it has been my policy to allow the locals 
the greatest latitude in all matters of local 
interest, while they conformed to the rules 
of the State and National Associations. 


“Several matters of interest to the various 
local associations have been adjusted satisfac- 
torily during my term. The trouble with the 
Baltes Supply Company, of Ft. Wayne, was 


settled to the entire satiatnaiien’ of 

cal, and the firm mentioned, In t 
tion I want to say, our relations wi 
bers in the State are very satisfactory. 
have been some minor complaints, whic 
investigation, I have found no difficul{ 
justing to the satisfaction of all. 

said here in regard to our local 
plies to all manufacturers and dea) 
in accord. I want to express 
the representatives of the various 
manufacturers, with whom I have 
cuss association matters, for thelr “ on 
courtesy and fairness. 


“During the year a new price pode was ( 
piled and sent to all of our members. Al 
lution, bearing on local conditions, and | 
conduct of competing meme was is 
early in March. 


“T visited Ft. Wayne, Huntington, Tp 
Anderson, Marion and Chicago on associa 
business, and would have visited many p 
cities if it were possible. I find that the 
sociation affairs are growing more impor: 
and require a great deal of time and = 
tion, and it will only be a short time y 
you will find it necessary to employ a per 
nent officer, who can give his whole tim 
the business of the association. 

“I delegated our secretary, Mr. Jos, 
Hayes, to attend a convention of employers 
Chicago, last October. It was represented ; 
business in which we were’ interested wi 
come up for discussion, so Mr. Hayes atti 
ed, as our representative, and will give 
report. 


“T would say that a number of member; 
locals have found it of benefit to be associ: 
as members of the various employers’ assc 
tions, now organized in the State. There 
a number of matters, which I will take 
with you when we are in executive sess 
which cannot be touched upon in this repor 

“I congratulate you on the good finan 
showing made by our Treasurer in his rep 
When it is taken into consideration that 
delegate expense to the San Francisco con 
tion was a very large item; and the payn 
of other claims against the Treasurer 
considerable I think the showing of the Tr 
urer is a very satisfactory one. 

“In conclusion, gentlemen, I want to th 
the executive committee officers of this ad) 
istration for their kindly assistance and 
port; especially do I desire to thank Mr. A 
haensel, our Treasurer, and Mr. Hayes, 
worthy Secretary. To our members I am 
debted for loyal support in my efforts to 
vance the interests of the association.” 


——————__e 9 ++ 2 


A PROMINENT MASTER 
PLUMBER OF THE SOUTI 


W. H. Cosgrove, of Savannah, | 
whose portrait we publish on this pi 
was the first plumbing inspector in t 


city and credit is due Mr. Cosgrove 
his efforts to bring the plumbing in 
vannah to its present standard. 

At a recent meeting of the Mas 
Plumbers’ Association of Savannah 
Cosgrove, who is very popular with 
plumbers, was elected presid 
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e Up-To-Date! “ 


IF YOU ARE 
HAVING TROUBLE 


With tank linings giving out 
an account of the action of 
water or electro.ysis, you 
can overcome it by using 
our acid, alkali, and electric 
proof lining, guaranteed for 
Q years. It costs no more 
han lead and will not give one-half the trouble, and weighs 
3ss. It is no experiment. 
Send for descriptive circular of this and our new style bent tanks. 


Findeisen @ Kropf Mfg. Co., 


Main Office and Factory, 
21st Place and Rockwell Street, CHICAGO. 


All the produc- 
tions of our fac- { 
tory are up-to- 
date, in point of 
elegance, practi- 
cability and qual- 
ity. 


THE WHEELING 
POTTERIES 60., 


RIVERSIDE DEPARTMENT 
Wheeling, W. Va., 
USS. At 


WRITE US. 


PDS SEE 


PEDESTAL URINAL SELFPeACTING 
241-2inchhigh 29inch back 


Plumber 


| Should have our 


new catalogue illus- 
trating a complete 
Jine of cast iron en- 
ameled ware 


New Factory. 


New Goods. 
{TE 


ES. 


and Flask Trap 


Write us To-Day for Prices on Plumbers Brass Goods. 


HUMPHRYES MFG. CO., + Mansfield, O. 


GENERAL 
MANUFACTUR- 


ERS OF 
Orica Porcelain Enameled 
| STEAM One Piece Sink 
BRASS 
WORK with heavy roll rim, 12 inch back, and 
Bnd labbee of heavy cast iron bronzed brackets. 
ENAMELED INSIDE ONLY; ex- 
PLUMBING terior bronzed, size 18x30 inches— 
SUPPLIES other sizes special. 
Eastern Agents: 
0. CAAN. MELLS, ‘The Chasmar-King Supply Co. 
WM. A. LOCKE, 


CHARLOTTE, N. C. - SAVANNAH, GA. 


100 William Street, 
New York, N, Y. ® 


J.REGESTERS’ SONS CO.. Baltimore. Md 
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COLORED POSTER FOR THE 
TRADE 


The Cleveland Brass Manufacturing 
Company, Ohio, are sending a very attrac- 
tive color poster,.a facsimile of which is 


shown on this page. Every plumber 

should have one of these to brighten up 

his shop. It will be sent for the asking. 
———>+-#++______ 


A FINE LINE OF ENAMELED 
ONE-PIECE FIXTURES 


The Chasmar-King Supply Company, of 
Charlotte, N. C., and Savannah, Ga,, are 
placing on the market a very handsome 
line of porcelain enameled one-piece fix- 
tures which should attract the attention 
and receive the consideration of the 
plumbing trade. 

On this page we illustrate one of their 
porcelain enameled one-piece sinks, with 


a heavy roll rim and 12-inch back. It has 
heavy cast iron bronzed brackets. The 
inside is enameled and the exterior bronz- 
ed. The regular size is 18 x 30 inches, 
but other sizes are special. 

Very attractive prices will be quoted on 
these goods and our readers should com- 
municate with this firm. 

-—————__+_>4+~@ 
THE PERFECTIO SANITARY 
BASIN WASTE 


On this page we illustrate the Per- 
fectio sanitary basin waste which is manu- 
factured by Thomas W. Hutchinson, of 
New York. The trade will no doubt ap- 
preciate the advantages of this fixture. 

From a sanitary point of view there is 
nothing that can equal the old style flow 
basin, and is operated from the slab, 
thus doing away with the chain. It is 
adjustable, and can be made to fit any 
patent overflow basin, with the overflow 
glazed in and outside, and the only ob- 
jection to this basin is the chain, which 
is impossible to keep clean. 

The fixture has been designed to be 
used in connection with a patent over- 
size slab or basin. The plug is remoy- 


able, and can be easily taken out and 
cleaned. 

The Perfectio waste is no more expen- 
sive than the ordinary bi-transit waste, 
and is made more sanitary. This fixture 
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is the method of cleaning the stone tubes 
with the least amount of time and incon- 
venience that is possible to devise with- 
out taking the filter apart. By the Linke 
method the stones are worn even and the 


Illustration of the Perfectio Sanitary Basin Waste, Manufactured by Thos. W. Hutchinson, New York 


is for sale by the following supply houses 
in New York City: The Kenney Mfg. 
Co., 36 Hast 22d street; John Simmons 
Mfg. Co., 110 Centre street, and John A. 
Murray, 625 Sixth avenue. 


NEW ENGLAND BRANCH 


The United States Heater Company, in 
order to take care of their increasing 
business in the New England States, 
have opened a branch sales agency at 
Springfield, Mass., under the name of the 
Capital Supply Company. 


THE EVOLUTION IN WATER 


FILTERS 


The superior merits of the stone tube 
filters are becoming better known to the 
public through the efforts of the various 
manufactures of this style of filter, dem- 
onstrating their goods all over the coun- 
try. 

The distinct feature of the six different 


tl y om le 
i 


1) Wey PE 


persistent efforts of this company has re- 
sulted in bringing to perfection a line of 


goods of the highest standard and guaran- 


teed as represented. Special faucets and _ 


attachments are provided to meet the vari- 


styles of stone tube filters made by we 
Linke & Co., of 1559 Broadway, New York, 


Illustration of the “Acorn” Filter Installed, A Product of T. Linke & Co., 1559 Broadway, New York 


ous requirements. 
inal and so different from all others on 


The filters are orig- 


the market that there is no comp 
Every turn of the wheel produces 
surface on the stone. 
We illustrate on this page the «, 
filter, which can be attached direct 
faucet and also show the No. 3 
vance” filter, which is suitable f; 
chens, small restaurants, ete. Se; 
a copy of their interesting booklet, | 
will be mailed for the asking. 
————_# >+4~-__ 


THE W. E. CALDWELL | 
TANKS | 


The Baltimore fire has stimulate 
discussion of the need of a Separat 
independent water supply for fir, 
vice in all large cities. The same 
ments apply, however, to the indi 
establishment. A manufacturer wt 
pends for protection against fire 0 
services of a local fire department 
see his entire plant swept away owi 
a temporary failure in water suppl; 
perhaps to a frozen hydrant or a b 
water main. Every mill and fg 
should be equipped with an indepe 
supply sufficient at least for 
emergency. The way to have st 
supply is in a tank on an indepe 
tower. Where real estate is dear, 
ever, the tank may be located upo 
roof of the building. 

The pioneers in the manufactur 
tanks and towers for this purpos 
the W. E. Caldwell Company, of I 
ville, Ky. They construct their appa 
according to the specifications of th 
sociated Factory Mutual Vire Insw 
Companies, who have always paid | 


attention to auxiliary supplies of ¥ 
for mill buildings. The various W 
writing associations representing th 
line companies have never reduced 1 
requirements to a system, but they 
are glad to follow the specifica 
above mentioned. ‘ 

It is worth bearing in mind in this 
nection that the installation of an 
quate tank, especially “when conné 
with a sprinkler system, always red 
the fire insurance premium. Thus 
short time these installations pay 
themselves. The advantage in bu 
tanks made by the W. H. Caldwell ‘ 
pany is that the tanks are scientifi 
constructed, are frost proof, and so f 
with devices for filling and dischar 
that they are never known to get 0 
order or to be useless when requires 
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The Gas Fitters’ Question Book, with Answers 


A book on practical information specially prepared to enable 
any practical gas fitter to answer all manner of questions ap- 
plying to his profession. A valuable little book of questions 
and answers and tables that will be found of great advantage. 
Well illustrated. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE OF $1.36. 
THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


Don’t Forget 


to tell Advertisers 


that you saw their 


Advertisement i Gal 
THE PLUMBERS’ 


TRADE JOURNAL 
when writing them. 


Hendrick’s Commercial Register of the 
United States for Buyer and Seller 


Especially devoted to the interests of the architectural, mechanical, 
engineering, plumbing and heaiiiig industries. 

A complete and reliable annual index, containing 350,000 names, 
addresses and business classiications. 

Indispensable as a buyers’ reference for the architect, contractor, 
manufacturer, jobber and retailer. 


1903 Edition for the Year beginning November 1, 1903. Price $6.00. 


THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


; 


REVISEDANDENLARGED 
b | OVA ae) 
*LUMBERS’ MANUAL AND 

; TEXT BOOK. 


Elementary and condensed articles on metals’ 
older, water and its distribution, pumpe, hydraulic 
ams, meters, boilers, filtration, electrolysis, friction. 

Drainage, houseandsubsoil. Trapsandsiphonage. 
Yentilation as applied to plumbing. Fixtures: Proper 
nd desirable material for their construction and 
‘astallation. 


| Miscellaneous Matter, Rules, Ete. 


Plumbers’ Nt pg very convenient. Questions 
ind answers suitable for Plumbers License Examina- 
ions. All in compact form, Size 4x6 inches. A 
\elpful, reliable and convenient reference book for 
)lumbers and apprentices. 


pri gies pe sPAD, RRANY. poneEse. S. M. @, S. ROOF FL ASH 


{ddress, Plumbers’ Trade Journal 
Publishing Company, 
}1BeekmanSt, | NEW YORK of Lead. No other tool but hammer needed on the roof. 


ASK ABOUT THEM. 


Costs less than any other. Saves Time! Saves Money! Made entirely 


Excessive Pressure 


You can _ control 
with the Reliable 
Water Pressure Reg- 
ulator, and when 
you do this, all your 
troubles of water 
hammer,  bursted 
pipes, leaky faucets 
and valves areat an 
end. 


Descriptive  Cir- 
cular for the asking. 


C. Aneshaensel & Co., 


Indianapolis, Ind. 


Fits any roof made for Standard Extra Heavy Soil Pipe. 


Manufact.ured by the 


handy arrangement for holding Tu 
PLUMBERS’ TRADE JOURNAL, will be sent 


new subscrigion, of sent post pad for © NATIONAL BRASS MFG. CO. 


UR NEW BINDER. A serviceable and / 


617-19:21 Adams Street, 
KANSAS CITY, KANS., U.S. A. 


PRICES ON APPLICATION. 


* GENUINE’? BARNES 
8-Wheel Pipe Cutters 


Bear Trade-Mark, as per Border 


Made in 8 sizes, cutting pipe from 4g 
to 12 inchesin diameter. 


SUBSCRIBERS “rnis'Soatasi when 


writing to Advertisers 


BARNES TOOL co., 
New Haven, Conn., U.S. A. 
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Books en Plumbing, Heating 
Lighting and Ventilation 
A —_—_——_—— 


To anyone sending one new subscriber to THE 
PLUMBERS’ TRADH JOURNAL, we will mail 
with our compliments, any one of the 50c. books 
named below. 

For two new subscribers, we will give either c, 
the following books: ‘‘Kitchen Boiler Couuections; 
Hot Water Supply,’’ by Dye; or ‘‘Plumbers’ Text 
Book,’’ by Tower. 

For three new subscribers, we will give either of 
the following books: ‘‘Lawler’s Hot Water Heat- 
ing, Steam and Gas Fitting,’’ 


Yor four new subscribers, we will give either of 
the following books: ‘‘Steam Heating for Build- 
ings,’’ ‘‘Steam Heating Problems,’’ or ‘‘Anierican 
Plumbing Practice.’’ 

All new subscriptions must be sent by a paid up 
subscriber to entitle sender to any of above 
premiums, 

Acetylene—The principle of its Generation and 


LO are = See Mt RA TEOS POU SECO DOK at, 
Acetylene Gas—Its Nature, Properties and 

Uses, by Ge BY TOM PSON ses ceas araiely alors sic a sibs 
American Steam and Hot Water Heating 

Practice; 585 illustrationsS...........sesceee 8.00 
American Plumbing Practice..........+e+esees 2.50 
C, S, Mersick’s Estimating Book............+. 1.25 
Contract and Estimate Record Book, by B. H. 

aD CSU Dictcincs civ ic/eteii ole cal Ow wis wr e/a a dings vid Sle le ore/s. sieinieta 1.50 
Dean’s System of Greenhouse Heating, by M. 

DO aTay Woe ein cle clere atelule acts a sw rele aise viele wieieimeiers 2.00 


Drainage and Plumbing, by N. R. Maguire.... 4.80 
Estimate Books for Plumbers and Heating 
Men, by B. H? Jessup; 200 pages........... 2.00 
Examination Charts. For Boards of Health 
and Plumbing Examiners. Price per set, in- 
cluding key to @Cach chart... ...esescccvscee O00 
External Plumbing Work, by John W. Hart... 3.00 
Hendrick’s Directory, 1903 and 1904 edition, 
containing a complete list of the manufac- 
-curers of plumbing, heating and lighting 
goods. Also a list of plumbers, steam and 


gas fitters in the United States............. 6.0€ 
Heating and Ventilating Buildings, by Car- 

DOMUCIE ersicis octets cipivie chain a wis (ote lois sje ea\0'0 6 'as,e\s\ahee 4.0€ 
Heating and Ventilation. Tables and Formu- 

HEC By sttc PRS eC eS a oniner in iaceige so Gc 1.50 
Hood on Warming Buildings, by F. Dye...... 6.00 
Hot Water Circulation, by R. M. Starbuck... 3.00 
Hot Water Supply, by FF) Dyecticcecccescscce 1.00 
Kitcher Boiler and Water Pipes, by H. Grim- 

RUE ne Ono CARD TOO RE OO OOOO Cn PRT IOI .40 
Kitchen Boiler Connections..........cesseseee 1.00 
Lawler’s American Sanitary Plumbing (revised 

second edition) for plumbers............... 2.00 
Lawler’s Hot Water Heating, Steam and Gas 

RSE GATUE> Ue ian otetetnigratavetotniponisteye ts aiaie ciara eye; alsivre ata isrere 2.00 
Lead Burning by the Autogenious Process.... 1.00 
Lectures to Plumbers, by J. W. Clarke........ 3.00 


Lighting by Acetylene Gas, Electric Furnace, 
Generators and Burners, by W. BW. Gibbs, 


ND Fee Hl emai etatavelets ietniel Gioinince-ole, cies 4.aias saree 0) cece 1.50 
Mechanics’ Companion, by J. M. Scribner..... 1.50 
Modern Sanitary Appliances, by Colyer....... 2.00 
Modern Sanitary Plumbing, by James J. Law- 

FOR Series clic oa laraseleun die § Satalane eal eieiele e/nie.e Wepe ae 5.00 
Mcdern Methods of Sewage Disposal, by Geo. 

FI OWVATID ES. illvrleleicluaieietalsicis alereveeiateele, cima pelea ee. 
Modera Plumbing, by R. M. Starbuck; illus- 

GRADO Oi cheleinis tetolelsielataiaid-nieieidtalh ojnlsre’> ¢ clan >, inte ecare 3.00 
Plumbers’ Text Book, 300 questions and an- 

BMeCrs: DYN Sauk: “LOWEMs cininsiewis.cicie elses eeicie wee 1.00 
Plumbing, House Drainage, by W. P. Buchan. 1.75 
Plumbing, by’ Sa BL) Helly eravescscccacncaenee 1.50 
Practieal (Gage Fe ib ling sis. tassnsbiele esis dle mele everete 1.00 
Practical Hygiene, by Currier................ 1.50 
Practical Hints on Joint Wiping, for begin- 

BENS ren DIN Bereaiaws Wie cisicisie vic.a elke © haan 25 
Sanitary Engineering of Buildings, by Ger- 

BAP V0.1 OE LELOU Me ciee clnsists o:8 sj0'clela le eiaavekst olen ceraOMe 
Sanitary House Drainage; Its Principles and 

Practice, by T. HE, Coleman... 2. 2 oceeweenss 2.40 
S. E. Hendrick’s Directory for Buyers and 

HeLlormmrere apne. cussererscte nls Cee ances weno 6.00 
Steam and Gas Fitters’ Price Book, by Brown 

Got G TOG TOO srereretane siete a ei nieie tale eis acle pitcreatecin 5.00 
Steam Fitters’ Computation and Price Book, 

DS PORTE aterm eeaitere a ciakiticlae cib.ere’eciedinir tara 3.00 
Steam Heating for Buildings, by W. J. Bald- 

VAT MumCs eVelratel oe cat mieten ote i eratese aiaie) cera )eievciciava elsvele.nimio seiecoene 
Steam Heating Probloms.......cccsccsceccnies 1.50 
Steam and Hot Water Fitters’ Text Book, by 

Mhomas Pcs MCN << <elelsraje tele ciales otis bate nie 1.00 

The Gas Fitters’ Question Book, With Answers, 

Dy PAIDEre: Dim Dar oofa ce crecsis ove ciate o's eatetcle chats aleiera 135 
The Steam and Gas Fitters’ Price Book, by 

Brown Gs Greens. CO iicsicisles.sisis's'ccies cle cieiciccs iste 5.00 
The Turkish Bath, by R. O. Allsop........... 2.50 
The Plumber, by S. S. Hellyer.........esse. 5.00 


The Plumbers’ Trade Journal bound volumes 
for the years 1881 to 1904 inclusive, con- 


taining hundreds of sketches of plumbing and 
plumbing devices, practical letters, ete., 
CT To SRS Sp COU OO OMT COCO IOP Rae Ie aoe 4.00 


Questions and Answers on the Practice and 
Theory of Sanitary Plumbing, by R. M. 
Bearley erates actors aieidln-s nies eiestistse ertcisintclarcsai 1.00 


ANY OF THE FOLLOWING BOOKS FOR 50c. 
Boilers, Incrustation and Corrosion, by F. J. Rowan. 
Domestic Electric Work, by W. R. Wittbecker. 
saphes ethene and Sanitary Plumbing, by W. P. 

yerhard. 

Hydraulic Tables, by P. J. Flynn. 

Recent Practice in the Sanitary Drainage of Build- 
ings, by William Paul Gerhard, 

Sanitary Condition of Dwelling Houses, by Geo. BE. 

Waring. 

Sewer Gases, Nature and Origin, by De Varona. 

Sewerage and Sewage Purification, by M. N. Par- 
ker, Ph.B. 

The Treatment of Sewage, by Dr. C. M. Tidy. 

The Disposal of Household Waste, by W. Pau) 

Gerhard. 

Water and Water Supply, by W. H. Corfield. 

These books are for sale by THE PLUMBERS’ 
TRADE JOURNAL, P. O. Box 715, New York City, 
and will be sent to any address on receipt of our 
list price. No books sent C. 0. D. While these 
books are thoroughly good and instructive reading, 
still we want it understood that we do not recom 
mend any special one. 


UR NEW BINDER. A serviceable and 
handy arrangement for holding Tur 
PLUMBERS’ TRADE JOURNAL, will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 
35 cents. 
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NEW “GOOD”? ASSORTMENT 


That famous assortment of bibb screws 
and nuts consisting of eighteen different 
sizes and styles which is put up in a par- 
titioned tin box by the Good Mfg. Co., of 
New York City, has proven of such great 
value to the trade that they have decided 
to put up a combination box. This box 


will not only include the eighteen differ- 
ent styles of bibb screws and nuts as 
above mentioned, but also different sizes 
of Fuller caps and screws for success 
ball cock. Hence those ordering the reg- 
ular assortment will obtain half a gross 
of screws and half a gross of nuts, which 
will fit any compression or Fuller bibb, 
while those ordering the combination will 
obtain the same assortment, but a few 
less in number, to which will be added 


three sizes of Fuller caps; also screws for 
Success Ball Cocks to make the total num- 
ber 144 pieces. Both of these are put up 
in tin boxes, partitioned off to keep each 
size separate and every master plumber 
should have a few boxes of each assort- 
ment on hand, as both are invaluable and 
save their cost many times over in a 
very short time by the great saving in 
time. 
In ordering please mention 
PLUMBERS’ TRADE JOURNAL. 
pa ea ek 
A NEW DEPARTURE IN 
RADIATORS 


The Kinnear radiator here illustrated 
is of distinctive type, and constructed 
upon modern and scientific principles. 
Embodying the important elements which 
cast radiation comprises, increased ef- 


THE 


ficiency is accomplished by the introduc- 
tion of a thinner wall of metal; greater 


THE PLUMBERS’ 


radiating surface is attained by an in- 
terior heating tube combined with ex- 
terior shell. 

Having in mind the finish and furnish- 
ings of the buildings to which these 
radiators will be assigned, the most 
pleasing effects are produced in the treat- 
ment of the outside shell, thus making 
them harmonize with any interior, no 
matter how elaborate. 

Each radiator is completely finished be- 
fore shipment, being so covered and crated 
that they may be connected by the steam- 
fitter, and the covering removed only 
when the room is ready for occupancy; 
thus ensuring complete protection while 
the building is in course of construction. 
All models are furnished for any system 
of steam and hot water heating. 

The manufacturers, the Kinnear-Hood 
Steel Company, of 141 Broadway, New 
York, will send our readers a copy of 
their catalog printed in several colors, 
and describing their line of heaters. 


THE WARNOCK WRENCH 


Wherever plumbing work is done there 
is an ever growing demand for tools to 
handle nickel plated and polished piping 
without marring it. 

To meet this demand the Warnock 
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nest tubing may be turned without crush- 
ing. This is one of the smooth pipe 
tools manufactured by the Warnock Mfg. 
Co., of Worcester, Mass. 
ee 2 ep 
DIXON’S GRAPHITE PIPE 
JOINT COMPOUND 


The Dixon graphite compound is now 
put up in the very convenient and handy 
form of collapsible tubes of a size that 
they may be readily carried in the pipe- 
fitters’, engineer’s or mechanic’s pocket 
or tool bag. 

This form is particularly useful for all 
small work away from the shop or for 
those who have only occasional need for 
making threaded connections. 

Joints may be screwed up perfectly 
tight and taken apart with perfect ease 
at any time, it is claimed. 

Each tube contains about four ounces 
of the compound and is provided with a 
small opening at the top, closed by a 
tightly-fitting screw cap. In this way 
the contents are thoroughly protected 
from drying, even after long periods of 
time and only as much as is used for each 
connection is exposed. 


The paste is squeezed directly upon the - 


threads, making unnecessary the use of a 
dauber or swab and saving any soiling 


—_—_—_——— 


Illustration of an Artist in Nickel Work, Putting Finishing Touches With a Warnock Wrench 


Mfg. Co., of Worcester, Mass,, brought 
out a wrench of novel design which had 
no jaws nor teeth but simply a band of 
strongest linen arranged to lock and 
tighten on the pipe with a grip that noth- 
ing could resist. 

The Warnock grip is like the human 
hand, but a thousand times stronger. 


Like the hand, however, with its soft, 


sure grip it never slips and leaves no 
scratches on the finest finish. Go east or 
west you will find the Warnock a cinch 
on smooth pipe. 

In the illustration herewith an artist 
in nickel work is seen putting the finish- 
ing touches on a piece of work of which 
he can be proud for examine it as you 
will the marks of tools are not to be seen 
on its perfect finish. 

So strong is the grip of this tool that 
old joints which refuse to yield to a 
pipe wrench without crushing will loosen 
at the even but death-like grip of the 
Warnock. 

In addition to this the shape of the 
nose of the wrench is such that the thin- 


of the hands or clothing. Floors and 
walls are not spotted or stained and the 
neatest work is easily done. 

This will prove a most economical form 
in which to use this well known and ex- 
cellent pipe “smear.” It saves the waste 
from the ordinary daubing of threads as 
well as the unavoidable losses of larger 
packages, due to sticking around the sides 
of the tins or kegs. The collapsible tube 
is, of course, more convenient than even 
the one-pound, self-sealing can, and is 
strong and clean to handle. 

Our readers can obtain a sample of this 
graphite by asking for a copy of their 
circular 99D from the Joseph Dixon Cru- 
cible Company, Jersey City, N. J. 


THE LENNOX IMPROVED 
TAPPING MACHINE 


An article which has come forward in 
the plumbing trade is the Lenox improv- 
ed tapping machine, which is made by 
the Lennox Machine Company, of Mar- 
shalltown, Iowa. They claim this not 
only to be the simplest but the most com- 


REVIEW 


plete and durable tapping mane } 
It is equally serviceable for tg 
gas and other mains against pressure 
by which and at the same operatior 
cocks and plugs can be inserted wit 
shutting off or in any way interf 
with pressure in pipes. We are ple 
to present herewith an illustration of 
machine. 

With this machine you can take g 


small cock, enlarge the hole and pu 
another and is just what you have wal 
for years and couldn’t find. With t 
use there is no more time to bother, 

pipes will be full from end to end, 1 
are made to fit the different styles. 
sizes of stocks—they are attached 
same screws now used to fasten the y 
or die—the thread is cut and pipe rea 
at one operation cuts away burr wit] 
extra effort. Your pipe is reamed to 
inside diameter, nothing more nor 

and does not expand end of pipe. | 
claimed to be the most serviceable 
invented in years. It will advertise j 


work and save money for you. Send 
descriptive catalog and prices. 
1 —> 90-4 
THE D. & R. HOT WATE 
REGULATOR 
To overcome one of the grea 
troubles in the home, viz., to have 


water at the right temperature, the 
& R. hot water regulator was desigi 
Either it is too hot or too cold, thus ¢ 
ing many annoyances that would n 
rally be avoided “if some arrangen 
were made whereby one could pect 
the hot water. 

Now the Davis & Roesch Temperai 
Controlling Co., of 276 New Jersey E 


DIAPHRAGM 
Wig] = STEAM VALVE 


road avenue, Newark, N. J., ¢ 
their “D. & R.” hot water reg 
solved this difficulty. With 
lator one can ascertain at once 
perature of the water, and Ca 
it to his or her own satisfact 
device has given satisfaction w 
has been used, so it will be of 
to the trade to learn more of 
Write to the manufacturers fo 
particulars and mention THE 
TRADE JOURNAL, 


E make every.hing required 
in Brass Work for the set- 
ting of Marble. Stalls. 


Speakman Supply & Pipe Co., 


WILMINGTON, DELAWARE. 


ET us know your re- 
quirements, and we 
will gladly quote prices. 


20 OF ST. LOUIS MODERN SCHOOLS 


BESIDES MANY PUBLIC INSTITUTIONS THROUGHOUT THE COUNTRY 
. . ARE EQUIPPED WITH. . . 


en N yelson Ventilated Individual 


v 


Bowl Latrines and Urinals 
NEW SYSTEM + PERFECT SANITATION 


ARCHITECTS ARE INVITED TO WRITE FOR 
**Nelson’s Blue Book on Sanitary Appliances”’’ 
JUST PUBLISHED 


N.O. NELSON MFG.CO., — St. Louis. 
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The Difference in Cost 


between cheap outfits and Caldwell Outfits 
is slight. The difference in service is great. 


Caldwell Tanks and Towers 


may cost slightly more than inferior grades, 
but the saving, effected by the absence of re- 
pairs soon pays the difference. Cheap out- 
fits go to pieces ina few years. Caldwell 
Outfits last a lifetime. 


— Send for Catalogue and Price List. 


W. E. Caldwell Co., 


Louisville, Hy. 


JenKins Bros.’ Valves 


The metal and workmanship are the best. All parts are interchange- 
able. Need no regrinding, as they are more effectively repaired by ré- 
newing the disc, which can be easily and quickly done without removing 
yj valve from the pipe, and costs but a trifle. Insist on having the genuine, 
eee Which always bear our Trade-Mark. 

' JENKINS BROS., New York, Boston, Philadelphia, 


Chicago, London 


¢f Plumbing Material 


~ Sanitary Specialties 


/ The JAMES ROBERTSON MFG CO., Baltimore, Md. 


RICE LEWIS & SON, = 


IMPORTERS AND DEALERS IN 
PLUMBERS’ SUPPLIES, HARDWARE, TILES, MANTLES, ETC., 
32 King Street, , e ° P, TORONTA, CANADA 


~~ Crawford Adjustable 
eel Pay _and Sink Supports 


These supports can be extended and 
raised or lowered to any desired height, Trays 

or sinks can be leveled by simply screwing or un- 
screwing pipes in the floor flanges. These supports 
are made of iron carefully galvanized to prevent rust, 
and are to-day the only low priced adjustable sink sup- 
port on the market. This cut shows a support that is 
designed to be used when wash trays and sinks are at- 
tached together. It dispenses with an additional leg 
and serves a two fold purpose, supporting one end 
of the trays and sink. 


BROWN-WALES CoO., 
BOSTON, MASS. 
FINE PLUMBING MATERIAL. 


| 


ARE YOU HAVING TROUBLE WITH 
YALYES YOU HAVE BEEN USING? 


IF SO, TRY THE 


CORSET 


They are made of A-1 metal. 

They are assembled by hand. 

They are thoroughly tested. 

We make a complete line of Globe and 
Angle Valves, all sizes in both Standard 
and Competition; also Horizontal and Ver- 
tical Check Valves, both sliding and 
stationary stem. 


Write Us for Prices, They! are Low. 


~|American Valve & Meter Co., 
Cincinnati, O. 
Thos. H. Hutchinson, Selling Agent. 101 Beekman St., New York: § 
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HUMPHRIES CRESCENT 
INSTANTANEOUS, WATER 
HEATER 


“The Luxury of a Bath” is the title 
of a catalog issued by the Humphreys Co. 
of Kalamazoo, Mich. It describes and il- 
lustrates their complete line of Crescent 
Instantaneous water heaters, which 
should be carried by every master 
plumber. 

When once a heater is installed in a 
bath room, all charges, except those of 
operation, are through with and the 
heater is always ready for use, Supplying 
hot baths at any minute of the day or 
night by merely turning on and lighting 
the gas. Where hot water is wanted for 
drinking and cooking purposes as well 
as for the bath, a No. 2 heater, which is 
so made that the water and burned 
gases, or products of combustion are al- 
ways entirely separate, is the one to use. 
Where water is wanted for bath purposes 
only, the No. 6 heater, which will heat 
three gallons of water per minute 50 de- 


WATER REGULATOR 
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grees in temperature, cannot be equaled. 
Exactly like No. 6, but smaller and of 
slightly less capacity, is the No. 8 heater, 
at a very low price. 

All parts entering into the construction 
of these heaters are carefully examined 
and tested before being used, and every 
heater complete, is rigidly inspected and 
tested before being packed for shipment, 
so that we are as certain as is possible 
that a heater when it leaves thre is in 
perfect working order. Something, the 
‘importance of which is not sufficiently 
appreciated, is the necessity for sufti- 
cient gas supply. This applies not only 
to Humphrey Crescent Instantaneous 
Water Heaters, but to all makes. A 10- 
light meter should be used and a %-inch 
pipe connecting direct from meter to 
heater. Such a gas supply insures a suf- 
ficient quantity reaching the heater, con- 
sequently insures the best efficiency of a 
heater. 

These heaters have been extensively 
advertised the past four years, and a 
great deal of work is under way this 
year in the line of publicity and promo- 
tion of sales. The firm will gladly send 
a supply of their catalogs and electro- 
types to master plumbers for use adver- 
_ tising in local papers. They make ship- 
ment of all goods the same day the or- 
ders are received. Send for further in- 
formation, and mention THr PLUMBERS’ 
TRADE JOURNAL. 

© bee <q —___ 
THE LENHART AUTOMATIC 

AND BACK WATER VALVE 


The Lenhart trap which is shown on 
this page has been on the market twelve 
years, and is now in use all over the 
United States. It is in extensive use in 


New York City, and has been adopted 
by the school board in Philadelphia and 
by official boards in many other cities. 
The manufacturers state that this trap 
is capable of resisting the severest tests 
of siphonage, momentum and back pres- 
sure, that can possibly be brought to bear 
upon it in plumbing. It is so constructed 
that the seat and valve can be readily 


removed from the casing for inspection 
and exposed without having to disconnect 
the trap. 

The traps have an additional safeguard 
by the mechanical seal, as the valve fits 
tightly on its seat, forming an hermetical 
seal; therefore it is impossible for any 
severe gas to enter premises. The valve 
and valve seat is manufactured from com- 
position metal, a perfect preventative 
from corrosion adherence of grease to the 
mechanical part of the trap, and it is pos- 
itive in action. 

The trap has been put under the most 
severe tests and is now offered to the 
trade with every confidence. Write to 
the manufacturers, the Perfect Sewer 
Trap Mfg. Co., of 61 Beekman street, 
New York City, and mention THr PLUMB- 


ERS’ TRADE JOURNAL. 
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THE STAR ADJUSTABLE 
ROOF FLANGE 


An article which has met with the ap- 
proval of the plumbing trade is the Star 
adjustable roof flange, which is manu- 
factured by M. L. McGuire, of Syracuse, 
IN.weye 

In writing about this flange the manu- 
facturer makes the following claims: 
There is less stock to carry, which is 


economy, the dealer being required to 
carry but two sizes, they fitting all angles; 
there is no danger of the plumber mak- 
ing a mistake on angles, for when the 
job is reached he adjusts to suit the 
pitch of the roof; when the lead ring 
is caulked it is forced down to the sides 
of the nipple, and keeps the lead from 
sagging away from the pipe, and it makes 
a neat, clean and quick job. 

A descriptive circular will be mailed 


upon application to the above. Mention 
this JOURNAL. 
THE “TRIUMPH’’ WATER 
LIFT 


The Ohio Pump and Brass Company, 
of Columbus, Ohio, recently brought out 
two new sizes of their Imperial Triumph 
water lift, as shown in the accompanying 
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illustration. These are larger and of - 


greater capacity than any other lift they 
have made heretofore, and are especially 
adapted for places where the city has a 
high water pressure and where a large 
volume of water is desired. 


The dimensions over all are: Length, 
23 inches; height, 11 inches; width, 8 
inches. The No, 5 lift has a driving 


cylinder 2% inches in diameter and a 
suction cylinder 3 inches in diameter. 
The stroke is 5 inches. This size can be 
used where the city water pressure ex- 
ceeds 60 pounds and notes % gallons for 
each gallon pumped. The No. 6 has a 
driving cylinder of 3 inches in diameter, 


NS 


=/MPROVED—¥ 


CISTERN SUCTION 


WASTE 


a suction cylinder 3 inches in diameter 
and a stroke of 5 inches. This ‘size can 
be used where the city pressure is from 
40 to 60 pounds and wastes one gallon for 
each pumped. 
pacity and should be used where a large 
amount of water is used. 

Our readers interested in a good water 
lift and one that is sold at a low price, 
should write to the above firm and men- 
tion THE PLUMBERS’ TRADE JOURNAL. 

——_—__@_ #4 ~» ——_____- 


MASON AUTOMATIC ATTACH- 
MENTS FOR STREET LAMPS 


A new automatic electric gas lighting 
system, especially adapted to street lamp 
lighting, is being placed on the market 
by D. O. Freeman, Binghamton, N. Y., 
who claims a saving in gas and labor of 
10 per cent. or over, giving in part de- 
scription as follows: : 


This attachment in brief is a miniature 


gasometer made in two sizes, four inches 
diameter by eight inches high, and four 
inches diameter by ten inches high. On 
top of the bell is attached the burner and 
spark wires. The top of the attachment 
is placed in the bottom of the globe and 
the gas pipe is fitted to the bottom of 
the attachment. The bell is sealed with 
a non-freezing liquid. As the gas pres- 
sure is turned on the bell rises and 
brings the spark wires in contact im- 
mediately over the escaping gas, which is 
ignited. When the pressure is turned 
off, only what gas is in the bell is con- 
sumed and at nearly the same pressure 
as the bell settles to its normal position 
and. keeps back the gas in the supply 
pipe. 

The batteries and spark coil are in- 
closed in a battery box, which is at- 
tached to the post lamp or to the pole 
of the are lamp, and two wires connect 
them to the attachment. 

You will readily see that this does 
away with the labor of lighting and 
turning out the street lamps, which is 
a large item of expense, besides saving 
a good many feet of gas during the year, 
as the lamps are lighted the moment they 
are needed and no gas escapes during the 
day. 

This arrangement calls for a separate 


It is of extra large ca- 


system of piping from the centra] 
to the street lamps. a 

The advantages of the double sy 
are many. i 

First: There is absolute contr 
the supply of gas to the street lamp 
meter will measure the exact amount. 
without any controversy, and it is | 
erally agreed that the only way tc 
gas is by the cubic foot. The meter 


also show if there are any leaks, 4 
is an important item, ae | 

Second: An automatic cut-off - 
can be attached, which will shut of 
supply of gas to the street lamps at 
hour of the night without interfering 
the supply to buildings. : 

Now, the advantages of the double 
system and Mason automatic lighters 

A saving on an average of $25 
month for lighting and extinguishing 
lamps on the basis of 50 lamps, __ 

A saving of at least one foot of 
per lamp per night, as the autom 
light the fifty and extinguish they 
stantaneously, which means a savin 
over 12,000 cubic feet per year. | 
These two items alone represent n 


| 


* 10 per cent. of the entire cost of 


whole plant, and even if the towns w 
now have a single pipe system shoul 
stall the automatic street lamp sy; 
with another line of pipe it would 
from 10 per cent. to 20 per cent. on 
investment, besides being in every 
much more satisfactory. | 
_————_ > >-4+.2_____.. 


THE MC CABE VENT TO 


We illustrate here 
the McCabe vent 
which is manufact 
by Abendroth E 
of Portchester, N. 
for sale by all su 
houses. Having 
cap on top it does 
retard the ventila 
thereby giving a 
vent pipe, whicl 
essential. When 

sired, a galvanized globe wire stra 

can be used in end of vent top. Thi 
ting makes a neat finish on end of | 

It is to the plumber’s interest to 

this fitting, as he can work in s 

pieces of pipe to good advantage. 


. 
a a 
y 


These fittings are made in two sizes, 
and four inches, and the prices are 
sonable. One of the accompanying i 


trations shows the fitting attached to 


house. : 
——————_>_ 9 04 

WILL MANUFACTURE T! 

CRAWFORD SPECIALTIE 


Brown-Wales Company, of 69 Purel 
street, Boston, Mass., have recently 
quired the right to manufacture the C1 
ford specialties which are so well kn 
to the trade, and will be the sole | 
prietors in the future. x x 
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| COMPANY, Greenfield, Z : ; 
WEE 'Y, "was." This Will Interest You! 
| READ 


WE HERE ILLUSTRATE FOR THE FIRST TIME OUR LATEST IMPROVEMENT IN 


PIPE STOCKS 4x0 DIES 


It is an Adjustable Die with Bushing Guides. 
To introduce them we offer to send to any point 
East ot Missouri River, Charges Paid, one No.0 
Plate cutting 1-8, 1-4, 3-8, ]-2 Pipe. 


COMPLETE IN CASE, AS SHOWN IN CUT, ON RECEIPT OF $2.80 IN CASH. 


Brass Founders 


Appreciate the Economy of 
Moulding Machines 


The vital advantage of the 
McCanna hand operated 
machine is the smail outlay 
for pattern plates. 


the BORDEN GEARED SOLID DIE STOCK 


Not Cheapest, but Least Expensive 


a purchase price of a Pipe 
Threading Machine should 

be considered least of all. 
To the cost of a cheap Tool 
add the cost of wasted energy and 
repairs, and in the end it has cost 


No Draw or Stripping 
Plates Necessary. 


more than the Borden— the stand- 
ard everywhere. Because the 
Borden is built right— ‘all the 
working parts properly distrib- 


SIMPLE, CAPACIOUS, DURABLE. 


uted”’— it will pay for itself in 
repair cost saved several times 


Our 
AUTOMATIC 
COCK 
GRINDER 


made with four or 
eight spindles, 
willcutdown your 
expenses, 


ACURATE 
NOISLESS 
EFFICIENT 


Hundreds 
in use. 


SEND FOR CATALOG 
AND PRICES 


The TURNER MACHINE C0. 20a HILADELPHIA, PA. 
cm ASS MUM HO 0 K S | 


¢ 


ELSE TE a) STRAPS ; 
| | SPECIAL OFFERING!| ,both 
ky - se | 
, 4 | S an inducement to have you light your 
yj ps premises with our Air Light System Watghe 
Pl and to further demonstrate its superiority, WER GOcTEAE 
| we will ship to any responsible party, a light- ie eae 
. i 9 ing plant, payable in monthly installments. Quality the best 
: = We guarantee these Lighting Systems to that can be had. 
ADL Send for catalog. 


during its long life. With ordinary 
care the Borden will last a life 
time, with little or no outlay for 


repairs. 


Not Cheapest, but 
least Expensive. 


Our Booklet B illustrates and fully describes—sent on request. 


BORDEN COMPANY, 


Warren, Ohio. 


Lennox Improved 
Zepping Machine 


Tested at 225 pounds 
pressure 


For tapping Water 
Mains Under 
Pressure. 


Sent on 30 days trial to 
responsible parties. 


Send for Prices 
and Catalog 


MentionPlumbers’ 
Trade Journal 


produce the cheapest and best light you can 
obtain. Send in your diagram for estimate 


of cost, and information. Berger Bros. Co., 
WHITE MFG Co., SHICHOD. US ae Manufacturers. Philadelphia 


MANUFACTURED BY 


LENNOX MACHINE ‘COMPANY, 


Marshalltown, Iowa. 
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THE TRIMO PIPE CUTTER 


The Trimo pipe cutter is made in three 
sizes, Nos. 1, 2 and 8, and cuts pipe from 
¥% to 3 inches. It can be used as a single 
wheel with burr removing rolls, or as a 
three-wheel cutter. 

When used with a single wheel and 
rolls it cuts a square end every time, and 
the pipe is left ready for the threading 
die without the use of a file. To change 
to a three wheel cutter substitute the two 
cutting wheels that will be found in the 
handle. When the cutting wheels are in 
use the two rolls can be placed in the 
handle from which the wheels were taken. 

It has an anti-friction washer placed 
at the end of the screw, in the block 
that carries either the rolls or cutting 
wheels, thus enabling the operator to 
turn the screw with little resistance, to 
imbed the cutting wheel into the pipe, and 
also prevents cripping the cutting wheels 
by the twisting of the frame. The bear 
ing for the handle in the frame is long, 
so that when the cutter is opened to its 
full extent the thread of the screw will 
not come out of the frame, but is sur 
rounded by the socket of the frame, giv- 
ing strength where strength is needed. 

The frame of this cutter is without a 
thread in the handle bearing. An inter- 
changeable nut is used in its place, to 
preserve the frame. Should the thread 
on the nut be worn or stripped it can 
be replaced at small expense. 

The frame is drop forged from bar 
steel. The cutting wheels are drop forged 
and provided with long hubs or bearings 
to prevent wabbling, also giving plenty of 
wearing surface on the pins. The burr 
removing rolls are case hardened. The 
pins are case hardened and provided with 
an oil groove. 

The Trimont Mfg. Company, of Rox- 
bury, Mass., will send further particulars 
to our readers on application. 


THE TRANE SYSTEM OF 
VACUUM HEATING 


The Trane system of vacuum heating 
which is being introduced by the Jas. A. 
Trane Vacuum Heating Company, of La 
Crosse, Wis., has been very successful. 
The accompanying illustration shows how 
it is installed. It is stated that this sys- 
tem gives the right heat for any tempera- 
ture, and you can have vapor one hun- 


dred and thirty degrees up. It would be 
worth the while for every plumber and 
steam fitter to send for this booklet, 
which explains all the details of this sys- 


tem. Mention Tur PLUMBERS’ TRADE 
JOURNAL and send for a copy. 


1 0.8) 


IN CHARGE OF THEIR 
BOILER PLANT 
Samuel Sloan & Co., of Rochester, N. 
Y., have secured the services of Harry 
S. Wells to take charge of their boiler 
and radiator department beginning with 
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being formed from the same sheet and 
presenting a graceful roll. The tub is 
enameled inside with the best high gloss 
white enamel, and is guaranteed. By 
doing away with a separate rim a per- 
fectly sanitary tub is produced it is 
stated, there being no place for germs or 
microbes to collect. The eliminating of 


‘the wood and cast iron does away with 


the possibility of breakage. Every tub is 


SEE RNS ARES SSS SS SSS SS SY SR CTS SS 


OSE 


Illustration taken from The Standard Sanitary Mfg, Co. s new book “Modern Bathrooms.” 


the first of this month. Mr. Wells is one 
of the energetic practical men of the 
trade who will undoubtedly make a great 
success with the firm of Samuel Sloan & 
Co. 


BOOTH’S PRESSED STEEL 
ROLL RIM BATH TUBS 


The Booth bath tub is something en- 


carefully inspected and numbered. 
Clarence H. Booth, of Detroit, Mich., 
manufacture these tubs and will be 
pleased to quote prices on application. 
———____ 6 @ 4 «——______ 
A BEAUTIFUL BOOK ON 
BATH ROOMS 


“Modern Bathrooms” is the title of the 
beautiful sixty-eight-page book published 


Illustration of the Trimo 5 Pie Callen! wade in three sizes, by the Trimont Mfg. Co., Roxbury, Mass. 


tirely new and will readily commend it- 
self to the trade. Heretofore cast iron 
and wood have been found necessary ad- 
juncts to the production of sheet metal 
tubs. In this tub there are no castings 


in the interest of those about to build a 
new or remodel the present bath room 
equipment by the Standard Sanitary Mfg. 
Co. of Pittsburg. For more than two 
years it has been extensively advertised 


ne SL SS SY 2 PSS FECT RE 


Showing a new line of steel roll rim bath tubs manufactured by Clarence H. Booth, of Detroit, Mich. 


in any part of it, the feet being pressed 
from heavy steel and the overflow also 
pressed from sheet metal. 

The rim is an integral part of the tub, 


in all the leading magazines, and over 


a quarter of a million copies have been 


distributed. 
If any of our readers will send the 


name or names of persons inten}. 
have new plumbing installed, the ; ‘ 
ard Santitay Company will mail , 
copies of this book with the plu, 
compliments. This will advertise 
plumbers’ business without expen. 
him, and every plumber should gep 
a copy. 


———_>04+<___ | 


PUBLISH THEIR OWN HO: 
ORGAN 
ae | 

We desire to compliment the | 
Brass and Metal Company, of 256 | 
avenue, S., Minneapolis, Minn., fo 
enterprise and energy they hay 
played in publishing a monthly mag: 
called the “National Journal,” | 
eight-page magazine is edited by ] 

N. Fowler, their sales manager, a 

replete with bright and interestin 

ticles. Of course it is what is te 

a house organ, being published sole] 

the benefit of the National Brass 

Metal Company, and for advertising 

goods and speaking a kindly wor 

their various customers. There are. 
well-written articles in it, and as 
distributed free, we would suggest 
readers, and especially their custo 
to write them for copies. | 

THE O. & E. PIPE DIES : 

MALLEABLE [RON STOC 
——— 


The Reed Manufacturing Compan 
Erie, Pa., are the makers of the Q 
E. pipe dies and malleable iron s| 
which are used extensively in the D 
ing and heating trades. 

These dies have had the test of tin 
they have been in the hands of the 
tomers over eight years. The meth 
manufacture permits of the use of | 
higher grade of steel for the chasers 
is used in the ordinary style ay wi 
additional cost. ; ! 

This better grade of steel and the 
used in finishing give to these dies 
cutting and lasting qualities poss 
by no others. If the manufacture! 
the old style die used a blank of st 
the same grade as is used in the ch 
of this die, the blank itself, without 
labor on it at all, would cost more 
the finished die sells for. | 

The throats are all ground aftel 


die is hardened, on a machine mad 
pecially for this purpose, thereby g 
a die with chasers absolutely true a 
gards a common center and insuring 
er clearance and sharpness. The ch 
are set at an angle in order to give 
in cutting ribbed or uneyen pipe. 
manufacturers absolutely guarantee | 
dies and will replace free any die re 
ed as defective. 

The dies can be furnished separate 
in sets with stock as per list below. 
No. 2 stock is furnished with a lead 8 
All dies made to Briggs Standard Ga 

Send for a copy of their catalog 
prices, and mention this J onrnal. a 
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JARECKI MFG. CO., 


Manufacturers 
of Patent 


7. «=MALLEABLE anp GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS. 


Pipe Threading and Cutting Tools. Write 
for catalogues showing the most complete 
line of % inch to 16 inches for Hand, Belt, 
Engine, and with Electric Motor Attach- 
ment. We can furnish Bolt Threading 
Attachment for these 


. ay 2 @ machines. 
eg & iT. MALLEABLE 
S$TOGKS and DIES Renter anon 
readi i i hi CUTTING OFF attachment. These tools are L:ghi, or Pe 
rendling Pigeae oe Beet and oe ‘Superior Design and Finish. Also ERIE tae) a 
PIPE THREADING MACHINES aioaey 


¥4 to 18 in.. Hand or Power. Send for Catalogue tc 
2 ATHERTON STREET., - - - - - YONKERS, N.Y. 


HIGH GRADE HOT BLAST TOOLS. When one man can do as much as 


four, there’s a saving somewhere— 


lof) not done justice to yourself until you have tried 
22 pes puke for all around work. It is equipped with | [tH TH E FO R B ES PAT E NT 
< 38 our latest improved non-carbonizing bumer and produces a braz- | f ——_____ D | E STO CG K 
2 ing heat and is very economical in consumption of fuel. The 
< top is removable and can then be used for burning off paint, one man can cut and thread any size 
= es thawing water ee etc. bt af Poa i lear erally ape pipe up to 12 inches—and do it quick. 
2 i i an everlastin 5 = 
Be Oy ae iobbe WRITE FOR CATALOG. 


ay anteed, sold by jobbers at factory price, or send us $4.50 and 
Se we will ship direct 


THE CURTIS & CURTIS CO., 


.co. 111s.,U.S. A. 
WHITE MEG.CO-, Chicago, iil? 65 Garden Street, BRIDGEPORT, CONN. 


PATENTED [894 


4TRiMe” BuiL DOC. 11 NLC 


"TRIMONT HFG.CO. ROXBURY, MASS. USA, 


Genuine Armstrong Stocks and Dies, 
Pipe Wrenches, Pipe Cutters, Clamp 
Dogs, Vises, Etc. Pipe Threading and 
Cutting Off Machines for Hand or 
Power. 


Specialties 
of the 


we TRIMONT MFG. CO., 
pe TRI 


= SSS ROXBURY, MASS. 


Catalogue on Request. 


THE ARMSTRONG MFG. CO., 


‘. New York Office, 139 Centre St. Bridgeport, Conn. 


Have all the 
good points. 


(TRIMO-A 14”, 


Union 


HYDRANTS 
and STREET 
WASHERS 


Superior to 
any other 
"We make all 
styles of “Mc- 
Namara”’ pat- 
tern Hydrants. 
Allour goods 
strictly first- 
class, high 
grade and best 
made. As per- 
fect as long ex- 
j ‘perience, best 
Accurate, | machinery and 
; Range } workmanship 
Durable, 0° to 500° : can make 
| them, 
Easil : i ; W rit 
Read. i d Dials. e Dealar tor 
} Cases : Prices. 
winches: i. puree in stock 
) yall Jobbers. 


HH 


QUALITY GUARANTEED. 


HOT AIR PUMPING ENGINES. 


There are only two Hot Air Pumping Engines : re 
which have stood the test of time; they are the é 


RIDER AND THE ERICSSON ENGINES. 


There is only one concern which has stood the 
test of time, and thatis: 


THE RIDER-ERICSSON ENGINE CO. 


Every improvement suggested by our wide ex- 
perience has been adopted. 
Send for catalogue ‘‘Bs’”’ to nearest office. 


RIDER:ERICSSON ENGINE CO., 


35 Warren St., N. Y. 40 Dearborn St., Chicago. 
239 Franklin St., Boston. 40N. 7th St., Phila. 
692 Craig St., Montreal,P.Q.22 Pitt St.,Sidney,N.S.W. 
Teniente-Rey x1, Havana, Cuba, 


Enamel 


DENNEY IMPROVED 


e RIDER & ERICSSON 
HOT AIK PUMPING ENGINES 


— ESTABLISHED 
Manufactured Exclusively by COMPRESSION 1857 SELF CLOSING 


HELIOS-UPTON CO., JOHN C. HUPFERLE, 


PEABODY, MASS. ST. LOUIS, MO. 


For Domestic Water Supply 


1812 SOLDER SECRETS 1902 


It’s an open secret that nine times out of ten, solder branded half and half will not stand 
the assayer's test. The buyer can be sure he is getting his money's worth only by analysis— 
which is expensive; or by depending upon the maker’s word. 

Our solder branded “4 & \% ’is half new tin and half new lead; nomore, no less. Our other 
brands are exactly what we say they are. 


Your Guarantee—Our reputation for straightforward dealing covering 90 years. 
Our Brands are: WARRANTED BRUCE & COOK 44 & 44; No 1 BRUCE 
& COOK, a little cheaper in price, but excellent quality for general use; EXTRA 


WIPING, which we think a perfect plumber’s solder, though some say it needs 
more lead; REFINED METAL, a cheaper solder, but one that will do good work, 


BRUCE & COOK, 190 Water Street, New York. 


and always ready for service. Important improve- 
ments patented and NOT FOUND IN ANY OTHER 
ENGINE. 

Compare the Denney Improved Ericsson Engin» having 
double bearings and connections, heavy cast iron furnace 
with the Old Style Machine with single bearings, spider 
like legs and cheap sheet iron furnace. Buy THE BEST. 


5: be operated by anyone. Perfectly safe, noiseless, 


BUILT FOR YEARS BY 


American Machine Co. 
WILMINGTON, DEL. 


RUMSEY PUMP & MACHING CO., 


© NEW YORK AGENTS, 
35 Dey Street, New York. 
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A) New Plumbing Shops A) 


and 
@ Trade Information ¢ 


Ep rere teeny tite a rettaloyg S) 

Jennish & Whitney, of Waterloo, Ia., 
have moved their plumbing establish- 
ment to larger quarters on Commercial 
street. 


Cuddy & Olding, plumbers and steam 
fitters at Redfield, S. D., have dissolved 
partnership. The business will be con- 
tinued by A. I. Olding. 


S. J. Stewart and H. A. Gotha have 
entered into partnership in the plumbing 
business at Marinette, Wis. Their store 
is located at 1519 Main street. 


The Belcher Water Bath Company, of 
St. Louis, Mo., has filed a statement to 
show that it has increased its capital 
stock from $30,000 to $100,000. 


The plumbing firm of Bromagin & 
Schultz; of Bloomington, IIl., has been 
dissolved, the latter retiring. The busi- 
ness will be continued by Mr. Bromigan, 


The Kelly-Richmond Company, Nor- 
wich, Conn., has been incorporated to 
deal in steam and hot water apparatus 
with an authorized capital of $500,000. 


Messrs. Read & Co., plumbers and 
steam fitters, at Winnipeg, Man., have 
sold their stock and business to the Im- 
perial Plumbing and Building Company, 
Ltd. 

H. C. Honeywell has purchased the en- 
tire plumbing business of Mr. Stitts, at 
Wabash, Ind., and will continue the busi- 
ness in connection with his heating estab- 
lishment. 


J. H. Raymond is a new master plumb- 
er at Middletown, Pa., having opened a 
shop on Union street. Although a form- 
er resident of Middletown, Mr. Raymond 
has been living in Philadalphia for the 
past two years, 

At Boise, Idaho, the Acme Plumbing 
and Heating Company has been incor- 
porated with a capital stock of $50,000. 
The directors for the first year are: A. G., 
Cc. R. and R. C. Adelmann, F. C. Willis 
and F. J. Roffeis. 


The Domestic Heating Company is a 
new firm incorporated at Indianapolis, 
Ind., to deal in heating plants and stoves. 
The incorporators are H. G. Martin, O. 
M. Simons, W. K. Thompson, Sylvester 
Morgan and Andrew J. Mears. 


The capitalization of the Rapid neater 
Company, of Grand Rapids, Mich., has 
been increased from $30,000 to $60,000. 
The original capital has been paid in and 
half of the increase subscribed. The ad- 
ditional money is needed for extensions 
to the business. 


F. Burke has purchased a half interest 
in the plumbing establishment of F. B. 
Luchsinger, at Monroe, Wis. He has 
also been appointed assistant superinend- 
ent of the waterworks plant. Mr. Luc 
singer will soon leave for Denver, Colo,, 
for his health. 


THERE IS AS MUCH SKILL 
required to turn out suitable castings for 
heat propogation as there is in turning out 
high grade furniture. ‘*Winchester” cast- 
ings were made to give out heat, and the 
result shows that they accomplish what 
they were built for. Made by Smith & 
Thayer Company, Boston, Mass.— Adv. 
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STRALEY, HASBROUCK & SGHLOEDER, 


John A. Straley 
Louis B. Hasbrouck 
C. Augustus Dieterich 


750,795. Pipe Wrench. 
Bates, Bakersfield, Cal. 
Serial No. 133,633. 


Filed Dec. 2, 1902. 
(No model.) 


750,952. Ventilating Device for Water 
Closets, ete. Albert Drouillard, Windsor, 
Canada. Filed April 12, 1901. Serial No. 
55,559. (No model.) 


MMi) = ee 


751,250. Steam Trap. James H. Bles- 
sing, Albany, N. Y. Filed April 1, 1903. 
Serial No. 150,667. (No model.) 


hO 
ZN 


WN 
Posi, 


(eo-Z 


751,333. Valve. Nicholas Obolensku, 
Hermitage, N. Y., assignor of fifty-one 
one-hundredths to John McGarvey, 
Rochester, N. Y. Filed March 17, 1903. 


Serial No. 148,193. (No model.) 


Counselors-At-Law 
Solicitors of American and Foreign Patents 


257 BROADWAY, NEW YORK,N.Y. 
Patents, Designs, Trademarks, Labels and Copyrights. 


Hugene J. 


PATENTS 


and 
Patent Causes 


751,666. Stop and Automatic Cut-off 
Valve. Isidor Mayer and Josef Hubner, 
Vienna, Austria-Hungary. Filed Dec. 22, 


1902. Serial No. 136,276. (No model.) 
7 4 
i i) 
' A = 
7 
GY 
751,096. Valve. Joseph W. Nethery, 


Indianapolis, Ind., assignor to the Nethery 
Hydraulic Valve Company, Indianapolis, 
Ind., a corporation of New Jersey. Filed 


Dec. 4, 1901. Serial No. 84,667. (No 
model.) 
751,677. Valve. Toseok W. Nethery, 


Indianapolis, Ind., assignor to the Nethery 
Hydraulic Valve Company, Indianapolis, 
Ind., a corporation of New Jersey. Filed 
August 10, 1903. Serial No. 168,894. (No 
model.) 


751,144. Frederick F. 


Steam Trap. 
Brush, Detroit, Mich. Filed Feb. 19, 1903. 


Serial No. 144,094. (No model.) 
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Eleva 


Among the a 
and Steam Fitter; 


John D. Mouat & Co., of Detroit, , 
have been awarded ine contract fo 
plumbing work in the flat building | 
erected on Euclid avenue by Baxi 

I 
| 


: 


O’Dell. 


Dr. Sheard, medical health ofiq 
Toronto, Can., reports -that the i 
plumbing and drainage system in th 
building require remodeling. More 
for some plumber in that city, | 


The contract for heating and plun 
in the new Bengener Block on West 
street, Canton, Ohio, has been give 
D. & O. Charmois of that city. Thei 
was close to $3,000. 


The plumbing in the new wings o 
Eloise County (Mich.) house will b 
stalled by Paul Wenzel, of Detroit 
$3,997. The electric fixtures will be 
plied by the Toledo Chandelier Co., 0 
ledo, Ohio, for $445. | 

Mayor Steinbach, of Quincy, Ill, 
announced his intention of appointi 
board of plumbing inspectors by Ma: 
as provided by law. The subject was 
cussed in the city council at a m 
meeting of that body. 


The school board at Seattle, Wash 
the contract for installing the heating 
ventilating apparatus for the Inte! 
schoolhouse to Morgan & Co., of San } 
cisco and Seattle for $5,980. The pl 
ing in this building will cost about 
543. 

L. E. Robert, of Waterloo, low: 
one of the busy plumbers of that 
He-has recently finished the plumbir 
the Black Bank National Bank Buil 
which is one of the finest jobs in 
part of the country. 


THE BRUCE & COOK 
SOLDERS 
One -of the first metal houses to 
bark in the manufacture and distrib 
of solder was the old and well-kr 
firm of Bruce & Cook, of 190 Water st 
New York City. It was not long bh 
a study of the requirements of their 
tomers demonstrated the fact that 
qualities of solder satisfy about 90 
cent. of the ordinary consuming t) 
Users of solder desiring a good ar 
and one that will be uniform will do 
to know these brands, as they can bi 
solutely relied upon to be what they 
fess to be. No change in the form 
of their manufacture has been mad¢ 
many years, and none is anticipated 
the future. Thus, if found to work s 
factorily at one time the solder ma 
relied upon to be exactly the same 
next time. Ask them for prices and 
counts, which will prove interesting. 
——_2 +t . 4 
SALE OF A PLANT MAKI 
PLUMBERS’ WOOD ANI 
BRASS WORK 


In pursuance of an order of sale is 
by the referee in bankruptcy, bids ” 
received until April 1st for the sal 
the American Mfg. Co., at Middleport 
including real estate, buildings, 
chinery, tools, raw and finished mate 
ete. This company manufactures pl 
ers’ wood and brass work and is 00) 
operation. 


WARNOCK 


lumbers everywhere are USiINg Warnock 
Wrenches. If youdon’t you are not up- 
to-date. Your Supply House has them. If 
they haven’t we want to know it, and will 
set.d a wrench FREE to the 25 Plumbers who 
tirst send names of dealers without WAR- 
NOCKS. It looks easy, but find the Dealers, 


A man with a Reed Standard Pipe Wrench will often screw a 
pipe into place while another man equally as good is adjusting 
a chain wrench, or one that requires adjustment in place. This 
wrench adjusts itself instantly to all sizes of pipe within iis 


capacity, gripping it firmly with the slightest downward pressure 


Varnock Manufacturing c Oo on the handle. It never slips. The harder you press down the 
e 

Ww M a! tighter it grips, while the slightest upward pressure on the handle 

orcester, ass. instantly releases it. The action of the jaws is a perfect ratchet, 


each grip being firm and secure. Send for our catalogue “P” of 
Plumbers’ and Steamfitters’ Tools. 


ao 


s Will Please Mention 
ubscribers — gieurai ate aicore 
Writing to Advertisers 
B No Mechanica) device to get out of order, but simpJe constructio } 
| ie al on a scientific principle. Its water seal cannot be broken by 8}- 
phonage. It is self-scouring and will withstand long evaporation. 
We have examined, tested and used the 


& & Others Say Eretiry sina tse" ouin” or Reed Manufacturing Co., — Erie, Pa. 
The King Manufacturing Co., 


@roadway, cer VWinth Street. WATERVLEIT, N. Y- 


ZENIT H 


Highest Price Gas Rang 
Cheapest,Gas Range 
Best Gas Range 


el 
ix 


‘THREADING: 

‘TOOLS oF EVERY: HAND AND 
“DESCRIPTION: > POWER 
“FOR PIPE -°°° USE. 


“AND BOLTS ::-° : | 
THE OSTER MFG.CO./Mt <<) -! pepe 


Will Please Mention 


Subsc ribers This Journal when 


Writing to Advertisers 


TO THREAD 
; STEEL PIPE 


requires a better die. It must be 
made of BETTER STEEL, Cheap 
steel soon becomes dull and tears 
the threads. 


In “Economy” Dies 


Less steel is used or wasted, so we 
ean afford to use the BEST, also 
there is more CLEARANCE for 
chips than is possible in any other 
form of die. 


Every Die Guaranteed 


a 


CLO SE T 
WE WANT eee TRADE 
Because they always Recommend the Best Goods in their line 


STEPHENSON MANUFACTURING CO., 


209 Sandus St.. ALLEGHENY, = 
jend for Descriptive Catalogue. aa ey rR oe = . PEs tion this Paper. 


RANGE AND 


Send for catalogue of 
“ECONOMY” STOCKS and DIES 


MANUFACTURED BY 


F. E. WELLS & SON CO. 
12 Ridell St., GREENFIELD, MASs, 
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iggs House 


WASHINGTON, D.C. 


Ypposite U. S. Treasury, one block 
from the White House. Special 
rates for traveling men; hand- 
somely furnished and decorated; 


table best in the city, 


O. G. Staples, Proprietor. 


HOTEL STE. CLAIRE 


DETROIT, © MICH, 


Rates: 
American 
Plan 


Absolutely 
Fire-proof. 


Hot and leleaaich Ba . 
Cold Water pattie fue} per day. 
in Every Room |peitieiil-a Erle | With Bath, 
zi $3.30. 


Carnegie Hill Hotel 


Corner of Madison Ave. and $2d St. 


New, modern, fireproof hotel for 
permanent and transient guests, 
overlooking Central Park, New 
York’s best residential section, one 
block from the Carnegie and Sleane 
mansions; easily accessible to 
theatres, shops, etc. 


Bedroom and bathroom, inc. board, $3.50 to $4 
Parlor,bedroom and bathr oom, ** .00 
Parlor, 2 bedrooms and bath, 

Parlor. 3 bedrooms and bath, 

Rooms for maids and valets, 


Special Yearly Rates. 


Electric lightand long distance tel- 
ephones in each apartment; marble 
bathrooms. 


TRADE-MARK. 


“Sequel to the Fencing 
Girl.” 


Copyright, 1903, by 
Chicago & Alto 
Railways 


tART CALENDAR 


Four graceful poses from life; figures ten inches 
high, reproduced in colors by a process far su- 
perior to last year’s calendar. Highest example 
of lithographic art. 


“THE ONLY WAY” 


to own one of these beautiful calendars is to 
send twenty-five cents with name of publication 
in which you read this advertisement, to GEo. 
J. CHARLTON, Gen’l Passenger Agent, Chicago 
& Alton Railw ay, CHICAGO, ILL. 

The best railway line between CHICAGO, ST. 
Louis, KANSAS City and Peoria, Take the 
“Alton”’ to the St. Louis World’s Fair, 1904. 


FORNIA? 


A or 


Three fast 
trains daily to the 
Pacific Coast, over the 
only double-track railway 
between Chicago and the 
Missouri River. The 


Overland Limited 


Electric lighted throughout, is the most luxurious 
train across the American Continent. Solid through 
train less than three days en route to California 


i oar Chicago, 
Union Pacific 
and North-Western Line 


Ghe Best of Everything. 
All agents sell tickets via this line. 
Full particulars as to Californiatravel, with books, maps, rates 
and sleeping car reservations, on application, 
D. W. ALDRIDGE, 
Gen’l Eastern Agent C. & N.-W. Ry. 
461 Broadway, 
New York. 


NW20r 


‘‘Pillar’d around by everlasting hills, 
Robed in the drapery of descending floods.” 


NIAGARA 
PALES 


One of the natural wonders of the world. A 


charming place at any season of the year, 
reached from every direction by the 


NEW YORK CENTRAL LINES. 


A visit to the Falls is an object lesson in 
Geography; an exhibition of landscapes that no 
painter can equal, and a glimpse of the latest 
developments of the industrial world. 


A copy of Four-Track Series No. 9, ‘‘Two Days at Niagara Falls,” 
will be sent free, upon receipt of a two cent stamp, by George H. 
Daniels, General Passenger Agent, Grand Central Station, New 
York. 


aE 

- \ 
Locations for Industr, 
Erie Railroad—New York to Chice| 

INDUSTRIAL DEPARTMENT 
For information address 
LUIS JA’ KSON, 

Industrial Commissioner,Erie RailroadCom 
21 Cortlandt St-eet, New York, 


} 
t 
; 


ST. LOUIS AND KANSAS ¢ 


VIA THE PUEBLO GATEWAY, | 


—tTo— 


COLORADO, UTAH 
THE PACIFIC COAS 


Observation Parlor Cafe Cars, meals 41acai 
elegant Pullman sence. electric lights P| 
Double daily service. The scenic line t¢/ 
Colorado. Through service to California. 


THE IRON MOUNTAIN ROU’ 


reaches direct from St. Louis, the cities of Me 
Hot Springs, Ark., and principal points in| 
Mexico and California. Berens hs 
and Dining per meals a la Pp 
Sleeping Cars with etectrie? lights rep ad 
For further information, apply to 
W. E. HOYT, G. E. P. Ager 


835 BROADWAY. NEW Y 


Grand 
Canyon 


of Arizona 


EBacth’se greatest wonder. 
the titan of chasms, a mil: 
deep, many miles wide. — 


Pictures of it: For 2% cents wi 
aqme send the __ Season’ 


&- 
¢ For 60 cent 
Books about it: toe 


Grand Canyon b ‘ok, 128 pages, 98 illustre 
tions, cover in colors; contains articles b 
noted authors, travelers and scientist 
Wortlty a place in any library Or wi 
mail free pamphlet, “Titan of Chasms. 


G. C. Drtiarp, General Agent, 
377 Broadway, New York. 


Santa Fe 


The magnificent through train 
service maintained by the 


“Bic Fovr’ 


In connection with the 


New York Central, Boston & Alba 
and Chesapeake & Ohio Ry’s | 


includes Buffet Parlor, Cafe-Librat 
Dining and Ooservation Cars, & 
Pullman Sleepers 


TO 

Mountains,. | 

Lakes, sennh or 

East, wal : 
est, No eh 


Write for rates and folder 


WarrenJ. Lynch,  W. P. Beppe 
Gen’l Pass. &Tkt. Agt. Asst. Gea’lP. &T. 
Carona, Ont. 


fhe Plumbers’ Trade Journal, Steam and Hot Water 
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MARK 


Fitters’ Review Vv 


J:B. CAMPBELL BRASS WORKS 
/ ERIE, PA. 


| SILL COCKS 


Asilicated Iron Cement for connecting Bell and 
Spigot Cast-Iron Soil Pipe in place of Lead. 
Jointsare easily and quickly made. 

Sold in 5, 10 and 25 pound red labeled tins, 


| 


IRON CEMENT 


NGLE 


WHEEL 
8 OR No. 4 
| STR AIGHT KEY will repair leaky boilers, piping, etc. It will 
| PATTERN withstand fire, water, steam and oil; it expands 


and contracts the same asiron. Write for cata- 
loguesand prices. Sold in 5, 10 and 25 pound blue 
labeled tins. 


SMOOTH-ON MFC. Co.; 


672-574 COMMUNIPAW AVE., JERSEY CITY, N. J. 
Chioago Office, © - ° 61 W. Jeferson St., Chieage, i). 


Plumbers’ Brass Work 


Prices on Application. 


i 
’ 
America’s Famous Resort : 
| 


Champion HOT WATER 
Combination HEATERS 


THIS HEATER IS MADE FOR USE IN BARBER SHOPS 


“ © e t / = 

H RING 

\tlantic I y nn) (mom It is efficient. It is durable. SECTION 

aw so i & a ae . 5 It is non-rustable. T 

; w Meee thas a large cone-shaped heating surface and bse 

Th ree Hou rs i the heating cone can be easily taken apart for et eycan 

| LS, | the removal of scale and other deposit. bea 

from wae | WRITE FOR A CIRCULAR AND DISCOUNT. ele 

| 7 capacity. 

i New York | 

| BASE 
VIA SECTION 


Can be 
usedalone 
or with 
Onew a0 
more rings 
for large 
capacity. 


lew Jersey 
Central 


| Solid Vestibule Equipment. 
Buffet Parlor Cars. 


TOOLS AND SUPPLIES FOR 


They fit any furnace and will heat 
portions of the building where hot air 


Trains aT - - 9:40 A. M.—3:40 P. M. e 
Sunpays, 9:40 A. M. i i 
an Plumbers, Gas Steam Fitters }) | 12105 su 200%. corsa. 


Ft. Liberty 8t., N. R.& South Ferry 
/Ilus'rated book on application. 
C.M. BURT, General Pass. Agt., N. Y. 


Write for Prices and Descriptive Pamphlet. 


FRANK D. STOLZ, 


156 Webster Ave., . Chicago. 
a 


96 St. Peter Street. QUEBEC, CANADA 


Urinals, Water Closets, Platforms, Base. 


NEW YORK SLATE WORKS, 


4938 E. 138th St., New York. 


re Ball-Cock 
Valve is balanced. 


SS SS a 
= J a —— = | — Will not hammer even under pul- 
: af — : sation at a pump. 
: ge : 


U. S. High Pressu 


Has renewable seat of best steam 
metal. 

Is perfectly noiseless. 

Full sized area. 

Good in any place for high or low 
pressure, 


Coe ADOPTED 


AYRES] 2" 
I N LET DEPARTMENT 


Guaranteed. 


tf Senp SamPie ORDER. A WA 
JULIAN D’ESTE COMPANY, 24 Canal Street, BOSTON, MASS. x Lw” ¥S OF BUILDINGS 
INLET OF GREATER 
NEVER 
DIXON’S GRAPHITE PIPE JOINT COMPOUND A FOUL AIR NEW YORK. 
makes the tightest joints for steam, water, air, gasoline, gas of ofl, OUT PEE 


THE HART-AYERS || FOR SALE BY 
PLUMBING CO., DEALERS ONLY. 


4th Aveand Degraw St., 
BROOKLYN, N.Y. 


C. & D. TANKS AND SEATS 


CAST IRON AND COPPER LINED 


Over Head Tubular.and Plain Showers, 

Baths, Stee! Copper Lined, Enameline, 

White Metal and Solid Copper. 
MANUFACTURED BY 


COYNE & DELANY, 
303-309 Rodney Street, Brooklyn, N. Y. 
Prices on Request. e e Telephone 878 Williamsburg. : 


which can be sepatated at any time with perfect ease, 
Write for Descriptive Circular 99-D and sample. 
JOSEPH DIXON CRUCIBLE CO., ~ ~ Jersey City, N. J. 


The ADAM 
INSTANTANEOUS | 
WATER HEATER 


SOLD ONLY TO THE TRADE 
MANUFACTURED BY 
W. J. ADAM, 


JOLIET, ILLS. 
Send for Latest Catalogue 


7 z 


vi The Plumbers’ 


THE PAYNE 
FROST PROOF CLOSETS 


Adapted for Cellar and Yard Installation 


We build 
it for you. 


222 E. Eighth Ave., | HOMESTEAI 
Ready to set SI 
on trap. 


It cannot 
be botched. 


Requires 
NG Ris 


Cannot be- 
come air 
bound, 


Prices Right. 


Get our 
Descriptive 
Circular. 


THOMAS P. FORD COMPAN! 


BOSTON: 
: A 8! Centre Street, NEC YORK 
CominnGon nes Edward P.Brock & Co., 104 High St. 


WRITE FOR PRICES AND DISCOUNTS. 
Pittsburg Brass Mfg. Co., 


—MANUFACTURERS - : 
Penn Ave. & 32d St.,_— = PITTSBURG, PA. 


» \ Wrought Steel, 
<>)! Kitchen and Pantry 
é ’ Plain: Painted (inside and out) 
’ zE Galvanized; 
£) Blue Enameled: Agate (Enamel- 
& ed Gray); Crystal (Enameled 


Light Gray; White (Enameled 
blue outside). 


Sp Combination Overflow, 
\ 4 : Overflow Protector, 
< Send for Catalogue and mention | Strainer Outlet. 


PLUMBERS’ TRADE JOURNAL ; _Plug Outlet. 
LALANCE & GROSJEANMFG.CO, {Si Chambers in Sink Backs. IT IS THE BEST; THEREFORE THE CHEAPEST, It is used i 


NEWYORK, CHICAGO, BOSTON. cipal and U. S. Govsmment Departments, endorsed by leading sanita 
and is guaranteed to do what is claimed for it SOLD TO THE TR 
Write for Circular and testimonials. aang 


cau) | PHILIP BRAENDER, ~ 47 W. 125th St, New} 


i) Soil Pipe. W.N, McKenna, 75 Chestnut Street. Boston M. 

i Cast Iron SALES AGENTS ‘Ge E. Douglass, 40 Dearborn Street, Chicago ¢ 

=|j Water Pipe 
4 Plumbers’ 


= Supplies 
an 
Lead Pipe. 


Frost Proof 
Water Clost 


to show their mer! 

Put in a HAAS’ C 

Compare it with others you 
installed. Requires nop 

a good strong flush. Opera 


is perfect. It isthe close 
the customer wants. — 


PLUMBERS’ DUST-PROOF 
WASHER CABINET No. 1761 


CONTAINS 


60 DUST and RUST:PROOF STEEL DRAWERS 
each fitted with adjustable patton making 120 com- 
partments in all. 


SHIPPED C.O.D. $18.00. 


This Case, having a Steel Back, contents will not rust 
or tarnish. Each drawer is fitted with a strong Pull an¢ 
Bronze Card Clip. ; 
Size of Case: 28in. wide, 11 in. deep, and 41 in. high 


GEO. W. HEILAND, 


99 and 1ui Beekman St. = =) - NEW YORK CITY 


PHILIP HAA 


MANUFACTURER and 


White Wood Exposure, stained Oak 


PR by your list of satisfied 7 

emg) customers. Paying 
Y patronage is not easily 
lost when best materials 


=~, Jleaks and eracks. 

if 

Wee GRAPHITE COMPANY, 
) PITTSBURG, PA. 


Te make six dif- 
int styles of traps. 

fittings are of 
i brass. No stamp- 
or bent tubes 
d. 


Which will prevent Flooded Cellars, Flush your Sewerse 
and Absolutely Eliminate Sewer Gas from your building. 


JOHN MADDOCE. 
THOMAS MADDOCK, 


COALPORT, 


Steamship, Car Builders’ and Plumbers’ Earthenware. 
Sanitary Specialties of Every Description. 


Sy SEALS WITH OR . 
if varuour, WATER 


$.iS2S.B 


JOHN ss & SONS, 


~ « 


Fa Plumbers’ Trade Journal, Steam and Hot Water Fitters’ Review 
——~™ GET ONE OF G&G 


WADE’S BACK- WATER GATE VALVES 


Manufacturers of 


WEST CLEVELAND, - = 


PUT INTO THE WHITE HOUSE BY THE U. S. GOVERNME*T, 


F. E. CUDELL’S 


may Pat. SEWER-GAS and BACK WATER TRAP 


Por Wash Bowls, Sinks, Batis and Wash Tubs. 


vii 


Profitable Patent and Trade-Mark for Sale. : 
Ghe Rex Basin 2"7 Bath Waste 
CopyYRIGHTED 1897. 


PaTENTED 1896 
Patent ALLowep OcrToser, 1903. 


Fits any Basin, and 


5 b 
n 
E 2 
" are used. SEND FORCATALOG «6S a. has never been 
Wisconsin R TARY oe tiem | reine iiie 
G hite ON SAN! ge 8 a Ss features. 
Pi apie MANUFACTURING g 2a ee Se ae 
~ = andlieé on € Sla 
wre COMPANY, 388 moves the slide G 
Paste 5254 Dearborn St., 2 3 © against and under 
stays where put. Heals CHICAGO, ILL. & 3 ai teens E f Passe 


per D. 


The basket pre- 
vents loss of rings 
or jewels, is instant- 
ly cleaned, and re- 
moval of stopper D 
andbasket E with the 
slide G moved back, affords a clear pas- 
sage and clean sweepdown to the trap. 

Thousands in successful operation, 
and endorsed by many leading Plumbers. 

The Patent, Trade-mark and every 
thing pertaining to it will be sold with- 
out reserve. 

FOR PARTICULARS ADDRESS 


Ss. W. LEWIS, 
51 ELDERT ST., BROOKLYN, N. Y. 


ALEXANDER H. MADDOCK, 
WILLIAM B, MADDOCK,. 


TRENTON, N. d. 


PLUMBERS WANTED 
To Use Allbe’s Wiping Cloths 


- OHIO. 


B. 
Molessin. 
$14x3 and Smaller. 


_ A. Cc. 
Herring Bone. Common Tick. 


? CLIMAX r 15 
is best. ‘ B14x31¢ to 4x5 a 
Manufactured by In ordering state size of wiping edge first. 


HE CLIMAX 
ECIALTY CO. 
meea Falls, N.Y. 


‘he largest manu- 
turers of plumb- 
' specialties in the 
rds 


. A serviceable and 

handy arrangement for holding Tux 

be sent 

FREE to any subscriber sending us a 

pte ara or sent post paid for 
cen 


UR NEW BINDER 


PuiomBers’ TRADE JOURNAL, will be 


{ 


The Koven Galvanized 
Iron’? RangeBoilers, Tanks 


provided with coils, 
for heating water by 
steam, Expansion 
Tanks, Heavy Sheet 
Iron and Plate Steel 


Work for all pur- 


poses. 


» O. KOVEN & BRO., 
Officer go Cliff St,, New York. 
Works: Jersey City, N. J. 


McNaB & & HARLIN MANUFACTUTING Co., 


SUBSCRIBERS 


Standard Gas Fixture Co., 


MANUFACTURERS 


in the Market. Samples and Circulars 


I43 Liberty Street, 


Manufacturers ef 


Brass and Iron Goods, 


For Steam, Water and Gas. 
Wrought Iron and Steel Pipe, 


Will Please Mention 
This Journal when 
writing to Advertisers 


Staple Brass Gas Fixture Fittings, Brackets, 


MINERAL WOOL 


For covering Steam and Water Pipes thes ge to anything 
ree, 


UNITED STATES MINERAL WOOL Co., 


New York. 


U. 8. stamps taken. 
direct from 


CHAS. A. ALLBE, 
S53 Stebbins St. SPRINGFIELD. MASS, 


QO | 


e 
Wecan handle anything 
in the 


Of your jobber or 


UR NEW BINDER. A serviceable and 
handy arrangement for holding TsE 
PLUMBERS’ TRADE JOURNAL, Will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for 
35 cents. 


OFFICE 


BOUND BROOK, Ne J 


Pendants, Ete, Plumbing, Heating 


Electrical Lines 


Having acquaintance with the railroads 
and manufactures of agricultural im- 
plements. We want to get hold of a 
good steel and wrought iron pipe ac- 
count. We have the influence and 
facilities for conducting an immense 
supply business, and desire to hear 
from any one interested sufficiently 
along the lines we have spoken, to 
have us represent them in territory 
from Chicago West. 


Plumbers’ and Gas Fitters’ Supplies. 
Factory, PATERSON, N J. 
86 & GO JOHN STREET, 


ADDRESS 
Cae D.C OF; 


Care of The Piumbers’ Trade Journal, 


WAR. OSTRANDER & C0, 


22 Dey St.,. NEW YORK. 


Manufacturers of 
all kinds 


NEW YORK. 


“AY MA, 


ert 
<n io 


LAWLER’S PATENTED 


GAS REGISTER HEATER 


No such powerful heaterinvented. Handsome, too 


Will heat a large room, small cost for gas, 
Now is the time to make money bandling it. 
Every Plumber should sell it. 

We make a big line of Steam, Water and Gas 


4 eS ; 3 Tube and 

ve t , . 

Tenot isk ter Sony ale eens 
eee LAWLER REGULATOR CO., a. 


20 W, Houston St. . . NEW YORK CITY. 


1433 DeKalbAve. GROOKLYW 


ae 


vili The Plumbers’ Trade 


Monument Pottery Co., | 
Trenton, N. J., 
Wo S.cA 


KEE 


Manufacturers of Monument Porcelain. 


Ker 


Bath Tubs, Lavatories, Kitchen Sinks, Drinking Foun- 
tains, Etc. Also Monument Solid Porcelain Special 
Fixtures for Hospitals, Government Barracks, Etc. 


Special designs made to order. We have ready for 


distribution Catalogue A, which we would be pleased 
to send upon receipt of application. In this catalogue 
we illustrate a complete line of goods as manufactured 
by us. Address all communications to 


Monument Pottery Co., 
TRENTON, N. J. 


Morgan & Wright 


Force Cups 
Are Standard 
in Quality. 


Thoroughly 


Reliable Fuller Balls 


Basin Plugs 

Rubber Connections 
Tubing 

Elbows 

Etc. 


SEND FOR CATALOG. 


Morgan & Wright, 


CHICAGO 


New York, 
Dayton, O. 


St. Louis, 


WRITE US FOR CATALOGUES AND pig a 


We Want Agents « to Sell =. Filter: 


HYGEIA FILTER COMPANY, 


Journal, Steam nd 


San Francisco. 


fot Water Fitters’ Revi 


L. Wolf Manufacturing 


(Established 1855.) 
MANUFACTURERS OF 


. \ Plumbing Goods g 
a of Every Description 
“a oe a S. A. 


Wolif’s 
‘‘Star’’ 
Pattern 


F-3500—(Stop and Waste) 


The above is a new design (Patent applied for) heavy Stop and Waste Cock 
in our “F” catalogue —made of absolutely new metal, perfectly ground 
of the best workmanship throughout. 


SEND FOR ILLUSTRATED PRICE LIST 


GAS NOVELTIES 


MANUFACTURED BY - 
THE CAS TIP & SELF LICHTER COM AN 


Our $3.00 sample lot wlll be forwarded, upon receipt of pric 
any dealer or agent for gas burning novelties: This charge. 
partially covers the cost of manufacture. Express prepaid. 


THE LIST INCLUDES: 


Self-Lighting Torch for Burners and Stoves 
Self-Lighting Cap and Mantle 

Self-Lighting No Match Burner 
Gas Governor Checks for Stoves and Ranges 
Gregory’s Governor Burners, 2, 3, 4, 5 and 6 ft 
Aluminum Tips with gas checks 
Aluminum Tips, assorted sizes 

One Pocket Gas Stove. One Red Hot Disc Heat 
One “Solid Comfort” Light and Heat Radiator 
One New York Gas Lamp with 100 C.P.4 1=2 ine 


Wholesale jobbing prices Will accompany samples. Our Nn 
fine of novellies is, without question, the best selling articles 
offered to the public. Send for Catalogue. 


Address all orders to 


THE GAS TIP & SELF LIGHTER 


25 WEST BROADWAY, NEW YORK. 
G. H. Gregory, Manager. 


First and Larned Stessteed 


RS IRADE 


“STEAM AND ERS WATER FITTERS REVIEW 


Copyright 1904 by J-M Heatberton. 10 cts. a copy $1. a per year 


The merit of CLEVELAND COCKS is 
proved, not by what our advertisements 
say, but by their splendid service. 


THE CENTRAL Brass Mec. Co., 
CLEVELAND 


Bo you want to be fooled 2? 
Buy our imitators gocds. 


. Iron Body Composition Mounted Valves 
With Parallel Bronze Seats 
For Ordinary and Heavy Pressures. 
Selft-Packing Stem 
With or Without By-Pass 
WRITE FOR CATALOGUE AND PRICES 


THE KENNEDY ee MFG. CO., 


61 Beekman &t. - NEW YORK. 


A trial will 


SPRING” SEAT ATGRCEE NO ANGiE > ee eae 
“4 v 


Guaranteed 4 ' 
ra 5 TRADE MAS 
not to leak eR, pense) at >> me |" # ag 
at highest] 2- ; - Te superiority 
+ URPG—~BOSTON wy oRK - over all 
pressure. i S. ‘ a 2227 4. 


i) 
S ALL OTHERS FOR VaWe® pu | others. 


What’s the matter with 


Are You Having 
Trouble 
eee Four 


THERE ALL RIGHT. 


| THE MOST ’ [ADE ALL THE WORLD'S FAIR BUILDINGS 


“ifs so ths iret 
are being equipped with them. 


~_ a weE d 2 Lee 
| & i 


Bi pes MADE BY 
nown and sold by every jobber. 


MANUFACTURED BY 


J. J. RYAN ® CO., 
CHICAGO. 
New York Representative: 


THOS. H. HUTCHINSON, 


101 Beekman Street, 


Who Marufacture all kinas of 


' ee er Hose Carts, Reels 
UNE a Re aS IDS . and Hump Racks. 


RAVITY & PRESSURE FILTERS avo WATER SOFTENING PLANTS | [iycrpere: meer wr emeys yevStrral of MCT ar 


CONSTRUCTED UNDER THE WELL-KNOWN MANUFACTURERS 0) 
EW YORK, CONTINENTAL, JEWELL, HYATT, WARREN, NATIONAL AND BLESSING PATENTS Staple Brass Gas Fixture Fittings, Brackets, a he 
OR BUILDINGS OF “ALL KINDS REQUIRING CLEAR, BRIGHT AND PURE WATER. 


The New York Continental Jewell Filtration Go., General Contractors - 
15 BROAD ST., NEW YORK. 40 W. QUINCY ST., CHICAGO, ILL. : @ le NO ALUM BONE BLACK ONLY 


The Cummings Filter Co., 


Manufacturers of 


Pure, Clear and Soft Water for all Purposes. 


‘StEAM BOILERS RADIATORS] || |) Ah a aren 
THEY, SIV E_ COMPLETE SATISFACTION ee Main Office, 8 Wood St., - + PITTSBURG, PA. 


for latest Catalogues 
GURNEY HEATER MFG. Co., / OTe een ree Pe 
FRANKLIN, STREET, 2 S22] =” | 481 Fifth Avenue, New York City. 


N-Y’ BRANCH Wl FIFTH AVENUE, 
- TO 


ii The Plumbers’ Trade Journal, Steam and Hot Water Fitters’ Review 


The BARRETT 
Pipe Forcing Jack 


PATENTED 


FOR forcing or pullirg pipe 
horizontally under ground. 


Saves ditching and refilling 
in making service connections or 
in placing pipe under streets, 
sidewalks, lawns, etc. 


Forces pipe at an average rate 
of ONE FOOT PER MINUTE. 


Does not telescope the coup- 
lings. 


Saves an enormous amount of 
expense, labor and inconvenience. 


Used by many of the most 
prominent gas and water com- 
panies in the United States. 


Send for Special Circular “P” 
and further information. 


Made only by 


The DUFF MFG. CO., 


PITTSBURG, PA. 


Works: Allegheny, Pa. 


& THE C ee 


8 in. ee ee. 30) igh pee 


THE BEST CHINA GLOSS ENAMEL 


FULLY GUARANTEED 


GET OUR PRICE—YOUR ORDER WILL FOLLOW 


PHILADELPHIA 


No matter what the weather is, 
the “‘WINCHESTER"’ Heater is 


Always on Hand ee | 


If your house was warm last 


winter there was a ‘‘WINCHES- 
TER'’ in the cellar. 


SMITH & THAYER CO. 


BOSTON, MASS. 


NEW YORK OFFICE (Fuller Building.) 


= SEALS WITH CR PUT INTO THE WHITE HOUSE BY THE U. S. GOVERNME*T. 
I besa Ne ee 
Ve eeraee F. E. CUDELL’S 


mo Pat. SEWER-GAS and BACK WATER TRAP § 


For Wash Bowls, Sinks, Batis and Wash Tubs. 
WEST CLEVELAND, - - - - OHIO 


Manufacturers ef 
Brass and Iron Goods, 
For Steam, Water and Gas. 
Wrought Iron and Steel Pipe, 
Plumbers’ and Gas Fitters’ Supplies. 
Factory, PATERSON, N J. 


56 & GO JOHN STREET, NEW YORK. 


Thos. Maddock’s Sons Co. 


TRENTON, i N. De 


MANUFACTURERS OF 


(RAILWAY AND MARINE EARTHENWARE) 


WE MAKE A SPECIALTY OF CHINA TRIMMINGS FOR BRASS WORK. 


BRASS | CLEVELAND 
OHIO. 


WORKS | 


ri —— 


FARNAN 


Best Herringbone Ticking—16 ply—75cts. postpaid 


Best Moleskin-heavy-No Rough Edge—$ 1 postpaid 


5 


With h ord d mple of ow 
WIPING each order we sen a ple o “ r 
CE OTH S otty EOS IDINg ae Suu crates etc, 


Hartford, Conn. 


R. M. STARBUCH, 2 © 


Read and Ponder 


Then Use The 
Acme Roof Fiange. 


No Lead Pot to carry on the roof, as it is.complete in 
itself, wlth no joint to run and still makes a perfect 
metal connection ihe same as if poured. ‘ 

Over 200,000 now in use. 
WRITE FOR CATALOGUE. 


ACME MANUFACTURING CoO,, 


W. Somerville, Mass. 


- ANY SIZE 


IEA OI AE Roy 
Manhattan Closet 
with 
DEES TOETIES FOY« 
IIIS Gl WIEN AS 


Plate 2336—E 


WEDLR 


Write for 
illustrated Booklet on 
Nethery Flush Valves 


VERE. 


The highest Qual ty 


OF 
SANITARY 
PLUMBING 
APPLIANCES 


Are made by 


THE PECK BROS. & COMPANY, 


ec 


New Haven, 
Conn. 


New York 


Fy gee SEP 


Boston 


. The Plumbers’ Trade Journal, “Steam and Hot ‘Water Fitters’ Review ili 


MUELLER PIPE END REAMERS 


Some pipe reamers spread or 
flatten burrs instead of cutting 


them off, 

Mueller Reamers have the 
blades well relieved so that the 
cutting edges mever drag or 
scrape. They shave the burrs off 


clean and leave the interior pipe 


surface entirely free from ob- 
structions. 

The frame and ratchet handle 
are made of malleable iron and 
drop forged steel, and the blades 
are made of fine tool steel. 


Reams pipes from % to 3 inch 


sizes inclusive. 


MADE ONLY BY 


H.MUELLER MFC.CO.,DECATUR,ILL.,U.S.A. 


i; Gives the Plumber § ) i} iM KL 
FOR SUPPORTING ig and Fitter a chance to : 
DRAIN PIPES, | iW use the waste wrought 
STEAM MAINS, Lif. and cast iron pipe. 
ETC. Can furnish fittin 
Catalogs and discounts for any desired pitch 
mailed. 


THE OBERLE PIPE SUPPORT FITTINGS 
PAT» MAY 21. 1901 ; Vv 


Drain Pipe Overle Suppor: Ps 
j. F. OBERLE, Main Office, 780 Seconda Avenue, NEW YORK 


~ 4 
= Gays MS 
2 i, y re) 


ht Se 

Pee Guaran: 
7’ teed 
Tight. 


Pane 
a 9 he 
When you want THE BEST you want 


Mionarch Cocks 


Monarch Bibbs 


MADE IN ALL STYLES AND SIZES. 


Ground Key-Conipression-Fuller Work 


ASK 
YOUR 
JOBBER 


The Monarch Brass Co., 


CLEVELAND, 
OHIO. 


ERROR 


RIES 


This Lavatory 


Dimensions 21 can be furnished 


by 19 inch. Large 1] with concealed 


oval Basin with brackets if -de- 


outlet at back sired. 


SEES 


PLATE 56 


Above illustration shows another of our superior “‘Sout-hern Beauty” one 
Piece, Porcelain Enameled Iron Lavat.ories wit-h apron, deep roll recessed 
back, and large shell pat-t-ern soap dish, cast, intergral. 


Write for new booklet showing our complete line of enameled iron ware. 


Ohe Cahill Iron Works, 
CHATTANOOGA, TENN. 


THOS. H. HUTCHINSON, 101 BeceHKman St., 
NEW YORK REPRESENTATIVE 


TRITON RADIATORS 


One Column, 
Two Column, 


° Three Column, 

i ON) Four Column, 
Five Column, Window, 

Wall Radiator. 


. Two Column, 
ad augua Two Column, Plain, 
r) 
Three Column, Plain, 
a ON Three Column, Direct-Indirect. 


Perfect Pin Indirect. 
Ia all heights. Can yo-s beat this line ? 


MANUFACTURED BY 


UNITED STATES RADIATOR GO... 


DUNHIRH, N, 4%. 


BRANCHES: 


NEW YORK—1519 Forizr Bumpmae. WASHINGTON—€3 Concemaw Buriprvs. 
MINNEAPOLIS—432 Guaranry Buitpme, 


WAREHOUSES; 
JERSEY CITY,N.J. - MINNEAPOLIS, MINN. 


a 
ae 


i Burnham 
BUY Boilers 


THEY ARE THE MOST RELIABLE, DURABLE AND ECONOMICAL. 


CATALOGUE 
MAILED 
FROM 
NEW YORK 
OFFICE 
ON 
REQUEST. 


QUICKLY SET, 
TIGHT 
JOINTS, 
AND 
EASILY 
MANAGED. 


Lord @ Burnham Company, 


Horticultural Architects and Builders and Manfacturers of Heating and Ventilating Apparatus 


NEW YORK OFFICE: 
St. James Building, B’way and 26th St. 


GENERAL OFFICE AND WORKS: 


Irvington-on Hudson, N. Y. 
| Hess} 


‘ 


A Good Job— 
The Best Ad 


Square Back, Oval Front, High Back Lavatory 


Every jobin which the Trenton Potterics Co’s [deal Porceiainware Is used, {sa 
stanuing advertlsement of your business. People see the work, like it. and re- 
solve to have the same kind of work themselves. So your patronage Keeps 
on growing. 


Trenton Potteries Company, 


TRENTON, N. J. 
SELLS TO JOBBERS ONLY: 


Sea hy eS RAL EES) Ot me 


eae 
NEW YORK, APRIL 15, 1904. 


COPYRIGHT, 1904. 
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A View of the Complete and Up-to-date Showrooms of Fleck Bros. Company at Philadelphia, Pa. This is one of the Handsomest Places of its Kind in the Quaker City 


ESSLOCLOCSOL CSO eC OLe Lot OCOCLOLoCLCe Cee LeLeeoC ees eL eee 
PEFSTTSESSSSSISSSSTITSTSSTSFSSIFSFHSSSGIIGHO SG SSOST 


A PoADAZ2DADS AFP AFF SSB] 


An ~ ~ LLL SSSSS 
4 
LLMM 


CRE Redd 
op 


SSS eee tees SS 
SHSPSSSSSSSSSSISS : SSS SSS SSS OS SSS 


Ss 
( BS 


378 


Petree typ P AAA fee D i pNP AGOAS 


JMECHANICAL DRAWING FOR PLUMBERS 


THE ESTIMATING OF PLUMBING WORK 


ARTICLE XX—BY R. M. STARBUCK 


PROBLEM which brings in 
a few points not heretofore 
covered by the work which 
we have taken up, is that of 
j a six-flat apartment building. 
This style of building, laid out after the 


Pe: Rain Leader 
Get | — : 

Bath Room= 
Stack 
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| SHEUCAKC 
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style which we show, is very common, 
and the six flat building will serve to 
show equally well what would be found 
in buildings containing a larger number 
of apartments. 

Figs. 110 and 111 give respectively the 
cellar plan and floor plan of the building 
in question, one floor plan serving for 
all three floors, as the plumbing of each 
is identical. 

In the cellar plan is shown in addition 
to the main drain and branch lines to the 
kitchen stacks, the rain leaders, the cel- 
lar drainage and sub-soil drainage sys- 
tems, and the drip sinks which are pro- 
vided to receive the drip from the refrig- 
erator lines. 

Most plumbing Ordinances, by the way, 
require that a sink used for such pur- 
poses shall be supplied with water. This 
of course is done, so that during the 
winter months when the refrigerators 
may possibly not be in use, the danger 
of the evaporation of the seal in the sink 
trap may be lessened. As to the sub-soil 
drainage, in some sections of the country 
it is hardly ever used, but in others, 
where there is a damp soil, nearly every 
house or building must be supplied with 
it. The dotted lines showing the sub- 
soil drain represent porous tile with loose 
joints, and it will be noticed that this 
drain is carried into the well formed 
for the cellar drainage. Other lines of 
sub-soil drain may be run out into the 
esnter of the cellar if desired. 

In Fig. 112 is shown an elevation of 
the plumbing work of the kitchens As 
will be seen from the floor plan, the 
kitchens belonging to the two apartments 
on each floor are at opposite ends of the 
building, and therefore require separate 


stacks, and as these slacks run in re- 
cesses in the wall, they require offsetting 
below the first floor, as we show. This 
matter of the offset will perhaps show in 
a slight way the benefit of a drawing of 
the work. Probably most of our readers 
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Six Fuar APART- 
MENT Wovuse. 
will agree that in figuring such~a job as 


the world to forget to figure in the Y 
branch and bend making up this offset. 
With a drawing, even if it is not elabor- 
ately drawn, this and a score of other lit- 


and “forgetting to figure” fittings, etc., 


articles, will see at a glance that the 
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the direction of the arrow G in Fig. 111. 
This brings the stack and the vent line 
one behind the other, and for that reason 


bath room work of the apartment py; 
ing under consideration. On this wo 
the bath rooms on each side of the ho 
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Six Friar APARTMENT HOUSE 

the work does not show as clearly as_ are served by a Single stack, as our dr: 
might be desired. The vent line it will ing shows. 

be noticed, does not connect at its foot It will be observed that this Xlew 
the work is obtained by looking*upon 
>from. the rear (see arrow F). As wes 
in the case of the kitchen stacks, 1 
bathroom stack runs up through the w 
and ‘of necessity must be offset in or 
to lead ‘into the main drain. In t 
drawing, the main line of vent appears 
front of the stack, and therefore shc 
plainly. Just below the first floors t 
lines of vent are connected into the m 


Hl back into the stack, but as shown, ends in» 
a hub ferrule, to which the two fixture 
vents connect. 
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~ In order to save space, we show in Fig. 
112, and also in Fig. 113, only the work 
on the lower, and upper floors, and in- 
stead of showing the stacks passing 
through the roof, simply designate that 
point by an accompanying note. 

In Fig. 113 we show an elevation of the 
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vent, these pipes being the vents ! 
the refrigerator drip sinks in the cé 
The work shown in all four drawins 
this article are given the student 
practice work, which will be found’e: 
if made on a larger scale. We have 
but little on scale drawings thus far 
before one can take up the figurin 
work from drawings, it becomes 0 
sary to understand this matter. T 
fore, in our next article we shall 
the subject up to a sufficient extent t 


this one, it would be the easiest thing in 
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will not happen so often. 
Probably by this time those of our 
readers who have been following these 
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eleyation of Fig. 112 is taken looking in 
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PLATE 111-2L. 
LUXURIA TUB WITH “‘REGAL’’ PORCELAIN FEET AND COMBINATION SUPPLY FIXTURE THROUGH RIM. 


This is only one sample of the many high grade outfits which we are prepared to supply. When 
you are in the market for anything specially fine, we shall be glad to receive your inquiries. 


HAINES, JONES & CADBURY Co. 


Main Offices and Showrooms, 1136 Ridge Ave., Philadelphia, Pa. Iron Foundry, Norristown, Pa. 


25 Years of Experience 


In the SANITARY CLOSET LINE enables us to now offer to 


THE MASTER PLUMBERS DIRECT 
CLOSET COMBINATIONS COMPLETE of every description, 
ENTIRELY OUR OWN PRODUCTIONS. 


Closets, Basins, Urinals, Hoppers, Etc. 


We Manufacture Our Own Closet Tanks, Seats, Tank Boards, Etc. 
Tank Valves, Ball Cocks, Nickel Plated Pipes, Etc. 


all our SANITARY EARTHENWARE to be VITRIOUS. 
We Guarantee our Tanks and Seats to be UP TO DATE IN DESIGN AND PERFECT IN OPERATION, 
our Tank Valves TO WORK OUR CLOSETS TO PERFECTION. 


We call your attention to our SILENT SYPHON JET, patent applied for, without Jet ate or Rams 
Horn on outside of closet, the acme of perfection in sanitary ware. 


We call your attention to our CLOSET TANK of wood as well as of earthenware, built on scientific 
principles and guaranteed not to sweat or pull apart. 


ALL OUR GOODS bear our 
REGISTERED TRADE MARK 


No Order too large for our capacity. None too small for our prompt and careful attention. 


Columbia Pottery & Mfg. Co., Kokomo, Ind. | 
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able the student to use a scale in his 
work. 

It has probably been noticed that we 
have for some little time been showing 
lines on floor timbers in our drawings, 
which represent wood. This is not a 
necessity by any means, but a reference 
to Figs. 112 and 113 will convince our 
readers, we believe, that it sets off a 
drawing to quite an extent, and adds to 
its appearance. 

Likewise, the section lines of the divi- 
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sion wall shown in Fig. 113 are of benefit, 
as well as the lines showing brick and 
stone work. 

The cross section lines take quite an 
amount of time to put in in proper 
shape, to be sure, but the lines showing 
wood and stone are very quickly put in. 

Some of the detail work connected with 
the six flat apartment building which we 
have been considering, we shall show in 
our next article. 

(To be continued.) 


——————-+4+ 2 
ELECTION OF OFFICERS 


The Master Plumbers’ Association of 
Spokane, Wash., elected as officers for 
the year E. V. Lambert, president; B. S. 
Hedben, vice-president; E. Evans, treas- 
urer, and Ethan Allen, secretary. These 
Officers profess to stand by the policy of 
the association that has been followed so 
far in the strike and will fight it out on 
that basis. 
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; Ww” THE NEW CENTURY PLUMBING 


3 By PHILIP F. GRACE (GALENA) 


Eh wrinmairtvenantpiey 


ARTICLE VIII. 

HIS particular paper will be 
devoted to the acceptance of 
criticisms, provided they are 
antagonistic to the writer’s 


: views. The reader would be 
a poor mean man if he would not stop to 
consider that the writer writes from the 
heart. Let the reader who disagrees with 
him write from the heart also, and come 
out boldfully and manfully and say he is 
wrong. 

Good Heavens, reader, do you think for 


the one infinitesimal portion of a moment | 


that the writer knows it all? 

If you ever thought so just gently dis- 
abuse your minds.of that theory and 
pause, stop:and consider. 

The idea of the editor is to get opinions 
regarding the future of new century 
plumbing, for the reason that practical 
subjects are what is needed and required 
also. 


If not aluminum, what then? 


The 


Ltveeseill 
ing the last ten years, range boilers have 


been eliminated in the kitchens, and the 


hot supply comes to all the apartments 
from the cellar. Whether that method is 
a better one than the old, whereby each 
family had its own independent hot water 
supply, is a mooted question with the 
trade. 

Still the new method has the call when 
it comes to favoritism among the younger 
plumbers, but the old-timers look on with 
something akin to sorrow at the disap- 
pearance of a range boiler from the side 
of the range, eventhough it be in a flat. 

There will be again cold weather, 
though summer is nigh at present, and 
should the pipes to the “central” plant 
freeze and burst something will have to 
be thought of in the trade to take the 
place of the central plant, which took the 
places of range boilers. 

For. flats that come under the head of 
average, the only thing to supplant the 
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New Century Plumbing. Master Plumbers Giving in Their Protests. The Escape of Galena. 
marble slab will have to go, as will the 


stone tubs. Those who can afford better 
will not have the galvanized sink in their 
kitchens. At present they are tolerating 
ceramic and stoneware, but they are too 
bulky, and the great danger of breakage 
is ever to be feared. 

The copper range boiler is good enough 
for the average private house of to-day, 
provided it is heavy enough to withstand 
the outward pressure of the atmosphere 
when in danger of siphonage, and many 
boilers have collapsed, and will again for 
that matter, through an oversight on the 
part of the plumber in attempting to sim- 
plify them without giving them vent. 

Still the hundred-gallon copper boiler, 
heavily plated with nickel, is a poem in 
plumbing, provided the connections are 
made in a workmanlike manner either 
with lead or nickel plated pipes, but lead, 
from the writer’s point of view, would 
look better. 

We will therefore assume that alu- 
minium will be the metal for fine fixtures 
in fine houses, and will begin to predict 
the sort of supply. 

The New York flathouse, like the poor, 
we will always have with us, so when a 
row of them come along the writer can 
see nothing in the near future to improve 
on either in supplies for hot and cold. 

In the large flats which were built dur- 


cumbrous extra heavy soil pipe will be 
brass drawn tubing of four or five inches. 
Certainly we cannot go back to light cast 
iron pipe, and neither do we care to deal 
much longer with wrought iron. Cast 
iron will not and cannot enter the con- 
struction of a fine job of plumbing in the 
future. So heavy iron pipe for waste 
and soil will have to go. 

The gauntlet may as well be thrown 
down now as any time, and if we do not 
go down to brass soil with turned ends 
and inside of bulbs, why then advocate 
lead for the reason that iron, both cast 
and wrought, will have to go. 

Since the writer is dealing in prophe- 
cies, as before stated in another of this 
series of papers, once again he will pre- 
dict for the reason that it would be use- 
less to speak of the plumbing of say two 
decades ago, only for a comparison in re- 
gard to plumbing of to-day. 

One thing then will of necessity; there 
will have to be, and that is a universal 
natural law for the government of those 
who carry on the plumbing. 

Slowly but surely it will come, but some 
say it will in less than twenty years from 
now. The reason it will come is for the 
necessity of its coming, and anything that 
is a necessity in this life will come in 


the Lord’s good time, helped along, of © 


course, through the American {nventor, 
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The United States government shi 


lie eventually will, control the san; 


part of the plumbing business, but q 
Sam nor the people who help him y. 
his laws will do nothing for us unles, 
begin the good work ourselves, The 
to begin it is to begin at the beginr 
and that in our national conventi 
New York has a somewhat slightly 
ferent series of laws from Chicago, 


St. Louis, Cincinnati, Cleveland, Lc 
ville, each have a law of their own. Tl 
are no valid reasons why there should 
be a universal law to govern plumber; 
the new century. Nothing but clim 
differences exist between each and ey 
c.ty of the Union. 2 


Because New Orleans or Gayan. 
has a temperature or climate sligt 
above New York or Chicago is no rea 
why we should not make the effort . 
the sooner the better for that matter, 

It is hereby admitted that it will not 
come at once, and the craft must be | 
pared for it, but agitation and a strict 
plication to the necessities of the c 
will cause us to succeed sooner than 
may expect. 

There is a universal postal lay, t 
is in the United States, and the people 
well served no matter how humble. * 
millionaire or billionaire is made no m 
of by the post office than the plebeian 1 
expects only one letter from a fat! 
mother or sweetheart; he will get it 
soon as the rich man gets his, provi 
there is a stamp on it. 


So when the United States governm 
takes hold of a thing to make a natio 
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“At Present They are Tolerating Ceramic | 
Stoneware” 


success of it, it always succeeds, judg! 
by its past record. 

Therefore let the fiat go forth that so 
time in the near future there will bé 
universal national law for the governm' 
of plumbers. 

And what is more there will be a ¢ 
missioner of plumbing in the cabinet, W 
will be just as big a man in his own 
as the Secretary of State, war or na 
And why shouldn’t there be? Is not | 
health of a great people of the utm 
importance to a government that 
founded on equality, liberality and v 
versal suffrage? The potentates of ' 
old country are well aware that nea 
every other young man emigrates fr 
the mother lands once in a while to ot! 
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BE FAIR TO YOUR CLIENT 


A FOUL TRAP 


MEANS 


DISEASE 


The “IDEAL” Centrifugal Trap has no In- 


Safe Seal. 
Can be adjusted to suit all conditions. 


terior Obstructions to Catch Dirt. 


THE IDEAL MANUFACTURING CO. 


‘DETROIT, MICH. WINDSOR, CANADA. 


6, P, STAMBACH, 


STAMBACH & LOVE, 
Plumbers’ Supplies ~~ Sanitary Specialties me 


ROBERT LOVE 


The B. B. HIGH PRESSURE BALL COCK. 


THE SIMPLEST AND BEST COCK EVER MADE. 


4 50 and 52 North Seventh Street, PHILADELPHIA. seer: 
required 
Save Your Wile gee, , || gem 
By running ber sewing 1) (res ope a 
| machine with one of our i777 Ne) ts coupling, 
Plain or Adjustable \( an which is 
\ always 
Water Motors +,\ tight 


We want a good agent in every town a HAS ONLY ONE PACKING WHICH IS READILY REMOVED. 
Send for Circulars and ol | Ne Hammering. Renewable Seat of best Steam Metal. No Singing or Whistling. 
Prices to agents = 
A. ROSENBERG CO., i} The Boston Brass Company, 
ees Ron EAS UsS- An <f 40 Oliver Street, - ° - BOSTON, MASS. 


Will Please Mention 
This Journal when 
Writing to Advertisers 


The Kenney Manufacturing Company, | Subscribers 


MANUFACTURERS OF THE 


moc FLUSHOMETER «ne 


DEALERS IN PLUMBERS’ SUPPLIES 


Office and Salesroom: 36 East 22 Street, NEW YORH, 
BRANCH SALESROOM AND WAREHOUSE, 193 LEXINGTON AVE. NR. 32D STREET. 


OFFICERS: 
George S. Terry, President. Thomas F. Murphy, Secretary, 
N. Melman Shaffer, Jr., Vice-Pres. & Treas. J. Adriance Bush, General Counsel. 
D. T. Kenney, Consulting Engineer. : 


DIRECTORS:—Edmund C Converse. George R. Sheldon, Newton M. Shaffer, M.D., Theodore B. Starr, 
George Terry, N. Melman Shaffer, Jr. 


ENAMELED IRON ONE. PIECE LAVATORIES 
mon BATH TUBS, 
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LAUNDRY TRAYS, 
CLOSETS, Etc. 


We have otfrer attrac- 
tive styles at prices 
that will please you. 


McVAY & WALKER, 


ATE B 240 BRADDOCK, PA, 


PL 

16x20 SLAB, 6 INCH.BACK, ROLL RIM p ys ity Soit P E 
BASIN 12x15. m , Soil Pipe, i 

SAME STYLE MADE rOtIT CORNERS. Manufacturers of Enameled Ware, Soil Pipe, Etc 


New Century Plumbing Continued trom Preceeding Page 


the lion’s share, if she does not get the 
lands than their own, but America gets 
best. So the health of those people after 


becoming part and parcel of our country 
*5 of the greatest importance. 
Plebeian and all, as they are on arrival, 


wish to call him, of Cincinnati, created a 


furore by rising in his seat and offering 
a resolution in meeting that all tenement 


houses in town must have bath tubs 
placed in them for the benefit of the great 
unwashed poor who made such places 
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was not aware of the fact for the reason 
that he took a long business trip West 
and did not have the facilities to follow 


\ 
4 


up one of the best measures ever Prsposed 
for the sake of plumbing and sanitation 
(To be continued.) | 


All inquiries and sketches on practical and scientific subjects relating to plumb: 
ing, heating, and lighting answered in this column. €rite on one side of paper 
only. Noanswers given by mail, but published in due time. Name and address 


must accompany each communication. 


THE JOB IS NOT A SANITARY ONE. THD 
USE OF KITCHEN SINKS. 


Editor THe PLuMBERS’ TRADE JOURNAL: 
Please give me, through the queries and 
answers of THH PLUMBDERS’ TRADD JOURNAL, 
your opinion of a job done as per enclosed 
sketch. There is an argument as to whether 
it would pass a practical inspector under a 
sanitary ordinance. Our party holds it will 
pass under any ordinance in any city in the 
United States; the other thateit would not. 
Both parties have agreed to ask you to settle 
the argument. The job in question is in a soda 
water store or parlor, and is the sewer con- 
nection to the tumbler washing sink, ice box 
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New Century Plumbing. When the Master Plumber is Elected to a Position in the Cabinet Many New National Laws Will be Mad, « 


they naturally seek homes in tenements 
that have running water. They know 
that much for a starter, and the rest 
comes gradually. They know what a 
good thing is, and enjoy washing the 
household linen in modern wash trays, 
which should be by compulsion in every 
tenement, instead of bringing the bundle 
to the banks of the stream which, of 
course, always runs in the little town they 
come from, let it be situated in Russia, 
Germany, Denmark, or good old dear old 
Erin for that matter. A 

The universal plumbing law would com- 
pel a bath room at least in each tenement, 
and penurious landlords instead of fight- 
ing plumbing inspectors or State in- 
spectors, as they do now, would be running 
up against United States soldiers or 
marines when it came to enforcing the 
law. 

A few years ago one of the aldermen, or 
ecuncilmen, or selectmen, or whatever you 


their abode, for the reason that it was 
presumably a case of necessity and not 
choice. 

The name of the father of the proposed 
law was, if memory serves correctly, Wal- 
ter Mellon, and THE PLUMBERS’ TRADE 
JOURNAL commented on the fact at the 
time that to Cincinnati belonged the un- 
dying honor through an honored incor- 
ruptible public servant of being the first 
city to make bathing or the putting in of 
bathing fixtures in tenements compulsory. 

But what operated against the proposed 
law? Why did it not go through? Was 
the boodle of the landlords too potent in 
the board. At any rate, the proposition 
must have been “hung up,” as they say 
around Brooklyn and New York, and the 
good measure was pigeon-holed. 

It is to be hoped that it was not pigeon- 
holed, and this explanation is necessary. 
Probably the measure went through all 
right and the compiler of these papers 


and generator. Also please state if kitchen 
sinks are intended to wash dishes in or are 
only intended to throw water into. By answer- 
ing these questions at your earliest conve- 
nience, you will oblige a regular 
Dublin, Ga. “SUBSCRIBER.” 
In reviewing sketch sent us by “Sub- 


OSE, Ww 


scriber,” we are free to say that the job 
shown will not be accepted by -any in- 
spector who understands his business in 
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any of the principal cities. Let us com- 
mence at the sink, and follow the work 
through. Neither of the traps are vent. 
ed, and will be sure to siphon sooner or 
later. 

No waste pipe should enter the hee) 
of the water closet bend, as it can readily 
be seen that solid matter (paper, etc.), 
from the water closet is liable to choke 
up this waste. 

Quarter bends should not be used below 
water closet, but a Y branch and % bend 
should be substituted. 

In entering the main stack a Y branch 
or T-Y should have been used in place 
of tee. 

Returning to the sink, in place of en- 
tering the end of pipe, a Y branch should 
be used, and a cleanout placed in the end 
of the Y. 

The vent from the water closet should 
have been carried up above closet before 
entering main line of vent, for the reason 
that supposing at any time a stoppage 
should occur below closet the contents 
from closet would set back and run off 
through the vent, and no one would be 
the wiser, while if the vent was carried 
above fixture, as all vents should be, be- 
fore the vent became a waste pipe, the 
closet would overflow, giving due warn- 
ing to the occupants of the house, and 
the trouble could be remedied. 

It would have been better to have lo 
cated the trap of first sink nearer fix- 
ture, as is shown in second sink. ; 

Kitchen sinks are supposed to be used 
for washing dishes or any other reason- 
able kitchen work. 


DON’T CONNECT STEAM EXHAUST WITH 
SEWER. 


Editor TH PLumMBEeRs’ Trapm JOURNAL: 

I have a question I would like to have you 
answer through your journal if there is 00 
objection. 

How would you connect a steam exhaust 
with sewer? I have tried to get am answer 
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There is but one answer: Do not con 
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The inlet pipe is expanded 
and enters the body of trap on 
a downward angle, which pro- 
duces whirlpool effect, and 


prevents accumulation of filth. 
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is easy of access for cleaning. 
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The extension collar prevents 


Jeakage of water on ceiling Require no venting, and cost 


below where trap is opened. 


Jess to use than the ordinary 


pot trap when cost of connect- 
ing is considered. 


The Sure-Seal Bath Trap 


Price with Plain Cover, $4.25 
Price with N.P. Cover, $4 50 


BODY ROUGH BRASS 
WRITE FOR DISCOUNT 
JOBBERS SHOULD SECURE AGENCY PROMPTLY 


Che SURE-SEAL TRAP CO., Inc. ‘ PROVIDENCE, R. I, U.S.A. | 


BODY ROUGH BRASS 
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JEFFERSON UNION 
anp FLANGE. 


THE TEST OF SERVICE 


INVARIABLY PROVES THE 
ABSOLUTE SUPREMACY OF 


Hersey ater METERS 


THE TRIDENT 
WATER METERS 


OUR DISC AND ROTARY METERS 
are officially adopted for use in 
Greater New York 


Hersey ManufacturingCo. 


Telephone 
1848 Courtlandt 


Just what every fitter has often hunted 
for. AUnion THAT IS TIGHT and STAYS 
TIGHT. Built on the right principle to 
sell at the right price. Ali Dealers. 


JEFFERSON MFG. CO., 


= 
LEXINGTON, MASS. 101 


METER COMPANY 


EAST PITTSBURG. PA’ yy 


Constructed and Sold by 


NEPTUNE METER CO., 


142 Market St., NEWARK, N. J. 


220 Broadway 
New York City 


BUFFALO METER CO. 


MANUFACTURERS OF 


“ Water Meters 
a2 290 TERRACE 
ees BUFFALO, N.Y. 
Over 50,000 in Use, 


FLEMING SLATE Cco., 
Mills and Quarries 
Poultney, Ut. 


Purple and Green Slate, 
WASH TUBS, SINKS, URINALS, 
EVERYTHING THAT CAN BE MADE FROM SLATE, 


Painted, Galvanized, Blue, 
Gray and White Enameled 


Made in Six Sizes 


“‘Ghe Cast Iron Sink Must go” 


COLUMBUS and 
NEW ERA 


WROUGHT 
STEEL SINKS 


THe Kilbourn @ Jacobs Mfg.Co. 
Columbus, Ohio. 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM, 
CHEMICAL 
POTTERY 
WORKS, 


110 to 116 Metropolitan Ave., 
Send for Catalogue. Brooklyn, N. Y. 
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Questions 224 Answers Continued t2= Preceeding Page 


nect it at all. No inspector who knows 
his business would permit it. We will, 
however, suggest a way which will prob- 
ably help our correspondent out of his 
trouble. First lead the exhaust into a 
condensing tank (most any tank will an- 
swer the purpose), trapping and venting 
the outlet from the condensing tank be- 
fore connecting same with sewer. 


USE INSERTABLE FITTINGS TO REPLACE 
CRACKED ONES. 


Editor THE PLUMBERS’ TRADE JOURNAL: 

On testing job here found a crack in a 10- 
inch by 8-inch cross between pump station and 
reservoir. We use an indirect or circulating 
system from pump station to reservoir. Hn- 
closed please find sketch of lines. 

Please give me your opinion of least ex- 
pensive way to repair same. I want to put in 
new cross. From reservoir to pump station 
14% miles ig the actual distance, while the 
reservoir is 200 feet higher than pump sta- 
tion. The pressure at crack is about 120 
pounds. W. B. RODGERS. 
Woodsfield, O. 

In making the repairs mentioned by 


M. B. R., we should advise replacing the 
cracked fitting by all means. To be 
sure, there are cements on the market 
which might be used successfully in 
patching up the work, but under the con- 
ditions this would be very poor policy 
indeed. 

The best method that we can think of 
is by the use of insertable fittings, of 


Reservoir 


Pum prrg 
Statiow 


To Towxr 


which there are several good ones on the 
market. Vanderman’s and Sisson’s among 
others. Two fittings will be necessary, a 
10-inch and 8-inch. 

The use of these fittings will allow the 
cross to be replaced, with the least pos- 
sible amount of labor on the remainder 
of the work. 


WE FAIL TO SEE WHY THIS JOB SHOULD 
NOT WORK SATISFACTORILY. 


Tyr PLUMBERS’ TRADH JOURNAL: 

of a boiler and gas range on 
coal range in cellar. This 
gallon connected with brass 
pipe to the gas range and galvanized iron to 
the coal, and a good fire in both ranges, but 
it does not heat the boiler; tube in boiler is 
all right. 

Can you give me any information why this 
does not heat? I have an idea that if the 
hot water circulation pipe of the coal range 
and gas range would be connected together, 
it would help it. 
next issue of the JOURNAL. 

Bridgeport, Conn. C. GROESCHNER. 

In reviewing the sketch sent us by C. G. 
we fail to see why his job should not 
work satisfactorily. 

With good fires in the two ranges, as 
mentioned, a small boiler should certainly 
heat. Our correspondent mentions noth- 
ing that would point to a stoppage. 

We would advise C. G. to see that his 
pipes pitch in the right direction. There 
are several ways of connecting up a job 
of this kind. On page 6 of the January 
ist issue of THE PLumBERS’ TRADE JOUR- 


Editor 

I send sketch 
first floor and 
boiler is a 380 


Please let me know in your _ 


NAL we showed sketches on such work as 
this. 
Of these, C has many friends, who be- 


% Sola Supply 


lieve it to be the best form of connection, 
and we know of no boiler connected in 
this way which does not do good work. 


WE ARE INCLINED TO FAVOR SKETCH 
NO. 1 WHICH W.-E. M. SENDS. 


Enclosed you will find two sketches bear- 
ing upon the heating of a bathroom by the 
hot water of a range boiler circulating through 
a radiator in bathroom. 

You will notice on one sketch I take the 
hot water from boiler to radiator, and return 
to cold water pipe at water back in range, 
and on sketch No. 2 I take the hot water 
from hot water pipe at water back and return 
to cold water pipe same as in No. 1. Will 


Wark Room ©9 


Fig. 1 


either of these work with an ordinary fire, 
and which will work the best and how large 
a radiator would I need to heat a bathroom 
6 x 9 feet with about 10 feet space between 
boiler and radiator. 

By taking water direct from main as shown 
in sketches, there would be on an average of 
50 pounds pressure, although I think that 
would make no difference. Will you kindly 
inform me through your journal. W. E. M. 

Elkhorn, Wis. 


In reply to W. E. M. we must first say: 


ia Yrom Rade 


a 


Fig. 2 rat | 
“Do not expect too mucth from the—radi- 
ator.” At the same time, if you have a_ 
little heat that can be spared it is a good 
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idea to utilize it in this way. 

Regarding the two plans submitted, we 
are inclined to favor sketch No. 1, for 
this reason: The kitchen boiler is de- 
signed to furnish hot water to the several 
fixtures, and not to heat the house. There- 
fore, we should look to the matter of fur- 
nishing the house with hot water first, 
which can best be accomplished with the 
arrangement as shown in sketch No. 1. 
The heating idea is secondary and should 
be so considered. Hither plan will work 
so far as the radiator is concerned, but 
the plan as shown in sketch No. 2 will be 
more apt to rob the house fixtures than 
No. 1. 

Now as regards size, we should say 
that a four-loop radiator would be as 
large aS was advisable to attach and with 
a bath room of the size stated, would 
make the room fairly comfortable at most 
times. 


THAWING PIPES BY ELECTRICITY 


Editor TH PLUMBHRS’ TRADE JOURNAL: 

Can you give me any information in refer- 
ence to thawing out service pipes by electricity 
which are frozen in the street. 

I have heard of such a thing, but have 
never been able to get in touch with any 
person who has accomplished this. In Newark, 
N. J., I am told they are thawing out pipes 
by this process. I should imagine if you 
take this subject up in the columns of your 
valued paper, it would be interesting reading. 
I have been reading your paper for 15 years 
and anxiously look for each issue. 

Burlington, N. J. Gro. W. GROVES. 

In answering Mr. Grooves’ question, we 
believe that we are giving Mr. Webster in- 
formation which may be of interest to 
him. 

It may be that electricity has been used 
in a few cases previous to the past winter 
in thawing water mains, but recently it 
has received considerable attention in 
various parts of the country. 

The principle involved is this: When 
an electric current is passed through a 
substance which is a poor conductor, such 
substance offers a great resistance to the 
passage of such current, and heat is de- 
veloped as a result. 

The ice of the frozen water pipe is a 
poor conductor, and the pipe through 
which the current must pass in order to 
reach the frozen section is also a poor 
conductor, the result being that heat is 
developed and the ice melts. 

Having established this fact, the ac- 
complishment of the desired result simply 
depends on whether or not a current of 
sufficient strength can be obtained. 

The thawing of pipes has been accom- 


plished in some cases by taking to a 
point where the freeze up has occurre 
usually on a truck or wagon, a dynan 
and portable gasoline engine. By mear 
of the power of the gasoline engine tk! 
dynamo can be operated. The positiy 
wire from the dynamo may be connecte 
to a hydrant or service pipe, and the neg; 
tive wire to any other convenient conne 
tion on the other side of the frozen se 
tion. 

These connections should be made al 
close to the frozen part of the pipe g 
possible. 

L. B. also makes inquiry on this gy] 
ject, wishing to know whether a 110-yo! 
alternating current can be used. As t 
this, we cannot tell, for the statement ¢ 
the number of amperes of current is th 
essential point rather than the number ¢ 
volts. In other words, the voltage ha 
nothing to do with the subject. Howeve 
the probability is that an alternating cu 
rent may be used as well as a direct cu) 
rent, provided the amperage, or strengt! 
of current, is sufficiently great. The voli 


Bosak: ave 
Wir 


Exrosztx Section of Pape 


age of an electric current corresponds t 
pressure in a water supply system, ani 
the number of amperes of current corre 
sponds to the volume or quantity of sucl 
supply. 

It can readily be seen, therefore, tha 
an electric current might be under a ver; 
heavy voltage (pressure) and still hav 
very little amperage (volume), and it i 
the volume or quantity that counts. 

We would caution our readers to 4 
least get the advice of a responsible elec 
trician before attempting the use of elec 
tricity in this work, and it would nl 
doubt be even better to call on the elec 
trician to perform the work. 

This precaution, we think, should b 
taken, as in the hands of unskilled work 
men the dynamo might be burned out, 0 
fuses blown out, or other damage don 
that could be easily avoided in the prope 


hands. 


THAWING PIPES BY ELECTRICITY 
BY R. L. LLOYD, CHESTER, PA. 


OE OE AS Tae ION Repo, 


HE closing of the strenuous winter 
just passed calls to our minds the 
vastly greater number of water 

pipes which have been frozen up, and the 
great expense and inconvenience caused 
thereby. It has, no doubt, given to many 
some additional experiences in these lines. 

The ground in this neighborhood has 
frozen to a depth of two and in some 
places three feet, with the result that 
several hundred houses have had their 
water supply cut off. Of course this 
meant lots of business for the plumb- 
ers, but very unsatisfactory business at 


best. 


The BHlectric Light Company in Ches- 


ter, Pa., suggested to Mr. Chadwick 0 
the water company that they believe! 
they could thaw the frozen pipes by mean 
of electricity without the necessity 0 
opening the streets or the raising of | 
single paving stone. After consultatio 
the suggested method was put into ope 
ation and was productive of very 800 
results. In one case, where a small ( 
inch) main had been laid in the sparsel 
settled district, about a dozen house 
were deprived of water and the freez 
was estimated to reach an entire block 
The water company called on the electr 
cians for assistance and though about fiv 
hours were necessary to get the apparatu 
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le Peery Spiral Piston and Valve Rod Packing 


Once Tried, Always Used Wil! run twelve months 
Will hold 400 Ibs. Steam in High Speed Engine 


1-4 to 2 inch diameter. In boxes 3 to 8 Ibs. 


Sole Manufacturers of the celebrated Rainbow Packing, Hercules Combination Metallic Stop Valve packing and Honest John Hydraulic Rainbow Core packing. 
Patented and Manufactured Exclusively by 


E PEERLESS-RUBBER MANUFACTURING COMPANY. 


400-412 Common St., and 201-207 Tschoupitoulas St., 202-210S. Water St., 1221-1223 Union Ave. 36 S, Meridan St. 17-23 Beale S..and 18-24 Main St., 
NEW ORLEANS, LA. CHICAGO, ILL. KANSAS CITY, MO. INDIANAPOLIS, IND. SAN FRANCISCO, CAL. 


6 Warren St. 16-24 Weodward Ave., 
NEW YORK 


634 Smithfield St 


DETROIT, MICH. PITTSBURG PA 


RESIDENCE OF J. MC MEANS, CHICAGO 


Wide Awake Plumbers 


who want achance to make extra 
money are everywhere selling 


Bischoff Lawn Fence 


We make the work complete, ready to set. 
Notice style of fence from above illustration. 
Handsome, durable and easily set, 22 in. 
high. All Bessemer steel except post heads 
which are malleable. Finished in a weather- 
proof black enamel. You can undersell 


She Best 
Ohe Largest 


PATENT APPLIED FOR 


GALVANIZED IRON GOvER 


wooden fencing, which will rot out in a 
few years. 


Exclusive Agencies.—We want the 
best plumber or steam fitter in each town 
and city to represent us. We will protect 
you. We are advertising extensively and 
refer all inquiries to ycu. We don't bid 
against you and we don’t allow price cutting. 


Most Powerful 
Most Reliable 


tine or Hot Water Specialties 


FOR LAUNDRY TUBS. 


The only all iron cover made, ab- 
solutely no part wood. 

Strong, Durable and Attractive. 

This cover makes the laundry tub 
perfectly sanitary. 

Prompt shipments on regular sizes. 


RECULAR SIZES 
213¢ in. x 4 ft. with 4 in. back strips 
24in. x 4ft. with 4 in. back strips 
EXTRA SIZES 
made to order onshort notice. Send 
for full information and prices. 


GREASON MANUFACTURING 6O., 


108 W. 99THST. NEW YORK,N.Y. 


ON THE MARKET. 


We are the pioneersin COMBINATION HEATING. Our 
system is absolutely successful. 
WRITE FOR CATALOGUE, 
CHARLES SMITH CoMPARNY, 
122 Lake Street, z s CHICAGO. 


WRITE TO-DAY for full information and 
secure agency for your town. Agents out- 
fit consists of sample length of fence, printed 
matter, etc. A HANDSOME CATALOGUE 
FREE. : 


FRED. F. BISCHOFF & CO., 
CHICAGO. 


677 Grand Ave., - . 


Kieley Hot Water Tank Temperature Controli 
Guaranteed to operate within one degree of a given point. 

ALSO MANUFACTURERS OF 

Float Valves, 

Damper Regulators, 

Reducing Valves for all services, 

Water Feeders, 

Water Arches, 

Steam, Water and Oil Separators, 

Waste Heat Utilizers, 

Combination Muffler Tanks, 

Grease Extractors, Pumps, Pump Governors, Etc. 


Tank Pump Controllers, 

Water Pressure Regulators, 

Steam Traps for all services, 

Back Pressure Valves, 

Atmospheric Relief Valves, 

Boiler Feeders, 

Pump Regulators, 

Automatic Receivers and Pump Regulators, 
Positive Acting Pump Governors, 


nieley @ Mueller, 34 West 13th St., 


SEND FOR CATALOGUE. 


NEW YORK CITY. 


386 


in readiness for such an extended stretch 
of pipe, it took just one hour and twenty 
minutes after the current was turned in 
to bring the flow of water. The charge 
for this service was $35, which, as is 
easily seen, was a very great saving in 
time and money to say nothing of the 
inconveniences avoided. 

The mode of operation was as follows: 

One end of a heavy insulated copper 


age was immaterial, though the lower 
the better; and either alternating or 
direct current was used. One hundred 
and ten volts was the ordinary pressure 
used here, and the pipes were thawed in 
periods varying from five minutes up. 

It is an entirely safe operation, as is 
evidenced by the fact that the hand was 
placed on the pipe while the current was 
passing to note how the heating prog- 


Thawing Pipes by Electricity. Showing How a Connection is made Through the Cellar Window 


wire was attached to the electric com- 
pany’s positive main out on a pole, and 
after passing through a series of switches 
diameter of the frozen pipe. The volt- 


ressed. The temperature was raised 30 
or 40 degrees and the thawing progressed 
and resistance coils which were carried 
on a wagon, the other end was run in 


POPPIN PL SO PRIORITY, 


Practicar Talks on Steam ; 
and Hot Water Heating i 


THE PAUL SYSTEM. 
ARTICLE XIV—BY DON REX 


OME years ago Mr. Andrew:G. 
’ Paul, noting the many advan- 
tages of the use of exhaust 
steam and the fact that a part 
of the various kinds of heat- 
ing surfaces then in use were always more 
or less filled with air, thus rendering 
them partially inefficient, began experi- 
menting with a view to obtaining some 
method whereby the air in a heating sys- 
tem might be expelled and the exhaust 
steam, usually lost, turned to account for 
eating. : 

It is a well known fact that air is a 
non-conductor of heat and that a greater 
or less amount of air is always present 
in water used for boiler feed purposes. 
When the steam in a radiator or coil con- 
denses, under the usual methods of heat- 
ing, the air is left in the coil or radiator 
while the water of condensation is re- 
turned to the boiler. This air obstructs 
the incoming steam and prevents it from 
distributing uniformly over the heating 
surface, thus reducing the efficiency of 
the radiator or coil. 

The system of heating modern build- 
ings as applied some fifteen years ago 
combined what might be called a power 
and heating plant, the boilers installed 
being utilized for heating the building 


per cent. in the exhaust, which under the 
and for furnishing steam to the engine 
used in the building. The exhaust steam 
from this engine was sometimes employed 


Outlet. 
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through a cellar wall. The coupling to 
the house piping was removed so as to 
break connection and prevent any cur- 
rent running back into the house, where, 


outwardly from the house, thus avoiding 
the danger of unequal pressure and burst- 
ing of the pipe. 

The method has proved very success- 


. 


Thawing Pipes by Eleetricity. 


by crossing gas pipes or telephone and 
other wires, there might be caused short 
circuits and the loss of electric energy. 
To complete the circuit another wire con- 
nected the negative main on the pole to 
a fire plug, if conveniently located, or to 
the faucet of a pave-wash of an adjoin- 
ing house. 

Current was then turned in gradually 
by means of the switches carried in the 
wagon, and quantities up to 230 amperes 
supplied, depending on the length and 


Showing how the Wire is run from the Wagon to the Pole 


ful and some of the trade, appreciating 
the advantages, made arrangements with 
the electric company to operate for their 
customers, allowing a discount and mak- 
ing money for both. 

An effort, in every city where there are 
asphalted streets and electric companies 
operating during the day, should be made 
to promote this arrangement since it re- 
sults in a saving and profit all round, 
and-the house owner ‘is better pleased 
with his plumber. 


and Hot Water Heating : 


heater, the remainder of the exhaust 
steam being wasted. 

Experience has shown that only 2 per 
cent. of the heat in the steam is lost in 
the cylinder of the engine, leaving 98 
old methods was partially or entirely lost. 


Sed | 


Imlet { 


L 


to heat the feed-water for the boiler by 
passing the same through a feed-water 


Fig. 1. The Paul System Low Pressure Exhauster 


How to utilize this steam without back 
pressure and how to exhaust or remove 
the air on the heating surfaces were the 


problems confronting Mr. Paul. 


Many methods were tried and all sorts 
of expedients used before the desired re- 
sults were achieved, but much experiment- 
ing’ and practical application won out 
and resulted in what we to-day know as 


the “Paul System.” It is owned and op- 
erated by the Automatic Heating Co. 

In this system the air in the various 
heating surfaces, or, we might say, in the 
heating system, is exhausted by being 
sucked out through the automatic air 
vents used on the radiators or coils, the 
the air pipes being connected to the air 
vents instead of the returns, and the 
vacuum is produced by a steam ejector, 
instead of an air pump. The various re- 
turns are connected and carried back to 
a small receiving tank in the usual man- 
ner. This ejector is called an exhauster, 
and an automatic device stops the opera- 
tion as soon as the air is removed from 
the system. 

In operating~the system thé exhausting 
apparatus is put in operation before the 
steam is turned on and the air in all of 
the radiators or coils is quickly removed, 
with the result that each of, them is in 
the best possible condition to receive the 
steam. Therefore, when the supply valve 
is opened the steam flows naturally and 
without pressure into the radiators or 
coils until, having completely filled them, 
the heat reaches the automatic air valves 
which close, and which open again only 


- when the supply of steam is shut off and 


the surfaces allowed to cool. As soon as 
the air valve opens all air is exhausted 
and the air valve closes again, leaving the 
radiator or coil in a condition to receive 
the steam again. ; 

By this method of utilizing all of the 
surface in each radiator or coil it will 
be found that more heat is given off from 
each, with perhaps no _ pressure, than 
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Our Book 


describing the Regulator shown in 
cut and our other devices used to con- 
trol the temperature of hot water 


Is Ready 
DO YOU WANT IT? 


—s s : Sos 


DIAPHRAGM 
STEAM VALVE 


Davis & Roesch Temperature 
Controlling Co., 


276 New Jersey Railroad Ave. - NEWARK, N. J. 


FM brain pire 
_ @ (ee Manufacturers of 
. HOUSE and CAR THERMOSTATS 


ici HOT WATER REGULATORS 
twee ee | | DAMPER REGULATORS 
i . @ DRAFT CONTROLLERS 


PRESSURE GOVERNORS 
VACUUM AIR VALVES 


« 


a 


SIGE Water Lifter’ 


oT Nl \ 
I i | “NEW DUPLEX” | 
a ieee = Z i Perfectly Automatic. 
Stops and Starts as Water is Used 
No Storage Tank Needed. 
- Further information upon request 


She Goulds Mfg. Co. 


Works and Main Offices 
SENECA FALLS, N. Y. 
== ae “bee! } 16 Murray Street, New York. 
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The Climax Ratchet Stock Every Master Plumber 
: SHOULD HANDLE THE 


PADDOCK WATER FILTER 


Is an indispensible tool for 
conveniently threading 
iron pipe in ditches, under 
floors, In corners,overhead 
etc. With this tool threads 
can be cut without remoy- 
ing whole lengths of pipe. 
This tool is provided with 
a strong vise which secure- 
ly grips the pipe, and by 
means of the leading 
thread the die is forced on 
pipe and the thread is cut. 
lt is made of malleable 
iron and steel, and while 
light in weight, making it 
convenienttocarry,is very 
strong and rigid. The ad- 
vantages of this tool make 
itabsolutely indispensable 
to plumbers,steam and gas 
pipe fitters, gas and water 
companies, machinists, 
etc, It takes standard 
size dies, which are extra 
if furnished. 


No. 1 threads 44 tol 


Has given the 
best satisfac- 
tion wherever 
used. 


Send for Catalog 
and discounts. 


Se7yYVez< 


When 
writing, 
mention 
Dept. R. 


WE MAKE A SPECIAL 
FITTER FOR CLAY WATERS. 


inch oe takes - 
2 and 2% inches 
$1 


No. 2 threads 1 to 2 
inch pipe, takes die 
214, 3and 4 inches 


Itis designed tu be placed in the basement 
to filter the entire supply for any size 


John Simmons Co., os 


THE PADDOCK WATER FILTER CO. 
108 Centre St. “ = NEW YORK. 330 Vermont St., Buffalo, N,Y. 


Manufactured Solely by 
Cc. M. KEMP MFG. COQ., Baltimore 
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Modern Practical Steam 


and Hot Water Heating 


(Continued from Preceeding Page) 


would be given off under the old system 
of heating with a pressure of twenty-five 
or thirty pounds. 

The Paul system may be used in con- 
nection with either the one or the two- 
pipe system and with equally satisfactory 
results. The fact that the points of 


MT 


1] Py 


[Vacuum 


{I 


single pipe overhead or “down feed” sys- 


tem. On both Fig. 3 and Fig. 4 all con- 
Outlet 
WT LT 
X\ |! U | | Yj, % 


TT oh 


Steam Imlet_ 


The Paul System, by Don Rex 


vacuum are on the radiators themselves 
and not on the returns admit of the steam _ 
flowing naturally into the radiators, ‘and 
the condensation returning in the manner 
usual in an ordinary steam heating plant. 

There are no special instructions neces- 
sary regarding the manner of piping a 
job for this system. Every fitter of any 
considerable experience knows how to put 
in a gravity job, that is, a steam job where 
the water of condensation returns to the 
boiler or receiving tank by gravity, and 
a system of this character is the best pos- 
sible kind to use in connection with the 
Paul system. There is no question but 
that it is better to use a method of 
piping on any job which will allow of the 
condensation returning to the boiler or 
tank in this manner, because it is the 
most simple and natural way of returning 
the water without the use of a suction 
pump or other mechanical appliance re- 
quiring a pressure of live steam for its 
operation. Of course, it is entirely prac- 
tical on a job of vacuum heating to lift 
the condensation to a considerable height. 
For instance, in the basement where we 
formerly used ceiling coils we can now 
place the heating surface at or below the 
water line of the receiving tank and dis- 
charge the waste or water of condensa- 
tion in the most convenient manner. 

Fig. 1 of the illustrations given shows 
the low-pressure exhauster as used with 
the ordinary low-pressure job., 

Fig. 2 shows the high-pressure ex- 
hauster as used in a pressure job; that is 
to say, a job where high pressure is car- 
ried for use of engine, pump, etc., and the 
steam pressure reduced for the heating 
system; and also where the exhaust from 
engine and pump is used for heating. 

Fig. 3 shows in detail the Paul system 
as used on a regular two-pipe job; and 
Fig. 4 shows the system as used with a 


nections, valves, etc., etc., are located and 
named, in order to show each particular 


= AANA 
Ww 
| iis 


part of the system and the use to which 
it is put. 

Perhaps the greatest test of the ef- 
ficiency of the Paul system, or we might 
say the most positive test, has been where 
the system has been placed on old piping 
in a building where previously it had 
been necessary to carry twenty-five to 
thirty-five pounds pressure in order to cir- 
culate steam throughout the job and it 
became possible under the new condi- 
tions to circulate steam throughout the 


TTT TUTE 


mi lif 
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| pt 


Fig.'2- High Pressure, Exhauster 


building with but a few ounces of pres- 
sure, and by exhausting all air from the 
heating surfaces, their efficiency was in- 
creased rather than diminished under the 
lower pressure, which was a severe test. 
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The Pounding in the Radiators 
and Pipes is Due to Air in 
the System 


a) 
Editor TH PLUuMBoRS’ TRADE JOURNAL: 

I enclose plan of a hot water job in hot’ 
air furnace, and would like you to giye me 
reason why it don’t work properly. I put a 
coil of one inch pipe 20 feet long in hot air 
furnace and increased size of pipe to 1% 
inches on outside of furnace. I also extended 
pipe to 3 radiators. As shown, the three 
radiators contain, about 100 feet hot water 
radiation. All the pipes were laid with the 
usual pitch, but upon heating up furnace the 
three radiators pound and knock to beat the 
band. ‘The return pipes on the two furthest 
radiators from furnace are always warmer 
than the flow pipes. 

When I first discovered this I trapped the 
return pipe as shown. When the job was first 
put in I didn’t trap return. I thought, per- 
haps, this would help matters, but it don’t 
seem to do much good. 

Do you think the water in furnace is heated 
too fast to circulate freely and makes steam? 
The noise stops after the furnace has been 
under fire for an hour or two, but the return 
pipe is the hot one all the time. 

Fort Scott, Kan. SUBSCRIBER. 

In answer to “Subscriber,” whose letter 
and sketch we publish herewith, would 
say the pounding or hammering in pipes 
and radiators is due to air in the system. 
The trap on the return pipe will do no 
good, and should be removed. Z 

The trouble is not caused by the water 
heating too fast, as our correspondent 
seems to think, but is probably due to two 
causes, viz., the manner of connecting the 
expansion tank and the method of piping 
to the radiators. 

There seems to be no vent to the ex- 
pansion tank, according to “Subscriber’s” 
sketch, and as the tank is now connected 
it would not be strange if the overflow 
siphoned a portion of the water out of the 
system. 

We submit a sketch showing how the 
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of Two Pipe Shien Showing¥JApplication7of {the “Paul System."; For Fig. 4, See next Reading Page 3 
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THE NATIONAL 
HOT WATER 
HEATER 


Suitable for large or small 
houses, stores, conserva- 


When People 
Plan a Home 


you will find it to your advantage to 
show a line of 


Kinnear Radiators 


Made from sheet Steel, Brass, 
Bronze or Copper. Electrically fin- 
ished in great variety of styles to har- 
monize with room decorations. 


KINNEAR RADIATORS 


are very light in weight, of Guaranteed Durability and are 
adapted for use wherever steam or hot water heating is specified. 


TOTAL ECLIPSE 


HYDRANTS 
and STREET 
WASHERS 


Superior to 

any other 

We make all 
styles of “Mc- 
Namara’’ pat- 
tern Hydrants. 

Allour goods 
strictly first- 
class, high 
grade and best 
made. As per- 
fect as long ex- 
perience, best 
machinery and 
workmanship 
can make 
them. 


Write your 


vatories, barber shops, 
hotels, etc. 


Heats water quickly. Cir- - 
culation is positive. No 
joints inside to leak. 


Also, all kinds of coils and 
bends of iron, brass and 


copper pipe. 
Manufactured by 
THE NATIONAL PIPE 
BENDING CO., 


85 Lloyd St., New Haven, Conn. 


VACUUM STEAM HEATING SYSTEM 
MORGAN @ CO., CHICAGO. 


THE WILHELM THE MODERN | <=/jemm. 
TWO BEST BOILERS a = : 


The “Wilhelmi” is a high-grade copper range boiler 

. tested to 250 pounds and guaranteed to stand a working 

pressure of 150 pounds.. There can be no better boiler 
made. ; 

The “Modern” is for use where the pressure does not 
exceed 100 pounds, as that is the guaranteed working pres- 
sure. It is tested to 200 pounds. : 

BOTH BOILERS GUARANTEED NOT 
TO LEAK AND AGAINST COLLAPSE 
Very Attractive Discounts Furnished 
FOR SALE ONLY BY JOBBERS OF PLUMBERS’ SUPPLIES 


HAYES MFG. CO., ‘ Paterson, N. J. 


ARE YOU HAVING TROUBLE WITH | 


VALVES YOU HAVE BEEN USING? 


IF SO, TRY THE 


CORSET 


They are made of A-1 metal. 

They are assembled by hand. 

They are thoroughly tested. 

We make a complete line of Globe and 
Angle Valves, all sizes in both Standard 
and Competition; also Horizontal and Ver- 
tical Check Valves, both sliding and 
stationary stem. 


Write Us for Prices, They! are Low. 
American Valve & Meter Co., 


Cincinnati, O.- 
Thos. H. Hutchinson, Selling Agent. 101 Beekman St., New York: 


| Terao nas, ii DANY 


~ Ml N°141 BROADWAY, NEW YORK. 


Dealer for 


on SS Prices. 


Write for Carried instock 
by all Jobbers. 
Catalogue 
pps tont 
No. 5 ‘COMPRESSION SELF CLOSING 


JOHN C. ‘KUPFERLE, Al 
ST. LOUIS, MO. 


> ~=Thomson’s 
\ S. P. 
Smoke 
Machine 


for testing plumbing 


Every honest 
plumber needs one 


Welte for Circular 
and Price 

Agents Wanted 
THOMSON 
MFG. 


Elmhurst, Pa. 


The GORTON 


BOILER 


For Steam and 
Hot Water Heating 


Send for New Catalogue and Prices. 


GORTON @ LIDGERWOOD CO., 
96 Liberty Street, New York. 


IN WINTER 


Florence Radiator Shields 


A panel of plate glass supported on neat adjustable 
brackets. Price Right. Protection the Best. 


Columbia Heating Co., 40 Dearborn St.., CHICAGO. 
Manufacturers of FLORENCE BOILERS. 


IN SUMMER 
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work should be done to work properly. 
The expansion tank if practicable should 
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Fig.{4. The Paul System. Don Rex. 


be connected to both flow and return pipe 
at the radiator furthest from the furnace, 
and the cold water supply to the system 
should be connected into the return pipe 
at a point near to where it enters the 
coil in the furnace. 

The expansion should have a vent pipe, 
as shown by our sketch. This pipe should 


Illustration Showing Single Pipe, Down Feed, 


“ Pocie aotex 
rom BrQame 

to Atmosprexre 
Sxom BxrRanust Wesaad 


Grease Bxtxractor 
. « ExRausyst Pipe 


a nipple and 45 degrees elbow and con- 
nect all returns from radiators into the 
side of return pipe. 

If “Subscriber” will follow these few 
suggestion we think he will have no 
trouble in making the job work in a satis- 
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Regarding the piping. On a job of this 
kind we would advise our correspondent 
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The Pounding in the Radiators are due to Air in the System, Our Sketch 


be carried up through the roof or con- 
nected into some convenient soil pipe or 


to take all branches off the main at the 
top or at an angle of 45 degrees, using 


(| (le 


with “Paul System” Attached. See Preceding Page 


factory manner, and pounding will cease. 
—_———_e>+t+ so _—_—_ 

St. John & Barnes, of Colorado Springs, 
Arizona, have been awarded by the gov- 
ernment the contract for installing a 
steam heating plant in the United States 
Industrial School at Santa Fe, Mexico, 


Owex Soe 
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AA Reply from Boston to 
Mr. Thompson’s Article 


Editor of THe PLUMBERS’ TRADE JOURNAL: 


HAVE read with satisfaction an ar- 
| ticle printed in your paper March 

1st, by Charles B. Thompson, Chap- 

ter 7, on “Vacuum Steam Heating,” 
which was very interesting. I haye 
studied the article carefully as regards 
the comparative costs given by Mr, 
Thompson of a “water and vacuum steam 
heating” job, as compared to that of 
“water” heating, and would like to make 
a few corrections of his estimates based 
upon using boilers with “honest ratings” 
(heating power), rather than upon some 
manufacturers’ printed ratings in cata- 
logs, which are usually a delusion and a 
snare to the steam fitter. Mr. Thompson 
does not give the area of grate surface of 
the boilers he recommends to be chosen, 
but simply “ratings.” This stands for 
nothing. Neither does he give the size 
of building or cubic feet of space to be 
warmed. Hence, I am a little in the dark. 
He estimates a saving between 600 square 
feet of radiation heated by the “vacuum” 
system and 960 square feet of radiation 
heated by water to be $237; quite a con- 
siderable saving, I admit. I submit for 
his study and for the benefit of those who 
may have read his article, revised costs 
taking almost all of the items of his cost 
estimated upon by him. 

First, I do not see why a steam fitter 
should buy a steam boiler rated at 900 
square feet to heat 600 square feet, if this 
is all he has to heat. Why not buy a 600- 
foot boiler with an “honest rating” of 
600 square feet, and be done with it? 

Second. I do not see why he should 
recommend a fitter to buy a 1,500 square 
feet water boiler to heat 960 square feet. 
Why not buy a 960 or 1,000 square feet 
boiler with an “honest rating’ and save 
his money? The price of these boilers 
with their inflated ratings, for which the 


fitter pays but does not get, is the one 


serious mistake of the trade to-day, and 
has caused more trouble and dissatisfae- 
tion, and sick jobs (and I might say sick 
customers), than all other reasons com- 
bined. It is not my purpose to criticise 
Mr. Thompson, but merely to try and cor- 
rect the-errors of the past; so I append 
two estimates, slightly revising his 
figures, which I have made up, using his 
radiating surface, although I would not 
hesitate to reduce his radiation for water 
25 per cent. and warm the same space, as” 


YR. Valwte on Flow and 
Bll om Rtetuerx Chat pata Rad 


Aatoxr mtot skrow orm Sketch. 


The Pounding in the Radiators ars due to Air in the System. -Subscriber’s Sketch 


the appropriation for which is $15,000. 
The contract price runs a little below 
this sum. First class goods will be used. 


he has calculated for steam, making the 
water radiation 720 square feet instead of 
960 square feet. In using 720 square feet : 
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(00D BOILERS—BEST BOILERS. 


About all Boilers are good,—fairly good,—pretty 
good,—sometimes said to be “‘good enough.” 
The real question is, which is Best, and what 


: makes the best Boiler worth very much more than 
. DIRECT FIRE SURFACE : good, or “‘good enough” Boilers? 


as compared with 


: FLUE SURFACE | 


To the Dealer who has been 
selling ‘‘good enough” Boilers 
we are pleased to send our new 
booklet — ‘IDEAL Heating,” 
and leave the verdict to him. 


OUR CLAIMS: 


Large Combustion 
Chambers with Largest 
Available Direct Fire 

Surface 


FOR STEAM AND HOT WATER 


Capacities: 100 to 6,900 syuare feet 
Water Radiation: 180 to 4,200 square 
feet St Radiation. 

* S maioaa IDEAL Boilers 


Most complete line made AMERICAN Radiators 


under one name in the Supplemented by Large Flues and 
United States. Deep Fire Pots, providing for a 


Are you among those who have large body of fuel under slow 


found MacEe Heaters profitable combustion. 
company? The value of perfect combustion 


cannot be over estimated. IDEAL Coke Steam Boiler 


—-SEND FOR— AMERICAN RADIA TOR COMPANY 


Descriptive Pamphlets, Illustrated, giving Tables of Dimensions, Prices, Etc. 


LAKE AND DEARBORN STREETS CHICAGO. 


a . New Yors: 42-44 E. Twentieth Street. MINNEAPOLIS: 204 Fourth Street, South. 
MAGEE F U RNACE CO 32 38 Union Street, BuFFa.o: 1741 Elmwood Avenue. Denver: 831 Fifteenth Street. 
e9 BOSTON. PHILADELPHIA: 622 Arch Street. Str. Lours: 207-209 N, Tenth Street. 


Western Acrncy: J. D. LOTT & CO., 86 Lake Street, CHICAGO. WASHINGTON: 1201 G £treet, N, W. Cincinnati: 336 W. Fourth Street, | 
Boston: 44 Oliver Street. Pirtssur@: Farmers’ Penk Bldg. 


Patent Applied for 


Booth’s Pressed Steel Roll Rim Bath Tub 


The tub is made from heavy steel double the weight ordinarily used in steel tubs. The RIM is pressed 
from the same sheets as the body, forming a ROLL RIM. The feet are pressed from steel, thus eliminating 
wood and cast iron. The inside is enameled with a durable high gloss enamel. 


Further particulars and prices on application. 
MANUFACTURED BY 


os GAINS H. BOOTH, 


DETROIT, MICH. 
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of water radiation I would use a boiler 
with an “honest heating’ power with suf- 
ficient grate and heating surface in it to 
heat the water to at least 200 degrees 
temperature when the thermometer regis- 
tered 10 degrees below zero, and main- 
tain this temperature with ease and with- 
out forcing the fire, and with economy in 
fuel, attending to it twice a day. With 
200 degrees of temperature in the water 
your radiating surface is not far from 
the range of steam at one pound pressure, 
viz., 215 degrees, and my 25 per cent. 
allowance of water radiation over the 
steam will be sufficient “to get there,” and 
in good shape, too. I submit my esti- 
mates, using boilers with honest ratings, 
and give the grate areas: 
COMPARISON NO. 1. 


600 sq. ft. radiation 20 cents, ap- 
DLOXLMATC Seercieie wie cele) crevetereretcnehee $120.00 

One 20-6 Walker steam boiler 22 x 

380, firebox area 660 sq. in., Honest 
Rating ssteam’ GOO Ltr cies. cs ccelerene 130.53 

(Mr. Thompson’s figures below.) 

Pipe and Fittings 7 per cent of ra- 
€Giationy sic crcacorersieisteveotonecerstevetore 42.00 
Radiator Valves (12 at $1.50)..... 18.00 
WaCmlim? “Valves cycrsclessreicrassorercrererslts 12.00 
Decorating Radiators 2 cents per foot 12.00 
LO days’ labor at $6:00.% 2. cee. ee 60.00 
Pipe Covering 5 per cent. of radiation 30.00 
Cartage, FetC. Wc eielanisete chara arettenes 10.00 
$434.53 


AAGE2ZO SPL CONG eters cicterelalonaveholeys ave 86.90 
oy Ui MAM m ors DUO oauno obo $521.43 
Mr. Thompson’s estimate.......... $574.00 
Difference in saving by ‘Honest 
Ratin gst cictsaseic co usteleseverensrsls tore $52.57 


COMPARISON NO. 2.—WATER. 


For same house using 60 per cent. more radi- 


ation. 
960 sq. ft. radiation 20% per cent, 

APProximate Mr wcters rien aceleleloteleusts!s $196.80 
One 20-6 Walker water boiler 22 x 30 

firebox, area 660 sq. in. Honest 

Rating Water, 1,000 sq. ft...... 121.98 
(Mr. Thompson’s figures given below slightly 

revised.) 
Pipe and Fittings 10 per cent. of ra- 

Giation wee Aieies caiscrsiec asters 5 96.00 
Radiator Valves air cocks......... 18.00 
Expansion” “Tank toes fecn cietsicleveverevele 6.00 
Thermometer and Altitude Gage.... 3.00 
Decorating, 2 cents per foot...... 19.00 
18 days’ labor at $6.00........... 5 108.00 
Cartagerete crac. siete es slofalelatosaialovere e 12.00 
Covering 5 per cent. of radiation... 48.00 

$628.78 

AGAS20% pers Cent nerateterstrieienedersusiorels 125.75 

SV iiercyotstarefole re ovchetere  eieteterelareteterets $754.53 
Mr. Thompson’s, estimate......... _- $811.00 
Difference in saving by ‘Honest 

RAGIN GS Pevece cloiele (oe) sietstet sete drereteronone $56.47 


In conclusion I would say that while I 
have used most of Mr. Thompson’s items 
of cost, I could very materially further re- 
duce many of his items. 


Boston, Mass. JoHN A. FISH. 


Practical Hints on House Heating 


By Cuarzes B. THOMPSON. 


ARTICLE X. 


N the last issue we presented 

a diagram of the relation of 

coal to radiation based on a 

run of eight hours. We now 

show in Fig. 31 a diagram 

based on a six-hour run, which, of course, 


be carried to extremes in either direction. 
For example, if a boiler will carry 600 
square feet of radiation for eight hours on 
one charge of fuel, it does not follow that 
it would carry 1,200 feet for four hours, 
or 2,400 feet for 2 hours, because the coal 
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Fig. 31.—Quantity of Coal Required to Heat a Given Amount of Radiation to 229 Degrees for 6 Hours 


shows an increase of radiation per pound 
of coal, 
' This system of rating boilers must not 


could not be burned at that rate. It is, 
however, safe to figure that a boiler with 
direct draft can be.so-run-as to take all 
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the way from five to ten hours to burn its 
charge of coal. 

Most boilers do their best work and 
show the greatest economy of fuel when 


heat units per hour, then 800 square fe. 
will lose 800 x 300 or 240,000 heat unij 
per hour. If each pound of coal gives o 
to the water in the boiler 9,000 heat uni 
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Fig. 32--Graphic Chart Showing Ratio of Radiation to One Pound of Coal 


the gases are leaving the boiler at about 
375 degrees F.- When the gases leave the 
boiler at temperature of 700 degrees, there 
is some waste of fuel, but not so much 
as the high temperature would indicate 
because of the increased yield of heat 
due to good combustion. 

If a boiler is rated to carry 800 feet 
of steam and if in burning the fuel it 
absorbs or utilizes 8,500 heat units from 
each pound of coal burned, there would 
be required 28.2 pounds of coal per hour; 
and if the fire pot of boiler held but 150 
pounds, deducting 20 per cent. for the 
recoaling reserve, would leave but 120 
pounds available, which would last but 
4% hours. To carry the 800 feet of steam 
radiation for eight hours at 220 degrees 
temperature and 70 degrees air, would re- 
quire, under the conditions named, a hard 
coal capacity of 282 pounds. i 

If the boiler utilizes 9,000 heat units 
per pound of coal, there will be required 
26.66 pounds per hour to supply 800 
square feet of radiation, or 213.28 pounds 
for eight hours, to which we must add 
25 per cent. for a reserve, making the re- 
quired fire pot capacity 266.6 pounds. 

If 9,500 heat units are utilized per 
pound of coal, the hourly consumption will 
be 25.2 pounds, or 201.6 pounds for eight 
hours or a fire capacity of 252 pounds. 
These figures are obtained by assuming 
that a square foot of radiation at 220 de- 
grees in air at 70 degrees will lose 300 


we divide 240,000 by 9,000 to see how 
many pounds of coal is required per hour. 
This we find to be 26.66 pounds. Multi- 
plying this by 8 gives 213.28 pounds of 
coal burned in eight hours, and when we 
add 25 per cent. for a recoaling reserve 
we find the coal capacity of the boiler 
must be 266.6 pounds to be exact. 

Now, as we have assumed a high ef- 
ficiency for the radiation and have also 


“assumed that it will be in full commission 


every minute of the eight hours, it follows 
that radiation of less efficiency, or where 
all of the 800 feet is not in active opera- 
tion, there will be less coal required. In 
Fig. 32 we show by diagram the amount 
of radiation in square feet which one 
pound of coal will take care of when 
burned in boilers at different calorific 
powers available. 

Where the power available, that is, 
where the power of the fuel utilized by 
the boiler is 6,000 heat units, one pound 
of fuel will take care of 2.5 square feet of 
radiation for eight hours. If 9,000 heat 
units are utilized, one pound of fuel will 
take care of 3.75 square feet, a difference 
of 50 per cent. 

The point of all this is that there are 
boilers on the market to-day that will 
actually utilize but 50 per cent. of the 
calorific power of the fuel, or 6,000 heat 
units per pound of coal, while others will 
utilize 9,000 heat units, and yet the trade 
pay exactly the same price for the two 
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PLUMBING and HOUSE DRAINAGE 


A text book onthe practice of plumbing,with supple- 
mentary chaptets on house drainage and ventilation, 
with thtee hundred and eighty illustrations. 

By William Paton Buchan. 
SENT POSTPAID UPON RECEIRT OF PRICE, $1.75 


The Plumbers’ Trade Journal, 


61 Beekman St., NEw YORK. 


THE STEAM AND GAS FITTERS’ PRICE BOOK 


Is designed to meet a long felt want of an office price book. 
Experience in this line of business has shown that much valuable 
time has been lost owing to the lack of a complete and compact 
book of prices. Bound in leather. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE, $5.00. 


The Plumbers’ Trade Journal 61! Beekman St., New York. 
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FOR THE PLUMBER. 


The farmer of to-day wants the comforts of life. 
He deserves them—-he can afford to have them. 
He wants plumbing in his house. Not every 
farmer is ready for bath rooms, hot and cold water 
and closets, but a good many are, and more would be if they knew 
of a satisfactory system of water supply. 


We Have the Satisfactory System of Water Supply. 

A Kewanee Pneumatic Tank placed in the cellar and connected 
with well or cistern, will deliver hot and cold water to all parts of 
the house whenever wanted, in any quantity desired. 

Buried in the ground at the foot of the windmill tower, it is so far 
superior to the elevated windmill tank that no comparison is possible. 


The Pneumatic Tank Does Not Freeze in Winter 


nor deliver luke-warm water in summer. It does not leak. It 
lasts a lifetime. It wil) throw a stream of water over the tallest 
building, thus giving protection against fire, which the elevated > 
tank does not give. 


It enables the man living in the country to have all the advantages of a city 
water service. 


The Kewanee Water Supply System opens up to the plumber a new field of 
business. If you are an enterprising, up-to-date man you want to know about 
it. Send for our illustrated catalogue. It is free. 


KEWANEE PNEUMATIC WATER SUPPLY CO., Kewanee, Ills. | 
iS 9 GOO0O COB SSOESGSECO 
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Money Saved © 


vo6Uw 
Is it worth while to save ten 


cents on a valve when you know 

you willbe lucky if you don’t have 

a dollar’s worth of trouble with it? 
vo 


Send usa sample order for steam 
brass goods—if you want 
to dodge trouble. 


KINSEY & MAHLERCO. 


" um si) PEORIA, ILL. 


RORKE 
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hon Washdown 


Combination 


“SANITARY” *” 


Our Oceanica C 327 with Nethery Flush Valve is 


Perfect in Operation and Entirely Noiseless 


It is not liable to get out of order and it can be easily adjusted for any length of flush. 
Write for our supplementary catalogue on ‘“Nethery Flush Valve Combinations:”’ 


Sanitary Specialty Mfg: Co. 


H. VERBEEH, President and Manager 
Milwaukee Avenue and Clinton Street, Chicago. 


WHEN ORDERING 


ANTI-FREEZING 
CLOSETS 


SPECIFY WITH 
Star Hopper Valves 


The success of a closet depends largely on the valve used. 


Star Hopper Valves have no equal for durability 
and simplicity. 


MERIT MAKES THEM POPULAR 


MANUFACTURED BY 


CRAMPTON-FARLEY BRASS CoO. 


KANSAS CITY, MO. 
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types of boilers because they do not know 
the difference. 

If the trade should insist that the manu- 
facturers furnish them with the fuel ca- 
pacity and the quantity of water in 
pounds that each boiler will evaporate per 
pound of fuel when run for eight hours 
on one filling, there would soon be a 
weeding out of the inefficient boilers, and 
the complaints of over-rating would cease. 

To use the diagram, Fig. 32, it is neces- 


sary to know about what degree of ef- 
ficiency to look for in boilers. We there- 
fore take the vertical line 8,000 as the 
average, 9,000 as high, and 6,000 as very 
low. 

For hard coal it will be safe to use 
8,000 to 8,500 for well proportioned boil- 
ers burning hard coal, and for soft coal 
between 6,000 and 7,000 will be near the 
mark. 

(To be continued.) 


William C. Lenz, of Third avenue and 
Twenty-fifth street, Brooklyn, has for- 
saken his large number of old time cus- 
tomers to accept a very lucrative position 
as chief of plumbing staff for the Brook- 
lyn Rapid Transit. For a young man, 
Brother Bill has been singularly success- 
ful, considering time and money lost in 
a few law suits, which seem to affect a 
majority of the plumbers and steam fit- 
ters every now and then. Besides a very 
fine residence at Bensonhurst, a result of 
Bill’s industry, he can point with pride 
to one of the swellest little yachts that 
ever sailed the lower bay. 


When convieniently able to spare time 
from his contracts and jobs, W. L. Dunn, 
of Third avenue and Ninety-second street, 
Brooklyn, can be found putting his swift 
“Crosby Cat” in shape at his boat house. 
Mr. Dunn is considered one of the ablest 
sailors in New York, not even barring the 
oldest and more experienced handlers of 
marlinspikes, and spinnakers. Aye! aye! 
captain!! and outside of this special dis- 
tinction, is conceded to be one of the best 
oarsmen that ever stroked a crew, having 
captained many a successful eight to vic- 
tory. Next time in the neighborhood stop 
long enough to persuade our modest 
young friend to exhibit protographs of 
some of his trophies. 

Alexander Mason has started in the 
plumbing and gas fitting business at 298 
Seventh avenue, Manhattan, and wouid be 
pleased to receive catalogs from the manu- 
facturers and supply houses. 


The destruction by fire of the William 
M. Crane Company’s New York factory 
will not apparently interfere with their 
business. The factory, although a large 
one, was simply an assembling shop. The 
foundry of the company, where all the 
castings are made, is at Peekskill, N. Y. 
At this point also all plans and patterns 
are stored, and owing to the time of the 
year, there is a large accumulation there 
of parts which can be quickly assembled. 
The worst trouble the company will have 
will be a few days’ delay in filling orders. 
The orders themselves are not lost, as the 
New York office of the company was not 
in the factory. The stock of Bray burn- 


wt 
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ers is also intact, as they were carried in 
another building. Fortunately also there 
is no money loss to the company, as the 
damage to the factory is fully covered 
by insurance. 


The energetic Secretary of the H. P. 
Read Lead Works, H. A. James, who is 
to be found at the Brooklyn office at 
1320 Broadway, states that his firm has 
had an unusually prosperous year. Not- 
withstanding strikes, lockouts and labor 
agitations of various sorts, the Read Lead 
Works have been steadily forging ahead 
and are catering to a splendid trade all 
over the Greater New York. Mr. James 
states that his firm will have several new 
devices to place on the market in the 
near future that will be of great interest 
to the plumbing fraternity. 


The Empire Heating Co., 4177 Third 
avenue, Bronx Borough, have the follow- 
ing contracts for steam and hot water 
heating: Three five-story apartment 
buildings for Mr. Chas. Ast, N. W. corner 
Third avenue and 174th street; two five- 
story apartment buildings for John M. 
Linck, N. E. corner Jackson avenue and 
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Home street; fifteen private residences 
for Wm. C. Bergen, Bronx borough, hot 
water; seven private residences for Louis 
S. Eickwort, Oak Tree Place, steam; ho 
tel, N. E. corner 54th street and Eighth 
avenue, Jos. J. White, steam; hotel, 169th 
street and Boston avenue, Jos. J. White, 
steam; two seven-story loft buildings, 37- 
39 W. 2ist street, Gustave E. Bauhahn, 
steam; six-story flat, N. E. corner Pike 
and Henry streets, Harris Fine, steam; 
five-story apartment building, Washing- 
ton avenue, corner 165th street, Chas. 
Zimmerman, Jr., steam; St. Nicholas 
Roman Catholic Church, 136 Second ave- 
nue, Peter Schaeffler. & Sons, contractors, 
hot water; five-story store and flat build- 
ing, 6 Second avenue, Philip Schroeder, 
steam; P. O. building at 138th street and 
Willis avenue, Cluse & O’Rourke, con- 
tractors, steam; hotel, Mr. M. D. Howard, 
S. W. corner Morris avenue and 161st 
street, steam; private residence, Pelham, 
N. Y., James M. Reid, contractor, hot 
water. 


Messrs. Peck Bros. & Co. have a bath 
in their show window at 27 W. 42d street, 
New York, that attracts the attention of 
all passers-by, in that it is made wholly 
of glass. The tub and nickel fixtures 
make an exhibit that Manager Baker 
takes pride in showing. 


L. D. Hosford, of 63 Beekman street, 
Manhattan, is well along in roughing the 
new eighteen-story Barclay Building, at 
the southwest corner of Broadway and 
Duane street. 


The many friends of Wm. Montgomery, - 


former president of the Examining Board 
of Plumbers, of Manhattan, will sympa- 
thize with him in the loss of his son, 
William, Jr., who died of pneumonia and 
was buried from his late residence, 1859 
Amsterdam avenue on the 24th inst. He 
was in business with his father and ob- 
tained his certificate of competency about 
two years ago. 


John Byrns, of Manhattan, is plumbing 
the Colonial residence at Lexington and 
65th street. 


John J. McGrath, of 505 Madison ave- 
nue, New York, is quite busy for the 
season. Among the jobs he is at work on 


Cea ee ee TY 
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Frank Kehoe, of The Pierce, Butler & Pierce Mfg. Co., and the Borden Pipe Threading Machine 


is the Baumgartner Building at 321 Fifth 
avenue. 


Wells & Newton are plumbing the two 
prominent corners, at southeast corners | 
of Broadway and 29th street and Fifth | 
avenue and 34th street. Hach building |. 
will be an office and loft building, in New _ 
York City. 

William W. Conlon, of 146 Freeman 
street, Greenpoint, L. I., is a hustling 
master plumber at that place. At the 
present time Mr. Conlon has a number of 
good contracts on his book and some 0 r- 


hauling and jobbing. c’ 
le 


D. T. Sullivan, of Third avenue and 
Eightieth street, Brooklyn, can boast _ of 
having the prettiest plumbing shop in the 
Bay Ridge section. He keeps continually 
busy, and as a result of his three or four 
years’ experience in this vicinity, can 
show, and proudly so, a list of the best 
customers to be found in the city. To 
successfully cope with active competition — 
in this line, it requires a rare business 
acumen, and a fine idea of finances, both 
of which Mr. Sullivan possesses to a large 
degree, having, no doubt, inherited these 
valuable qualities from his late father, — 
whose judgment was accepted by the | 
shrewdest of Wall street men on questions 
of great moment. Being so closely in 
touch with a leader of finance for so long 
a time, and being a master of his trade, 
we can safely prophesy to Mr. Bullitee 
an aed prosperity. ae 


| 


On this page we publien the puoto- 
graph of the genial Frank Kehoe, of the 
Pierce, Butler & Perce Mfg. Co., showing 
what he can do with the Borden Machine 
Co.’s pipe-threading machine at one of 
the exhibits presided over by Mr. Fred. 
Howe, their eastern manager, at the re 
cent Albany convention of the New York 
State master plumbers. Mr. Kehoe has 
his prettiest smile for THE Proms 
TRADE JOURNAL camera man. 

2 SS | | 

For thirty-five years the Keegan tamily 
have occupied their corner on Third ave- 
nue and Eighteenth street, Brooklyn. 
Messrs. John and Wm. Keegan, compris- 
ing this very popular firm, doing business 
under title of Mr. Keegan’s Sons, are very 
active young gentlemen, and there 1s 
nothing of value that escapes them, Be- 
sides plumbing superiority, they ‘came 
into special prominence in the athletic 
world some years ago as the introducers 
of Terry McGovern, and other pugilistic 
celebrities. 


That successful master of his trade, 
William Hill, of Eighty-eighth street and 
Fourth avenue, Brooklyn, seems ten years 
younger than he was ten years ago. This 
statement may seem to border somewhat 
on the “How old is Ann plan,” but his 
youthful and healthy appearance will bear 
it out. Mr. Hill has prospered unusually, 
and if he keeps on adding more lots to his 
by no means small estate, in a short time 
he will own this twenty-acre block. 
A very fine residence, a neat stable, and 
commodious store house, besides Brother 
Bill’s interesting family make this a very 
attractive section. He has his. weather 
eye Opén for bargaitis, and any salesman 
with something good to offer can bé as- 
sured.of.a,one.or two page order, _§ i 
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STOP 


Less Time on Cheap 


Scully’s 
Stop and Waste Cocks 
are made of the best 
Red Metal; always turn 
easy, and for quality 
and price they can’t 
be beat. 


AND 


WASTE 


Competition Goods 


Cheap Brass Goods 
are like eggs. They 
are all right until you 
want to use them. You 
run no risk with Scully 
Goods. They are un- 
conditionally Guaran- 


395 


Scully for Quality 
If your jobber does / 


not carry these goods 


Write us! 4 (SEI 


Scully Closet Ventilator 


Urinal Trap 


TheScully Closet and Urinal 
Ventilators are endorsed and 
used by the leading Architects 
and Plumbers. Write us for 
prices and general information. 


Write for Catalogue and 
prices on Scully Traps. They 
are goods of merit. Give 
them a trial. 


Scully Scully 
High Grade Fuller High Grade Compression 
Goods Goods 


W. J. Scully Ventilator @ Mfg. Co. 


DETROIT, MICH. 


GENERAL OFFICE AND WORKS: 
BECHER and M.C.R.R. 
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The Duplex Filler Co., located at 1140 
Broadway, near 26th street, New York, 
are rapidly coming to the front with their 
market is a self-cleaner and cleans itself 
every time used. The physicians of New 
filter. This one they now have on the 
York and many other cities are indorsing 
this filter, and it is being used in large 
places of business and in hospitals, where 
good, clear water is desired. This firm’s 
catalog shows the material used in its 
manufacture. 


Milton Schnair & Co., of 347 Columbus 
avenue, seem to be on the “sunny side 
of the street” in regards to overhauling 
and contracting. They are overhauling 
a six-story building at 54 and 56 Fulton 
street, corner of Clinton, with up-to-date 
plumbing, -346 Sixth avenue for Mirror 
Candy Co.; summer residence and stable 
of Mr. R. Pierrepont, located at Bay 
Shore, L. I.; private residence of Mr. W. 
McAlpin, 11 East 90th street. They have 
completed work in residence of Mr. E. 
Goldsmith, 22 Hast 64th street and also 
one at 17 West 31st street; also a large 
factory building located at 392 Bowery; 
also St. Luke’s Hospital plant pavilion. 


The work on the new eighteen-story 
office building at the corner of Duane 
street and Broadway ‘is. progressing 
rapidly, and L. D. Hosford, at 68 Beekman 
street, who has the contract for the entire 
plumbing, is kept busy keeping up with 
the work. 


The Mayor, Lane Co., of 128 White 
street, New York, seem to be in a pros- 
perous manner owing to the amount of 
material received and delivered from this 
address. 


We are sorry to learn that for a few 
months past that prominent and leading 
master plumber, William Vail, of 108 
University Place, Manhattan, has been 
obliged to remain in the Adirondacks. He 
is now rapidly recovering and in a short 
time he will be able to return and attend 
to his many business interests, 


From the large number of plumbers 
seeking the contract for the plumbing 
work to be installed in the new twelve- 
story fireproof building at the corner of 
Hast 10th street and University Place, it 
would seem that this will be one of the 
leading plumbing contracts to be let at 
the present time. The building will be 
used as an annex to the Hotel Albert, and 
the contractors, Walter Reir & Co., report 
that the building will be ready for occu- 
pancy by January 1, 1905. 


The work of painting the Subway rail- 
road is being done by spray pumps. 
Pumps used are furnished by Gould Man- 
ufactring Co., of 16 Murray street, New 
York. Suppose next they will be using 
them to paint the buildings. 


The American Radiator Company, 146 
East 20th street, New York, have just 
issued a new catalog. It can be obtained 
by making application. The salesroom is 
very unique in its fittings and decoration 
and it is separated from the general office 
by a new partition, lately put up. Radi- 


ators and heaters of all descriptions are 
to be found in the show room of this firm. 


It will be remembered that the failure 
of E. S. Wheeler & Co., of New Haven, 
Conn., September 30, 1903, came as a 
great surprise, as that firm was one of 
the leading manufacturers and jobbers in 
the country. ° 

An eight per cent. dividend has been 
declared and is now being distributed 
among the creditors of the E. S. Wheeler 
Estate, whose claims have been properly 
filed and proven. There has been some 
difficulty in collecting outstanding ac- 
counts owing to the fact that a large num- 
ber of the accounts were originally as- 
signed to various banks as collateral se- 
curity. The entire stock has been sold 
and the creditors’ committee are making 
every possible effort to settle the estate 
at an early date. 

A number of creditors have applied to 
the court for assistance in proving their 
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Plans were filed recently with the 
Building Department for a new four-story 
brick stable at 17 West 67th street, Man- 
hattan. J. S. Huyler, of 64 Irving Place, 
is the owner, and Bannister & Schnell, 
69 Wall street, are the architects. The 
building will cost $20,000. 


About July 1 the Standard Sanitary 
Mfg. Co. will locate in their new quarters 
at 35-37 West 31st street, Manhattan. In 
addition to establishing their New York 
offices in this building they will have the 
most complete show rooms in the country, 
where they will exhibit their popular 
porcelain enameled baths, closets, lava- 
tories and sanitary fixtures. They will 
install model toilet and bath rooms, sug- 
gestive to parties. building new homes 
and remodeling old ones. The warehouse 
at Eleventh avenue and 38th street will 
be retained and continued in charge of 
F. A. McClaren. 


Many will recognize the photograph on 
this page of a trio of well-known travel- 
ing men at the recent New York State 


A Trio of Well-Known Traveling Men Taken at the Recent State Convention at Albany, N. Y 


claims, and a decision in those cases is 
expected to be rendered within a short 
time. Most of the accounts have been 
collected by an arrangement between the 
debtors and the creditors’ committee 
which has been approved by’ the Referee 
in Bankruptcy. 


Since the recent fire in Schwab Bros.’ 
factory in Brooklyn, whose office is lo- 
cated at 42 Cliff street, New York, have 
been handicapped to a certain’ extent in 
filling their orders, but before the 15th 
of April they will be able to fill all orders 
promptly. They hope the trade will be 
a little patient, owing to their misfortune. 


We wonder if Mr. Steeger’s wagon of 
143 Hast 31st street, New York, is a horse- 
less one? One of our representatives saw 
the wagon but no horse in sight. Who 
supplies the motor force? 


Now the Raymond Street Jail “in 
Brooklyn is to receive attention. The 
Board of Estimates have appropriated 
$20,000 to better the sanitary conditions, 
pursuant to a report by the Board of 
Health condemning the plumbing and ven- 
tilation in this jail. 


convention held at Albany. Frank Ke- 
hoe, of Pierce, Butler & Pierce Mfg. Co., 
Syracuse; O. W. Middaugh, Butler, & 
Pierce Mfg. Co, Syracuse, and Ralph 
C. Strong of Syracuse. These three 
good-looking chaps posed for Tur PLump- 
ERS’ TRADE JOURNAL camera and tried to 
look their prettiest. 


The plans for the new Bellevue Hos- 
pital are now ready and provide for the 
largest institution of its kind in the 
world, thus placing New York City in the 
lead of all other cities, and when the 
buildings are completed there will be 
little complaint against overcrowding, as 
they will accommodate from twenty-two 
hundred to twenty-five hundred patients. 

The new buildings will be constructed 
on the present site and including the 
ground between 28th and 29th streets, and 
the Board of Estimates and Apportion- 
ment have already voted $3,000,000 toward 
the building of the new hospital. 

It is expected that everything will be 
ready for the breaking of the ground 
within a month. Work will be first 
started on the lot between 28th and 29th 
streets, so as to leave the old buildings 
until the last. Then the patients will be 


transferred to the new quarters and tl 
demolishing of old Bellevue will be begu 
The architects are McKim, Mead & Whit 
of No. 160 Fifth avenue, venkoaa 


The Kenney Mfg. Co. aie an ext!| 
large amount of supplies and their stor’ 
at 36 East 22d street. White seems tok 
their favorite color, the decorations an 
most all of the supplies are furniate i 
this color. 


At a meeting held in Historical Hal 
Brooklyn, Thursday evening, March 24 
it was decided to erect an academy 0 
music for Brooklyn. Some time 480 Bor 
ough President Littleton appointed a com 
mittee who arranged and perfected plan; 
for this meeting. An auditorium, will bi 
erected with two halls, which ‘can be 
thrown into one large hall when the * 
sion requires it. 

The speakers were Rev. H. We “Me! 
Carthy, Rey. Dr. Newell Dwight Hillis 
Edward M. Shepard, Hon. Timothy L 
Woodruff, Senator P. H. McCarren, and 
Herbert K. Bridgman, all of whom advo- 
cated that an appeal be made to the pub- 
lic for stock subscriptions to the ‘a ount 
of $1,000,000 for the erection of this all, 

The stock willbe: non- assessable, nd a 
committee of one hundred is to ap 
pointed to solicit the cubscrtpeondll 

The Master: Plumbers’ Association o 
Passaic, N. J.,:gave a banquet in . 
of the office of the. State a s 
day evening, March 25. The members 
first met in their regular meeting room 
on Main avenue, and after the regula ar 


“business. was hurried through they ad- 


journed to Hygeia Hotel, where all | ar- 
took of an excellent spread. The speakers 
for the evening were Mr. Ira Budd, of 
Newark, N: J., national State vice-presi- 
dent, Mr. Geo. S. Aldous, Passaic, N. Ji, 
president of the State association; — Mr. 
Walter Chaplain, Newark, N. J., third 


~ vice-president. of the. State association; 


Mr. Charles P. Zimmerman, Newark, N. 
J., member of the Apprentice Committee; 
Mr. William Brooks, president of the P as- 
saic association, and Mr. William David- 
son, plumbing inspector, Passaic, iN. >. 

Great credit is due the entertainment 
committee for the able manner in which 
the evening’s program was prepared, 
which was perfect in every detail. :. 
Ernest Remig, secretary of the Pai 
association, was the chairman of this com- 
mittee. i = 

During the evening it was rumored that 
the proposed plumbing law for the State 
of New Jersey had passed, but it seems 
that after passing both branches of the 
Legislature it was left on the speaker's 
table until after the adjournment, which 
means that it has been defeated and that 
it will be necessary to introduce it under 
a new title in order to again bring it be- 
fore the Legislature, which now means a 
delay of another year. 

Mr. Geo. S. Aldous reports the adanis 
sion of two new locals into the State and 
national associations. They are the 
Englewood association, with ‘thirteen 
members and the Master Plumbets’ Asso- 
ciation of West Hudson, which meets at 
Arlington, N. J. 

It was a late hour when the faemifers 
and friends departed, and encouraged by 
the success of this banquet, the committee 
have resolved to hold annual banquets in 
the future. : 
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Iron Enameled Baths. 
Porcelain Baths. - 


ee 
Marble Lavat-ories, 
Porcelain Lavatories. 


(Qo) oe 


High and Low Tank 
Closet Apparatus. 


Shower Baths 


AND 


Sanitary Fixtures of Every Description 
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“SENEGA” Low Tank Gioset Apparatus 


| Nason Manufacturing Company, 


71 Fulton Street, NEW YORK. 


ex KS 


E extend you acordialinvitation 
to visit our new show-room 
and inspect the line of modern San- 
itary Fixtures and appliances which 
we exhibit. 
Everything up-to-date—methods, 
tixtures and salesmen. 


os rte 


“UTIGA” Low Tank Gioset Apparatus 
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Plumbing and,Steam Supply Bowling 
League of Philadelphia, Have a Banquet 


N the evening of March 28th the 
Philadelphia Plumbing and 
Steam Supply Bowling League 
held its first annual banquet 
at Boothbys, 13th and Chest- 
nut streets. Very nearly two hundred 
members of the League with their guests 
assembled in the spacious hall set apart 
for their use and enjoyed a well-arranged 
and nicely served dinner. It was an en- 
thusiastic assemblage from the very 
start, led by ‘Cold Water Parsons,” of 
the Salesmen’s team. It was, “What’s 
the matter with anybody,’ and “every- 
body,” and it is needless to say that 
“anybody and everybody” were all right. 
At the guests table were seated President 
G. B. Howell, of the McCambridge Co., 
and beside him as a visitor F. J. Tor- 
rance, of the Standard Sanitary Mfg. 
Co., of Pittsburg. Other well-known 
members of the League and guesis at the 
table were Walter Walls, Wm. Froelich, 
T. B. Reeves, T. H. Platt, A. S. Davis, R. 
H. Mitchell, of Mitchell & Van Meter 
Co., New York City; Archie Maddock, of 
Thos. Maddock’s Sons Co., Trenton; Rob- 
ert Fielder, of the Trenton Potteries Co., 
Trenton; James M. Heatherton, Presi- 
dent of the Plumbing and Steam Supply 
Bowling League of New York City, and 
Editor of THE PLUMBERS’ TRADE JOURNAL; 
and Elmer Crawford, of the Domestic 
Engineering. 

Besides a goodly sized and up-to-date 
orchestra, which discoursed popular airs 
all through the dinner, stood the many 
handsome prizes which the teams had 
bowled for, some forty odd solid silver 
cups and steins awaiting the winners. 
- President Howell introduced the speech- 
making with a few appropriate remarks, 
and as he assigned the various prizes to 
the winning teams he introduced speak- 
ers for the evening. The first was Mr. 
Torrence, whose ability as a speech-maker 
needs no comment. It was short and in- 
teresting, Mr. Torrance claiming that he 
had never seen so much enthusiasm 
from a “Cold Water” crowd before in all 
his life. He spoke of the harmony and 
good will which were fostered by such 
leagues as the Plumbing and Steam Sup- 
ply Bowling League of the City of 
Brotherly Love. Walter Walls was en- 
thusiastically received for a few remarks, 
and then a sextette from the plumbing 
supply firm of McCambridge & Co. sur- 
prised and delighted the gathering with 
some very sweet music, the “Stein” song 
being highly appreciated. 

President Howell, after hearing from 
President Heatherton, of the New York 
Bowling League, of the disposition of 
that league, stated that his league de- 
sires to extend a challenge to the New 
York Bowling League and would send a 
team, together with thirty or forty good 
rooters, to bowl a picked team from the 
New York Bowling League at any time 
that would be convenient for all parties, 

As the prizes were delivered a repre- 
sentative from each successful team was 
compelled by his clamorous friends to 
say something in the way of a speech. 

The championship cup, for which the 
League bowled, as donated by Tue 
PiLuMBeErs’ TRADE JOURNAL Pus. Co., of 


O 
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New York City, was in reality won by 
the Salesmen, but, as W. C. Lang graphi- 
cally put it in a little impromptu speech, 
the Salesmen bowled for no prizes but for 
honor and glory and good fellowship. The 
cup, therefore, was handed to the Walls 
& Pearsall team. The high individual 
score of one game being 245, enabled E. 
S. Thompson, of the Haines, Jones & 
Cadbury team to secure a splendid prize. 
By the way, this team was fortunate in 
winning the prize of a half-page of ad- 
vertising, donated by the Domestic En- 
gineering, of Chicago, for its house. 

A pretty little event of the evening was 
the presentation of a separate and ex- 
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Second Annual Dinner of the Boston 
Steam Supply Bowling League 


Bem omen ped Spur Spano ted  peensnnomestehaven 


tie between Smith & Anthony and 

Dalton & Ingersoll Co. was rolled. 
The real last game of the season, and by 
winning the first two games Smith & 
Anthony Co. won first place and THE 
PLUMBERS’ TRADE JOURNAL Championship 
Cup. Last year Smith & Anthony were the 
winners, so that according to the condi- 
tions of the presentation of cup it now be- 
comes their property. The scores were 
small considering the teams bowling. 
Stage fright at the importance of the 
match no doubt accounted for this: S. & 
A.: 416, 427, 414;—1,257; D. I. Co.: 391, 
418, 416—1,225. 


O N Friday evening, March 25, 1904, the 


Members of the Moael Heating Co. and tne suilders cxcnange Bowling Teams 


quisite little stein to each member of the 
Salesmen’s team by the League as a 
token of the esteem in which the Sales- 
men have been held. The evening’s en- 
tertainment and banquet ended by the 
presentation of a silver mounted walk- 
ing stick to not alone each individual 
member of the League, but to the in- 
vited guests of the evening. A pretty 
little idea which evinced the generous 
spirit of the bowlers of our trade in 
Quakertown. 

We give herewith the standing of the 
teams showing the number of games won 
and lost for the season: 


Won. Lost. 
Salesmen ....... aleleletelete atelevsis eve 52 14 
Walle? & “Pearsall -\j.lonspieters ences 47 19 
Hroelich.Brothersia. setae ie 44 22 
Haines, Jones & Cadbury Co...... 43 23 
McCambridge & Co., 1st.......... 43 23 
Jenkins Brotherss... sc acne eaten 43 23 
Standard Plumbing Supply Co.... 38 25 
Rainer Ge aCo,. rte crterte tat ieieriatoete 24 89 
Chaties. Perkes 7. citer cv carte toe 19 47 
McCambridge & Co., 2d ........0% 15 51 
‘Ronalds. & Johnson Co........... 14 52 
Fleck Brothers Co. ........0. eee Al 65 


The annual banquet of the Boston 
Plumbing and Steam Supply Bowling 
League was held at the Quincy House, 
Boston on Saturday evening, March 26, 
President Chas. H. Rollins presiding, as- 
sisted by Vice-President F. W. Hubbard 
and Secretary Treasurer Jas. A. Collins. 
About 100 sat down to supper, which was 
served at 7 o’clock sharp. President Rol- 
lins made a few appropriate remarks be- 
fore the guests were seated. 

After coffee had been served and cigars 
lighted President Rollins began the pre- 
sentation of prizes by calling for the 
Smith & Anthony team under Captain 
Amis. The several members of each team 
had selected their own prizes, so that 
each received that which he most wanted. 
Dalton-Ingersoll Co., under Captain Jas. 
Collins, came next. Jas. Barrett Mfg. Co., 
Captain Dennis Hurley, followed by Peck 
Bros. Co., Capt. D. Bussey. W. B. Hub- 
bard & Sons Co., Capt. Frank W. Hub- 
bard. Capt. Slattery next received a prize 
from his team. Thos. Hoey Mfg. Supply 
Co. Locke, Stevens & Co., Capt. Frank 


Locke. W. H. Gallison Co., Capt. Chas, 
Perkins. Smith & Anthony again with 
high three string. Mr. Buckley, of 
& Supply Company with second 
hilgh three string. Mr. Buckley, of 
Barretts for second high single string, 
Mr. Stewart, of Smith & Anthony, 
with first high single, and Mr. Con- 
nell, of F. W. Webb Mfg. Co., with 
high average, followed down the line of 
averages by P. J. O’Brien, of Jas. Bar- 
retts; Stewart, of Smith & Anthony; J. 
Collins, of Dalton-Ingersoll Co.; Plum- 
mer, of Smith & Anthony; Durkee, of 
Peck Bros. Co.; Milward, of Hoeys; 
Eagan, of Dalton & Ingersoll Co.; Cleves, 
of Smith & Anthony; Santo, of Barretts; 
D. Collins, of D. I. Co.; Amis and Trefel- 
lon, of Smith & Anthony; Richards, of 
Salesmen; and Lane, of Cambridge 
Plumbing Co. 

Each favorite as he came to the front 
was cheered to the echo. Next came the 
special prizes. Mr. Sullivan, of Webbs, 
receiving 100 cigars for low score. Mr. 
Jas. Stewart, the same redoubtable Jimmy 


‘of S. & A. Co., who was so much in eyi- 


dence during the evening, the jardiniere 
and pedestal offered by Trenton Potteries 
Co. for greatest number of strikes and 
Spares, and the portable shower offered 
for high single string by the Standard 
Sanitary Mfg. Co.; Jas. Collins the chafing 
dish offered by the Smith & Anthony Co. 
Mr. Sargent, of Standard Sanitary, made 
a short speech in presenting the shower. 
As each prize was delivered President 
Rollins made neat little speeches that 
fitted in most elegantly. : 

THE PLUMBER’S TRADE JouRNAL Cham- 
pionship Cup was well presented by Mr. 
E. C. Stokes, former resident of Boston 
and New England representative. The 
purpose of the tournament and associa- 
tion was duly outlined and the history of 
the cup gone over; the good to be de- 
rived from the association and the general 
good feeling existing. Mr. Rollins ac- 
cepted the cup in a speech, and then called 
for remarks by some of those present, in- 
cluding Mr. W. B. Hubbard, Mr. Jos. 
Young, Mr. R. D. A. Thompson, of Peck 
Bros.; Mr. W. McKenna, representing the 
plumbers; Mr. Chellis, of D. I. Co.; Mr. 
Kelleher, of Gallisons; Mr, Gorham, of 
Locke Stevens; Mr. Jackson, of E. A. 
Jackson & Co.; Mr. Jos. Mayward, of F. 
W. Webbs; Mr. A. H. Emery, of Hamlin 
& Emery Brass; Mr. Thurston, of Smith 
& Anthony. : 

Then followed a short vaudeville enter- 
tainment and a general good time at the 
piano until it was nearly 11.30 before 
guests took their departure. 


IMPORTANT DECISION IN 
REGARD TO WATER MAINS 
AT COLORADO 


Judge Vorhees, of Pueblo, Colo., re 
cently rendered a decision to the effect 
that Manitou, Colo., cannot enjoin the 
city of Colorado Springs from prosecuting 
condemnation proceedings for a right of 
way for water mains through the streets 
of Manitou. However, the matter has 
not been permanently disposed of, as the 
judge gave the city of Manitou permission 
to file an amended complaint. 
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Chhunttitts 


For Repair Work 


HIGHEST Quality Guaranteed on Everything 


All Brass, and with Washers 


For Bibbs guaranteed to stand steam 
and hot water 


The “GOOD” Bibb Washers and “GOOD” Fuller Balls 
are guaranteed to be the best made for both hot and 
cold water. 


Finest Cutters 


PLUMBERS FRIEND 


Made of a special compound by a patented process 
All of our Force Cups never yet duplicated. 


are made of a special 
quality and fully guar- 
anteed. 
What is not here 


All kinds and sizes of Washers 


FORCE CUP = : ‘ is in our Catalog : 
If you are not using themsend for samples. Our full and the best of quality 
name is moulded on every one. 


That famous assortment of Bibb Screws and Nuts put 
up ina tin box worth almost its veight in gold. Every 
shop should have a few boxes. 


Eighteen different sizes and styles. Fit any bibb. 
WE MAKE FULLER STEMS 


in regular style, also an adjustable one where the ball can 
be fastened to any part of the stem and will fit any make 
of Bibb, new or old. Send for sample. 


GOOD MFG. CoO., 


88-92 Lincoln Ave., 


Six inches in diameter for forcing sinks, etc., New York City. 
and arranged to use by hand or to connect a 
force pump to it. 
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HE first of April has been a busy 
time for a number of the Pitts- 
burg jobbers. Both the Bailey- 

t Farrell Mfg. Co: and the Pitts- 

‘purg Supply Co. have removed 
to their new buildings, and the Harris 
Pump and Supply Co. will very shortly 
remove to their new building. The fact 
of the matter is that Pittsburg is grow- 
ing and developing so rapidly that hun- 
dreds of firms have been compelled to 
make changes in their quarters and to 
secure larger headquarters. 

The eight-story building of the Balley- 
Farrell Mfg. Co., at Third avenue and 
Ross street, some years ago would have 
been considered too far away.from the 
center of town to be a good business lo- 
cation, but everyone now admits that 
the situation is an excellent one. The 
firm will not use all the building for its 
own use, but will lease a part of the 
space to tenants. The offices:and show 
room will be placed on the second floor. 
On the first floor the shipping and _re- 
ceiving offices will. be. situated. The 
building is a most excellent one for the 
purpose for which it is to be used. Great 
doors open upon both the Ross street 
and Third avenue sides, thus preventing 
any possibility of congestion. or block- 
ading of traffic. Abundant light is pro- 
vided on each floor. The building is lo- 
cated most conveniently tothe railroad 
freight stations, a factor of the. utmost 
importance. The brass foundry-and fin- 
ishing shop, as well as the lead pipe and 
sheet lead works, have all been removed 
to Rankin, Pa., on-the:B. &.O._R. R., 
about eight miles from Pittsburg, and es- 
tablished in the old plant of the Stand- 
ard Chain Co. Geo. R. Acheson, generai 
manager of the company, will have 
charge of the Rankin plant and will 
spend a part of each day there.- Large 
stocks will be. carried at the.Pittsburg 
warehouse, but many shipments can be 
made direct from Rankin, where the 
railroad and shipping facilities are of 
the best. 


The Pittsburg Supply Co. have also 
great reason to be proud of their: modern 
five-story building, at 4389 to 449 Water 
street, and which runs clear through to 
434 to 444 First avenue. Without ques- 
tion this structure is one of the most de- 
sirable and well adapted buildings in 
the country for the business. Plenty of 
room is provided, which is one-of the 
important essentials in a supply house. 
Extra large elevators are installed so 
that bulky packages and long joints of 
pipe can be carried without trouble. A 
small track has*been laid in the _ base- 
ment and on the first floor, at the eastern 
end of the building, for quickly loading 
and unloading gas pipe. Great roomy 
offices are furnished and a large’ show 
room has been fitted up onthe second 
floor facing Water street, and two model 
bath rooms have been installed for exhi- 
bition. 

The company’s; business has. grown -to 
such an extent. that the-old quarters on 
Water street, below Wood:street, were in- 
sufficient to take care of the increased 


J Pittsburg and the South @&@ 


business, but in the new location it can 
safely be said that nothing is wanting 
to insure the speedy execution of. orders 
and the satisfactory handling of the 
company’s husiness. 


The Central Plumbing Co. have opened 
up a new plumbing shop at 3990 Center 
avenue, Pittsburg, and have also fitted 
up an attractive shop room. Wm. P. 
Reardon and H, Leseman are the owners 
of the company. 


Harry Noll, one of the oldest em- 
ployes of the Bailey-Farrell Mfg. Co., and 
head shipping clerk for that house for 
many years.past, has left the employ 
of the company. 


Thos. Schwartz, of Ambridge, Pa., has 
been awarded the plumbing contract for 
the new $12,000 hotel being erected at 
Ambridge by W. H. Reed, Braddock, Pa. 
C. E. Willoughby, Pittsburg, is archi- 
tect. 


The Select and Common UCouncils of 
Allegheny City have passed an ordinance 


open ta cl patatmmiehe) 


cast iron pipe, U. S. Cast Iron Pipe & 
Foundry Co.; sewer castings and gate 
castings, Pittsburg Foundry & Machine 
Co.; fire hydrants, National Car Wheel 
Co.; water service boxes, Bingham & 
Taylor, Buffalo, N. Y. 


E. Robinson, Shady avenue, East End, 
Pittsburg, is doing the plumbing in the 
house of Mr. George Laughlin, of the 
Jones & Laughlin Steel Co. 


Jos. A. Isherwood, Dennis Haynes, Mi- 
chael J. Slattery, Hugh F. McGrady and 
Jos. A. Fisher have made application for 
a charter for a company to be called the 
Jos. A. Isherwood Co., to engage in the 
general plumbing business. Mr. Isher- 
wood has been, in the plumbing business 
in Allegheny City for some time. 


F. W. Fawcett, of Waynesburg, Pa., 
illustration of whose plumbing establish- 
ment is shown in this issue of THE 
PLUMBERS’ TRADE JOURNAL, is one of the 
most successful and popular plumbers in 
his town, and has done some very nice 
plumbing work in Waynesburg. 
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Photograph of the Plumbing Establishment of F. W. Fawcett, at Waynesburg, Pa. 


providing ; for the payment of regular 
current union wages to plumbers and 
tinners doing city work. 


A charter has been granted to the 
Standard, Filter & Water Softening Co., 
Pittsburg. Capital, $30,000. The. direc- 
tors are John K. Barber, W. H. Bolger 
and P. S. Chambers, all of Pittsburg. 


A. Buerkle, president of the Buerkle 
Plumbing Co., who has been spending the 
winter at Orlando, and Palm Beach, 
Fla., will return to Pittsburg in the 
near future. Mr. Buerkle is one of the 
oldest plumbers in Pittsburg and has met 
with very great success. 


The contracts for furnishing pig lead 
and other supplies to the city of Pitts- 
burg during 1904 have been awarded as 
follows: Pig lead, Bailey-Farrell Mfg. 
Co.; ferrules, Hays Mfg. Co., Erie, Pa.; 


Mr. Fawcett has completed the plumb- 
ing in the Methodist Parsonage, and in 
the residences of Z. Ragans, H. C. Stag- 
gers, district attorney; J. F. Polly, editor 
of the Greene County Messenger; Frank 
Heckman, and L. Woodruff. He has quite 
a number of contracts in hand at the 
present time for the coming summer. 
E. S. Morley, formerly of East Liverpool, 
Ohio, is foreman of Mr. Fawcett’s shop. 
Mr. Fawcett removed his shop on March 
1st to larger quarters on Washington 
street, Waynesburg. 

Wm. Spencer, eighth vice-president of 
the American Federation of Labor and 
general organizer of the International 
Association of Plumbers, was in Pittsburg 
recently to adjust the differences between 
the local plumbers and the steamfitters. 
The steamfitters receded from the Plumb- 
ers’ International Association and _ affili- 
ated with the National Association of 


Steamfitters, but, it is said, did not turn 
over all the effects of the old organization 
and the Spencer has been making an 
effort to secure these. 


Geo. H. Soffel Co., the large plumbing 
contractors of Pittsburg, and who have 
the plumbing of the Bessemer Building 
and the Wabash Railroad Station in 
hand, have removed their headquarters 
from Fifth avenue and Ross street, where 
they have been stationed for a number 
of years, to their new building at Second 
avenue and Cherry Alley. In the new lo- 
cation the firm will have larger quarters 
and better facilities for carrying on their 
work. The shop is also close to the yari- 
ous supply houses, which is quite an ad- 
vantage. 


H. S. Leighton, the well-known Brad- 
dock plumber, has presented the First 
English Lutheran Church of Braddock 
with a handsome marble ‘baptismal font 
brought from Italy. The font was pre 
sented as a memorial for Mr. Leighton’s 
daughter, Lois Adelaide, who died four 
years ago. z 


The Homestead Valve Mfg. Co., In- 
corporated, of Homestead, Pa., have suc- 
ceeded in manufacturing brass and iron 
casting of the very highest quality in 
their foundry by the use of a patented 
furnace. 


The Monongahela Water Co. is erecting 
two large tanks near Grandview Park, 
3lst Ward, Pittsburg, in order to improve 
the water supply. 


George Lenfesty, son of T. M. Lenfesty, 
the prominent plumber of Carnegie, Pa., 
is erecting a business block at that place. 


T. Ed. Cornelius, the Pittsburg archl- 
tect, is preparing plans for a large resi- 
dence for Mrs. Chas. E. Cornelius at 
Sewickley, Pa., in which two bath rooms 
will be installed. John Douglas closets 
are specified. 


L. R. McKean, of Beach Falls, is plumb- 
ing the new Federal Trust Co.’s building 
at that place. 

Mr. McKenn recently installed a new 
gas engine and a 6-inch pipe machine in 
his shop, and has a well-equipped estab- 
lishment. 


R. J. Stewart, of Brownsville, Pa., has 
a large number of plumbing contracts in 
hand. He has at the present time fourteen 
houses at Brownsville, each of which is 
to be equipped with a complete bath 
room. Mr. Stewart is building a fine 
residence for his own use at Bridgeport, 
Pa., near Brownsville. The dwelling is 
modern in every particular and presents 
a nice appearance. 


Chas. L. Titus, of Uniontown, Pa., is 
putting up a handsome $5,000 brick 
veneered residence for his own use at 
Uniontown. 


The plant of the Eastern Tube Co. at 
Zanesville, Ohio, has been sold to Edward 
Nugent, of New York, for $170,000. The 
plant was built three years-ago, costing 
$600,000, but has been in the receiver's 
hands for the past year. Mr. Nugent rep- 
resents the Ohio Tube Co., which was or- 
ganized in New Jersey recently. if 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 401 


FIC. 605 
Consists of a Long Single Urinal Stall (without Center Partitions) 114-inch 
Slate Ends and Back with Rabbeted Joints, 2-inch Countersunk Base, 
Polished Brass Wing and Bolts, Polished Brass 34-inch Laving Pipe 
with Loose Key Stop, Galvanized Cast Iron Gutter with Straight or 
Down Outlet Connection. 
Dimensions.—Height, 5 or 544 ft.; depth, 20 inches. 


FIC. 600 
These urinals may be set on floor, in tile, incased in marble or slate stalls. 


DimeEnsions.—Height over all, urinal only, 4 ft.; width over all, 2 ft.; base, 
from front to rear, 19 inches; at top, from front to rear, 12 inches. 

Measurements are subject to slight variation. Each urinalismade with local 
vent opening, 2x4 inches, at top as shown. 


JOHN SIMMONS CoO., 110 CENTRE ST., NEW YORK. 


WRITE TO DEPARTMENT R FOR CATALOG AND PRICES 


Largest, best 


This Adjustable Bracket enables you 


and cheapest to put the Shower up on awainscoated 


wall without putting a block ef wood 


P ORTA B L E behind the bracket. 
SHOWER 


in the market 


SOME OF ITS DISTINCTIVE FEATURES 


Adjustable Bracket—24 1-2 inch Ring, 6 1-2 inch Shower Head, Metallic 
Bulb and Bulb Yoke. It is made throughout of 3-4-inch N. P. Brass 
Tubing. All other Portable Shower Baths are made of 1-2 inch 
Tubing. A Jot of your customers will buy this Shower if you will 


speak to them about it. 


Sepa: Seer Rheiber Bath , A DESCRIPTIVE ILLUSTRATED PAMPHLET WILL BE MAILED, IF YOU REQUEST IT. 


Mitchell 2) Van Meter Company, 


247 Centre Street, NEW YORKS 
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# New York Trade School Commencement Exercises 


3 
J eaeigoucrgdaey SHARES ay Paha te geome OOP aptey DasOMNG E 


HE twenty-third annual commence- 

ment exercises of the New York 

Trade School were held Wednes- 

day evening, April 6, in the 

school assembly room at the corner of 

67th street and First avenue. The room 

was taxed to its full capacity with the 

students of the various classes and their 

relatives and friends. In the audience 

were seen a number of prominent master 

plumbers, steam fitters, painters and car- 
penters. 

The first speaker introduced for the 
evening was Mr. R. Fulton Cutting, the 
president of the school. In an eloquent 
manner he advised the graduates as to 
their future welfare. Mr. John Beattie, 


Oscar F. Hill, Vineland, N. J.; Edward F. 
Whitmarsh, Taunton, Mass.; Oluf Knudsen, 
New York City ; John B. Frins, New York City ; 
J. W. S. Ream, Greenville, O.; William H. 
Gallaway, Rye, N. Y.;. James C. Armstrong, 
Jr., Hudson, N. Y.; Gustave A. Nussbaum, 
New York City; Geo. F. Oberlander, Jersey 
City, N. J.; Alfred A. Armfield, New York 
City; William Gallagher, Jersey City, N. J.; 
George B. Logan, Clearfield, Pa.; Walter C. 
Smith, New York City; John B. James, New 
York City; Chas. A. Peacan, New York City; 
Fred P. Deboy, New York City; Henry 
Kroepke, Jr., New York City, 


PLUMBING CLASS GRADUATES. 

Wm. F. Bernhardt, Bayonne, N. J.; Joseph Turtle- 
taub, Newark, N. J.; Thos. A. Hanrahan, 
Yonkers, N. Y.; John H. Dillon, Brooklyn ; 
Frank E. Martin, New York City; Francis A. 
Hannan, Troy, N. Y.; John W. Quinn, North 
Adams, Mass.; Claud ©. Amick, Canon City, 
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ola, Fla.; John HH. Emmons, Biddeford, 
Me.; Simon Van Aort, Holland, Mich.; Abra- 
ham K. Straut, Tallmans, N. Y.; Edward L. 
Bressler, Atlantic City, N. J.; Clarence A. 
Patrick, Auburn, N. Y.; William R. Shortell, 
Ansonia, Conn,; William J. White, Iowa City, 
Ia.; James Loomis, Pittston, Pa.; Harry F. 
Shafer, Youngstown, Ohio; Edward Roem- 
mele, Newark, N. J.; Anthony E. Jones, Cen- 
tral Valley, N. Y.; Howard G. Felix, Saamokin, 
Pa.; James E. Hutton, Chicago, Ill.; David J. 
O’Brien, Lenox, Mass.; Walter B. Root, Es- 
perance, N, Y.; Louis H. Poster, New York 
City ; Charles Anderson, Brooklyn; John M. 
Kline, Clearfield, Pa.; Winfield S. Mitchell, 
Wellsboro, Pa.; Frank J. Burns, Perth Amboy, 
N. J.; John L. Murtha, Lenox, Mass.; Bart F. 
Fyans, Ausable Forks, N. Y.; George C. Rick- 
etson, Schuyler Falls, N. Y.; Ernest J. Uhl, 
Renovo, Pa.; Lewis D. Bemis, E. Pepperell, 
Mass.; William F. Kilmartin, Bristol, Conn. ; 
J. G. Blaine Allen, Hammond, N. Y.; Clarence 
D. Lovell, E. Greenwich, R: I.; Andrew Nel- 
son, Minneapolis, Minn. ; Amede Fournier, Lewis- 
ton, Me.; William L, Koehler, New York City ; 
Arthur L, Knight, Westbrook, Me.; Chas. LeM. 
Weeks, New York City; James BH. Kelly, Perth 
Amboy, N. J.; Herman Baumgartner, Lenox, 
Mass.; Stanley B. Smith, Freeport, N. Y.; 
Frank Pullin, Newark, N. J.; Benj. E. Hoover, 


ments well covered, and some good-sized 
orders for deliveries during the third 
quarter of the year have been placed. A 
shade advance over prices for prompt 
delivery has been paid. As a result of 
the large tonnage recently booked by the 
furnaces, they have only small supplies 
for early shipment remaining to be mar. 
keted, and for these slight premiums 
were being asked. A large percentage of 
the demand that has been experienced lat-. 
terly has come from pipe manufacturers 
who are doing a large business and are 
looking forward to a continued active 
market. Spot quotations for pig iron, 
carload lots, were on the basis of $14.75 
to $15.25 for No. 2 Northern, and $13.75 
for No. 2 Southern. 

Lreap.—A fairly full volume of busi- 
ness has been tranacted, the demand be- 
ing sufficient to keep smelters closely 
sold up and prices have been well main- 
tained at 4.60 to 4.65c. for carload lots 
and 5 to 5.25c. for smaller quantities. 


Photograph of the Students in the Day Plumbing Class of 1903-04 at the New York Trade School and Their Instructors. Taken One Week Before Their Commencement Exercises 


president of the General Society of Me- 
chanics and Tradesmen, was next intro- 
duced and his remarks were well chosen 
and received with applause. 


The presentation of the certificates was 
made by Mr. Patrick Tierney, ex-presi- 
dent of the Master Plumbers’ Association, 
and assisted by Mr. Edward Murphy, 
chairman of the Trade School Committee. 


The gold medal donated by the Associa- 
tion of Master Steam and Hot Water 
Fitters to the student obtaining the best 
report, was awarded to John B. James, 
of New York City, whose average report 
during the school year was 95.66 per cent. 
Ouluf Knudson, of New York City, and 
John W. S. Ream, of Greenville, O., re- 
ceived honorable mention, their average 
being 95.50 per cent. 


Following are the steam class graduates; 


Colo.; Joseph Hoffer, Petoskey, Mich.; Henry 
J. Leumann, New York City; Edward A. Ox- 
ley, Brooklyn; George P. Kleinhans, Bliza- 
beth, N. J.; Timothy J. Hannon, Troy, N. Y.; 
George E. Richardson, Portsmouth, N. H.; 
Robert R. Cunningham, Jr., Paterson, N. J.; 
Louis A. Miller, Manchester, N. H.; Thomas 
J. Tierney, Providence, R. I.; J. Fred Frost, 
Owen Sound, Ontario; Allwin P. Schaefer, 
Newark, N. J.; Francis G. Bubre, Port Chester, 
N. Y.; Forrest H. McCoy, Philmont, N. Y.; 
Frank D. Banta, Paterson, N. J.; George F. 
Wollner, New York City; Edward Barbig, New 
York City; Charles W. Hayes, Norwich, N. Y.; 
William H. Hoyt, Danbury, Conn.; John J. 
Schofer, Moline, Ills.; Arthur R. Vogel, Beth- 
lehem, Pa.; Samuel C. Lawrence, Atlantic 
City, N. J.; William R. Farr, Rutland, -Vt.; 
John H. Hibbard, New Lenox, Mass.; Henry 
F. Williams, Wichita, Kas.; Chas. W. Van 
Sicklin, Patchogue, L. I.; Leon B. Ellinger, 
Seattle, Wash.; Harry L. Pahl, Stockton, Cal. ; 
Owen H. Miller, Stockton, Cal.; Louis F. 
Peters, Wausau, Wis.; Arthur R. Andrews, 
Rochester, N. Y.; Charles BE. Ritchie, EHspan- 


Clearfield, Pa.; Michael Jarossi, New York 
City; Chas. T. Voelker, Glassboro, N. J.; 
John J. Mitchell, New York City; Walter 


Dorsey, Perth Amboy, N. J.; Louis A. Swanson, 
Crystal Falls, Mich,; Peter V. McGlynn, Taun- 
ton, Mass.; Joseph F. Mara, New York City; 
Wm. V. McNamara, Troy, N. Y.; Andrew 
Bradshaw, Toronto, Canada; Ernest BE. Pritts, 
Somerset, Pa.; Alexander G. Uehlinger, East 
Orange, N. J.; Otto E. Moske, Cleveland, Ohio. 


CS apenas hve ornas tin Poy tepaometitesgl 


A) Market Quotations 
@ For The Trade ¢ 


Edited by C. C. RIGGS, 


TE eA Arnab Postage bpapt enya g SY 

Pia Iron.—Business has been fairly 
active and the tendency of prices has 
continued towards a higher basis. Buy- 
ers quite generally have shown a disposi- 
tion to keep their prospective require- 


Pirzr.—A firm market has been experi 
enced for cast iron pipe. Manufacturers 
quite generally are well filled with ord- 
ers and the indications are for a continu- 
ed active market. It appears settled that 
New York City will adopt a salt water 
fire system which will require about 
100,000 tons of pipe, and part of which 
will be placed during the coming season. 
Advices from the interior markets report 
a good business at firm prices. Prices 
locally have been unchanged on the basis 
of $28 per gross ton for 6 to 10 inch and 
$27 for 12-inch and upward. Some im- 
provement in the demand for lead pipe 
and sheet lead has been reported and 
prices have been unchanged and strictly 
quoted: Lead pipe, 5 to 5%4c. per Ib.; 
sheet lead, 5% to 5'%4c. per Ib.; tin-lined 
lead pipe, 10c. per Ib. and block tin pipe, 
83 to 34e, 
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If This Arrests Your Attention ‘‘Cop’’ The Idea 


A Howling Success. 


The CHARM Air Regulator 


Mirth Regulator and Laughter Vent 


Approved by the 


DEPARTMENT OF 
BUILDINGS 


Of Great.er New York. 


THE 
Vent that Vents 


Made by 


Aluminum Valve 


The Charm Air Regulator Co., 
966 Myrtle Avenue, 
BROOKLYN,N.Y. 


JOHN TRAGESER STEAM 
COPPER WORKS, 


ESTABLISHED 1850. 
447 to 457 W. 26th Street, New York City. 


——MNtn-—— 


Pioneer Manufacturers of 


Steel Clad Baths, 
“American” Galvanized Iron 
Range Boilers, 
Copper Range Boilers. 
Nickoline German Silver drain boards and 
pantry sinks (square and oval), and all kinds 
of copper, brass and iron work for plumbers, 


Chemical Works, Dye House, Extracts & Es- 
sential Oil Works, Stills for distilling water,etc 


Get. our Figures on Special Work. 


Hangs Light as a Feather 


HE Utica Heater Company prides itself upon manufacturing heat- 
ing apparatus which STANDS the TEST OF TIME. 


Our IMPERIAL Boilers embody more Original Features and 
possess more Points of Superiority than any other Boiler ever con- 
Structed. 


During the past three years, we have sent IMPERIAL Boilers 
into every section of this great country, and can refer to thousands of 
pleased customers EVERYWHERE, who depend upon IMPERIAL 
Boilers to protect their homes and their business places from the cold 
blasts of winter. 


We do not make the above assertions in a boasting way, but merely 
state them as established facts—facts, which even our ccmpetitor 
must admit. 


We issue complete catalogues of IMPERIAL Boilers and 
SUPERIOR Furnaces and would be pleased to mail either to any 
address. 


We belong to no trust or combination and are satisfied with legiti- 
mate profits. 


Chicago Agents: 
CHICAGO HEATER & SUPPLY CO. 
33 Dearborn Street. 


Utica Heater Co., 


UTICA, N. Y. 
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WHAT MUELLER GOODS REALLY MEAN. 


Mueller Goods are designed, manufactured and marketed upon the theory that there is always a place for 
something better amongst any class of articles, and that, if a design of Mueller Goods can be made that em- 
bodies existing good features, does away with features that are useless, and puts into the article new and 
useful points of construction, operation or durability, those goods will be proof of the Mueller theory of 
manufacturmmg an article that is always just a little better. 


And this new and different way of manufacturing puts a quality into the articles produced, that is really 
an individual quality. So that when the design, workmanship and usefulness of Mueller Goods excell those 
of other articles, they are entitled to the name of having Mueller quality. This being the value in’ Mueller 
Goods put there’ by taking just a little more care in designing, manufacturing and testing than is necessary to 
produce average goods, so that the buyer gets an article that satisfies in ordinary uses and does not fail in 
extraordinary uses. 


But quality usually demands a price that prohibits its use in the less pretentious work, and it has hereto: 
fore meant that goods of quality had no place in ordinary work. Mueller Goods are produced and marketed 
upon anew plan. They are produced in quality grades that vary in their points of construction so that their 
selling price may range for all classes of work, which means that no matter for what work the buyer has 
material to purchase, he may secure Mueller Goods ina grade that will be in keeping with the surrounding work 
and fixtures, and that he does not have to place an extra fine piece in with common pieces in order to get the 
necessary quality. 


Yet back of all of the claims of manufacturers there can be the suspicion of the buyer that everything that 
the manufacturer claimed could not be shown in the finished article when put into service. To guard this sus- 
picion and protect the buyer, Mueller Goods have the Mueller Unconditional Guarantee and this means that 
we have perfect confidence in the acceptance of Mueller Goods for their use, and in their performance to the 
entire satisfaction of the buyer, so that a buyer has only to have a just complaint to secure every satisfaction 
that is required to adjust such complaint. 


Still what would it avail the buyer to know that the manufacturer claimed this or that of an article, if the 
article cannot be identified after it is in service should it fail to satisfy? Mueller Goods are marked with the 
Mueller Trade Mark, the mark of Unconditional Guarantee that won’t rub off, or fill up, or become hidden 
after years of use and it stands as a monument of our belief that Mueller Goods not only will satisfy when first 
put in, but that they will not develop any faults after long service. 


“Therefore the buyer of Mueller Goods gets an article that is better than existing styles, an article that has 
a quality that cannot be had in other styles, an article that can be secured in different grades, an article that is 
Unconditionally Guaranteed, an article that bears a Trade Mark to identify it. 


Stace ™ 


Mueller Goods are to be ‘on exhibit at the MUELLER EXHIBIT, E Street, between 
4th and 5th Streets, in the Palace of Manufactures, World’s Fair, St. Louis. 


If you will call there upon your visit at the Fair you may find things that will more 
ably prove what Mueller gods really mean. 


H. MUELLER MANUFACTURING COMPANY, DECATUR, ILLINOIS, U S.A. 
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MUELLER COMPRESSION WORK 


Mueller Compression Work is a direct example of what Mueller Goods really mean. This work has all 
of the good points of existing styles, and as well such new and practical features as the study of the require- 
ments of the trade make evident. This work is produced in Mueller quality of three grades, Standard, Extra 
and Special, each grade being marked with the grade to which it belongs. Every 
piece is Unconditionally Guaranteed and poneithe Mueller Trade Mark to iden- HED DIAS t 
tify it in service. 

Buyers are asked to note in particular that the grade of the different 
Bibb is marked directly under the Trade Mark which appears above the nose 
of the Bibb and to remember that the cost of each grade of Bibb is different from 
the others, ranging from the Standard at the lowest price to the Special at the 
highest price. And further to see that when Mueller Bibbs are ordered, that the 
cost and grade are relative, and that Standard Grade Bibbs are not furnished at 
the price of the Extra Grade or 
that Extra Grade Bibbs are fur- 
nished at the price of the Spe- 
cial Grade. If at any time Bibbs 
are not ordered direct from us, 
we shall be glad to give infor- 
mation as to the relative range 
of prices, that a substitution of 
grades may not be practical. 


SPECIAL GRADE Sm || eres S oo STANDARD GRADE.— 
r : 3 Mueller Standard Grade Com- 
pression Bibbs have an acvur- 
ately formed casting. The 
cores are set so that the open- 
ing through the bibb is never 
eccentric to the outside, and 
the thickness of the shell is 
always uniform with the de- 
sign. 
This care in moulding pro- 
duces a good, clear waterway, 
and the full delivering capaci- 


a ae 2s Nh) 
) = ty of the bibb is available 
when desired. 
The Stem Adjustment is 


superior to that of many expensive bibbs. The Body Threacs extend far 
enough down to engage the lowest stem threads when tne washer is seated. 
This gives the stem a good firm gvip on final compression, causes a uniform 
wearing of threads and prevents chattering. 

The S:at Washer is of medium composition so that it may be used 
equally well with hot or cold water. 

The Threads are cut to uniform template and gauge. The wrench 
surfaces are milled to an equidistant gauge so that the wrench does not 
have to be readjusted for each successive hold. 

Each bibb is given a working test with 200 pounds hydraulic pressure 
and is unconditionally guaranteed. 

Mueller Standard Grade Bibbs have the Mueller trade mark stamped 
on the body just above the nose. The word ‘‘Standard’”’ is stamped just 
below the trade mark to identify the grade. 

EXTRA GRADE —Muteller Extra Grade Compression Bibbs have all 
the good points of operation that bibbs of the Standard grade have, but the 

construction is a little heavier throughout. The castings are much heavier than is usual in bibbs of this grade. 

The Mueller Combined Cap and Stutfing Nut is th» established cap for extra grade bibbs. This cap has all the features 
of a stuffing box, yet makes a shorter and neater pattern. It has a conical shaped cloth inserted which makes the stem 
strictly water tight without bnding it. ‘These bibbs are also made with regulation stuffing box for those who desire that pattern. 

The water way is large and clear, and a slight turn of the handle gives a good strong flow. The handle has fancy tips on the ends, 


EXTRA GRADE 


“anda graceful form that accords with the handsome design of the bibb. All threads and wrench surfaces are uniform, and all parts in- 


terchangeable. 

Each bibb is given a working test with 200 pounds hydraulic pressure, and is unconditionally guaranteed. 

Mueller Extra Grade Bibbs have the Mueller trade mark stamped above the nose. ‘The word ‘‘ Extra” is stamped just below the 
trade mark to identify the grade. 

SPECIAL GRADE.—Mueller Special Grade Compression Bibbs have still more exclusive features than the Standard and Extra gradcs. 
The castings are unusually heavy and strong, and the workmanship on them is tediously particular. 

Besides having the long body threads, the accurate stem adjustment, the fancy handles and the combined cap, they have a water way 
of full area opening. With one and one-half turns of the handle the bibb will deliver a stream of the full size of the pipe to which it is 
connected. The washer is encased in the stem to a depth sufficient to cover the entire edge and the washer cannot spread or become flat- 
tened. Although the combined cap and stuffing nut is the established cap for Special Grade Bibbs, they will be made in the regular 
stuffing box pattern on specification. Stems may also be had in the loose disc pattern if our customers desire them. 

Each bibb is given a working test with 200 pounds hydraulic pressure, and is unconditionally guaranteed. 

Mueller Special Grade Bibbs have the Mueller trade mark stamped above the nose. ‘The word ‘‘Special”’ is stamped under the trade 
mark to identify the grade. 


H. MUELLER MANUFACTURING COMPANY, DECATUR ILLINOIS, U. S. A. 
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porns in New Lees se 
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At the Monarch Palace Bowling Alleys 
on March 29th the John A. Murray team, 
with a score of 703, won from the Kenney 
Mfg. Co. team, which scored 525. The 
latter team lost to the John Simmons 
Company team, which scored 725 against 
their 668, plus 30; total 698. In the 
next contest the John A. Murray team 
rolled 657, plus 31; total, 688, and the 
John Simmons Co. won with a score of 
703. 

On Wednesday, March 30th The Metal 
Worker won the game with the C. S. 
Locke & Smith team. The scores were: 
Metal Worker, 835, and the C. S. Locke 
& Smith team 676, plus 25; total, 701. 
The Metal Worker, with a score of 736 
also defeated the Metropolitan Supply 


Co. team, which scored 686, plus 45; total, | 


731. The Metropolitan Supply Company 
then defeated the C. S. Locke & Smith 
team with a score of 720, plus 25; total, 
745 to 622. 

THE PLUMBERS’ TRADE JOURNAL on 
March 31 won from the H. P. Read Lead 
Works with a score of 778 to 656, plus 
107; total, 763. In the next game the H. 
P. Read team rolled 656, plus 21; total, 
677 to 788 for the Colwell Lead Co. team, 
which team lost the next game with a 
score of 640, plus 87; total, 729 against 
869 for THE PLUMBERS’ TRADE JOURNAL. 

On April ist the Kenney Mfg. Co. was 
defeated by the Ronalds & Johnson Co., 
which teams scored 701 against 519, plus 
10; total, 529 for the former. 

In the next game the Kenny Co. made 
496, plus 55; total 551 to 859 for The 
Metal Worker, their high score. The 
Ronalds & Johnson team following their 
example, made their high score for the 
year, 763, plus 45; total 808 and The 
Metal Worker 724. 

Monday, April 4th, the John A. Mur- 
ray team won from the Colwell Lead 
Co. with a score of 673, plus 3; 676 to 
671. They also defeated the F. N. Du 
Bois & Co. team with 688, plus 48, total, 
731 to 719. The Colwell Lead Co. team 
defeated the F. N. Du Bois & Co. team 
with 709. plus 40; total, 749 to 745. 

On Thursday, April 7th, the John Sim- 
mons Co. team scored two victories with 
797 to 714, plus 4; total 718 for the A. L. 
Perkins team and 806, plus 4; total, 810, 
to 654 for the C. S. Locke & Smith team. 
The A. L. Perkins team scored 740, plus 
8; total, 748 to 728 for the C.S. L. &S. team. 

On the evening of the 11th THz PLUMB- 
ERS TRADE JOURNAL lost first game by 


Pipe, 
Taps, 


and 


Reamers. 


Replaceable Cutters. 


the score of 818 to Locke & Smith 795, 
owing to the handicap of fifty odd pins. 
The second game THE PLUMBERS TRADE 
JOURNAL won by the score of 882 to 657 
from Ronalds & Johnson. Ronalds & 
Johnson beat Locke & Smith in last game 
by 690 to 675. 

A meeting of the Plumbing & Steam 
Supply League was held at Cadieu Alleys 
on Wednesday evening, April 6th, eleven 
teams being represented. It was resolved 
to accept the challenge of the Philadel- 
phia league, and it was further left in 
the hands of the president to choose a 
team to meet with them and to arrange 
a committee to take care of the enter- 
tainment of the visitors on the evening 
that may be decided upon in which to 
bowl. Other matters were taken up and 
left in the hands of the officers to conduct 
in behalf of the league. 


It will be remembered that last year a PLUMBERS’ TRADE JOURNAL team; McTam- 


picked team from the Plumbing & Steam 
Supply League of Greater New York won 
the championship of the Business Men’s 
League with a splendid record and are 
now holding the championship cup. It is 
necessary for them to win this three 
times in succession in order to become 
the final owners. Notice of the opening 
of this year’s tournament was not sent 
around until very late; too late, in fact, 
to permit of the securing of the team 
that the Plumbing & Steam Supply 
League should have had. As a conse- 
quence, in the opening games held Wed- 
nesday, April 6th, at the Monarch Alleys, 
Sixth avenue and 26th sf¥eet, Manhattan, 
the Plumbing & Steam Supply team lost 
two out of three games, although they 
made one very good high score of 885. 
The team consisted of Flynt, of THE 


WE ARE HELPING YOU 
ALL THE TIME 


TO SELL 


Humphrey Crescent Instantaneous 
Water Heat.ers Sars 


Now we are 


to run a 
series of adver- 
tisements in the 
best magazines, 
starting with the 
April 
We refer all in- 


numbers. 


quiries to you. 
To take full ad- 


vantage of this 


extensive public- 


ity, every Plumb- 
er should have 


BETTER 
SEND 
TO-DAY 
FOR 

CATA- 
LOGUE 
AND PRICES 


one or more 


heaters in stock. 


Se CEECCCEECEEE CCE 


ney, of C. S. Locke & Smith; Heatherton, 
of THE PLUMBERS’ TRADE JOURNAL, who 
acted as a substitute for the eyen- 
ing; Ketcham, of F. N. Du Bois & Go, 
and Watters, of THe PLUMBERS’ TRApE 
JOURNAL team, who also acted as gsubsti- 
tute. 
Custom House team by the score of 763 
to 788. 
885 to 773, and the last game was lost by 
793 to 819; Flynt, of the plumbing team, 
having the high score of the evening and 
also high average. 
sent 
League will be picked from those who will 
consent to bowl who are among the high 
averages for the season. 


The first game was lost to the 


The second game was won by 


The team to repre- 
the Plumbing & Steam Supply 


@ ECONOMY IS WEALTH 2 
— USE 


McGuire Adjustable 
Star Roof Flange 


IRON PIPE 


Approved 
by New 
York State 
Master 
Plumbers 
at 

Albany 

on Feb. | 
9 and 10. 


NOTHING EQUALS IT. RECENTLY RECONSTRUCTED 


IT IS NQW UP-TO-DATE. 


f ALL READY FOR PLUMBERS TQ CALK ON PIPE, 


Write for catalogue and discount 


M.L.McGUIRE, Manufacturer. 
Syracuse, N. Y., U.S.A. 


LY all 


| SHIPLEY RADIATOR & FOUNDRYCO,| 
INDIANAPOLIS, IND. 


Single and Full Stocked 


MANUFACTURED BY 


| [eee Wells Bros. Company, Greenfield, Mass. 


Screw Plates 
For Pipe and Bolts 


IN GREAT VARIETY 


ALSO 


Adjustable Tap Wrenches 


HOLDING FROM THE SMALLEST TO THE 


LARGEST SIZES OF PIPE TAPS. 
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“GENUINE” BARNES 
3-Wheel Pipe Cutters 


The ‘‘DESMOND” 
||. INJECTOR 


Is the Automatic 
| Injector Perfected 


@ Bear this registered trade mark. 


Made in 8 sizes, cuttin tn LT 
ipe from 1-8 inch to 1 
nches in diameter. 


BARNES TOOL Co., NEW ON S.A. 


ee 


Ghe STANDARD of EXCELLENCE é 
a The No. 1 Fire Pot Progress being 


the ocrder ofthe 


THE is the acknowled re 


standard of t 
world. Many makers 


- 
9 
z 
HAW LINE ge BEE || tay the latest 
5 EMS sentence by adding. ettort ot the in- 
é “And we can sell itfor 
- Bless money.” Did you ventor, theone 
BS ever hear anyone claim 


“This is better than the 1 
No.1?’ We think not. Dea aia & the 
The special skillacquired name 


{| i, v “ae, 6s by _-“our long experience 
y d wi 1 -pevik ee — mets Geter mination alana 
4s ag oe o make the best Fire 
processes 5 Pot that itis possible to 66 99 
prod ice enables us to keep the lead. Our catalog is 
ec Jobbers sell at factory price, 


CLAYTON & spre oka Ee Sig AR co., 
Detroit, Mich., U.S. 
operating the 


is naturally the best. 


as held BINDER. a rr hoist ane | WRITE FOR INSTRUCTIVE . 
g or holding THE f 
nol MOST COMPLETE O Soe een | BOOKLET. 
FREE to any subscriber sending usa 
new subscription, or sent post paid for e 


WOOD ENGRAVING} 


DEPARTMENT | Jn ited States 


147-153 Fifth Av. CHIGAGO. 


Best Work. SEND p Copy 
Low Prices. For ESTIMATES. 


85 cents. 


—- Desmond-Stephan 
MCCABE VENT FITTING | Mfg. Co., 


For Sale by all 
Jobhers of Plumbers’ Supplies, Urbana, - - Ohio. 
and manufactured by 


ABENDROTH BROS,, 
PORTCHESTER, - NewYoru«. 4 


ee 


| THE 
F.& W. System. 


INSURES 


¢ 

Better Goods 
Better Work 

¢ Better Ventilation 

i Better Drainage 

: Better Profits. 


YOU 


Better Use Them! 


DESCRIPTIVE CATALOG FREE. 


Other Styles of F. & W. Fittings will be Shown in next issue. 


ONE OF OUR LEADING COMBINATIONS 
Myra D parntemesteta ero pmmtelmedD ye mel ifs Sys SP Yn erly SG rermeetetrel prenrmeatetn SR prnnpomatly el pan tapered & ps 


ADDRESS ALL CORRESPONDENCE TO 


CENTRAL FOUNDRY CO., eT "NEW YORHN CITY.” 


ee iy 2 NG SON mrresitetn Seely | 
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NATIONAL CONVENTION TO 
BE HELD IN 1904 


National Association of Master Steam 
and Hot Water Fitters, Atlantic. City, 
N. J., June 18, 14 and 15. 

American Society of Heating and Venti- 
lating Engineers, Detroit, Mich., July 15 
and 16. 

National Association of Master Plumb- 
ers, St. Louis, Mo., September 6, 7 and 8. 
a—)-0-4 2 
THE CENTRAL BRASS MFG. 

CO., OFCLEVELAND, O., 
WILL SEND THIS 
POSTER FREE 


We wish to correct an error which ap- 
peared in the April 1st issue of the JourR- 
NAL. In publishing the accompanying il- 
lustration showing a fac-simile of a poster 


we stated that a copy of the original 
would.be sent for the asking. The name 
of the firm should have been the Central 
Brass Mfg. Co. If any of our readers 
have not.obtained one of these attractive 
cards they should write at once. 


—_—_———— oot eo 


SIMMONS VS. MC .CULLAGH 


On March 24th, at the Monarch Bowl- 
ing Alleys, New York, the John Simmons 
Co. team won three games from the James 
McCullagh team. The totals were: John 
Simmons Co., 835, 768, -758, and the 
James McCullagh 713, 751, 653. In the 
second match game the John Simmons 
Co. took two from the McCullagh team. 
The total scores for the latter were 694, 
729 and 829. The John Simmons team 
rolled 778, 813 and 714. 
ee 


THE LATE T. J. MCCORMACK 


T. J. McCormack, of 162 E. 35th street, 
New York, was buried from his late 
residence, 444 E. 89th street, on the Ist 
inst. Mr. McCormack was one of the 
standbys of Manhattan Branch of the 
Master Plumbers’ Association, and for 
many years was sergeant-at-arms, alter- 
nating in that position with C. A. Walsh. 
The funeral services were largely attend- 


ed by his many friends. 
poe 


DESIRE CATALOGS ON STEAM 
AND HOT WATER HEATING 


The Magee Furnace Co., of 36 Union 
street, Boston, are anxious to obtain a 
complete file of all catalogs representing 
all the different manufactures of high- 
grade heating apparatus. They are will- 
ing to exchange their own catalogs if an 
exchange is desirable. THE PLUMBERS’ 
TRADE JOURNAL will consider it a favor if 
its advertisers and friends in the manu- 
facturing industry will extend the cour- 
tesy to the Magee Furnace Co. that they 
reauest. 


SPECIAL NOTICES. 


RATES FOR SPECIAL NOTICES. 
Special notices, such as “wants,” “for 
sale,” etc., are inserted at the rate of 50 
cents per issue for regular subscribers. To 
non-subscribers the rate is $1.00 per inser- 
tion, to not exceed five lines. Cash must 
accompany order. 


WANTEDTINSMITH— AN ALL AROUND WORK- 

man for city work. Man who understands 
heating and plumbing; steady position for the right 
man. Address ‘‘R. B.,’’ care of The Plumbers’ Trade 
Journal. 


FOR SALE — Several HAND 

KEY GRINDING MACHINES 
and a magnetic Separator; in 
first-class order and cheap. 
Address H. Mueller Mfg. Co., 
Decatur, IIf. 


yy SNiepe eee AND HOT WATER FITTER 

who has some knowledge of plumbing, for per- 
manent position in small town in Illinois, Address 
“P.M. M.,” Schiller Building, Chicago, Ill. 


FOR SALE CHEAP—Patterns 
for a full set of DURHAM 
HOUSE DRAINAGE FITTINGS 
—Ells, Tees, T.Y’s, etc. If in- 
terested, will send full informa- 
tion andprice. Address**J.S.’’ 
care of The Plumbers’ Trade 
Journal. 61 Beekman St. 


CAN SELL YOUK PLUMBING BUSINESS, NO 
matter where it is or what it is worth. Send de- 
scription, state price, and learn how. W. M. Os- 
trander, 847 North American Building, Philadelphia. 


LUMBERS’ WOODWORK— 
Wanted by one of the best- 


known selling agents in the East, the 
agency for a good line of plumbers’ 
woodwork—to sell to jobbers only 
on a commission basis. Address 
“J. D.R.,”’ care of The Plumbers: 


Trade Journal. 


OR SALE—PLUMBING AND STEAM HEATING 
business, in city of 30.000 population, growing 
very rapidly; business will run about $25,000 per 
year. Stock will invoice about $3,500. Address 
“O. 7...’ care of The Plumbers’ Trade Journal. 


og SaLE—A PLUMBING BUSINESS IN SAN 

Mateo, Cal.; one of the finest shops in the State. 
doing a plumbing and tinning business. Reason for 
selling is that the business has grown too large for 
one man torun. Address ‘‘C. J. M.,’’ care of The 
Plumbers’ Trade. Journal, 61 Beekman Street, N. Y, 


OR SALE—PLUMBING AND TIN BUSINESS IN 

alive town of 2,000; only shop in town; stock 

and tools $1500 cash. Address ‘“‘P. O. Box 168,’’ Ox- 
ford, Ohio. 


SOREE: INDUSTRIOUS YOUNG MAN DESIRES 

to learn plumbing trade; have had some exper- 
ience, and not afraid of work. Would accept with 
view to becoming interested in business. No objec- 
tion to learning steam-fitting also; references, Ad- 
dress Apprentice,” care of W. J. Steele, General 
Delivery, Pueblo, Colo 


aJ ANTED—IN A WESTERN TOWN OF 50,000 IN- 

habitants, 8 first class non-union plumbers in a 

union town. Address ‘'P.,’’ care of The Plumbers’ 
Trade Journal, 61 Beekman St., New York. 


RAVELING SALESMAN—YOUNG MAN WITH 
10 years’ road experience selling plumbing and 
steam goods, wants to represent a good house tray- 
eling in South or Central West, Address ‘‘Sales- 
man,’’ care of The Plumbers’ Trade Journal. 


ANTED—A LIVE YOUNG MAN TO TAKE 
charge of gas, electric light fixtures and collec- 
tions. Apply with reference, state salary required, 
and experience to J.S. Farrell and Company, Indian- 
apolis, Ind. 


See WANTED BY PLUMBER, 3 YEARS’ 
practical experience; graduate of New York 
Trade School; -city or country. Address “F. P.,” 
care of The Plumbers’ Trade Journal, New York. 


| eas A LIMITED NUMBER OF 
the September 1st, 1903 edition of 
THE PLUMBERS’ TRADE JOUR- 
NAL, we will pay 25 cts. apiece. We 


Edition of THE PLUMBERS’ 
TRADE JOURNAL. Each copy 
sent must be in perfect condition, and 
have the writer’s name and address 
attached tothe wrapper, which must 
securely protect it from harm in 
mailing. Should we receive more 
than the number we require, will re- 
turn the copies without expense to 
those who may send them. Address 
M. A. Rocks, P.O. Box 715, New 
York City. 


LEAD BURNING 
IN ss 


ALL ITS BRANCHES 


Will teach by mail practical 


LEAD BURNING 


as itis done, can be done, or ever has 
been done. 


Will take charge of any LEAD BURN- 
ING work, overseeing the proper me- 
chanical construction, at reasonable 
rates. Am considered the authority in 
the United States and Canada on the 
subject. Have worked at it for twenty 
years. Will give instructions at moder- 
ate rates, and invite correspondence 
from any part of the country. 


RICHARD A. LEGARDE, 


1509 N.10th St.,. PHILADELPHIA, PA. 


ANTED—A POSITION AS TRAV ELING SALES 

man or in office of plumbing supply house; 

have had eight years’ experience in the business. 
Address P. (. Box 85, New Orleans, La. 


ANTED—A RELIABLE FIRM OR PARTY TO 
manufacture my new useful patent Disinfec- 
tant on Royalty. It is a machine that the public is 
after; it can be manufactured very cheaply; profit 
immense. An excellent opportunity to make a for- 
tune; for full description, particulars, etc., read 
page 420. Address Fred. C, Nye, 22 John 8t., Syra- 
cuse, N. Y. 
ANTED—WROUGHTIRON PIPE COUPLINGS; 
black or galvanized; sizes 34 to 6 inch; must be 
in good condition; advise quantity on hand and price 
per pound. Address Manley & Landreth, Joplin, Mo, 


ANTED—TO ARRANGE WITH GOOD BOILER 
and Radiator Company to represent them in 
Philadelphia and vicinity. including South Jersey. 
Delaware and part of Pennsylvania on a salary and 
commission basis; am wel) acquainted with the 
trade, having been calling on them for several years. 
Address ‘C. B. J.,’’ care of ‘Ihe Plumbers’ Trade 
Journal, 61 Beekman St,, New York City. 


ANTED— SUPERINTENDENT FOR STEAM 
and water heating department; must be capable 

of figuring work and writing specifications; man 
with some knowledge of plumbing and electric work 
preferred; recommendations as to ability and habits 
must accompany application; steady position and 
good salary to right man; position now open. Ad- 
ares oe Supply Co: 318 N. 20th st., Birming- 

am, Ala. 


LUMBER’S HELPER WANTS JOB IN A GOOD 

shop where he can finish; have had two years’ 

experience; first class reference. Address Joseph 
Quigley, Anamosa, Iowa. 


ALESMAN—TEN YEARS’ EXPERIENCE IN 
gas and electric fixtures; at present and for the 
past six years with vapor lighting corporation, dem- 
oustrating, installing and establishing sales agencies 
desires to make a change; good record and highest 
endorsements. Address ‘‘Phila.,”’ care of The Plumb- 
ers’ Trade Journal, 61 Beekman St., New York City 


to 
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W 4NTED—SOBER, EXPERIENCED, NON-UNION 


plumbers, $2.50 per day, eight hours. Ad 


giving experience, ‘107,” care of The Plumbers’ 
Trade Journal, 61 Beekman St.; New York City. : 


STORE OCCUPIED FOR 
the past 30 years as a plumbing 


want one dozen copies of the Central|Shop in a hustling New Jersey town 


of over 6,000, now vacated by the 
retirement of the lessee from active 
business, may be rented very reason- 
ably. A first class chance for prac- 


tical plumber to step into an estab- 


lished business with practically no 


competition. Address “J.W.Acton”, 
care of The Plumbers’ Trade Jour- 
nal, 61 Beekman Street, N. Y. 


Trustees’ Sale in Bankruptcy 
THE AMERICAN MFG. CO.’S ENTIRE PLANT, 


0 


For making Plumbers’ Brass and Wood Work 


AT AUCTION, 
Friday, April 29th, 1904 
At 104.m. 
On the Premises at 
MIDDLEPORT, OHIO. | 


Consisting in part of the Real Estate, Buildings, 


By order of the U. S. Court. 


Machinery, Materials, Stock Tools and Fixtures, in 
running order. 


E. C. Fox, J. H. Williams and F. E. Bolton, Trustees. 
J. P. Bradbury and Cobb, Howard & Bailey, Att*ys’ 


Descriptive catalogues mailed free on application 


THE EZEKIEL & BERNHEIM CO., 


334 Main St., Cincinnati, 0. — 


ANTED—FIRST CLASS PILUMBERS, WAGES 
$6.00, eight hours; state age and experience. 
Address Forbes & Go., 230 8. Main St., Butte, Mont, ~ 


Journal! 
Copies 
Wanted 


E will purchase copies 
of THE PLUMBERS’ 
TRADE JOURNAL in good 
condition to a limited num- 
ber, paying 
ONE DOLLAR APIECE 
— FOR — 


NOVEMBER 15TH, 1899 
JANUARY 1ST, 1895 


These copies must be sent 
carefully done up, with the 
sender’s name and address 


marked thereon to 


j 


The Plumbers’ 
Trade Journal 


61 Beekman St., NEW YORK. 


‘‘BENEDICT-NICKEL’’ 
Seamless Tubing 


Never wears brassy because white metal clear through 
Benedict & Burnham Mfg Co., Waterbury, Conn. 
N.Y.253 Broadway.Boston$ 72 High St. 
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The Improved 
Douglas-Acme 

and Flush In- 

Stantaneous 
Water Heaters 


equipped with appliances 
possessed by no other 
heaters, 


A SAFETY GAS LOCK 
that prevents explosions. 


A DETACHED and AC- 
CESSIBLE GAS 
BURNER 
that can be easily ad- 
justed. Suitable for any 
gas pressure or process 
of make, therepy obtain- 
ing the proper combus- 
tion which predeminates 
in heating water instantly 
and utilizes all the heat 
units. Creates no carbon 
or.soot. 

This is a recognized 
strong feature and ap- 
preciated universally, 


ACME No. 15 
Nickel-plated Heater and Shelf 
LIST PRICE, $21.50. 


Write for Catalog 


Heats 8to 316 gals. per minute to a temperature of 100 Deg. and. Discount. 


Pioneer Makers of INSTANTANEOUS WATER HEATERS, and the 
most complete line in the worid. 18 STYLES. 


The Instantaneous Water Heating Co. 
1530159 S. Jefferson Street 2 e e CHICAGO. 


We will exhibit at the 
LOUISIANA PURCHASE EXPOSITION 


ST, LOUIS, 1904, 


MANUFACTURERS’ BUILDING 


and invite all readers of 
THE PLUMBERS’ TRADE JOURNAL 


to pay us a visit. We will gladly show you our 


RUUD INSTANTANEOUS 
AUTOMATIC WATER HEATER 


FOR ARTIFICIAL GAS. 


Ruud Manufacturing Company 
307 Wood Street, -:-:- PITTSBURG, PENNA. 


WESTERN SALES AGENCY, 1611 WASHINGTON AVE., ST. LOUIS 


HAS NO EQUAL 
HIGHEST EFFICIENCY 84 per cent. 


Think of it, 84 heat units utilized out 
cf a possible 100, and then, too, wich 
perfect combustion requiring 


NO VENT FLUE 


Minim zing expense of installing and 
operation. 


List Price, $2599 


Liberal Discounts, trade onty 


Mr. Plumber! get the Latest and Best. 


OPERATION OF RAPID HEATER 


In starting Heater, the gas enters chamber (No. 7) where it is properly mixed 
with air, the mixture passing through retort tubes (No. 8) into the burners, 
where it is ignited by the blaze at point of pilot light tube (No. 2). 

The water passes up through stand pipe (No. 10) to sprayer (No- Il) which 
sprays water up through perforated baffle plate (No. 14) and against solid baffle 
plate (No. 15). This thoroughly atomizes the water and forms a draft, producing 
sueh perfect combustion that. the injurious. gases are entirely consumed. The 
water returns down outside of jacket and is collected in. truncated cone (No. 13) 
passing down centre cone (No. 12) to water spout, from which it instantly flows 
hot and ready for use. 


SEND FOR CATALOGUE AND DISCOUNTS 


RAPID HEATER CO., Limited, 


GRAND RAPIDS, MICH. 


“MODERN BATHROOMS” 


Is the title of our beautifully illustrated 68 page book published in the interest of 
those about to build a new or remodel their present bathroom equipments. For } 
more than two years it has been extensively advertised in-all leading magazines, 
and over a quarter. million copies have been distributed. 


If you will send us the names and addresses of persons intending to have new 
plumbing installed, we will mail them copies of ‘“Modern Bathrooms” with your 
compliments. This plan will advertise your business without expense to you. 


Every piece of **‘Standard’’ Ware bears our ‘*‘Green and Gold’? guar- 
antee label and has our trade mark **‘Standard”’ cast on the exterior. No others 
are genuine or will give the same satisfaction to your customers or yourself. 


Standard Sanitary Mfg. Co. 
Pittsburg, U.S.A. 
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' Saturday, March 26, they met and were 
beaten three straight, by a team com 
posed of the star bowlers from the Plumb 
ers Supply League, 2,402 to 2,222 pins 
Up to date the Exchange have won elgh 
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—-, heating shop in his town, and has there- 
by filled a long felt want. Mr. Scott is 
a thoroughly practical man, which is a 
strong point in his favor and his efforts 
will ultimately meet with success. 


Philadelphia Plumbing News and Gossip 


HERE seems to be an unusual de- 
pression in all phases of bus- 


| By J. B. COLLADAY. 
iness at this time, and its effect 
is quite naturally felt among 


the plumbing and steam heat- 


ing trade, which is practically at a stand 
still. ‘To the long and severe winter is 
attributed the present slump. Very few 
if any of the shops are working with a 
full force. Inquiries are coming in galore, 
put the closing of contracts is an extreme- 
ly difficult matter, notwithstanding that 
prices now are lower than they will be a 
few months hence. It is the opinion of 
many, that the suffering and inconven- 
ience of the multitudes during the past 
cold winter, will create an unlimited de- 
mand for heating apparatus that heat, 


erected for W. B. Musser, located at Ard- 
more, Pa. 


The steam heating contract for the new 
hotel at New Castle, Del., has been placed 
in the hands of William H. Heine, of 
Wilmington, Del. 


Howard Smith, of Germantown, Pa., 
was awarded the work of installing a hot 
water heating system in the residence of 
Mr. Neally, being erected at Oak Lane, 
Pa. 


Taylor Bros., of Darby, keep up the 
good work, and by landing the contract 
for the hot water heating plant in the 
residence of James L. Payne, of their 


Thomas Hallman, of Downingtown, Pa., 
is about to erect two stores and hall 
building, and has awarded the plumbing 
contract to James Gordon, Downingtown, 
Pa. 


Thomas Shaw, 5823 Germantown ave- 
nue, Philadelphia, has secured the con- 
tract for installing the plumbing work 
in the new residence, in course of erec- 
tion for Marshal P. Farra, Germantown 
avenue and Green street, adjoining Ver- 
non Park. 


Lundy & Shinn, of Newtown, Pa., are 
not inclined to hide their light under a 
bushel, and to show they are still in the 
swim, have secured three nice contracts 


out of twelve played. 


H. L. Beck, of Lansdale, Pa., has com 
menced work on a hot water heating ap 
paratus for Dr. J. Warren Manning, 117 
South Broad street, and has completed th 
installation of a vapor system in Di 
Smith’s residence, Newtown, Pa. Beside 
the above he has considerable work i 
hand. 


RRs 


Rhodes Bros., 5040 Gormantony avenu 
Philadelphia, have secured the plumbin 
contract for the work in the residence ¢ 
Mr. C. E. Mcllvain, 421 Benson stree 
Camden, N. J. ; 


Brown, Bowen & Co., Builders E 
change, will install a $200 low pressu1 


Photograph 


which opinion is apparently justified, by 
the numerous enquiries that are going 
the rounds. Therefore be it resolved 
that we cheer up, for as one of Philadel- 
phia’s eminent quacks would say, “There 
is hope.” 


H. A. R. Dietrich, of South Bethlehem, 
Pa., has closed the heating contract for 
a residence in Slatington, Pa. 


John Borden & Bro., Nineteenth street 
and Fairmount avenue, Philadelphia, 
have taken out a permit for installing a 
hot water heating apparatus in the home 
of George D. Clark, 517 S. Forty-fifth 
street, amounting to $650. 


M. J. McCarthy, 246 S. Fortieth street, 
Philadelphia, has been awarded the 
plumbing contract in the residence being 


town, will be enabled to keep the hungry 
wolf from barking at their front door, 
for some little while to come at least. 


Jesse Hanby, of Wilmington, Del., has 
been awarded a contract for installing a 
vapor system in a residence located at 


- Reybold, Del., a town located a short dis- 


tance from his home. 


J. A. Jarman & Son, of Atlantic City, 
N. J., will install a vapor system in one 
of the cottages by the sea in their home 
town. 


Jas. D. Scott, for a number of years 
holding the position of master plumber 
and fitter of the Lukens Iron & Steel Co., 
Coatsville, Pa., has severed his connec- 
tion with the said, company and em- 
barked as a proprietor of a plumbing and 


for installing hot water heating plants. 
One in a colonial residence located at 
Glenside, Pa., and two in residences being 
erected at Morris Heights, Pa. 


In the $5,000 addition being made to 
the City Hall of Atlantic City, N. J., The 
New Jersey Hot Water Heating Co. have 
been awarded the contract for continuing 
the hot water system from the main 
building. 


Charles L. Scott will install an $800 
hot water heating system for D. F. Day, 
145 and 147 Apsley street, Germantown, 
Pa. 


On Saturday, March 19, the Builders’ 
Exchange bowling team, defeated the 
strong Vici League team, three straight 
games, Total, 2,296 to 2,147 pins. On 


of The Delegates and Representatives from Cleveland to the Annual State Convention of Ohio Master Plumbers’ Association Which Was Held at Toledo Last February 


steam heating plant in the office 
O’Neill & Co., Real Estate Agents, Fi 
second and Haverford avenue, Phila 
phia. 


In the two $8,500 residences be 
erected for Mr. Benj. W. Lawton, 
Frankford, the plumbing end of the ¥ 
will be attended to by Samuel Cl 
4329 Frankford avenue, Philadelphi 


One of the few large contracts © 
has been on the “boards” lately was 
$600,000 court house and jail, located 
and Federal streets, Camden, N. 
Everybody in the trade almost see 
to be bidding on this work, which né 
ally brought: out spirited competi’ 
Keller, Pike & Co., electrical contra 
and engineers, 112 North 12th 8t 
were awarded the contract, ~~ 
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NOTICE: 


Users, Plumbers, Jobbers and Manufacturers 
OF 


Syphon Jets and Syphon Hoppers. 


United States Letters Patent No. 425,416, granted to Robert Frame and Chas. A. Neff, April 15, 1890, controls 
broadly the siphonic principle in all closets, and as is well known these closets, i. e., syphon jets and syphon hoppers, 
are the most sanitary and satisfactory closets now on the market. 

The undersigned have secured the exclusive license to manufacture and use, and license others to manufacture and 
use, this p*tent and licenses under it have been secured by the following named sanitary earthenware manufacturers: 


The Acme Sanitary Pottery Co., Trenton, N. J. The Bellmark Pottery Co., Trenton, N. J. 

The Brian Pottery Co., Trenton, N. Y. Camden Pottery Co., Camden, N. J. 

Elite Pottery Co., Trenton, N. J. Fidelity Pottery Co., Trenton, N. J. 

The Great Western Pottery Co., Kokomo, Ind., and Tiffin, Ohio. Ironsides Pottery Co., Bordentown, N. J. 

Keystone Pottery Co., Trenton, N. J. Joha Maddock & Sons, Trenton, N. J. 

Thos. Maddock’s Sons Co., Trenton, N. J, Sanitary Earthenware Specialty Co., Trenton, N. J. 
Standard Sanitary Pottery Co., Elizabeth, N. J. The Trenton Potteries Co., Trenton, N. J. 
Universal Sanitary Mfg. Co , New Castle, Pa. The Wheeling Potteries Co., Wheeling, W. Va. 
The Willets Mfg. Co., Trenton, N. J. Mercer Pottery Co., Trenton, N. J. 


No other Sanitary Earthenware Manufacturers than the above are authorized to make or sell syphon jets and 
syphon hoppers, and any person MAKING, SELLING or USING such closets made or sold by any unlicensed manu- 
facturers will be liable to prosecution for past as well as future infringements. 


POTTERIES SELLING CO., 


Trenton, N. J. 


When you think 
of Pipe Threading Machinery 
Think of the Borden Geared Solid Die Stock 


PIPE JOINT 


ne TitzEno:conBe OMPANY | 


AS INDIANAPOLIS. 
NGS IND.U.S.A. 


There are other kinds 
But this is 
the Pipe Machine 
that brings 
RESULTS 


HIS is the Cement that willeffectively prevent 
leaks in screwed joints of steam, water, gas 
or air pipes. It does not harden or skin 

over on exposure to the atmosphere. It makes a 
tight joint which will stand high pressures, and the 
joints can be easily taken apart whenever necessary. 
It is made in dark and light colors to suit ordinary 
or nickeled pipe work. The price is reasonable, 
and many testimonials and repeat orders prove that 
“RED CROSS”’ does all we claim for it. 


WRITE FOR SAMPLE AND LEAFLET TO 


Geo. Owen @ Co., Ltd., 


Eastern and Export Agents 


95 Liberty St. New York. 


Borden Company, 


Warren, Ohio. 


Send for Catalog “BR” 
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PETER MUNN, 
Editor 


Wa 
HE People’s Gas-Light and 
Coke Co. has forwarded to 
a.l of the local plumbers a 
small 
“suggestions concerning gas- 
fitting” and requesting strict 
compliance with the gas company’s rules 
issued January, 1902, governing the pip- 
ing of buildings for gas to insure prompt 
approval ot the work and thereby pre- 
ventipg delay in introducing gas and 
setting meter. Plumbers are particu- 
larly ‘requested to familiarize themselves 
wich the ruies of the company, and care- 
fully note the tables giving size of pipe, 
greatest length and greatest number of 
openings allowed. Special attention is 
also called to some of the most important 
rules of the company, which are quite 
frequently violated by gasfitters. No 
work which does not fully comply with 
the rules will be accepted by the com- 
pany, and the pamphlet just issued is 
intended to serve as an additional guide 
for master plumbers who do gas fitting. 


One of the objects of the Chicago Pipe 
Trades Council, recently organized in 
that city, and composed of journeymen 
plumbers, steam fitters, gas fitters and 
sprinkler fitters, is to restrict the piping 
of buildings to members of the affiliated 
unions. According to Article II. of their 
Constitution “It shall be the duty of the 
member in charge of work to investigate 
the standing of any of the affiliated meni- 
bers at work or starting to work. If, upon 
investigation, he finds anyone at work 
or about to start to work.who has no 
working card or permit, he shall notify 
a business agent of any of the affiliated 
trades who shall investigate or cause to 
be investigated immediately. If men are 
non-union it shall be his or their duty to 
refuse to work with such man or men.” 


The Executive Board of the United 
Association of Journeymen Plumbers, 
Gas and Steam Fitters of the United 
States recently met in Chicago to consid- 
er matters of interest and importance to 
the organization. Under the new system 
of organization adopted some years ago, 
the holding of conventions has been dis- 
pensed with unless every local is repre- 
sented, and the power for merly exercised 
by the convention is now vested with 
the executive committee, which has en- 
tire control of affairs. There are now 475 
locals affiliated with the national organ- 
ization, and as the cost of holding a con- 
vention is something like $80,000, the 
present plan is considered much the bet- 
ter. Since the new system, which embod- 
the number of locals has been nearly 
ies life insurance features and other pro- 
tective measures, went into effect, the 
membership has increased 15,000, and 
doubled. To the present business agent 
of the Chicago local, Mr. Thomas EK. 
Burke, who is also a member of the Na- 
tional Executive Board, is due much of 
the credit for the adoption of the present 
co-operative plan under which the nation- 
al organization has made such wonder- 
Yul growth and progress. 


CHICAGO 
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pamphlet embodying — 


Evidence of a genuine building boom 
at Indiana Harbor, Ind., is found in the 
contract recently awarded to the Calu- 
mét Construction Company for the erec- 
tion of 147 houses in the new town 
which has recently sprung into existence 
on the shores of Lake Michigan. 
Equipped with an excellent sewerage 
system the sanitary needs of Indiana 
Harbor are well taken care of and the 
quality of plumbing installed can be fa- 
vorably compared with the work done 
in large cities. Jos. I. Hlliott, the Chi- 
cago plumber who is conducting a branch 
shop in the “Hoosier” town, as can be 
readily imagined, is kept extremely busy 
attending to his interests in Indiana and 
his plumbing shop in Hyde Park. In ad- 
dition to other work on hand Joe has the 
contract for plumbing and heating a fine 
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News and Gossip From Plumbing, 
Heating and Lighting Trades 


J. H. PARKER, 
General 
Western 
Representative 


fitness for the office has not been ques- 
tioned, does not by any means end the 
contest for the position of chief sanitary 
inspector, which has been characterized 
by so much strife during the past few 
months. Mr. Ball, who has now assumed 
the duties of the office, has agreed to 
draw no pay until the legality of the ap- 
pointment has been upheld by the courts. 
Mr. Ball is 54 years old and a graduate of 
the Sheffield Scientific School at Yale. He 
was appointed assistant examiner in the 
hydraulic division of the Patent Office at 
Washington, D. C., and later served seven 
years as assistant in the sewer division 
of the engineer department of the City 
of Washington, where his duties covered 
the designing and construction of sewers. 
He was also chief plumbing inspector of 
the City of Washington for a number of 
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residence at Indiana MHarbor, his con- 
tract for the work amounting to $3,500. 


Chas. B. Ball, of New York, who se- 
cured the highest average in the recent 
competitive examination, has been certi- 
fied to the position of chief sanitary in- 
spector by the Civil Service Commission, 
who decided that Chas. L. Clarke, the 
Civil war veteran, who passed tenth on 
the list, did not possess the requisite 
“business capacity” for the place. The ap- 
pointment of Mr. Ball, whose personal 
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Chas. B. Ball, of New York, Recently Appointed Chief Sanitary Inspector of Chicago y 


years, examining and approving plans 
for the plumbing of all new buildings 
and supervising the inspection of plumb- 
ing work. He had charge of all plumbing 
plans of new buildings erected by the 
District of Columbia. After leaving 
Washington, in 1902, he went to New 
York City, where for the past:two years 
he has been chief tenement house inspec- 
tor. When the tenement house depart- 
ment was organized in New York, in 
1902, Mr. Ball gave much consideration 
to the general problem of organizing its 


“and Jacob Adler. 


inspection service, and instructed the new 
inspectors how to make investigations 
and keep a record of their work, As head — 
of the department Mr. Ball had supervi- 
sion of ninety inspectors in the Borough 
of Manhattan and a force of twenty-fiye 
clerks. With his extensive experience a” 
sanitary affairs, and his exceptional edu- ; 
cational advantages, it is not at all sur- 
prising that Mr. Ball received a greater 
percentage than any of his thirty-five 
competitors in the Civil Service examina. 
tion. Mr. Ball does not expect to revolu: 
tionize or inaugurate any radical changes : 
in the present regulations of the sanitary 
bureau, but hopes with the limited force 
of inspectors at his disposal to bring the 
efficiency of the department to ite high. 
est - eet eet 

The Chicago Master Piuaneee Agee 
ciation will move May 1 from their pres- 
ent offices,in.the Schiller building, which 
has been their headquarters for the past. 
seven years, to-new.quarters at 905-906 
Chamber of Commerce Building, La 
Salle and Washington streets. At the 
new location the association has secured 
excellent accommodations, and will have 
the additional advantage of having their 
meeting hall directly adjoining their of- 
fices, The same hall will be used for 
‘meeting purposes by the Iron League, the 
Contractors’ Council, the Master Steam- 
fitters’ Association and several other 
‘employers’ organizations which have of: 
fices situated on the same floor as the 
plumbers. 7 

One of the incidents in connection with 
the decision of the Master Plumbers’ As- 
sociation to move to new quarters has 
been the disposition of the association 
library, the books of which were ‘recently 
sold to the members. The library. had 
been in existence nearly as many years — 
as the association itself, and contained 
many useful technical and _ scientific 
works as well as a number of. Standard q 
novels. In the early histery,of the as- 
sociation, when students of sanitary sci- 
ence like David Whiteford, John Ham- 
blin and Alex. Murray sought to diffuse 
among their fellow craftsmen a greater 
knowledge of the trade, considerable in- 
terest was taken in-the library books, 
but in recent years the library has been 
seldom disturbed. the natural. ‘conclusion 
being that the - present ‘generation of 
plumbers are either not literary inclined 
or considered the books in the association 
library too far behind the times. 


Much sympathy is expressed by the 
trade for Mr.. Chas..T. Byrne, the well- 
known Chicago plumber, on account oun 
the death of his mother, Mrs. Julia Byrne, — m4 
which occurred March 31st at Mr. Byrne’s- 
residence, 5812 So. Park avenue, Mrs. 
Byrne who -was-about 75 years old, had- 
been in feeble health and had been ailing 
for some time prior to the sickness” which ~ 
caused her death. As a tribute of rem 
spect, the Chicago Master Plumbers’ As Ze 
sociation, of which Mr. Byrne is a past 
president, was represented by a commit- 
tee at the funeral, which was held from E 
St. Ann’s Church Saturday, April 2d. 3 
Among the master plumbers who attend- 
ed, some of whom were intimate friends” 
of the family, were the following: Pa 
Sanders, John Sanders, Edw. Sanders, 
Jas. F. Ryan, P. M. Murphy, C. J. Boyd, 
J. J, Wade, M. L. Mandable, John B. Ryan 


The agitation among the master 
plumbers favoring a general and rigid 
enforcement of the Illinois plumbing law 
seems to be productive of some good re- 
sults. The local board of examiners are 
co-operating with the police department 
to compel all master plumbers who are 
conducting business without a State cer- 
tificate to appear before the examining 
board. The license officer in each pre- 
cinct has been instructed to secure a 
complete list of all the plumbing shops 
in his district and submit a report of his 
investigation, which is. turned over to 
the board of examiners. In this way It 
is hoped to secure a correct and complete 

jist of all the plumbing shops in the city, 
and force those promiscuously conduct- 
ing the plumbing business to comply 
with the State law. Since March 10 the 
following master plumbers have been 
granted certificates by the board of ex- 
aminers: W. 4H. Griffith, 427 North 
Clark street; C. J. Robertson, 2259 West 
Harrison street; Willis Carpenter, 2 
Higgins avenue; David Braverman, 551 
South Ashland avenue; Wm. Zimmer- 
man, 10301 Avenue H; John J. Farrell, 
4521- St.. :Lawrence avenue; John 
. Schenk, 2613 Bramand street; A. M. 
Stander; 425 South Morgan street; John 
J. Kratz, 7039 South Halsted street. 
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The. threatened strike of the drain- 
layers and helpers on account of the re 
_fusal of the master plumbers to concede 
their demands for an increase in the wage 
schedule did not materialize as expected 
and April ist found the majority of the 
men at work, although in a number of 
eases individual members of the union 
quit work of their own accord, and with- 
- out, it is stated, the sanction of the union. 
‘Some weeks ago the Drain-Layers and 
Helpers’ Union notified the master plumb- 
ers and sewer building contractors, that 
on and after April 1st the scale of wages 
for pipe layers would be $3.50 per day 
and for plumbers’ laborers $2.75 per day, 
which is an increase of 25 cents per day 
over the wages paid last year. The mas: 
ter plumbers, who employ about 75 per 
cent. of the pipe layers in the city, de 
‘cided not to pay the advance asked for, 
-and the same decision was reached by the 
- master drain-layers, both of whom con- 
sider that conditions do not warrant any 
advance in the present wage scale. It is 
_ pointed out that the drain-layers and 
helpers now receive as high wages as any 
_ of the other laborers in 
' trades, and no demand is being made by 
them this year for any increase. 


Front View—Double Boilers 


the building 
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g Plumbing News From 
Colorado and 
Adjacent Territorities 


AFFREY & KEEFE, of Den- 
ver, placed the lowest bid 
the city. council at Long- 
mont, Colo., for the pro- 
posed sewer system. It is 

reported that the bid was some $20,000 
less than the estimated price, $60,526.68 
being the amount of the bid. A protest 
against the proposed building of the 
sewer was presented to the council 
by the citizens, backed up by a petition 
from the property owners. The council 
refused to consider the protest. 


In his annual message to the council, 
M. P. Keefe, Mayor of Cheyenne, Wyo., 
advises that the city be bonded for an 
additional $165,000 for the construction 
of a pipe line from the Middle Crow 
creek reservoir to the city, a distance of 
twenty-six miles. Should the proposed 
plan be adopted the gravity pressure 
would do away with the necessity of 
pumping the city water. Besides a large 
amount cf power could be generated, the 
dam being about 1,000 feet higher than 


“TRIUMPH” 
WATER LIFT 


CISTERN SUCTION 


THE IMPROVED ‘‘TRIUMPH’’ 
Water Lift does the work for which it is made, in 
a thoroughly satisfactory manner. Read: 

‘We have putin several Improved ‘Triumph’ 
Water Lifts for parties who were disgusted with 
all others they had tried. We have never had 
any trouble with them at all, and have never 
been called to give them any attention since they 
were installed, and we assure you with this ex- 
perience that we shall use no other.” 

Indianapolis, Jnd. CASWELL & Co. 

“Regarding Water Lifts we will state that we 
have used every known make of Water Lift, and 
we find by experience that your Improved “Lri- 
umph’ gives the most satisfactory service of 
them all. During the last four years we have 
installed two hundred and eighty (28) of your 
Water Lifts, and we are so well pleased with the 
same, that we now use your 1 ift exclusively.” 

Columbus, O. Co.tumBus PLUMBING Co. 

The New Improved “Triumph” W ater Lift may 
be purchased through your jobber, or direct from 


THE OHIO PUMP AND BRASS CO., 


Oak & 18th Sts. COLUMBUS, O. 


the city. In 1903 the city was bonded for 
$85,000 to pay for the construction of the 
Middle Crow creek reservo.r. It is said 
that this amount fell $20,000 short of the 
actual cost of the reservoir. 

It is reported that Idaho Springs, Colo., 
contemplates repairing and enlarging its 
water works system. 

A post office is to be built at Leadville, 
Colo. Bids will be received on this 
building up to April 19, at the office of the 
supervising architect, Washington, D. C. 
Heating apparatus, electric wiring and 
conduits are not included. 


Gibbens, Hughes & Crammer have re- 
ceived the contract at $7,536 for the con- 
struction of the Highlands sanitary 
sewer, in North Denver. 


The contract for constructing the Cody, 
Wyoming, waterworks system has been 
awarded to W. D. Lovell, of Des Moines, 
Iowa, at $12,290. 


A majority of the trustees of the North 
Side waterworks system, of Pueblo, Colo., 
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recently made a 25-year contract with the 
Pueblo Water Supply and Power Co., to 
furnish water for the North Side from 
the underflow of Fountain creek, near the 
town of Fountain, Colo. 


The sewer system of Boulder, Colo., 
has been extended to a considerable ex- 
tent this winter. All parties located on 
the extension are obliged to connect to 
same, resulting in considerable business 
for the plumbers. 


Residence building is being greatly 
stimulated in Denver. Architects and 
contractors claim that building material 
is lower in price at this time than for 
several years past. It is said that the 
large dealers in building materials are 
trying to crowd out the smaller dealers. 


It is reported that bids will be asked 
for in a few months for the construction 
of a sewer system at Rocky Ford, Colo. 


Rocky Ford, Colo., is having O’Brien 
& Rhodes, engineers and contractors, of 
Denver, prepare plans for a system of 
waterworks and a sewer system. 


2 VACUUM HEATING oa 
JAS. A. TRANE VACUUM HEATING CO., : 


Eastern Office: Vacuum Heating Co. 429 Heed Blidg., Phila., Pa. 


La Crosse, Wis, 


The Central Chandelier Co., 


Manufacturers’ of and Dealers in 


GAS and ELECTRIC FIXTURES 


512 Fulton Street 


Sena ior New Catalog 


CHICAGO. 


Mention Plumber's Trade Journal] 


CAS 


A NEW BOILER 


FOR STEAM OR HOT WATER 


The “RICHARDSON” 


Standard of Excellence 


EMBODYING ALL LATEST IMPROVEMENTS 


RICHARDSON @, BOYNTON CoO., 


232-234-236 Water St., NEW YORK. 


KRAUSHAAR BRASS MFG. CO., St. Louis 
AND ELECTRIC FIXTURES. 


CATALOC ON. APPLICATION. 


Front View—Single Boilers 
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Second Annual Convention of the 
Oklahoma Master Plumbers’ Assn. 


pred pase ppm penn mnsnnrtemetetontncel firs eS yrmn MU 2 


HE second annual convention 
of the Oklahoma State Asso- 
ciation of Master Plumbers 
met at the Hagles Hall in the 
city of Guthrie, Okla, on 

March 15, 1904. Most of the delegates 
arrived on the Santa Fe train at 9 o’clock, 
and, having a goodly number of dele- 


A. F£Binns of Oklahoma City, President of The 
State Association of Master Plumbers 


gates present, the meeting was called to 
order at 2 p. m. by President Binns, the 
following delegates being present: 


Oklahoma City: A. F. Binns, George Herald, 
J. C. Hamilton, Gus. Hanson and Sam Rice, 
of Tomlinson Co. Shawnee: Walter Newman, 
Charles Vigiard, Harry Roach. Enid: Hi Ce 
Hamm and Harry Hazleton. Ardmore, I. T.: 
Samuel Weeks. Chickasha, I. T.: Patrick Des- 


mond. Norman: Max Fisher. Hobart: John 
C. Roland. Guthrie: Geo. L. Dare, W. F. 
Power, Arthur Stiles and Mr. Lorie. 


Mr. Fagan, president of the Guthrie 
Chamber of Commerce, delivered an ad- 
dress of welcome to the delegates on 
behalf of the city of Guthrie, in which he 
informed the delegates that the entire 
police force had been disbanded and that 
the delegates were at liberty to do as 
they fit while in the city. President Binns 
made a few remarks in response to the 
address of welcome, after which refresh- 
ments were served and the meeting called 
to order. George L. Dare, of Guthrie, 
was appointed sergeant at arms, and the 
regular routine of business was taken up. 

Under the head of “The Good and Wel- 
fare of the Organization” there was quite 
a discussion on the question of plumbing 
ordinances and inspectors, and it was 
agreed that Oklahoma must have State 
plumbing regulations as soon as possible 
after being admitted to Statehood. It was 
clearly shown by the discussion that the 
only hope for honest work was by having 
an inspector who is a practical plumber. 
At 5.30 o’clock the meeting adjourned to 
meet at 8 o’clock p. m., at which time 
the report of the delegate to San Fran- 
cisco was read and approved. 

The following morning the meeting 
was called to order by President Binns, 
all delegates being present. The auditing 
committee reported that the accounts of 
the secretary and treasurer’s books were 
correct and that the amount of cash col- 
lected was $254.50, with a total expense of 
$56.15 and a balance on hand of $198.35. 


After listening to the report of the 
auditing committee, sanitary committee 
and secretary, the convention adjourned 
to meet at 2 p. m., when the election of 
officers took place, which resulted as fol- 
lows: A. F. Binns, Oklahoma City, Okla., 
president; J. C. Hamilton, Oklahoma City, 
Okla., secretary; Walter Newman, Shaw- 
nee, Okla., first vice-president; Samuel 
Weeks, Ardmore, I. T., second vice-presi- 
dent; W. F. Power, Guthrie, Okla., treas- 
ure. J. C. Hamilton, Oklahoma City, and 
Geo. L. Dare, Guthrie, Okla., were elected 
as delegates to the national convention 
at St. Louis, Mo. 

In the selection of the city for the next 
convention of the State association, the 
cities of Enid and Shawnee became rivals. 
In the early part of the convention, and 
wishing to have a little amusement at 
the expense of the rival cities, Sam Rice, 
of Oklahoma City, and Geo. Dare, of 
Guthrie, who are always awake to the 
occasion, concocted the scheme of having 
the delegates of the aspiring cities enter 
into a joint wiping contest, and it was 
agreed that the winner of the joint wiping 
contest would win the next convention, 
provided enough of the delegates agreed 
on the ability of the solder king and 
voted for his city. This joint wiping 
contest began to attract a good deal of 
attention and became the general topic be- 
fore the time to proceed with the contest, 
and the contestants and other delegates 
were believed to have misrepresented the 
truth in the way they told of having 
wiped joints around barrels on top of tele- 
phone poles under water and all kinds of 
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imaginable places, and under all kinds of 
conditions. Of course the fellow was there 
that had used brown paper and pieces of 
his hat for wiping cloths and a teaspoon 
for a ladle and bavet metal for his solder, 
and talked of having worked in every 
other way that might come to the mind of 
man. 

At noon of the day set for the contest 
and while the whistles were blowing and 
the bells ringing, the contestants, who 
happened to be Harry Hazelton, of Enid, 
and Walter Newman, of Shawnee, ap- 
peared, and as there was no snow white 
overalls to be had, the man from Enid 
haughtily exclaimed that he would per- 
form without this garment. The man 
from Shawnee was not so technical, how- 
ever, and donned a pair of union blues, 
rolled up his sleeves, started his furnace 
and proceeded to business, while the man 
from Enid paced restlessly up and down 
the room and declared that he would 
carry off the laurels. But alas, the laurels 
were not to be his, for the affair had been 
previously arranged. While the conven- 
tion was in session in the morning the 
mischeivous Tom Rice and Geo. Dare had 
stolen out and put up a job on the man 
from Enid. They took a piece of half- 
inch lead pipe, plugged the ends and filled 
the pipe with water, very artistically 
preparing the joints so that all the con- 
testants had to do was to heat their metal 
and get busy. After heating the solder, 
the warriors began, Hazelton first, as he 
had decided on the half-inch pipe, while 
the man from Shawnee took the four-inch. 
Mr. Hazleton was somewhat surprised 
when he found that his solder didn’t heat 
like it cught to, and explained that it was 
of the thick variety and that he would 
win. Presently the water was heard to 
boil and of a sudden something happened. 
The cork in the end of the pipe blew out 
and the man from Enid thought the In- 


dians were after him, but not knowing 
what had happened and being game, he 
proceeded and finished his job, but owing 
to the shock he had received from the 
explosion he was in a very nervous state 
and was decided to be the champion 
cork blower instead of joint wiper. — ‘ 

After the jollification of the joint ; wip: 
ing contest the delegates went to dinner 
and returned to the convention hall at 
2p. m., at which time the meeting ° Was 
called to order by the president, all dele- 
gates being present. After discussing 
different questions for some time relating 
to the good and welfare of the association, 
the nomination of cities for the next con- 
vention was taken up. The cities. of 
Enid and Shawnee at once declared them- 
selves willing to. entertain the next con- 
vention. ‘The ballots were cast, but it 
was found on the first ballot that there 
were more ballots than voters, so the bal- 
lots were thrown out and another vote 
taken, which resulted in a victory for 
Shawnee. After the location of the next 
convention a recess was taken until 7.30 
p. m. 

Evening session called to antes at, 7.30 
by President Binns. During the evening 
session the following resolutions - Were 
offered and adopted: : 

Resolved, Whereas, Messrs. A. F. Binns being 
President, and J. C. Hamilton, Secretary, have 


served the State Association with — 
and ability, and, 

Whereas, Their work has been most effective ; 

Therefore, This convention extends to them 
and all retiring officers its thanks and apprecia 
tion of their services, and orders that a cop) 
of this resolution be spread upon the minutes 
and a copy given the press for publication 

Resolved by the State Association of Maste 
Plumbers, That the appreciation and thanks o 
this Association and convention be extended t 
the Guthrie local association for its grand an 
loyal entertainment of this convention, and tha 
a copy of this resolution be spread on the min 
utes of the Association and a copy given to th 
press for publication. 


‘ 


ee a 


Photograph of the Delegates to the Second Annual,Convention of the Oklahoma State Association, Held at Guthrie, Okla,, March 15, 1904 i 
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Why take the risk of 
“JUST AS GOOD” 


When you can get a genuine 
HAMILTON 
Low Down Closet. 


GEM 


BUILT RIGHT, 
LOOK RIGHT, 
WORK RIGHT. 


The Sanitary Mfg. Co., 
Hamilton, Ohio. 


Fourteen styles to choose from and prompt 


AES roe shipments, Mr. Plumber, 
“ROSETTE”? 


1,000 Assorted Washers and Cabinet 


Complete 


10 inches wide, 
15 inches long. 
3 inches high, 
J 1-2inch slope to the front. 


Price, $5.00. 


THIS CABINET SHIPPED, EXPRESS 
CHARGES PAID, UPON RECEIPT OF PRICE. 


GEO. W. HEILAND, 


New York City. 


99 and 10! Beekman St., 


The 
Naturo Closet Bowl 


shoula be in the showrcom 
of every Progressive Plumber 
in the United States and 
Canada. 

IS IT IN YOURS ? 

If not, write for PROPOSITION 
which will put it there. 
C. H. Muckenhirn, 
SALEM, N. J. 

JOHN SIMMONS CO., 


110 Centre St. 
Selling Agents for New York. 


Xe he he 


oT hee:***'Perfectio” 
Waste is adapted for 
use with any Patent 
Overflow Basin, and 
has been designed to 
take the place of the old 
style Chain and Stopper, 
which is not only un- 
sightly, but very un- 
sanitary. 


Me de Ne 


Showing Waste attached to Round or Oval Patent Overflow BasIn 


MANUFACTURED BY 


THOMAS H. HUTCHINSON. 


THE JOHN SIMMONS CO., 110 Center St., New York, 
JOHN A. MURRAY, 625 Sixth Avenue, New York. 


For Sale by \ THE KENNEY MFG. CO., 36 E. 22nd St., New York, 
Emde 


lowe 


wee KE ye 


GERM-PROOF 


INGA Lea waree cree 


Prices from $2.50 upwards, 

Very simple, easily taken apart and cleaned 
Not a nut, screw or bolt anywhere. 

A big money maker for the Plumber. 


Drop us a postal for particulars. 


FILTER Co., 337 Mlichigan St. 


NiLWAUKEE, Wis. 


\\ j 
| AMERICAN 


Never-Split Seats 


are true to their name. They NEVER SPLIT because each 
joint is secured by a bolt let in at the ends, with nuts 
inserted from the bottom, together with two wood dowels. 
No amount of heat or dampness subjected in ordinary 
use will cause the joints to part. 
This seat is worthy your investigation. 


WRITE TO-DAY FOR CATALOGUE AND PRICES- 


NEVER-SPLIT SEAT CO., 


EB VCAIN ES VDE UES IN De 


Extra Heavy Rough Brass Unions 
Special Finished Brass Work to Order. 
Brass Castings for All Purposes. 


NOLTE BRASS CO., 720%. Jztieaoa st» 


SPRINGFIELD, O. 


DIXON’S GRAPHITE PIPE JOINT COMPOUND 
makes the tightest joints that remain free from rust, and come 
apart easily at any time. 
Write for Booklet 99-D and a sample. 


JOSEPH DIXON CRUCIBLE CO., - - Jersey City,N. J. 


RICE, LEwis @ SON, Limitea 


Importers and Dealers in 
Plumbers’ Supplies, Hardware, Tiles, Mantles, Etc. 


32 Hing Street, TORONTO, CANADA. 


Steel 
Tank Heaters 


mf 
Seolare and Tanks. 

Thee *Perfeetrow is 
simple in construction 
and can be adjusted to 
fit any size Slab and 
Basin. 

It is well made and 
extra heavy throughout, 
and is without doubt, 
the most sanitary waste 
on the market. 


Xe Ne Ne 


The season for 
them is now. 


The 
write us is 


time to 


KEWANEE, ILL. 
CHICAGO, ST. LOUIS, 
167 E. Lake St. Chemical Bidg. 
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At 9.30 the convention adjourned. From 
the convention hall the delegates went to 
the Astor Hotel, where the Guthrie Local 
had prepared a banquet, which the dele- 
gates enjoyed very much. 

Mr. A. F. Binns acted as toastmaster in 
avery able manner. He made the closing 
address, in which he said that he was 
pleased ‘to see so many delegates present 
and hoped to see more at Shawnee next 
year. 

After the address of Mr. Binns the con- 
vention adjourned. to meet in Shawnee, 
Okla., on the second Tuesday in March, 
1905. 

This, the second annual meeting of the 
Oklahoma State Association, was, a suc- 
cess from every standpoint, and the of- 
ficers and members who were instru- 
mental in organizing the State organiza- 
tion have cause to feel proud of their 
success. 

Ex-Governor Barnes, the present mayor 
of the city of Guthrie, made the address 
of welcome to the delegates, which was 
well received and frequently applauded. 
Among other things he said that a great 


Geo. L. Dare of Guthrie, Okla. 


deal of good could come from good sani- 
tary laws, and that he thought all plumb- 
ing should be well done. 

After the mayor’s address, Mr. Binns, 


Mr. John Rolond, Mr. Ed. Hallop, Mr. 
Geo. Dare, Mr. J. C. Hamilton: and Mr. 
Bennett made short talks. 

The next speaker was Mr. Frank Greer, 


J. C. Hamilton, Oklahoma City, Okla. 


whose address was much appreciated and 
frequently applauded. 

Three years ago there were but three 
members in both Oklahoma and the In- 
dian Territories, and they composed the 
local association of Oklahoma City; but 
these three were awake to the occasion, 
and to-day have thirty members in the 
two Territories, which constitutes about 
63 per cent. of the legitimate master 
plumbers in the two Territories, and, 
while the membership is not large in num- 
bers, there are not over two firms in the 
two Territcries that could claim to be in 
the plumbing business that are not in the 
association. 

This association decided to send a dele- 
gate to the national convention at San 
Francisco upon the very day of its birth, 
and it sent a delegate across the plains, 
the Rocky Mountains and deserts, when 
many of the older States failed to send 
any representative at all, and it is safe 
to say that the Oklahoma State Associa- 
tion is as sound as any of the affiliated 
States to the national body. 
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7? w Plumbing News of The Far West ” 2 


By HARRY E. MAYHEW, Pasadena, Cal. 


Bo reap chiles ett hy ta fe ep eGR gg Pl GR QR est 


The city Board of Health of Sacra- 
mento has removed from office Plumbing 
Inspector R. E. Chapman for failing to 
detect the source of sewer gas in the resi- 
dence of Goy. George C. Pardee in his 
mansion at 16th and H streets. The fol- 
lowing is the findings and resolution of 
the board: “burst, the board finds that 
the competence of the plumbing inspector 
as a practical plumber or mechanic has 
not been called in. question, whise such 
evidence as has been offered goes to 
show that his reputation in this respect 
is well established. Second, the board 
further finds that no complaints of the 
existence of a nuisance on the premises 
at 16t hand T streets was filed in the 
health office by the governor at any time, 
but that the plumbing inspector was 
summoned by the complainant and visited 
the premises in pursuance of such re- 
quest. Third, the board finds that the 
plumbing inspector failed at any time 
during the progress of this difficulty to 


report to the health office and thereby in 
view of his failure to detect or abate 
the nuisance neglected to avail himself 
of such assistance as he might have pro- 
cured therefrom, and consequently as- 
sumed full responsibility in the premises. 
Fourth, in view of the foregoing and 
under all the circumstances of the case as 
submitted the board finds that the best in- 
terests of the city will be conserved. by 
vacating the office of plumbing inspector, 
and it is so ordered.,” 


The master plumbers of Spokane, 
Wash., want a new law governing plumb- 
ing. Its purposes will be to prevent com- 
binations in the plumbing business, to 
prevent the business becoming a mon- 
opoly in the hands of a few, and to allow 
men to learn the business according to 
the old law. It is argued it is impossible 
for a man to learn the business. It is 
against the law to work at the business 
without a license and it is impossible to 
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learn without working at the business. 
This, the masters say, is the reason that 
plumbing prices are so high. They say 
that there is no reason whatever for re- 
quiring the journeymen to take a license. 
The new law as proposed will provide 
one examination for master plumbers. 
It will be a much harder one than that 
required at present and will require that 
a master plumber shall be a thoroughly 
competent plumber. Further, the master 
plumbers must give a bond that the 
work will be done right. Then there will 
be one person who is responsible. The 
master plumbers could then hire whom- 
soever they pleased, and in this way 
would make it possible for young men 
to learn the business. The master plumb- 
ers believe that the plumbing business is 
just as important as the medical or the 
legal profession, and should require just 
as much skill. This they say under the 
present system is not true. There are 
men in the business that are neither 
plumbers nor responsible. 


OBITUARY 


ROBERT SEAMAN 


On Friday, March 11th, Robert Seaman, 
the president and founder of the Iron 
Clad Manufacturing Company, of New 
York and Brooklyn, died at his residence, 
No. 15, West 37th street, New York. 

Though over eighty years of age, Mr. 
Seaman was in the best of health at the 
time of his death. He visited the factor- 
ies almost daily and kept in close touch 
with his business at all times. An acci- 
dent was probably the indirect cause of 
his death, when he was run down by a 
truck and one of his ribs was fractured, 
and was confined to his residence for 
some time. March 10th he was suddenly 
taken ill while reading his newspaper. 
His heart collapsed and he succumbed 
within a few hours. 

Mr. Seaman was one of the oldest and 
best Known men in the sheet metal trade 
in the United States. He was one of the 
first men in the United States to foresee 
the advantages of the milk can. When 
a law was passed not permitting cows to 
be kept within the city limits, he, with 
a Mr. Shepard, went into the business 
of making up a milk can for carrying 
milk from the country into the city. 
When Mr. Seaman started this business 
milk cans were practically unknown. 
Now the Iron Clad Manufacturing Com- 


. pany makes more than five hundred thou- 


sand cans a year, the greater portion of 


all used in the United States. 


While comparatively a young man Mr. 
Robert Seaman came to New York City 
and commenced his business career as a 
clerk in a wholesale grocery house. He 
shortly thereafter became a partner in 
the business and while still a young man 
established the firm of Park & Seaman, 
which for many years was one of the 
largest wholesale grocery houses in the 
United States. During the Civil War his 


firm supplied the Union army with great > 


quantities of provisions. No contract was 
too large for them to handle. 

Shortly after the Civil War Mr. Sea- 
man became a director of the Merchants’ 
Exchange National Bank, and was di- 
rector of that bank continuously for over 
thirty years. Mr. Seamon was also inter- 
ested in many manufacturing and indus- 


- who knew him. = 


trial enterprises, and was successful. 
all things which he undertook. — 


The Late Robert Seaman 


beth Cochrane, better known as “Nellie 
Bly,” the celebrated newspaper correspon- 
dent who set the world wondering at the 
marvels a woman could accomplish. Mrs. 
Seaman lent her valuable. executive abili- 
ties to her husband’s- business, and at the 
time of his death managed the Iron Clad 
Manufacturing Company entirely as secre: 
tary and treasurer. She will continue to. 
conduct the business as heretofore, with: 
out any change in policy. ‘ | 

The interment on Sunday, the 13th 
inst.; at Catskill, N. Y., was a beautiful 
tribute to the esteem in which Mr. Sea- 
man was held by his employees. A special 
train was chartered on the West Shore 
Railroad to enable them to attend the 
burial services. The employees selected 
twelve pall bearers. None were there who 
did not feel they had lost a personal 
friend as well as a kind and — 
ployer. 

Mr. Seaman was one of the most popu- 
lar men in the sheet metal trade, and 
never known to speak ill of any one. He 
was respected, admired and loved by all 


4 


J.J. REGESTER <i 

On this page we publish a photograph 
of the late J. J. Regester, of Baltimore, 
whose death we announced in the April 
ist issue. Mr. Regester was a member 
of the firm of J. Regester Sons. Co., man- 
ufacturers of plumbing supplies ; 


The Late J. J. Regester 
brass goods, and was well known ant 
popular among the business men of Bal 
timore, 
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Fifty Years Ago : WHY DO PEOPLE HAVE THE 


Monarch Automatic Tnstantaneous 
Water Heater? 


It supplies them with hot water when it’s wanted. 
It only burns gas when water is being drawn. 

It gives an unlimited supply, 1 gallon or 1.000 gallons. 
It has no storage or any boiler to connect to. 

It heats water in Jess than a minute. 


The firsts Thatcher Heater was Built. 


VERY year since then we have been making Made for Hospitals, Hotels, Flat Build- 
§ THATCHER HEATERS better than they were ings, Fire and Police Departments, 


before. We havekept growing. Our custom- Residences or any place where hot 
ers have grown with us and have helped us to grow. : 


They do more work and we sell more heaters. For a 
year we have not needed new customers because our 


water is required. 


Write us for information and get new catalogue. 


MONARCH WATER HEATER ZOMPANY, 
: 306 Wood Street, = PITTSBURG, PA. 


L. J. WALLACE, 356 Fourth Ave.,New York,N.Y. ROBT.B.CAVERLY. 504-506 10th St., Washington 

D. T. CORTIS, 22 West St., Boston, Mass. C. A. PHILLIPS,1017 Grand Av.,Kansas City,Mo 

W. A. KRAMER, Builders’ Exchange, Phila. ,Pa. C.L. WHITTEMORE, 11(9 Olive St., St. Louis, Mo 

JAS. H. LANDRETH, 285 Prospect St.,C!eveland. EDWARD MAHL, 1206 Main St.,Har.ford, Conn. 

G. A. BURKLEY, 318 Equitable Bld’g, Louisville G.B. LARIMER, 1759S:out St., Denver, Colo. 
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old customers have kept us so busy, but in the year we 
have doubled the size of our foundry. It has grown 
from the little one of fifty years ago to the plant of to- 
day. THATCHER quality has kept our customers 
growing. 

We have just started a new selling plan to help our 
customers land jobs that’ will benefit us both. We want 
some more live pushing customers. Can we have you? 


Lawrence Gas Fixture 
Manufacturing Co. 


Designers and Manufacturers of 


fas, Electric and 
Combination Fixtures 


129, (31, (33 and 135 N. Twelfth St. 
CORNER CHERRY ST. 
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Drop us a line and our man will drop into talk it all over with you. 
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Editor of THz PLumMBERS’ TRADE JOURNAL: 
w HEWN the time came for me to 
return to the village and con. 
tinue the war against dark- 
ness, my friend and _ co- 
worker, the Fitter, who is a 
genial Celt, answering to the cogno’ of 
“Mac,” and is as good “ground worker” 
as ever landed a contract, was so much 
pleased with his former trip and my re- 
port on progress made after he left, that 
he volunteered to accompany me again 
and help cinch a deal, if possible, also to 
look to his own interests in running down 
a piping job or two. 

When we struck the village the second 
time we found the whole community had 
been discussing the light subject, and that 
we were looked to to make good our 
claims for acetylene, not only against oil 
and candle lights, but to combat a pair 
of new rivals in the field in the personnel 
of an electric lighting promoter and a 
gasoline vapor-gas agent; and in addition 
to the two worthy rivals with different 
lighting system, we also discovered an ad- 
ditional Richard, looking for an opening 
to put in acetylene for a competing house. 

Our house had done well the advertis- 
ing part of the programme, literally flood- 
ing the town with literature showing the 
many good qualities of acetylene; its won- 
derful lighting power; its comparative 
safety; its healthy features, economy, etc., 
etc., until the people were alike on the 
subject, and Deacon Bronson chuckled 
over his own little joke: “That lit 
aught’t cure my rheumatiz!” 

Our friend, the town clerk, put us wise 
on all the opposition points, and, much to 
our surprise, stated that a few of the busi- 
ness men of the town, including the 
banker and largest property owner in the 
burg, were considering a small company 
to light the town and put in water works, 
and that there would be some things doing 
before we left town again, and advised us 
to make a call on the banker at once, 
which we did, and in a fifty minutes’ ses- 
sion before the opening hour of the vil- 
lage clearing house, we went over all the 
figures and estimates previously fur- 
nished; correcting some minor details, 
giving our best discounts for short term 
payments, which the new company would 
operate on if they decided to swing the 
long pick on the job. 

This man, who was accustomed to 
handling the loose change of the little 
business town and the surplus coin of 
the community in general, was inclined to 
“pear” the market on the acetylene light- 
ing proposition and to hammer down our 
figures, but I did not come South for my 


Troubles and Triumphs ofa Light Salesman 
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health exclusively, and “Mac” preached 
on the raised prices of pipe, fitting and 
labor until our financial friend jokingly 
remarked: that we talked like a pair of 
cotton kings intent on cornering him, and 
dropped the subject allowing us to stand 
pat in prices and requested us to say 
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We outdone ourselves in drawing the 
long bow on the great future the South 
had in store for herself, and after a gen- 
eral mixup, in which each salesman en- 
deavored to tell the wonders of his own 
style of dispelling darkness, we returned 
to the town hostelry for lunch. 

Mack came late to the noon meal and 
had more news on the light situation in 
this little *burg than a woman. could col- 
lect on a scandal case at a sewing club 
meeting. The electric man was evidently 
no loafer, and had hung up a promotion 
deal agreeing to give the principals fav- 
oring the system a certain portion of 
stock in a company, and preaching an 
electric railway to Mobile as one of the 
probabilities of the near future, the main 
guys in the scheme being a wealthy syn- 
dicate that would make Rockefeller look 
like two bits in Filipino money. 

The gas man had been extolling the 
cheapness of his system and the advan- 
tages to be had by using mantle burners 
for lighting, and the convenience of the 
vapor gas for cooking, etc. And Mack 
learned he had a relative in the town 
board who was working hard for gasoline. 


What Do You Suppose Was in the Can, Dynamite? No; It Was Carbide 


nothing of our knowledge of the new com- 
pany proposition. 

On our way back to the tavern we 
formed a line of action and Mac sailed 
forth in the town on a flotilla cruise, 
while I went to the town meeting house 
to get my generator in working order for 
the evening exhibition. 

On approaching the building I recog- 
nized by colored friend’s one-mule team 
hitched in the public square, and the first 
man to meet me at the door was Braxon, 
wearing a new-old spring hat (which I 
recognized as one that hung with the 
English tourist’s cast-offs at the tavern). 
Braxon also wore an expansive, radiant 
smile, which nature appears to have re- 
served for the Southern negro, and a look 
of good-natured expectation, which read 
plainer than an electric meter light bill: 
Fo’h dollahs and “half, suh. 

My generator and appliances were in 
good order, and a 100-pound can of car- 
bide was in evidence. 

The process of setting up everything, 
including a display fixture of two lights, 
connected with 20 feet of rubber hose run- 
ning to the generator, was complete, all 
but putting in the carbide, when the town 
clerk came in with two gentlemen whom 
he introduced as my competitors in acety- 
lene and gasoline lighting business. 


Before evening we dropped into the 


town building to fill up the carbide holder 
and get the generator cleared for action. 
Braxon unscrewed the never-ship-when- 
you-want-it to cover of the can after a 
five-round bout, 


in which the chances 
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were even money whether the ax would 
not be necessary. 

Now, Mr. Editor, while I believe in} 
capital punishment, I don’t want to gee’ 
any man hung on my account, but would 
like to know, for the sake of the future 
generation of generator salesmen just 
what is a capital crime in the many omis- 
sion-sins of the light business? 

What do you suppose was in the can! 
Dynamite? No, ’twas carbide! But 
smoke my lamps if it wasn’t big lumps 
instead of the %4-inch size required for 
my carbide-feed generator, and in two 
hours the room would be full of people 
to see that piece of mechanism operate 
like a thing of life, and to wonder at the 
beauties of the fascinating flame pro- 
duced from carbide and water! 

If Admiral Togo’s flagship had landed 
a 13-inch shell in that building I could 
not have been much more dumbfounded; 
60 miles from Mobile and practically no 
carbide! “ ” 

My competitors expressed their regrets 
and grinned. Braxon’s eyes rolled about 
like a pair of footballs in a tub of butter- 
milk, and Mack—well, Mack laughed until 
I thought he was going mad, and when 
I began to grow faint said: “Brace up, 
old man, and smash it up,” and that’s just 
what we had to do, one man breaking the 
big chunks with a stone hammer and an- 
other smashing it fine in a huge iron 
mortor, loaned us by the town druggist. 
We had 20 pounds of %-inch carbide 
strained through a 44-inch sand sieve and 
in the generator before supper time. 

The meeting was a success in numbers 
and enthusiasm, and as the night was 
foggy, we took particular pains to demon 
strate the quality of acetylene light in 
comparison with the gasoline light, the 
latter showing greenish dull rays through 
the fog, while acetylene showed its power 
ful defusiveness and sunlike rays in 
marked contrast. To get proper judg 
ment of these features, we had the “mer 
folks” walk out and view the lights 
through the door from a distance. 

Mack piloted the delegations outside 
and I noticed they all looked pleased wher 
they came back, chewing a piece of lemor 
peel, or a clove and munching hullet 
pecans. 

More later. 

Yours for light, 
C. Arson, Salesman. 

Mobile, March, 1904. et _ 


OOS eee 
DELYDY PYF YYnw SS 7 


( 
Locating and Installing Acetylene Generators 7 
4 


Aa 


Article A. 


OTE: 
inquiries regarding the proper 


Having had a number of 


location and _ installation of 

acetylene apparatus, we will en- 
deavor to treat the subject in a general 
way, giving points, gathered from theo- 
retical and practical knowledge, that may 
assist in installing gas plants under 
some peculiar condition, and we will ap- 
preciate any criticism or suggestions that 
may be offered by the trade.—Ed. 

First and most important to consider 
in locating and installing a generator is 
the matter of safety; the purchaser, the 
insurance interests, the manufacturer and 
the dealer being interested in common on 
this point; as an accident in connection 
with a private or individual gas plant 
is a sweet morsel to the fellow who “seen 


that light over at Jake Jone’s summel 
hotel, and know’d it would blow up,’ ete. 
and the mere fact of acetylene being th 
newest popular light, not so well knowl 
to the world at large, gives the ambitiou: 
news gatherer a golden opportunity t 
magnify the smallest mishap and registe: 
one more item of prejudice to be over 
come and effect the interests of good light 
ing to a certain degree. Hence the smalle 
the number of accidents and mishap: 
from carelessness or lack of experienc 
the better for all concerned—and th 
date for the tidal wave in favor of th 
white light is brought that much nearer 
Secondly, we can consider installing t 
get the highest degree of efficiency an 
economic results. : 
Third and fourth, the matter of con 
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of Its 
Advantages 


Patented Metallic 
Loop which cannoi 
break or burn out. 

Nickel Wire Sup- 
ports which will not 
bend. 

No visible shrink- 
age. 

Highest possible 
candle power. 

Will outlast 10 
other mantles. 


Superior Facilities en- 
able us to give Bet- 
ter Quality for Less 
Money than any 
other Manufacturer 


Write for our 
new Illustrated 
Catalogue 


ARITAN MANTLE CO., 
7&8 Chatam Sq., NEW YORK CITY. 
Largest Mantle Manufactory In New York City. 


phis i is the Only 


Automatic 
Collapsing 
Tap 
with reamer com- 
bined, which has 
been a practical and 

assured succe:s. 

It will save from 
50 to 75 per cent, in 
cost of tapping. 


PATENTED 


A Trial Crder 
Solicited. 
Descriptive 
circular sent 
on application 
to 


The HURCHEY MACHINE & TOOL C0., 


64 Second Street, - DE ROIT, MICH, 
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<> CYPRESS Water Tanks 


Bestin the world. Sxnp ror CaraLocus 
oe for delivered prices. 
H. F. LEWIS & CO., Lp. 
316 Baronne St., NEW ORLEANS, LA. 


UR NEW BINDER. A serviceable and 
handy arrangement for pet TuE 
PLUMBERS’ TRADE JOURNAL, Will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 


35 cents. 


only gives a high, glowing,dur- 
all metals,but the polish 


Bar Keepers Frieud: 


oy it will shines pat It benefits all metals, minerals o 
ene cleaning them. eS 11b box, For sale by drug- 


md 2¢ Pp for sample to George 
» 295 E. Washingtee St.,Ind{anapolis, Ind. 
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The Rush Acetylene Generator Co., 


Inside Lamp No. 40 eee 
One Mantle, 950 Candle Power 
A Light for any indoor room or 

place of business requiring a 
substantial and satisfactory 
light of great brilliancy and 
far-reaching penetration: 


Wearc Headquarters for all kinds of Gas Burners 
(for Acetylene, Coal Oil, Water or Machine Gas) as 


well as for Lamps and Posts of all descriptions. Write for Prices and 


Descriptive Catalog "| 
The American Self- 
Lighting Lamp Co. 


300 Montana St. on 
PEORIA, ILL.) 


Weare also manufacturers of an extensive line 
of Gas and Electric Light Supplies, including a 


large variety of Globes and Shades. 
In fact we make a specialty of anything 
pertaining to Light and Heat. 


ESTABLISHED INCORPORATED 
1851. 1871. 


Write for Catalog ‘*S No. 3” just issued. 


E. P. GLEASON MFG. CO., | | 


181-185 Mercer St., NEW YORK. @Q==s 


CATALOGUE [) 


Our agents get money GAS FITTER’S 


as well as popularity with Hn eee bit 


sale of our machines. ~ GAS FIXTURES. 
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ACETYLENE 
BURNERS. 


Perfect Light can only be had 
by Using a Perfect Burner. 
Leading Experts Recognize and Accept 


BRAY’S ACETYLENE 
BURNERS 


end unhesitatingly declare it 


THE BEST BURNER MADE. 


BRAY’S ELTA and OTA BURNERS 
Will Not Carbonize When Turned Low. 


Lighting Problem Solved by 


Carter’s Cellular ° 
Acetylene Gas System 


CHEAPER THAN COAL OIL, BETTER THAN GAS 
or ELECTRICITY, ECONOMICAL, SAFE, 
S/MPLE and RELIABLE. 


We want Reliable Plumbing Firms 
as Agents to sell fhe best Acetylene 


Apparatus His the market. SPECIAL TRIAL OFFER.—We will for a limited 
time only send Post-paid, 
7 BRAY BURNERS aAssortea 
FOR ONE DOLLAR, 5!**°- 
Not more than one order sold to any one pur- 
chaser at this price. 


Write for terms and territory 


Niagara Falls Acetylene 


Gas Generator Co. 
Niagara Falls, . Pa e N.Y, l 


WILLIAM M. CRANE COMPANY, 
1131-1133 BROAWAY, NEW YORK. 


Can we send you our Descriptive Booklet E? 
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venience and economy in operation. 

Any system or device for furnishing ar- 
tificial light has its elements of danger, 
and if electric wires could be placed out- 
side of your building and the light placed 
inside, or if oil and gasoline lamps could 
be hung on the garden walls to illuminate 
the country home, the chances for acci- 
dents would be minimized and, while it 
has been proven that acetylene is the 
least hazardous of all modern lighting 
systems, yet the opportunities for acci- 
dents are proportionately less if the gen- 
erating plant can be located outside of the 
building to be lighted. 

But as the water used in a generator 
will not permit of its being placed where 
the temperature goes below freezing, it is 
not convenient at all times to install 
the generator outside of the building to 
be lighted, and the expense of providing 
a separate generator house and heating 
the same is at time prohibitive to isolated 
generator installations. 

One of tae most clever Yankee schemes 
for placing a large generator inside of tne 
house and yet outside of the house, is 
that devised by a patron of acetylene in 
the “Nutmeg State.” 

Every gas apparatus manufacturer 
knows the law relating to the use of 
acetylene in the State of Massachusetts 
are stringent, even to the point of in- 
consistency. 

The gentleman referred to was using a 
40-light, old style generator for his own 
residence lighting, and affirmed his de- 
cision to use acetylene light regardless of 
arbitrary insurance rules. 


His neighbors saw and admired the 
light, and their willingness to use the 
light at a reasonable cost if it could be 
had without too great inconvenience and 
without antagonizing the insurance in- 
terest was responsible for the gentleman’s 
idea of installing a large plant and piping 
the gas to his neighbors at so much per 
100 cubic foot. But the weather is not 
tropical at all times in Massachusetts, 
and to build and heat a separate generator 
house would increase the original expense 
and maintenance too greatly to allow of 
reasonable profits on reasonable prices for 
the gas. 


The basement of the residence where - 


the style 40-light plant was installed, 
though large, was not adapted to a larger 
generator, and the local insurance man 
thought he could not pass on a larger 
plant in the location of the old one, and 
when a 200-light generator was decided 
upon all parties agreed that a new loca- 
tion was necessary. 


Then it was that the owner conceived 
the idea of extending the basement room 
of his residence, in the rear, so that the 
generator room would be practically out- 
side of the house proper and yet connected 
by a small passageway for convenience 
and to allow a draft of air from the 
basement proper to pass through the gen- 
erator room and upward through a ven- 
tilator in the roof of the generator room, 
in addition to which a small lead of steam 
pipe from the residence heater was ex- 
tended into the new generator room, pro- 
viding extra heat, if found necessary, to 
prevent freezing. 

This room was built about 10 x 14 feet, 
with floor level same as the basement of 
the residence, walled up same as the 
basement and extended above the ground 
level with wood construction about five 
feet, with a small skylight and ventilator 
in the roof (Sketch B), the framework 


and roof being built on after the gen- 
erator was lowered into position from 
the ground level—which solved the prob- 
lem of getting a large generator into a 
small room without having to cut the 
walls, as is often found necessary. 

A cesspool was built to contain the lime 
of the residue, with sewer connection 


Sutil. A 


near the top to carry off the water. The 
heavy residuum (lime) is taken from the 
cesspool periodically through an opening 
in the side of the new generator house 
in barrels and disposed of as slacked lime. 

Considering safety, convenience and ex- 
pense, this installation has proven an 
ideal one. The ventilating system works 
perfectly, carrying off any escaping odors 
from recharging or cleansing the cess- 
pool, or gas, should any escape by acci- 
dent, even the insurance representative 
admitting that if an accident should occur 
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the top of the generator could only go 
through the roof of the novel generator 


house into the open air. 
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INTERNATIONAL ACETY-~ 
LENE CONVENTION, ST.LOUIS 


President G. B. Carroll, of the Inter- 
national Acetylene Association, reports 
the prospects for an annual large attend- 
ance at the forthcoming convention, to be 
held in St. Louis September 14, 15 and 16, 
1904. 

The Committee on Convention Arrange- 


‘ments consists of A. C. Hinstein, chair- 


man, 166 Pine street, St. Louis; and W. J. 
Buckley, 1,530 Pine street, St. Louis. A 
large foreign representation is booked 
for the meeting, and the interest shown 
in acetylene warrants us in saying that 
this will be the banner convention of all 
acetylene meetings held since the intro- 
duction of the white light in America. 
Among the important matters to be de- 
cided upon and presented to the conven- 
of prices on acetylene generators, etc.; 
also a verified complement of literature on 
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tion for final decision are a classified list 
the subject of acetylene in general, which 
is looked forward to as a great advan- 
tage in advertising this light, from the 
fact that the figures and statements made 
in this literature will not only come from 
reliable sources, but be carefully certified 
to by the most prominent authorities in 


Ola Acetylene 
SUS hey 


acetylene, thus presenting the acetylene 
subject to the world at large in a concise 
manner, carrying with it the confidence 
of all who are interested, and, as it will 
have the sanction of the convention, will 
be correct beyond dispute on all points 
that have varied technically heretofore. 

The transportation subject will also 


Sewer Im Ter” 


take a more definite form at this conven- 
tion, and the insurance will come up ina 
manner that will interest all connected 
with acetylene lighting. 

Remember the date! 


convention! 
——— FH 


FLOOR DRAIN FOR USE IN 
BASEMENTS, ETC. * 

There is a frequent demand for a good, 
substantial floor drain for use in base- 
ments and other parts of buildings having 
asphalt or concrete floors, or where the 
woodwork after once finished is of a per- 
manent nature. To meet this need, the 
Haines, Jones & Cadbury Co., of Phila- 
delphia, Pa., are manufacturing and 
carrying in stock a combined trap and 
strainer, which is admirably suited to 
the purpose, and which we illustrate here- 
with. This trap has a strainer and cover, 
both of which are hinged, as will be noted 
by referring to the cut. The trap is 
made to connect to wrought iron pipe 
laid in the concrete, or can be adjusted 
to use in a wooden or marble floor if so 


Do not miss the 


desired. The body of the trap is Site 


heavy cast iron, while the cover an 
strainer are brass and can be had eithe 
polished or nickel plated. The Haines 
Jones & Cadbury Co. will be glad to fur 
nish further particulars and prices o1 
application. 

LG 


A MERITORIOUS INVENTIOD 


has invented a disinfectant apparatu 
which, it .s claimed, is the most powerfu 
scientific, simple an 
durable on the mai 
ket. It is made c 
the very best m 
terial, being ename 
ed nickel plate finis] 

The purpose of th: 
apparatus is to d 
odorize or disinfe 
all offensive odo! 
and disease germs i 
toilet rooms or othe 
places where they are likely to accum 
late. The manufacturer states that it i 
sures pure air, thus making the roon 
pleasant, healthful and comfortable. 


The apparatus has an upright tal 
with a horizontal partition, which | 
vides the tank into upper and lower cha: 
bers, the former containing a liquid. T 
foul air passes in the lower chambt 
then through the vapor pipes, as shoy 
in the illustration, to the upper chamb 
where it is deodorized and then pass 
through the upper pipe to the outer | 
mosphere. 


Our readers may obtain , 
lars by addressing the manufactur 
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IF YOU ARE 
HAVING TROUBLE 


With tank linings giving out 
an account of the action of 
water or electro.ysis, you 
can overcome it by using 
our acid, alkali, and electric 


uality, 


These 


proof lining, guaranteed for Essentials 
2 years. It costs no more are fully 
than lead and will not give one-half the trouble, and weighs met in our 
less. It is no experiment. d 
Send for descriptive circular of this and our new style bent tanks. up-to- ate 
plant. 


Findeisen @ Kropf Mfg. Co., 


Main Office and Factory, 
9 2st Place and Rockwell Street, CHICAGO. 
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This Illustrates Our 


New 
Lavatory 


It has 1 3-4-inch under 
roll rim, D shape bowl. 
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* PEDESTAL URINAL SELP-ACTING 
241-2inchhigh 29inch back 


Size 12-inch x 15-inch 
and 8.inch back, 


Send for our latest catalog 
of ENAMELED GOODS 
just from the press. 


A FULLY COMPLETE LINE. 


We Will Appreciate Your Correspondence. 


Humphryes Mfg. Co., - = Mansfield, 0. 


GENERAL 
MANUFACTUR- 


Porcelain Enameled 
One Piece Sink 


with heavy roll rim, 12 inch back, and 
heavy cast iron bronzed brackets. 

ENAMELED INSIDE ONLY; e€x- 
terior bronzed, size 18x30 inches— 
other sizes special. 


And Jobbers of 
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SUPPLIES 


Eastern Agents: 
0. CHAN. WELLS, 


Tre Chasmar-King Supply Co. 


AY and 
a : we een CHARLOTTE,N.C. - | SAVANNAH, GA. 


100 William Street, 


New York, NW, Y. @ 


J. REGESTERS’ SONS CO.. Baltimore, Md 
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had fou) : 


Fred. C. Nye, of 202 John street, Syra- 
cuse, N. Y. 
———__ > 0 +>___—__ 


SUCCESS TO THE NEW FIRM 


Baldwin, Burgess & Co. is a new sup- 
ply house at 414 N. Front street, Balti- 
more, Md. Both members of the above 
firm were formerly connected with the 
Thos. C. Basshor Co. prior to the fire 
in that city. 


AN IMPROVED TYPE OF 
ELECTRIC PUMP 


We take pleasure in illustrating an 
improve type of direct connected electric 
pump for supplying tanks with water 
in office buildings, hotels, apartment 
houses and residences. 

The makers claim for it the highest 
effic ency, simplicity and duribility. By 
a reliable switch, the apparatus operates 
automatically, and starts pumping when 
the water in the tank is low; stopping 


when the tank is full. It is stated that 
the pump requires no foundation, and 
will give service for months without at- 


tention. There are no oil cups, nor places 
to use a squirt can, lubrication being 
automatic. 


The outfit consists of an electric motor 
driving a duplex double-acting brass 
pump through a speed reducing device 
consisting of a worm and gear running 
in a closed bath of oil. It is said to 
be noiseless, and by reason of its compact- 
ness and few parts very reasonable in 
price. 

It was designed by Mr. Milan W. Hall, 
a pioneer in this line of work. Chas. 8S. 
Pease, 13 Dutch street, New York City, 
is General’ Agent. 
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THE BATES’ WATER MOTOR 


FANS 


This is the time of the year when the 
plumbing 


trade should consider their 


stock of water motors fans. D. L. Bates 
& Brother, of Dayton, O., are the manu- 
facturers of just these sort of special- 


ties, and we are pleased to reproduce 
for the benefit of our readers an illustra- 
tion of the “Bates” High-Speed Adjust- 
able Water Motor Fan. This is a wall- 
bracket fan with adjustable ball and 


may be adjusted to 
is pro- 


so motor 
throw air in any direction. It 
vided at the inlet with a threaded brass 
fitting. to which may be screwed the or- 
dinary rubber hose coupling, or a perma- 
nent connection can be made at small 


socket, 


expense. They also manufacture a four- 
bladed ceiling fan. These fans are per- 
fectly noiseless, run in self-oiling bear- 
ings requiring oiling but once a season. 
They can be run from any direct incan- 
descent electric light current or street 
railway circuit. 

These fans have been on the market 
for a number of years and have proved 
their worth by the testimonials of the 
many users. Further information will be 
cheerfully given on the subject if you 
write them, mentioning this paper. 


THE ‘“‘UNIQUE’’ PATENT 
PRESSURE CONTROLLER 


The Unique patent pressure controller 
is designed for the purpose’ of controll- 
ing water pressure, drainage or drip- 
water in water pipes. It is eighteen 
inches long and is used for lead or iron 


pipe. The controller is a 34 inch lead pipe, 
with a round water-way stop cock slid 
over the controller ready for connecting, 
showing other end of pipe to be connect- 
ed, after the stop-cock is wiped on, the 


controller and  stop-cock 
shut off. 

When used on rises, shutting off of a 
branch stop-cock, blowing out of pipes, 
waiting for pipes to drain out, or using 
bread plugs is avoided. It is a quick 
and reliable substitute for freezing the 
pipes with ice. Each outfit is for the 
following sizes: %, 5%, %, 1, and 1% 
inches. 

George W. Heiland, of 101 Beekman 
street, will be pleased to send prices to 


any of our readers. 


withdrawn, 


A FIFTY YEAR ROOF 


Is the title of a manual of terne manu- 
facture and roof making which the 
American Tin Plate Company, of Bat- 
tery Park Building, New York City, has 
issued. It will be sent free for the ask- 
ing to any of our readers. 
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The American Tin Plate Company are 
the manufacturers of a roofing tin that 
has been on the market for more than 
sixty years. Their M. F. ternes are 
known everywhere, and have always 
been a success. No condition of weather, 
or atmospheric property, or location 
seems to affect them. Very often an M. 
F. roof has lasted fifty years without a 
sign of corrosion. This fact alone is an 
undeniable prompter of success, and it 
is therefore on: this account that the 
company has enjoyed such widespread 
popularity. Their products are for sale 
by nearly all wholesale metal houses. 


_e ++ oo 


PLUMBERS’ FURNACES OF 
MERIT 


The White Mfg. Co., of Chicago, are 
manufacturing a line of hot blast fur- 
naces which have proved to be among the 
best on the market. The sales of this 
furnace have been very large. 

They are especially adapted for the 
use of plumbers, tinners and _ roofers. 
The burner is mounted on a swing joint, 


enabling the operator to use the flame in 
any position desired. It will heat a pot 
of lead and a pair of coppers at the same 
time. The hood can be taken off by 
means of a plug; and tank with burner 
used separately. No gasoline can enter 
the pump. Send for a copy of their 


booklet describing their line of furnaces. 


oe 


A WATER HEATER WHICH IS 
COMING TO THE FRONT 


The manufacturer of the Wayne water 
heater, Albert Rolf, of 1026 Broadway, 
Fort Wayne, Ind., informs THE PLUMBERS’ 
TRADE JOURNAL that the sales of his 
heater are increasing every month, which 
speaks well for the article. 

There are but few range boiler heaters 
manufactured that have but two joints on 
the entire heater, and which have so 
large a water space, it is claimed, as the 
Wayne water heater. This heater has a 
reducing spud on top for. clean out, and 
has vertical flues cast in the body, which 
add greatly to its efficiency and heating 
surface. One very important feature is 
that the heater can be connected on the 
side of the boiler, or directly under it, 
and the latter way it takes up less space 
than any other range boiler heater. When 
selling a Wayne heater the plumbers not 
only get the profit of the first sale, but 
the good will of the customer for whom 


he has effected the saving. 
The accompanying illustration shows 
the Wayne heater connected under the 


4 


boiler with the encased boiler stand. In 
this manner the heat is kept around the 
heater, and the fumes of the burnt gas 
can be carried off by a small vent pipe, 
allowing the boiler to be set in any part 
of the house. Write to Albert Rolf for 
further particulars, and mention Tur 
PLUMBERS’ TRADE JOURNAL. 


Sf oid 


: LOUISVILLE, KY., NOTES 
oe % 


EDITED BY 
J.C HALE ae 

Monday, March 7, was an eventful day 
in the history of Louisville, Ky., Master 
Plumber Association, it being the date 
of their annual banquet. The supply 
houses were well represented. Good fel- 
lowship prevailed generally, and the 
plumbers, with their president, Jacob 
[saacs, presiding, proved themselves jol- 
ly hosts. 

Mr. Theo. Ahrens, of the Standard 
Sanitary Mfg. Co., responded with a very 
pleasing talk about profit making, relat 
ing the advise of an cold Hebrew given tc 
him when his business was in its in 
fancy. “Young man,” he said, “there aré 
three things necessary to a _ business 
man’s success. The first is profit, the 
second is profit, and the third is profit.’ 
Mr. Ahrens says that master plumbers 
are, as a ru'e, good mechanics, but pool 
business men. 

Mr. Geo. Laib was next called upor 
and did some good thinking out loud. Hi 
recommends that we not censure othe! 
people because of their hobbies. We art 
not capable of judging others, for wé 
have hobbies of our own. Mr. Otto Vo 
gel addressed the boys on success. Mr 
Philip Laith responded nobly and in hi 
graceful way entertained the banqueters 
Other speakers were Messrs. Simon Shul 
hafer, B. B. Watts, Geo. Raser, M. J 
Duffy, W. H. Matlack and Hugh Nevin. 


Scherich & Nevin’s plumbers walket 
out because the company have employe 
a non-union man to install fire hydrants 
Mr. Scherich says, the man we have el 
ployed to do this work is familiar with 
and has for years done such work fo 
other outside contractors, is willing t 
join the union, but according to th 
journeymen is not eligible for member! 
ship. The Scherich & Nevin Co. hav 
taken a stand and will hold out for thei 
rights to the end. ; 
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Don’t Forget 


to tell 
that you saw their 


Advertisers 
Advertisement Wh ya 
THE PLUMBERS’ 
TRADE JOURNAL 
when writing them. 


REVISEDAND ENLARGED 
TOWERS 
PLUMBERS’ MANUAL_AND 
TEXT BOOK. 


entary and condensed articles on metals’ 
— water and its distribution, pump, hydraulic 
rams, meters, boilers, filtration, electrolysis, friction. 
Drainage, houseandsubsoil. Traps and siphonage. 
Ventilation as applied to plumbing. Fixtures: Proper 
and desirable material for their construction and 


installation. 
Miscellaneous Matter, Rules, Etc. 


Plumbers’ dictionary, very convenient. Questions 
and answers suitable for Plumbers License Ex: 
tions. All in compact form. Size 4x6 inches. A 
helpful, reliable and convenient reference book for 
plumbers and apprentices. 


PRICE $1.00 POSTPAID, TO ANY ADDRESS. 
No c. O. D. Orders. 


Address, Plumbers’ Trade Journal 
Publishing Company, 


61 Beekman St., NEW YORK 


Excessive Pressure 


You can control 
with the Reliable 
Water Pressure Reg- 
ulator, and when 
you do this, all your 
troubles of water 
hammer,  bursted 
pipes, leaky faucets 
and valves areat an 
end. 


Descriptive  Cir- 
cular for the asking. 


C. Aneshaensel & Co., 


Indianapolis, Ind. 


UR NEW BINDER. A serviceable and 
handy arrangement for holding Tux 
PLUMBERS’ TRADE JOURNAL, will be sent = 
FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 
85 cents. 


RHOADS-WILLIAMS 
AUTOMATIC. RAW 
SEWAGE SIPHON 
or Sewage Disposal. 


G 


IG Send 
for 
de- 
scrip- 
tive 
catalog 
and 
intor- 
mation 


OvTLer 


Automatic sewage siphons 
to handle sewage not acces- 
sible to public sewers. 


QUINCY, ILL. 


The Gas Fitters’ Question Book, with Answers 


A book on practical information specially prepared to enable 
any practical gas fitter to answer all manner of questions ap- 
plying to his profession. 
and answers and tables that will be found of great advantage. 
Well illustrated. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE OF $1.35. ° 
THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


A v.luable little book of questions 


Hendrick’s Commercial Register of the 
United States for Buyer and Seller 


Especially devoted to the interests of the architectural, mechanical, 
engineering, plumbing and heatiig industries. 

A complete and reliable annual index, containing 350,000 names, 
addresses and business clas‘iications. . 

Indispensable as a buyers’ reference for the architect, contractor, 
manufacturer, jobber and retailer. 


1903 Edition for the Year beginning November 1, 1903. Price $6.00. 


THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


“Nothing Succeeds like Success’ 


_as hundreds of plumbers will testify to who have used our 


SUCCESS GRINDER 


We ship the machine 
free foriO daystrial. If 


Equipped withtwoCar: 
borundum Wheels and 
satisfactory, send us 
$9.00, or if not satisfac: 


tory, ship the machine 


complete polishing out: 
of felt 
wheel coated for use, 
and cloth buffers with 


fit, consisting 


backtous atour expense 


the necessary polishing There is not a plumber 


compound for plumbers in the United States that 


can afford to be without 


vwwvwwvwww 


to polish up rough or | : 
finished brass. @ @ ite, Sat cm it. 


This machine is not a TOY. Cuts the hardest file steel as if it was soft metal. 


LUTHER BROS. CO. 


NORTH MILWAUKEE, WIS. 


Will Please Mention 


This Journal when 
writing to Advertisers 


SUBSCRIBERS 


Books en Plumbing, Heating 
Lighting and Ventilation 


To anyone sending one new subscriber to THR 
PLUMBERS’ TRADE JOURNAL, we will mail 
with our compliments, any one of the 50c. books 
named below. 

For two new subscribers, we will give either c, 
the following books: ‘‘Kitchen Boiler Couuections; 
Hot Water Supply,’’ by Dye; or ‘Plumbers’ Text 
Book,’’ by Tower. 

For three new subscribers, we will give either of 
the following books: ‘‘Lawler’s Hot Water Heat- 
ing, Steam and Gas Fitting,’’ — 


For four new subscribers, we will give either of 
the following books: ‘Steam Heating for Build- 
ings,’’ ‘‘Steam Heating Problems,’’ or ‘‘Anierican 
Plumbing Practice.’’ 

All new subscriptions must be sent by a paid up > 


subscriber to entitle sender to any of above 
premiums, 
Acetylene—The principle of its Generation and 
USO iraieiecarcsotrmers oh oltre sree eas IP Se ee 
Acetylene Gas—Its Nature, Properties and 
Uses, by G. F. Thompson......-ccccsccccess $1.50 
American Steam and Hot Water Heating 
Practice; 585 illustrations.........e.sccccee 8.00 
American Plumbing Practice..........-+++se0- 2.50 
C. S, Mersick’s Estimating Book............-. 1.25 
Contract and Estimate Record Book, by B. II. 
SCBIUD Wola icicle cies eis slots s stuleiate a'oin nialvintfuleiain sicily 1.50 


Dean’s System of Greenhouse Heating, by M. 
Dean 
Drainage and Plumbing, by N. R. Maguire.... 4.80 
Estimate Books for Plumbers and Heating 
Men, by B. H. Jessup; 200 pages........... 2.00 
Examination Charts. For Boards of Health 
and Plumbing Examiners. Price per set, in- 
cluding key to each chart............+ss+0- 5.00 
External Plumbing Work, by John W. Hart... 3.00 
Hendrick’s Directory, 1903. and 1904 edition, 
containing a complete list of the manufac- 
turers of plumbing, heating and lighting 


goods. Also a list of plumbers, steam and 

gas fitters in the United States............. 6.0€ 
Heating and Ventilating Buildings, by Car- 

POUEGH ae nictaeiees eric le ale vivleieiainie uleipinielbia sas e'eniatne 4.0€ 
Heating and Ventilation. Tables and Formu- 

las. By F. Schumann.....ccccccccccvccsece 1.50 
Hood on Warming Buildings, by F. Dye...... 6.00 
Hot Water Circulation, by R. M. Starbuck... 3.00 
Hot Water Supply, by F. Dye......--seeeeees 1.00 


Kitcher Boiler and Water Pipes, by H. Grim- 


BAW “celccic cles vleccteisin abc wwe wise prices eb a e'n'eeeisia a .40 
Kitchen Boiler Connections...........++++s++5 1.00 
Lawler’s American Sanitary Plumbing (revised 

second edition) for plumbers............-.- 2.00 
Lawler’s Hot Water Heating, Steam and Gas 

Fitting Wine cie acs asian ow. a a vidaw sie c'wluieee clan aa.e 2.00 


Lead Burning by the Autogenious Process.... 1.00 

Lectures to Plumbers, by J. W..Clarke........ 3.00 

Lighting by Acetylene Gas, Electric Furnace, 
Generators and Burners, by W. E. Gibbs, 


ME Ne oacia a ate pata ieniae xs ore alpesiars ete alone 1.50 
Mechanics’ Companion, by J. M. Scribner..... 1.50 
Modern Sanitary Appliances, by Colyer....... 2.00 
Modern Sanitary Plumbing, by James J. Law- 

LOTT ain lwlelajeleie! alaisiniwje\s iniolemiaisie's o's)olniaiivies'ps.e'sisjeisia 5.00 
Mcdern Methods of Sewage Disposal, by Geo. 

By WATINE fic ic's oslo icisic's sic ates nieie eee ee eleas 2.00 
Modera Plumbing, by R. M. Starbuck; illus- 

TTATEE  “aceccccccctccccccce recess cccwesccerss 3.00 
Plumbers’ Text Book, 300 questions and an- 

swers, by Frank Tower. ....--esseccoessececs 1.00 
Plumbing, House Drainage, by W. P. Buchan. 1.75 
Plumbing, by S. 8S. Hellyer...cccscsccccccces ' 
Practical Gas Fitting.......... 


Practical Hygiene, by Currier 
Pract:cal Hints on Joint Wiping, for begin- 


Hers in) PlUMPING sc oc oicviwicisc cise ev inisivisiceie os sic -20 
Sanitary Engineering of Buildings, by Ger- 

BATS VV Ola re Clot ies cisc'cie s s'0)s ois}s sie sicieiaiais 5.00 
Sanitary House Drainage; Its Principles and 

Practice, by T. E. Coleman................ 2.40 
S. E, Hendrick’s Directory for Buyers and 

Bellore We ova cians salvetsaea wae ¢ tr Wace went seater 6.00 
Steam and Gas Fitters’ Price Book, by Brown 

GE Grey, COs iererartten wesc a'e ora ig(e ewe Bele Geet nice 5.00 
Steam Fitters’ Computation and Price Book, 

By Dear Gere e cis tera terete cls oielsie cleleiere e's c/s wce vie elvia init 3.00 
Steam Heating for Buildings, by W. J. Bald- 

AVAL aicie/cislalpip oleic iejsie.a'e ci sis ec/e bielvlvivis «inv 'bielelels ele 2.50 
Steam Heating Problems... ose .c.cescwcenes 1.50 
Steam and Hot Water Fitters’ Text Book, by 

THOMAS We -MCNEGIM i c vicnigas ctiapie Seas ep wa tue 1.00 

The Gas Fitters’ Question Book, With Answers, 

Dy Albert, Dunbariyay a ajesieiwieiae vleisle oceleisie sieieieras 1.35 


The Steam and Gas Fitters’ Price Book, by 


Brown & Greene C0...ccsscccscccecesccsence 5.00 
The Turkish Bath, by R. O. Allsop........... 2.50 
The Plumber, by S. S, Hellyer............-.. 5.00 


The Plumbers’ Trade Journal bound volumes 
for the years 1881 to 1904 inclusive, con- 
taining hundreds of sketches of plumbing and 
plumbing devices, practical letters, etc., 
CACH ccccccccccccccccccsceccseesescsececenes 4.00 
Questions and Answers on the Practice and 
Theory of Sanitary Plumbing, by R. M. 
Starbucks cece ccc ssis.csevemecjeeene Dosis soe 1.C0 


ANY OF THE FOLLOWING BOOKS FOR 50c. 
Boilers, Incrustation and Corrosion, by F. J. Rowan. 
Domestic Electric Work, by W. R. Wittbecker. 
House Drainage and Sanitary Plumbing, by W. P. 

Gerhard. 

Hydraulic Tables, by P. J. Flynn. 

Recent Practice in the Sanitary Drainage of Build- 
ings, by William Paul Gerhard. 

Sanitary Condition of Dwelling Houses, by Geo. E. 

Waring. 

Sewer Gases, Nature and Origin, by De Varona. 

Sewerage and Sewage Purification, by M. N. Par- 
ker, Ph.B. 

The Treatment of Sewage, by Dr. C. M. Tidy. 

The Disposal of Household Waste, by W. Paul 

Gerhard. 

Water and Water Supply, by W. H. Corfield. 

These books are for sale by THE PLUMBERS’ 
TRADH JOURNAL, P. O. Box 715, New York City, 
and will be sent to any address on receipt of out 
list price. No books sent C. O. D. While these 
books are thoroughly good and instructive reading 
still we want it understood that we do not recom 
mend any special one. 


UR NEW BINDER. A serviceable and 
handy arrangement for holding TE 
PLUMBERS’ TRADE JOURNAL, will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 
85 cents, 
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Van Sickle and Warren, steam fitters, 
85 Water street, are installing the steam 
heating system for the library addition 
to Central High School on Willson ave- 
nue.. They also have the contract for 
steam heat in the store building for Mrs. 
A. Stein, corner of Euclid avenue and 
Collins place. 


P. T. Thompson, of the firm of 
Stambaugh-Thompson Company, Federal 
street, Youngstown, reports that his firm 
has considerable work under contract. 
They are installing the finishing goods 
and are doing the steam heating for the 
Stambaugh Block on Federal street, a 
three-story brick building. Also the 
work at the Moyer and McNab Block on 
Federal street, another three-story build- 
ing. The prospects are bright for the 
erection of a number of large buildings 
in Youngstown this year. 


H. P. Cahill, 72 South Howard street, 
Akron, has a couple of large contracts 
to keep him busy, in addition to the usual 
small work and jobbing. He is working 
at the Akron City Hospital, which wil! 
be completed during the summer. His 
contract for the plumbing in this build- 
ing is for $12,000. He recently closed 


Mr. H. P. Cahill, Pres. Ohio State Association 


the contract for the plumbing in the new 
Young Men’s Christian Association build- 
ing, where he will instal a complete gym- 
nasium outfit; including about twenty 
showers. The contract amounts to nearly 
$12,000. Mr. Cahill is doing the plumb- 
ing at the new Frauntfelter School, a 
twelve-room building, his contract being 
for $2,500. 


The Lehman Plumbing Company, 783 
Woodland avenue, has been awarded the 
contract for plumbing in the new three- 
story brick building which is being erect- 
ed at the corner of Euclid avenue and 
Collins place; also for the plumbing in 
the store building on Erie street for 
Louis Adelson. 


The Board of Education has adver- 
tised to receive bids until April 4th at 


noon for installing closets and urinals in 
the basement of Alabama school. Bids 
will also be received on that date for 
the Manual Training School addition to 
West High School, and on March 28th 
for the new eighteen-room school build- 
ing to be erected at the corner of Wood- 
land and Case avenues. 


Z 


Provision for an exceptionally fine sys- 
tem of plumbing is made in the plans for 
a $1,000,000 hotel building for New 
Orleans that have been drawn by H. C. 
Koch of this city and accepted by the 
promoters of the building. There are to 
be 400 rooms, each of which will connect 
with a bath room. Each room opens 
upon a 40-foot court or upon the street. 
A galt water tank is to be provided in 
the basement. The building will be 185 x 
150 feet and will be constructed of steel 
and hollow tile. 


The Schneider Plumbing Company, 570 
Euclid avenue, Cleveland, have equipped 
the Euclid Avenue Opera House with a 
new water curtain. This is the first ap- 
paratus of this character to be installed 
in Cleveland. The curtain will throw 
a sheet of water 40 feet wide and 42 feet 
high. A public exhibition is about to be 
given to demonstrate is effectiveness. 
This company recently received the con- 
tract for installing the plumbing in the 
new store building which is being erected 
on Euclid avenue near Willson avenue 
for C. E. Collings; also for the plumb- 
ing in the new Carnegie Library to be 
built at South Brooklyn. 


W. C. Thomas & Co., plumbers, 65 
Prospect street, Cleveland, have been 
warded the contract for plumbing in a 
handsome residence to be erected on 
Euclid avenue in Windermere for Alex- 
ander C. Mackenzie. 

H. Goldfein & Son, plumbers at 162 
Woodland avenue, Cleveland, recently 
closed the contract for installing the 
plumbing for forty-five new residences 
to be erected on Wyandott street, Lake- 
wood. 


The North Point pumping station of 
Milwaukee is to be remodeled in the near 
future, preparations for the improve- 
ments having been made. New and mod- 
ern plumbing is to be installed for the 
use of the engineer and his assistants. 


Joseph Winterbottom, plumber, 449 
Pearl street, Cleveland, is remodeling the 
plumbing at residence 274 Archwood ave- 
nue, also installing the plumbing for S. 
Adler at 33 Superior street. 

The B. M. Hallock Company, plumb- 
ing, 633 Willson avenue, Cleveland, is 
doing the plumbing in the residence at 
55 Sixth avenue for Mr. C. Brandt. 


Frank Hilderbrand, plumber, 1478 Cedar 
avenue, Cleveland, is installing the 
plumbing at 25 Halsey street. 


Plagman & Kopp, plumbers at 953 Clark 
avenue, Cleveland, are doing the plumb- 


ing for Robert Hildebrand at 49 Brevier 
street. : 
el i ed 

Lawrence was told the Chesapeake had 
sprung a leak. 

“Thank goodness, any way,’ he re- 
plied, ‘‘we won’t have to pay a plumber to 
find it.” 

With a cheerful smile he allowed him- 
self to be carried below. 


The wealthy suburbanite, who is proud 
of styling himself “self-made and self- 
educated,” had been to the city and re- 
turned with the plans of the architect for 
a grand new mansion they were to build 
in the spring. After he and his good 
wife had looked them over together care- 
fully, he remarked thoughtfully: 

“T rather think, Maria, upon looking 
into the matter, I shall put in steam 
gladiators for heating purposes.” 

“Gee whiz, pa!” exclaimed the family 
heir, as he looked up from his Greek 
history lesson, “if that doesn’t put us in 
fighting trim, I don’t know what will!” 
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One of the most interesting catologs 
recently prepared for the trade is that 
Frary & Clark Com- 
pany of New Britain, 
Conn. 

It contains com- 
plete illustrations 
and descriptions of 
their plumbers’ brass 
goods, such as com- 
pressors, faucets, 
bibbs, bath cocks, 
etc., and is attractive 
in every detail. They 
call especial atten- 
now being distributed by the Landers, 
tion to the adjustable flange on their 
cocks, enabling them to be fitted properly 
and quickly to the various makes of cop- 
per, steel or iron enameled bath tubs. 
Every member of the trade should pos- 
sess a. copy of this catalog. Write for 
Catalog No. 23, and mention THE 
PLUMBERS’ TRADE JOURNAL. 
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The Macmillan Company, 66 Fifth ave- 
nue, New York, have just issued Mr. Cy- 
rus Townsend Brady’s new novel enti- 
tled “A Little Traitor to the South.” It 
is handsomely bound in Confederate gray 
and contains six illustrations in colors, 
by A. D. Rahn, and decorations in tint 
by C. E. Hooper. Mr. Brady’s new novel 
has for its central incident an attempt to 
torpedo the flagship of the squadron 
blockading Charleston in the civil war. 
Two officers sought the hazardous detail 
which must have required vastly more 
courage than it takes in these days of 
modern submarines. Neither man _ is 
aware that the happiness of the girl they 
both love depends upon the failure of the 
expedition. It is a beautiful little love 
story, and one that will hold its readers. 
The price of this interes'ing book is $1.50 


THE WATER RATE CHARG ED 
AT ST. LOUIS, MO, a | 
ee report of the Public Sery 

Committee of the Real Hstate 

Exchange relative to Coun i 

bills 124° and 130, concerning | 
water rates, contains much data of i ter- | 
est to the trade and should be worth fi 
for reference. The committee’s find 
condensed are that Council bill 124, adyo 
cated by the Manufacturers’ Association 
would increase the revenue about $78,00 
by raising rates on water closets an 
baths $1 each, and decrease it by reduc ; 

ing “meter” receipts to $248,833, a 3 

loss of $170,893. Council bill 180 woulda 

decrease the revenue $6,209 by reduci 
barber shop rates and increase it $200,000 
by restoring the old assessment rates 
against rooms, closets and baths, making 

the total revenue approximately two mil- 

lion dollars. 

The committee found that in oie ot 
the several reductions in water rates 
made in recent years the cost to the con- 
sumer as measured in gallons has grown 
greater; for instance, the 9,857,957,000 
gallons consumed in 1881 cost $660,024.75, 
while the 22,981,739,600 gallons consumed 
in 1901 cost $1,607,168.82. The commit- 
tee contends that in view of these figures 
the meter users should get a substantial 
reduction, the collections having more 
than kept up with the increased consump- 
tion, although the cost of pumping has 
decreased fully 50 per cent. The discrim- 
ination now made between large and 
small manufacturers, as evidenced in the 
existing meter rates, are considered un- 
fair. We append the table of rates so that 
the objections may be better understood: 

Per M. 

For use of 1,000 gallons per day or 

less 


CER MOR eis 
For use of 2,500 to 5,000 gallons per 4 
Gh RE 208 
For use of 5,000 to 10,000 gallons per 
GAY 2 views ce claws open 17% 
For use of 10,000 to 25,000 gallons : 
per day.....+..s. 2 er. 15 
For use of 25,000 to 50,000 gallons 7 
per day......05. «sis sieennen 12% 
For use of 50,000 gallons and over 
per day... i... 20. s+ slelesienenan an 10 


The committee’s finding in the form of 
a schedule intended to be fair to. every- 
body, and to protect manufacturing in 
ests, is: “s 


daily 


ee re ee cn) 


For use of over 25,000 gallons daily 
for all manufacturing purposes 10¢ 
thousand gallons. They contend tha 
bonded indebtedness of the Water 
partment should be left for posterit 
partially care for. 

—_—_——— eo -- 

T. J. Cronin, of 1 Wall street, 
hamton, N. Y., has been awarded 
contract for plumbing the Lewis Hot 
This hotel, which was recently destroyed 
by fire, is one of the oldest in that ¢ 


W. Morgan & Co., of San Francis 
have the contract to install the heati 
and plumbing systems in the ne\ 
Fourth ward school house at Santa Ana 
Cal. 


E make everything required 
in Brass Work for the set- 


ting of Marble Stalls. 


Speakman Supply & Pipe Co., 


WILMINGTON, DELAWARE. 


ET us know your re- 
quirements, and we 
will gladly quote prices. 


Bee # 
[ 
§ 
8 


SATA AMM 


20 OF ST. LOUIS MODERN SCHOOLS: 


BESIDES MANY PUBLIC INSTITUTIONS THROUGHOUT THE COUNTRY 


. . ARE EQUIPPED WITH. . 
fn NY ¥¢lson Ventilated Individual 
Ws ceh Bowl Latrines and Urinals 
NEW SYSTEM & PERFECT SANITATION 


ARCHITECTS ARE INVITED TO WRITE FOR 
**Nelson’s Blue Book on Sanitary Appliances”’’ 


JUST PUBLISHED 


N.O0. NELSON MFG.CO., — St. Louis. 
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ATTENTION 


HEALTH BOARDS, PLUMBING INSPECTORS, ARCHITECTS, PLUMBERS AND 
JOBBERS INVESTIGATE THIS. YOU WILL FIND IT PERFECT 


HERE IT IS 


The ‘‘POSITIVE”’ Anti-Syphon 
Trap is Self-Cleansing 


PATENT PENDING 


FeSPACE FOR LEAK TO SHOW. 


= © 
A veritable WATER-SPOUT when in use. 


This trap is made of a very strong, non-corrosive cast metal. 

The inlet and outlet tubes are of brass. 4 

The dome is made either of solid cast metal, or glass, and when of glass the dome is covered 
with N. P. stamped brass casing from bottom of dome to top of trap seal, thus making it possible 
to watch the scouring action and verify our claims, viz.: that it will carry off everything that 
can pass through plug or strainer, including matches, coffee grounds, etc. Other anti-syphon 
traps have hidden partitions through which trap sealcan leakinto waste pipe, and sewer air 
leak into room in case of defect, without the knowledgesof the occupants. The Positive has none. 
The result of years of experiment to produce a trap with the minimum of anti-syphon construc- 


toclean. The triumph of the twentieth century in the art of plumbing. 


Manufactured by 


The Ohio Brass & Iron Mfg. Co., 


CLEVELAND, OHIO. 


426 


THE NEW STYLE OF SETTING 
METERS OUT OF DOORS 


The illustration herewith shows the 
new method of setting meters out of 
doors which has been advocated by the 
Buffalo Meter Company, of Buffalo, N. Y., 
for several years and wherever used it 
has worked well; few, if any, of the me- 
ters freezing. 

The ring and cover is made of cast-iron 
and weighs about 70 pounds. It is neatly 
coated with black asphaltum, and the 
cover has the words “Water Meter” cast 
on top. The top of both cover and ring 
is diamond cross checked to prevent slip- 
ping when stepped on. It is very neat in 
appearance. 

Ordinary 15-inch vitrified clay or ce- 
ment sewer pipe may be used. It is not 
necessary to cut the pipe, as the lower 
part may be built of brick laid dry. It 
is best that the box should extend below 
frost, so that the warm air of the earth 
will circulate up and down in it, and keep 
the meter and pipes comparatively warm. 

If necessary to secure the desired 
warmth the air chamber may be extend- 
ed 2 or 3 feet below the level of the ser- 
vice pipe by using brick, or an extra 
length of tile. On top of the meter in the 
cut is shown a wooden frost cover, 14% 
inches in diameter with wooden cross 
cleats and handle on the upper side, and 
the under side covered with a 16-inch 
circle of 14-inch saddier’s felt. In many 
places neither the wooden cover nor sad- 
dler’s felt is necessary. 

Where the curb cock is already in place 
it may be left at bottom of box, and pipe 


YIRON RING 


VIRON COVER 


rm 


<5 
SS 


bent as shown in dotted lines in the illus- 
tration. 

Write to the Buffalo Meter Company, 
of Buffalo, N. Y., and obtain further par- 
ticulars. 

+ +> $+ >—___——__ 
THE LATEST IN “SOUTHERN 
BEAUTIES’’ 


The Cahill Iron Works, of Chatta- 
nooga, Tenn., are making a great suc- 
cess with their line of “Southern Beauty” 
lavatories. These people claim to be the 
first manufacturers to make a large lava- 


tory, similar to the illustration, with back 
and slab cast integral; these large Java- 
tories having been previously made in 
two pieces. 

Their entire line is composed of orig- 
inal patterns (their own designs), and 
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practical filter. The Noxall, it is claimed, - 


has all four in their simplest form. The 
one that is most appreciated, however, is 
the ease with which the Noxall can be 
taken apart and cleaned. The top of the 
filter and the stone lifts off as easily as 


The Latest in “Southern Beauty” Lavatories, Manufactured by Cahill ron Works, Chattanooga, Tenn. 


the graceful curves of their lavatories 
are quite a departure from the old 
straight lines shown in this class of goods 
heretofore. They call especial attention 
to their style of concealed brackets; 
this bracket can be furnished with all of 
their lavatories, and with the new “Ca- 
hill” roll rim sink (with 12-inch back cast 
integral), recently put on the market by 
them. 

This firm now have a warehouse in 
New York, where they carry a full line of 
lavatories and roll rim sinks, and their 
New York representative, Mr. Thos. H. 
Hutchinson, 101 Beekman street, is pre- 
pared to deliver these goods from his 


stock at short notice. 
————__ >_> 04+ 


THE SIMPLICITY OF THE 
NOXALL FILTERS 


There is a simplicity about the Noxall 
filter made by the American Filter Co., 


of Milwaukee, that is worth while looking 
into. First, it is neat and well finished; 
second, it is simple in construction; third, 
it-is easy to attach; and fourth, it is easy 
to take apart and clean, the four car- 
dinal points that make up a good and 


you would lift off the top of a teakettle: 
The stone is cleaned with a brush and a 
little water. 


The Noxall Simplicity is appreciated, 
not only by the plumber who uses it as 
a strong talking point, but also by the 


user. That is the reason why the Noxall 
has become so popular the world over. 

Drop a postal to the American Filter 
Co., Milwaukee, Wis., and get their book- 
let and trade discounts. 


eg 


THE ‘‘RAPID’’ INSTANTA- 
NEOUS WATER HEATER 


A booklet illustrating and describing 
the Rapid heater has just been issued by 
the Rapid Heater Co., of Grand Rapids, 
Mich. It is very interesting and should 
be in the hands of every plumber. 

In describing the construction, the fol- 


lowing is given: The heater may be all 
taken apart without molesting gas 9; 
water connection. Also, by simply remoy. 
ing top, sprayer (No. 11) may be un. 
screwed and cleaned if it should become 
stopped up for any reason. The cold 
water is admitted through valve ang 
waterway in gas chamber, to standpipe in 
center of heater, which extends part way 
to top, where it is liberated through a 
sprayer into the open chamber in top of 
heater, completely filling it with atoms 
of water, forced upward through the per- 
forated plate and against solid baffle plate, 
thoroughly atomizing the water into a fine 
mist, allowing it to absorb the heat units 
that would otherwise be wasted. The 
water now returns on outside, and tc 
center over collector, and down in a thin 
sheet over copper cone, which is heated 
by direct shining surface from burner 
thereby absorbing the most heat units 
possible. ; 
With its number of retorts or mixing 
tubes leading from gas chamber, insuring 
the proper proportion of air and gas t 


become thoroughly mixed before enterin 
burner chamber, having sixteen separat 
burner tubes, each one having a separat 
center air chamber, whereby preheated a: 
is admitted to both center and outside ¢ 
each burner tube, making perfect con 
bustion, and burning all the hydro-ca 
bons in a high or low grade gas, producin 
a purple-blue flame known by gas peop’ 
to be the hottest and most efficient, a fe: 
ture, we believe, found in no other burne 
Not a single wire screen or sieve is foun 
in the burner anywhere to become clogge 
up or foul, destroying the intended fun 
tions, and, eventually burn out. Neithe 
will a Rapid burner light back and caus 
such trouble and annoyance, as oth 
kinds. : 


The model “A” Rapid bath heater is i 
tended to be used entirely with city pre 
sure having, at least, 10 pounds pressul 
to the square inch, and will heat from ty 
to three gallons of water per minut 
raising the temperature from 60 to | 
degrees. es, 

The model “B” Rapid bath heater 
intended to be used where city pressw 
is under 10 pounds per square inch, al 
on tank pressure. It has the same ¢ 
pacity under these conditions as mod 
“A” : 

Our readers can obtain a copy of the 
booklet by addressing the Rapid Heat 
Co., of Grand Rapids, Mich. 
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The Difference in Cost 


between cheap outfits and Caldwell Outfits 
is slight. The difference in service is great. 


Caldwell Tanks and Towers 


may cost slightly more than inferior grades, 
but the saving, effected by the absence of re- 
pairs soon pays the difference. Cheap out- 
fits go to pieces ina few years. Caldwell 
Outfits last a lifetime. 


Extensions to suit require- 


ments. Weekly or daily 
charts with various ranges. 
Prices, etc., sent on applica- 


tion to manufacturers. 


Helios-Upton Co., | | , 
sae MASS SE Send for Catalogue and Price List. 
Ww. E. Caldwell Co.,  couisvite, rv.- 


Extension 


Made in any num- 
ber of Spindles. 
Cut out high- 
priced labor. 


m@ They do accurate 
work. 

Are noiseless in 
operation, and 
soon save their 
cost. 


Adopted by the leading 
cock makers of this 
country and Canada: 


S.M.@ S.ROOF FLASH 


Costs less than any other. Saves Time! Saves Money! Made entirely 


of Lead. No other tool but hammer needed on the roof. 


ASK ABOUT THEM. 


Moulding 


Machines 


are necessities in up-to-date 
FOUNDRIES. Their use 
eliminates highly — skilled 
labor and increases pro- 
duction. 


NO DRAW OR STRIPPING PLATES 


necessary inthe MCCANNA 
hand operated Machines. 


Fits any roof,made for Standard and Extra Heavy Soil Pipe. 


Manufactured by the 


NATIONAL BRASS MFG. CO. 


617:19:21 Adams Street, 
KANSAS CITY, KANS., U.S. A. 


PRICES ON APPLICATION. 


SEND FOR CATALOG AND PRICES 


Tine TURNER MACHINE CO. 


2049 No. 2d St., PHILADELPHIA, PA. 


Zs 


NCT WU sd LL 4 0 0K S 
7; 7 
Vie i/, 
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ee Ew wi STR APS 
SPECIAL OFFERING! Nalleable 
A iil As an inducement to have you light your 
ps premises with our Air Light System Wrought 
SP a. and to further demonstrate its superiority, No imperfect 
we will ship to any responsible party, a light- eces in our goods. 
ing plant, payable in monthly installments. Brality the best 
Y $ We guarantee these Lighting Systems to that can be had. 


Lennox Improved 
Tapping Machine 
= Tested at 225 pounds 
pressure 
For tapping Water 


Mains Under 
Pressure. 


Sent on 30 days trial to 


responsible parties. 


Send for Prices 
and Catalog 


MentionPlumbers’ 
Trade Journal df. 1 
produce the cheapest and best light you can Send for catalog. 


obtain. Send in your diagram for estimate 


of cost, and information. Berg er Bros. C0., 
WHITE MFG CO., Deere eGo atthe add * | manufacturers. Philadelphia. 


MANUFACTURED BY 


LENNOX MACHINE COMPANY, 


Marshalltown, Iowa. 
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So etree arora Rag Apsmatiphty FN 
New Plumbing Shops ° 


and 
Trade Information ¢ 


QE ptveertreacn afin a pertty tonptemearafiny 9} 

Geo. H, Cole & Son, are new master 
plumbers at 229 River street, Troy, N. Y., 
and will run their plumbing shop in 
connection with their other business. 
They inform THr PLuMBERS’ TRADE 
JOURNAL that they desire catalogs and 
discounts from manufacturers and sup- 
ply houses. 

W. B. Grace & Co. have opened a 
plumbing shop at 1204 State street, East 
St. Louis, Mo. 

The Fresno Sanitary Plumbing Com- 
pany has filed articles of incorporation 
at Fresno, Cal., with R. H. Ferguson, 
Clinton Lathrop, A. W. and H. E. And- 
erson and Chas. J. Lindgren as directors. 

At Honesdale, Pa., Charles Markey has 
opened a plumbing shop in the O’Connell 
building. 

The Waterhouse Steam and Vacuum 
Company, of Portland, Me., has been in- 
corporated with a capital of $200,000 for 
the purpose of manufacturing steam 
pumps, engines, etc. The officers are: 
President, H. L, Crum, of Portland, and 
treasurer, J. C. Drayton, of Somerville, 
Nad. 

The J. Potter Co., of New York City, 
has been incorporated with a capital of 
$5,000. They will manufacture plumbers’ 
supplies. The incorporators are Arthur 
Greenleaf, James Patten and Julia Patten. 

Bentley & Grenier, of Battle Creek, 
Mieh., will open a plumbing shop in the 
Herndon Block. 

W. H. Hitchcock has purchased the 
plumbing of S. W. Lyons & Co. at Palmer, 
Mass., and will continue the business at 
the old stand. Mr. Lyons has moved to 
White Plains, N. Y. 

Smith & Halls is the name of a new 
plumbing firm at Dell Rapids, S. D. 

Witherspoon & Strackbein are the suc- 
cessors to the plumbing business of Ethan 
Allen, Jr., at Spokane, Wash. Mr. Allen 
has been elected plumbing inspector of 
that city to succeed John Sarginson, who 
resigned. Mr. Sarginson will start in the 
plumbing business for himself. 


The Economy Engineering Company of 
New York City has been incorporated 
with a capital of $20,000, to manufacture 
steam appliances. 'The directors for the 
first year are N. W. MacIntosh, O. I. Lam- 
berger, Brooklyn; W. Rosin, of New 
York City. 

The Federal Brass and Bronze Com- 
pany of New York City is a new corpora- 
tion. Capital $10,000. The directors are 
W. E. Irving, W. K. Waterman, and E. 
H. Antorius, all of New York. 


The Ziegler Plumbing Company, of Au- 
rora, Ill., has been incorporated to do a 
general plumbing and steam fitting busi- 
ness. The incorporators are George A. 
Ziegler, Lewis D. Krumlauf, and John 
Holst. 


ABRAHAM LINCOLN SAID 


that the country cannot endure half slave 
and half free. Neither can a fitter make 
a success with a poor heater. He is best 
prepared who installs a ‘‘Winchester,” as 
there are no after-visits to make. The 
combination of a good fitter and good 
heater is complete. Made by Smith & 
Thayer Company, Boston, Mass.— Adv. 


John A. Straley 
Louis B. Hasbrouck 
C. Augustus Dieterich 
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752,220. Edward Halley, Mon- 


Valve. 
tague, Mich., and Richard F. Downey, 


Milwaukee, Wis., assignors by direct 
and mesne assignments, to National 
Valve Company, Milwaukee, Wis. File 
Feb. 9, 1908. Serial number 142,538. 
(No model.) 


752,330. Acetylene-Gas Generator. Aug- 
ustine Davis, Chicago, Ill., and John 


H. Birch, Elkhart, Ind. Filed April 29, 
number 


1903. 
model.) 


Serial 154,756. (No 


752,241. Valve. James W. Master, Los 
Angeles, Cal. Filed Oct. 29, 1903. 
Serial number 179,040. (No model.) 


STRALEY, HASBROUCK & SCHLOEDER, 


Counselors-At-Law 
Solicitors of American and rorelgn Patents 


257 BROADWAY, NEW YORK,N.Y. 
Patents, Designs, Trademarks, Labels and Copyrights. 


=e 


PATENTS 


Patent Causes 
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and 


752,321. Water-Closet Attachment. Paul 


H. Bacon, New Haven, Conn. 
Serial number 184,039. 


Dec. 7, 


1903. 


(No model.) 


752,053. 


Acetylene-Gas Generator. 
fred C. Hiinstein, St. Louis, Mo. 
June 4, 


1902. 


(No model.) 


753.271. 
Stop 
Cock, Joy T. Hut- 
ton, Bronson Mich. 
Filed April 2, 1902. 
Serial No. 101,110. 


Filed 


Al- 
Filed 


Serial number 110,131. 


Automatic 
and Waste 


752,314. 
Tozier, 


Ball-Cock Valve. 
Skowhegan, Me., 
direct and mesne assignments, to Maine 
Valve Company, a corporation of Maine. 


Filed Novy. 14, 1903. 


181,153. 


(No model.) 


Charles C. 
assignor, by 


Serial number 


and Steam Fitters 


Ream Aes picon 


At St. Paul, Minn., J. McMahon, a well- 
known plumber of that city, is a candi- 
date for the democratic nomination for 
Alderman of the Ninth Ward. 

The new plumbing inspector of Spo. 
kane, Wash., has made a fifty cent pen- 
alty for the use of profane language in 
the office, and has posted a sign to that 
effect..A number of fines have been col- 
lected. 

The Board of Public Works at Nash-| 
ville, Tenn.; recently awarded the con- 
tract for building the extension of the! 
cottage factory sewer to the Nashville 
Plumbing Company for $8,233.75. 

The Board of Health at Columbus, 0, 
recently appointed Charles McDevitt 
plumbing inspector to succeed the late 
C. F. De Vennish. Mr. McDevitt was 
very highly recommended. He is a le 
censed journeyman plumber, “| 

Bids have been received for the heat- 
ing and ventilation system of the new 
medical buildings at the State University 
at Cedar Rapids, Ia. ae 

The first floor of the plumbing estab- 
lishment of George D. Worrell, at Mt. 
Holly, N. J., is being fitted up as a show 
room of sanitary goods. He will install 
five up-to-date bath rooms, separate lava- 
tories, wash trays, etc. | 

Bids were opened recently at the 
Treasury Department, Washington, D. C., 
for the steam heating apparatus for the 
public building at Joplin, Mo. There were 
twenty-three bidders, the lowest being 
that of the lowa Mfg. Company, of Oska- 
loosa, Ia., at $3,044. 

Rubaak & Lackman, of Pekin, IIl., have 
secured the heating and plumbing con- 
tract for the American Brewing Com- 
pany’s new building at Kewanee. - 

Ruhaab & Lackman are installing a 
heating system in the Herget building at 
Peoria, Ill. 

The contract for the plumbing in the 
Mullison house at Ann Arbor, Mich., has 
been awarded to Hutzel & Co., of that 
city. E 


( 
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HAVE PURCHASED THE 
STOCK OF PLUMBING SUP- 
PLIES FROM J. REGESTER’S 
SONS CO. 


J. Regester’s Sons Co., of Baltimore, 
have sent out an announcement to the 
trade that they will hereafter confine 
themselves exclusively to the manufac- 
ture of brass goods. : 

They have sold their entire stock of 
plumbing supplies to the Southern Supply 
Company, who has succeeded them in the 
jobbing business at their former store, 
Holliday and Saratoga streets. 

J. Regester’s Sons Co. thank their 
friends and customers for all past favors 
and patronage, and assure them that 
prompt, efficient, and courteous treatment 
awaits them at the hands of the new com 


pany. 


—_——o 90+ so 


Thomas H. Poole, well known to the 
plumbing trade in the Hast, has accepted 
a position with the W. B. Hubbard & Sons 
Co., of 176 Oliver street, Boston, where he 
will be pleased to receive his many 
friends in the trade. ; 
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D. SAUNDERS’ SONS, “=279stur" JARECKI MFG. CO., 


ERIE, PA. 
BRASS WORK ror STEAM, GAS, 
a WATER anv OIL. 

Zi MALLEABLE anno GRAY IRON PIPE 
Lge: FITTINGS, DRAINAGE FITTINGS. 
3. Pipe Threading and Cutting Tools. Write 
for catalogues showing the most complete 
line of % inch to 16 inches for Hand, Belt, 
Engine, and with Electric Motor Attach- 

We can furnish Bolt Threading 
; Attachment for these 
© machines. 


QP ERIE 
| MALLEABLE 
UNIons. 


Copper Packing 


——— sv. 
STOGKS and DIES 
Threading Pipe 14 to 6 in. The larger sizes have CUTTING OFF attachment. These tools are Lighl, 

Strong, and of Superior Design and Finish. Also 


E 2 
PIPE THREADING MACHINES © HANGERS. 
Y to 18 in.. Hand or Power. Send for Catalogue te Best Made. 


- YONKERS, N. Y. 


32 ATHERTON STREET., - e 


When one man can do as much as 
four, there’s a saving somewhere— i 
8) 
ti 


wxTHe FORBES PATENT aces 
———DIE STOCK yp, 


one man can cut and thread any size 
pipe up to 12 inches—and do it quick. 
WRITE FOR CATALOG. 


THE CURTIS & CURTIS CO., 


65 Garden Street, BRIDGEPORT, CONN. 


ARMSTRONG’S TOO 


Genuine Armstrong Stocks and Dies, ( : <> 
Pipe Wrenches, Pipe Cutters. Clamp 
Dogs, Vises, Etc. Pipe Threading and 
Cutting Off Machines for Hand or 
Power. 
A man with a Reed Standard Pipe Wrench will often screw a 


pipe into place while another man equally as good is adjusting 


Catalogue on Request. = = 


THE ARMSTRONG MFG. Co.. 3 


a chain wrench, or one that requires adjustment in place. This 
wrench adjusts itself instantly to all sizes of pipe within its | Mew York Office, 139 Centre St. Brlddenert| Gonn. 
capacity, gripping it firmly with the slightest downward pressure 
on the handle. It never slips. The harder you press down the 
tighter it grips, while the slightest upward pressure cn the handle 
instantly releases it. The action of the jaws is a perfect ratchet, 
each grip being firm and secure. Send for our catalogue “P” of ; 
Plumbers’ and Steamfitters’ Tools. R M es 

LECTRIC FANS 


‘for Direct Current only.and for Ceiling, 


es Desk W ATER IANS 


oe Ne WALL 
oto FoRDESK COL re pRICE 


Reed Manufacturing Co., Erie, Pa. 


ILLUSTRATED CATALOGUE ~~ (0))) 
PRICES AND DISCOUNT SENT ALLATM ADDRESS 


menenrer™sD.L. BATES & BRO 


Will Please Mention St ie + NP ISKENTON ST,DAYTON, OHIO,US.A, — 


a) b ib : 
SUDSCFIDEPS iting to ’Advertisers 


The WARNOCK TOOLS for Smooth Piping 


WARNOCK 


HANDLE SCREW (|i, Specialties 

Our Wrench isin use wherever nickel work is done. . eR x i} | 

Our NEW STRAP VISE (better than blocks) isjust out. 
ASK YOUR DEALER! 


WARNOCH MANUFACTURING CO., Worcester, Mass. 


JENKINS’ DISCS. 


Do not be deceived when you are offered Discs ‘‘just as good” mor a Have all the 
or better than ‘‘Jenkins.” Weare the original manufacturers \ or 2 de L 
of this class of goods, and we have tried to maintain the high seal ood points. 
standard at which they are held by steam users every where. MW 
Insist on having the genuine Jenkins’ Discs, which are always = sul coleman — QUALITY GUARANTEED, 
stamped with our Trade-mark. 
JENKINS BROS., NewYork. Boston, Philadelphia. Chicago 


of the 


TRIMONT MFG. 6O., 


ROXBURY, MASS. 
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St. Louis and Vicinity 2 ymine acd. 


EDITED BY JOHN J. FOY,ST. LOUIS. 


N Sunday, March 20th, visitors 
to the World’s Fair grounds 
were afforded an opportunity 
of seeing the first of the many 
and varied marine effects take 

definite form, 9,000,000 gallons of water 
from the city mains being discharged in- 
to Arrowhead Lake, the beautiful arti- 
ficial basin which is designed t/ eet the 
dual service of affording a means of water 
craft display for the Philippine Islands 
exhibit and as a reserve water supply to 
the Exposition fire pumps in case of 
failure or shutting down of the city 
mains. 


The National Filtering Co. have start- 
ed to erect a plant capable of furnishing 
3,000,000 gallons of water per day as per 
the terms of their contract with the Ex- 
position company. The decision to filter 
all water for the lagoons and waterways 
will add materially to the beauty of this 
magnificently designed portion of the Ex- 
position picture. 


The Chas. F. Starck Plumbing Co. has 
contracted for the plumbing of ten resi- 
dence buildings at No. 3801 to 3819 Fol- 
som avenue for the Exchange Real Estate 
Co., and for eight flat buildings at No. 
4743 to 4749 Washington avenue for C. EH, 
Rhodes. Mr. Starck is also building a 
new row of flats for himself at St. Louis 
and Marcus avenues. 


Wm. Burke is very busy with some 
heavy drainage and water main contracts 
incident to the general improvements be- 
ing made in the yards of the St. Louis 
Terminal Railroad Association. He has 
just completed the plumbing and drainage 
of the Post Office Annex for the Geo. A. 
Fuller Co. and the new Adams Express 
offices for the James A. Stewart Co. 


John F. Corrigan has a $2,000 contract 
in the Moline Plow Co.’s-plant at No. 
2101 Second street. He is pretty busy 
with new residence and department work. 


Jos. Hirschstein is making good prog- 
ress on the Christian Endeavor and Am- 
erican hotels in the Fair Grounds dis- 
trict. He is also completing two apart- 
ment houses for L. J. Evans at No. 4721 
and 4723 Cook avenue. 


Houser & Doerner Plumbing Co. are 
very busy with a nice lot of residence 
and apartment house work, together 
with some special brewery plumbing. 
This week they secured contract for 
plumbing and drainage of a building for 


Wm. Moltgen, at .Grand and Magnolia | 


avenues, 


Wm. Schwehr & Son P. and H. Co., have 
the contract to install plumbing and heat- 
ing in Mrs. Julia Spalding’s residence at 
4246 Nebraska avenue, 

Joyce & Foy are about completed on the 
Wall Hotel at 8th and Pine streets. They 
have contracted for plumbing in three 
Maryland avenue residences for Jos. W. 


Moon and to remodel the plumbing in 
the Wagoner Building at 12th and Pine 
streets to suit the changing of building 
into a hotel. 


Geo. Eckhard, like many conservative 
men, has not made much effort to secure 
contracts, the competition on new work 
being too keen for his liking. He will, 
however, install a nice plumbing job in 
Mrs. Kate Hafner’s new residence, No. 
5372 Windermere place. 


Thomas J. Sheehan has about complet- 
ed $10,000 worth of work for the Suburb- 
an Railroad power house and Offices, a 
considerable portion of it being for ex- 
tension of city water mains to the com- 
pany’s plant and for devising and con- 


’ structing an extensive drainage system. 


The Edwin Ettinger Plumbing Co., who 
recently completed the Metropolitan Ho- 
tel plumbing for Stedelin Bros., have 
contracted with the same parties for 
plumbing and drainage of a temporary 
hotel at the corner of Skinker road and 
De Viverville avenue. Mr. Ettinger re- 
ports ‘business entirely satisfactory. 


Jos, Keane has been awarded contracts 
for plumbing and drainage in two flat 
buildings at 41st and Castleman avenue 
for C. Leibheir. 


Ryffel & Ratz are busy completing their 
$20,000 plumbing contract on the Buck- 
ingham Hotel at Price and Kingshigh- 
way. This week they were awarded the 
plumbing and drainage of G. S. Tebbet’s 
new residence at No. 5460 Delevan ave- 
nue. 


W. J. Johnston has completed plumbing 
of the Milton Hotel at 18th and Chestnut 
streets and is very nearly through on 
the big mercantile structure of the Castle- 
ton Dry Goods Co., at 12th and Washing- 
ten avenue. 


In order to insure plenty of accommo- 


dations to World’s Fair visitors a large 
number of temporary hotels had to be 
constructed and the very excellent build- 
ing laws of St. Louis, which require fire- 
proof construction, brick walls, etc., were 
temporarily suspended in issuing building 
permits, the city protecting itself with an 
ample bond in each case guaranteeing the 
wrecking or removing of the buildings in 
from 30 to 90 days after the close of the 
Exposition. ‘Another concession granted 
was to permit the use of clay soil and 
drain pipes under the buildings instead of 
the cast iron tested systems required by 
the plumbing ordinance. Thousands cf 
dollars’ worth of work was secured by 
local master plumbers based upon the 
concessions made by the city authorities 
for this temporary work. These men 
now find themselves in a predicament— 
the buildings being rushed to early com- 
pletion and the journeymen refusing to 
connect the plumbing to the clay soil 
pipes in ground, 


The journeymen plumbers’ local asso- 
ciation have a part of their constitution 
and by-laws a set of “Working Rules,” 
which provides for their members con- 
structing work according to city ordin- 
ance and such additions to it as they 
have adopted. For example, they insist 
upon drum traps for all bath tubs and 
all lead drum traps must be hand made; 
extended lead traps and traps or bends 
with ferrules attached are prohibited; 
“cup” joints are prohibited and so on 
with various items intended to promote 
the trade interest from a mechanical 
standpoint, and for a greater part of 
which the writer in all sincerity gives 
them credit for honest intentions and 
good results. 


To impede construction on temporary 
buildings for the reasons stated does not, 
however, appear justifiable. They have 
no more ground for action than brick- 
layers, iron workers, fireproofers and 
other mechanics whose work has been 


Reproduction of Postal Card Written to the Plumbers’ Trade Journal by N. P. Trap 


curtailed by the construction concessic 
made by the Building Commissioner ar 
the Board of Public Improvements, 
the building laws and ordinances we: 
rigidly enforced where could capitalis 
be found willing to sink fortunes in hot 
structures for which there would be a 
solutely no use after the Pair perio; 
How would you house the hundreds , 
thousands of transient guests who wi 
seek accommodations? The matter 
broader than a local trade dispute, sin 
by delaying construction work it wi 
hurriedly be advertised throughout tt 
country—exaggerated as such news j 
variably is in a way to reflect upon tt 
city and the Exposition’s readiness 
care for the visiting throngs. 


| 
| 


From the standpoint of a citizen 
seems to me that the objections are j 
timed, to say the least. With the gre; 
Exposition only a month away it is j 
cumbent on every man who is intereste 
in the welfare of St. Louis and the su 
cess of the World’s Fair to lend eyer 
energy toward our being in complet 
readiness. It is not a time for dispute 
or strikes but a time for a display < 
civic pride and of patriotism that wi 
allow nothing to interfere with the pi 
ture of a_ beautiful, hospitable World 
Fair city when the great army of visito1 
commence to arrive on May ist. Yo 
and I are interested in good old St. Louis 
It is a good place to work and a goo 
place to live, and no act of ours shoul 
cause any visitor to say or think othe 
wise. Look ahead! The city’s growt 
and future depends in great measui 
upon the success of the Exposition and | 
in turn depends upon the city’s readines 
to take care of the guests and to impres 
them with the worth, the stability an 
hospitality of our city and its peop 
generally. St. Louisans—big, little, ric 
or poor—wiil be affected for years 1 
come by our attitude at this critic: 
period! . 


“NICKEL PLATE TRAP” HA 
FUN WITH THE PLUMBERS 
TRADE JOURNAL 


Tur PLumMBERS’ TRADE JOURNAL is | 
receipt of a postal card from Red Stor 
Junction, Pa., signed by “N. P. Trap 
and it is of such an excellent piece ‘ 
work that we cannot refrain from pu 
lishing it herewith and giving a little r 
ply tovit. 

We are happy to note that Mr. “N. | 
Trap” is so stuck on the Journat. Ff 
can send us all the money he wants | 
and we will credit him for as many su 
scriptions as he forwards dollars. — 

We furthermore always make it 
point to oblige subscribers, particular 
of the class of Mr. “N. P. Trap,” and V 
hunted all over New York City for tl 
words and music of “Bedelye,”’ and V 
regret to say that the piece is so new th 
it has not struck in here yet, and V 
therefore cannot oblige our correspon 
ent. As soon as it gets to New York Vv 
guarantee to publish it on our front pag 
together with a picture of the author 
it. We have another new piece, howeve 
that has. just reached the Greater Ne 
York, and as a musical gem it heads tl 
list. If it will please our subscriber, \ 
will publish it on our front page instei 
of “Bedelye.” We refer to “Bill Baile 
Won’t You Please Come Home?” 


1 
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DENNEY IMPROVED 


» RIDER & ERICSSON 
HOT AIK PUMPING ENGINES 


For Domestic Water Supply 


AN be operated by anyone. Perfectly safe, noiseless, 
and always ready for service. Important improve- 


ments patented and NOT FOUND IN ANY OTHER 
ENGINE. 

Compare the Denney Improved Ericsson Engino having 
double bearings and connec.ions, heavy cast iron furnace 
with the Old Style Machine with single bearings, spider 
like legs and cheap sheet iron furnace. Buy THE BEST. 


BUILT FOR YEARS BY 


American Machine Co. 
WILMINGTON, DEL. 


_ : ae 2 
RUMSEY PUMP & MACHINE CO., 
@ NEW YORK AGENTS, 
35 Dey Street, New York. 


HOT AIR PUMPING ENGINES. 


There are only two Hot Air Pumping Engines 
which have stood the test of time; they are the 


RIDER AND THE ERICSSON ENGINES. 


There is only one concern which has stood the 
test of time, and thatis: 


THE RIDER-ERICSSON ENGINE CO. 


Every improvement suggested by our wide ex- 
perience has been adop’ 
Send for catalogue ‘‘Bs”’ ‘to nearest office. 


RIDER:ERICSSON ENGINE CO., 


35 Warren St., N. Y. 40 Dearborn St., Chicago. 
239 Franklin St., Boston. 40N. 7th St., Phila 
692 Craig St. ,Monireal, P.Q.22 Pitt St. ‘Sidney, N. S.W. 


Teniente- Rey v1, Havana, Cuba, 
wi we 


No Mechanical device to get out of order, but simp'e Cuustiructio ) 
on a scientific principle. Its water seal cannot be broken by 8)- 
Othe It is Say i and will withstand long evaporation 


have examined, tested and used th: 
t ers Sa ting 3 Trap and find it ali you claim, Cir 
Prices and Traps of Jobbers, 9 


a aa Manufacturing Co., 


Broadway, cer Winth Street- WATERVLEIT. ®% ° 


Zr N-I T H 


Highest Price Gas ‘Rangs 
Cheapest, ‘Gas Range 
Best Gas Range 


RANGE AND OLOSET 
WE WANT ES ee TRADE 


? 
Becausa they always Recommend the Best Goods in their line 


STEPHENSON MANUFACTURING CO., 


209$ ° 
Send for Descriptive J dharani ey een aa ve Xe PP ation this Paper. 
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RECESSED 
DRAINAGE 
FITTINGS 


For Durham and Other Wrought Iron 
Drainage Systems 


Made Black, Tarred or 
Galvanized 


Write us for Catalogue of Steam and Plumbing Goods 


THE 
JOHN DAVIS 
Co. 


GHIGAGO, ILL. 


ECONOMY DIES 
FOR sds OR IRON PIPE 

‘ Have all the 

advantages of 

solid dies,cost 

no more, yet 


PERFECT 


Sewer Trap Mfg. Company, 


Owners of the 


LENHART PATENTS 


Running Trap for gooa 
Style B om Main Office, reasons cut 
CP i 61 Beekman easier and 
wear longer. 
Fully 
Guaranteed 


Send for Catalog and Price vf Stocks and Die; 


F,E. WELLS @ SON CO., 
12 Ridell St. 2 Greenfield, Mass. 


Te SISSON ~ 


-INSERTABLE JOINT 
& Se SOIL 


THREADING TOOLS, 


HAND OR POWER,FOR 
PIPE OR BOLTS,INSURES 


GREATEST RESULTS 
WITH LEAST LABOR. 


ASK US WHY. 
THE OSTER MFG.CO. 


E.PROSPECT ST. 
CLEVELAND,O. U.S.A. 


> 
< 
= 
° 
J 
° 
Sie 
z 
< 
Ve 
i-J 
ro] 
x 
La 
w 
= 
fo} 
a 
° 


ASK YOUR JOBBER FOR LL 


-MANUFACTURED 


+R. ESTABROOKS. SONS 


FIRST & O STREETS — S° BOSTON.MASS. 
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; ?_ Plumbing Material 
Riggs House ~” Sanitary Specialties 


Locations for Industries 
Erie Railroad—New York to Chicago 
INDUSTRIAL DEPARTMENT 

For information address 
LUIS JACKSON, 
Industrial Commissioner,Erie Railroad Company 
21 Cortlandt Street, New York. 


/ The JAMES ROBERTSON MFG CO., Baltimore, Md. 


THE WAYNE 
WATER HEATER 


1 


Opposite U. S. Treasury, one block 
from the White House. Special 


Is the 
Heater 
You 
Want 
For 
Gasoline! 


Also 
Uses 
Natural 
and 
Artificial 
Gas. 


rates for traveling men; hand- 


Clean Sweep Philosophy — 


somely furnished and decorated; 


table best in the city, “After all,” said an expert, “the many Traps 
offered are all good, but give me the Clean 
Sweep for an all around first class article for a 
lavatory fixture.” The candid opinion of an 


unbiased mind. 


O. G. Staples, Proprietor. 


Success- 


Truth stands on its merits, falsehood often fully pally 
makes more noise but lacks the right ring, and Tried Connected. 
therefore is easily detected. Keep to the right, 
ute geod goods, and in the end every plumber a ; pre ? 

and architect, consumer as well, will be bene- & Teste perated. 
HOTEL STE. CLAIRE, fitted. The use of Clean Sweep Fuller Work Under 
DETROIT, - MICH, also shows a discriminating sense of approval that All Easily 
go hand in hand with good business judgment. Conditions Bought. 


They are the kind that make no noise. 
Traps are sold in England, Germany, Norway, 
Canada and United States. 


Rates: 
American 
Plan 


Absolutely 
Fire-proof. 


Hot and 
Cold Water 


Detroit Sanitary Supply Co. 
Sole Manufacturers 
DiE TREO IT Ma CoH 


] With Bath, 
$3.30. 


ALBERT ROLF, 
i 1026-28 Broadway : FT. WAYNE. IND: 


w Wilks 
Hot Water Heater 


AND 


Steel Storage Tanks 


is the Best for Repairing 
PLUMBERS’ PORCELAIN WARE 
, Price, 15 cents. 
anions ce M 1 ia Major’s 
INDRA Rubber Cement, 
a Major’s 
Leather Cement, 


Same Price 
Sold Everywhere 


Alphonse Major, proprietor. 


NEW YORK CITY. 
faa Milbradt’s Rolling FIF TY-TWO 


Shelf Ladders 


are made to fit all kinds of high 
shelvings. and are guaranteed to be 
satisfactory in every respect. Send 
for catalogue and prices. pi eet a 


se JOHN CALANDER, 
146-148 E. 8th St., St. Paul, Minn 


“Questions and Answers °77'S.ritas: prambine”, 


6TH EDITION NOW READY, 


Nearly Double the size of Previous Edition. New Illustra- 
tions. Much additional Information. Price, $1.00 postpaid. 


R. M. STARBUCK & SON, - Hartford, Conn. 


Best in use. 
All Steel 
No Coils. 


No Flues. 


No Cast Iron 
Sections. 


Send for 
our new 
catalogue 


are required just to describe a lot of 


interesting booklets of travel, any one ar@ily 
Epo ees of which can be obtained by sending S. WILKS MFG. CO,, 
Lae aetna : a few cents in stamps. These fifty- 35th and Shields Ave. e CHICAGO, ILL. 


finished complete 
at one operation. 
No changing from two pages make the 
reamer to tap; no 
reversing of ma- 


chine, no watching; 

itstops atthe proper ILLUSTRATED CATALOGUE 
depth and automa:t- 
ically collapses. 


The magnificent through train 
service maintained by the 


“Bic F OUR” 


In connection with the : 
New York Central, Boston & Albany 
and Chesapeake & Ohio Ry’s, 


includes Buffet Parlor, Cafe-Library, 
Dining and Observation Cars, and 


OF THE 


NEW YORK CENTRAL’S 
“FOUR-TRACK SERIES” 


PATENTED 


° Pull Sl rs 
Embracing 37 Books of Travel. a 
Positively Mountains, 
saves from 50 Lak 
per cent, to 75 i . . oS ae Seashore 
per cent.in cost A copy of this catalogue will be sent free, postpaid East, OTe, 
of BPP INE. ee to any address on receipt of a two-cent stamp, by George West, ne 


circular sent ‘ 
on application Val Daniels, General Passenger Agent, Grand Central 
Le Station, New York. 


The MURCHEY MACHINE & TOOL C0., 


64 Second Street, - DETROIT, MICH, 


Write for rates and folders. 
Warrea J. Lynch, B®. P. Depge, 
Gen’l Pass. &Tkt. Agt. Asst. Gen’l P. &T.A- 
@ercumarti, Onte. 
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SMOOTH-ON Siliie 


A silicated Iron Cement for connecting Bell and 
Spigot Cast-Iron Soil Pipe in place of Lead. 
Joints are easily and quickly made. 

Sold in 5, 10 and 25 pound red labeled tins, 


J. B.CAMPBELL BRASS WORKS. 


ERIE, PA. 


SILL COCKS 


- E : ay. 
ANGL WHEEL g IRON CEMENT 
OR OR No. 4 
J a = o KEY will repair TaaKy Bailar? piping, etc. It will 


withstand fire, water, steam and oil; it expands 
and contracts the same asiron. Write for cata- 
loguesand prices. Sold in 5,10 and 25 pound blue 
labeled tins. 


SMOOTH-ON MFG. CO., 


672-874 id lad aed aye JERSEY CITY, N. J. 
Chicago Office, - 61 N. Jefferson St, Chieage, i. 


Plumbers’ Beans Work 


Prices on Application. 


CHAMPION HOT WATER 
COMBINATION HEATERS 


America’s Famous Resort 


THIS HEATER IS MADE FOR USE IN BARBER SHOPS 


It is efficient. It is durable. 

It is compact. It is non-rustable. 

It has a large cone-shaped heating surface and 
the heating cone can be easily taken apart for 
the removal of scale and other deposit. 


Atlantic City 


Three Hours 


from Heater with 

WRITE FOR A CIRCULAR AND DISCOUNT. Base and 

New York two Ring 
e Sections 


Attached. 


New Jersey 
| Central 


The ADAM 


Solid Ves‘ibule Equipment. 
Buffet Parlor Cars. 


INSTANTANEOUS 
WATER HEATER 


They fit any furnace and will heat 
porticns of the building where 
hot air will not flow. 


Trains aT - - 9:40A, M.—3:40 P. M. 
Scnpays, 9:40:A. M. 
STATIONS: 

Ft. Liberty St., N. R. & South Ferry 
lus 'rt2d book on application. 
C. M. BURT, General Pass. Agt., N.Y. 


SOLD ONLY TO THE TRADE Made from 50 to 700 ft. capacity. 


W. J. ADAM, 


JOLIET, ILlS. 
Send for Latest Catalogue 


Write for prices and pamphlet. 


FRANK D. STOLZ, 
156 Webster Ave. =e CHICAGO. 


Urinals, Water Closets, Platforms, Base. 


NEW YORK SLATE WORKS, 


493 E. 138th St., New York. 


Water Pressure Regulator 


For dwellings and domestic purposes, Hotels 
and Public Buildings. 


She 


U. S. HIGH PRESSURE BALL COCK. AYRES “ADOPTED 
CURTIS ENGINEERING SPECIALTIES. BY THE 
Send For Catalogue. I N L E T DEPARTMENT 
Julian d’Este Company, *“gostov. MASS. gee OF BUILDINGS 
NE OF GREATER 
MIN ERAL WOOL AeeRE ate || NEW YoRK 
OUTLET 
For covering Steam and Water Pipes is superior to anything THE HART-AYERS FOR SALE BY 


in the Market. Samples and Circulars Free, 


UNITED STATES MINERAL WOOL CO., 


143 Liberty Street, New York. 


PLUMBING CO., 


4th Aveand Degraw St., 
BROOKLYN, N.Y- 


C. & D. TANKS AND SEATS 


IN 
CAST IRON AND COPPER LINED 


Over Head Tubular and Plain Showers, 

Baths, Steel Copper Lined, Enameline, 

White Metal and Solid Copper. 
MANUFACTURED BY 


COYNE & DELANY, 
303-309 Rodney Street, Brooklyn, N. Y.¢ 
Prices on Request. e Telephone 878 Williamsburg. 


DEALERS ONLY. 


LAWLER’S PATENTED 


GAS REGISTER HEATER 


No such powerful heaterinvented. Handsome, too 


Will heat a large room, small cost for gas, 
Now is the time to make money bandling it. 


Every Plumber should sell it. 

We make a big line of Steam, Water and Gas 
Specialties. 

Have you our Catalogue? 

If not ask for copy. 


LAWLER REGULATOR CO., 


20 W, Houston St. . * NEW YORK CITY. 


ee oe 
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THE PAYNE 
FROST PROOF CLOSETS 


Adapted for Cellar and Yard Installation 


is the most economical and up-to 
device on the market for furnis ing 
hot water for household purposes 


Write for Catalog. 


We build 
it for you. 


Ready to set 
on trap. 


It cannot 
be botched. 


Requires 
NO PIT. 


Cannot be- 
come air 
bound. 


Prices Right. 


Valveisa 


Get our = Luxury. — 
Descriptive THOMAS P. FORD COMPANY, 
Peed fie op Circular. Edward P.Brock& Co. 104 High’st.1 © Centre Street NEV eae 


WRITE FOR PRICES AND DISCOUNTS. 


Pittsburg Brass Mfg. Co., 


—MANUFACTURERS - ; o 
Penn Ave. & 32d St., = PITTSBURG, PA. Combination No. 2 


Manufacturers of 


High Grade Closet 
Combinations 


(Prices on Application) 


FERGUSON SUPPLY COMPANY, Ltd., 


SUCCESSORS TO 
Ferguson-Marcellus Co.,. Ltd. 


Tydld JOuVHOsid 


OPERATED BY WATER OR STEAM PRESSU P 


IT IS THE BEST; THEREFORE THE CHEAPEST, It is used in 
GRAND RAPIDS, 7 S c MICH. cipal and U. S. Government Departments, endorsed by leading sanitary 
and is guaranteed to do what is claimed for it SOLD TO THE TRADE 
Write for Circular and testimonials, 


Manufacturers and Jobbers of Hign Grade 
Plumbing and Heating Supplies. 


PHILIP BRAENDER, ~ 47 W. 125th St, New Y 


W. N, McKenna, 753 Chestnut Street, Boston Mass 
SALES acents{™ E. Douglass, 40 Dearborn Street, Chicago, Tul, 


—— 


SANITA ECONOMIC 


Kitchen and Pantry 


= Wrought Steel, SINKS | 
-S > 
il Plain: Painted (inside and out) 
rh zz - Galvanized; B 
G My Blue Enameled: Agate (Enamel- 


ed Gray); Crystal (Enameled 


Light Gray; White (Enameled 
blue outside). 


Combination Overflow, 
~ Overflow Protector, 
Strainer Outlet. 
PLUMBERS’ TRADE JOURNAL Air Cha Plug Outlet. ae : 
° mbers in Sink Backs. ; : ‘, 
LALANCE & GROSJEAN MFG.CO. ea ; aN Compare it with others you hav 


NEW YORK, CHICAGO, BOSTON. ; if } 


installed. Requires no pit, Has_ 
a good strong flush, Operation — 
is perfect. Itisthe closet that 
the customer wants. _ a4 


| Write for Prices and Catalog. 
| PHILIP HAAS@@ 
H MANUFACTURER and PATENT 2 
28 South Jefferson St., - Day 


Cast Iron 
\ Soil Pipe. 
} Cast Iron 


| 
| 
| 
| 


CHARLES MILLAR & SON CO., Selling Agents, Utica, N.Y. 


2 
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punt Profits 


by your list of satisfied 
customers. Paying 
patronage is not easily 
/ lost when best materials 
are used. ; 


—~~a GET ONE OF G&_— 


WADE’S BACK-WATER GATE VALVES 


Profitable Patent and Trade-Mark for Sale. 1 
GheRex Basin ?2"( Bath Waste 


Patented 1896 CopYRIGHTED 1897. 
Patent ALLowep OcToBER, 1903. 


Which will prevent Flooded Cellars, Flush your Sewerse 
and Absolutely Eliminate Sewer Gas from your building. ; : 
Fits any Basin, and 

has never been 


SEND FOR CATALQG 
equaled in simplic- 


FI 5 
a 
5 2 
i 
Wisconsin a 
G hit IRON SANITARY i E 5 als selling 
rapnite Pa ‘ 
; : MANUFACTURING 2 ee A simple turning 
Pipe Joint COMPANY =} ee handle on the slab 
Paste 52-54 Dearborn St., & 5 3 eae etc aee 
stays where put. Meals CHICAGO, ILL. & 3 8 the cone F of basket 
= E to open the stop- 


, leaks and eracks. 


ee ee ee per D. 
Gloss: cos Bee a oo acapella ape The basket pre- 
THOMAS MADDOCK. OHN M CK WILLIAM B, MADDOCKE, vents loss of rings 
AD or jewels, is instant- 
WISCONSIN GRAPHITE COMPANY, J DO & SONS, ly ‘cleaned, and re- 
COALPORT, - - - < TRENTON, N. d. movab of stopper D 


andbasket E with the 
slide G moved back, affords a clear pas- 
sage and clean sweep do wn to the trap. 
Thousands in successful operation, 
and endorsed by many leading Plumbers. 
The Patent, Trade-mark and every 
thing pertaining to it will be sold with- 
out reserve. : 
FOR PARTICUI ARS ADDRESS 


Ss. W. LEWIS, 
51 ELDERT ST., BROOKLYN, N. Y. 


PITTSBURG, PA. 
Manufacturers of 


Steamship, Car Builders’ and Plumbers’ Earthenware. 
Sanitary Specialties of Every Description. 


ToT, A eee 


» bed NS in tin inintindindl 


Gilis Automatic Cellar Drainer | 


OPERATED BY STEAM OR WATER PRESSURE. 


f ee machines are superior to all 
other Drainers on the market 


‘We make six dif- 
erent styles of traps. 
\ll fittings are of 
ast brass. No stamp- 
ng or bent tubes 


PLUMBERS WANTED 
To Use Allbe’s Wiping Cloths 


ised. owing to their simplicity of construc- ier nas ptt fs c: ~—e 
iS . aC rrin a Ss F om a 
the CLIMAX tion, capacity, and ability to perform 314x3 and Smaller. eae 
is best. a duty sory ie not require Bi4xsi¢ to 4x5 
rainers; have an indirect action per- é 2 15 
Manufactured by t ss P In ordering state size of wiping edge first. 


mitting the Drainer always to be on at 
full pressure or entirely closed; can be 
adjusted to any desired point. Prices 
on application. 


FOR SALE BY 


.. New York City. 1 


U. 8. stamps taken, Of your jobber or 
direct from 


CHAS. A. ALLBE, 
53 Stebbins St. SPRINGFIELD. MASS, 


UR NEW BINDER. A serviceable and 
handy arrangement for holding THE 
PLUMBERS’ TRADE JOURNAL, Will be sent 


THE CLIMAX 
SPECIALTY CO. 
Seneca Falis, N.Y. 

The largest manu- 
facturers of plumb- 
srs’ specialties in the 
world. 


PATENTED AUGUST, 1901. 
THE-EELIS COMPANY, 216 West 23d St 


oo 


FREE to any subscriber senaing us a 
new subscription, or sent post paid for td 
35 cents. 


handy arrangement for holding THE 
PuiomBeRs’ TRADE JOURNAL, will be sent 
FREE to any subsoriber sending us a 
new gubscription, or sent post paid for @ 


~ UR NEW BINDER. A serviceable and t 


Wecan handle anything 


35 cen 
in the 


The Koven Galvanized 


Plumbing, Heati 
“ron’’ RangeBoilers, Tanks Plumbing, Heating 


We are Sole Manufacturers Electrical Lines 


and Selling Agents of the 
“HS. Renton” FLOOR FLANGE 
and ASBESTO-GRAPHITE GAS- 
KET. (Patented.) Solid, Sub- 
stantial. Sanitary. Approved 


provided with coils, 


for heating water b 
: Y Having acquaintance with the railroads 


and manufactures of agricultural im- 
plements. We want to get hold of a 
good steel and wrought iron pipe ac- 
count. We have the influence and 
facilities for conducting an immense 
supply business, and desire to hear 
from any one interested sufficiently 
along the lines we have spoken, to 
have us represent them in territory 
from Chicago West. 


steam, Expansion Shove it over 


Tanks, Heavy Sheet Closet Spud 
Iron and Plate Steel 


Work for all pur- 
by the Building Departments 


of New York City and Brook 
lyn. 


“mre poses. 


L. O. KOVEN & BRO,, 
Office: go Cliff St,, New York. 


ADDRESS 


50 Gy eee Oo, au 
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W.R. OSTRANDER & CO., 
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- = dé 

* 

Aly SRENTON pat'n DEC. 29.1905 4 
: 


Fits any Closet 


<a nnn F. N. Du Bois @ Co., 


Plumbers’ Supplies, 


243-245 Ninth Ave., Cor. 25thSt. NEW YORK Tube and 


Fiectric 
Supplies. 
Factory: 
1433 DeKalb Ave. GROOKLY® 


WATER MOTORS FOR ALL KINDS OF POWER, 


oe 


viii The Plumbers’ Trade Journal, Steam and Hot Water eee ; 


Monument Pottery Co., | ie Wolf Manufacturing ; 
| Trenton, N. J., s INCRE 


U.S. A. Plumbing Goods 
KOSH 


of Every Description 
Chicago, Illinois, U.S. A. 


i i 7 i ! "i, 


Manufacturers of Monument Porcelain. 


KEOK 
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Bath Tubs, Lavatories, Kitchen Sinks, Drinking Foun- Wolff S 
tains, Etc. Also Monument Solid Porcelain Special e 
Fixtures for Hospitals, Government Barracks, Etc. Star 


Pattern 


Special designs made to order. We have ready for 


distribution Catalogue A, which we would be pleased 
to send upon receipt of application. In this catalogue 
we illustrate a complete line of goods as manufactured 
by us. Address all communications to 


F-3500—(Stop aa Waste) 


“The above is a new design (Patent applied for) heavy Stop and Waste Cock— 
in our “F’’ catalogue —made of absolutely new metal, perfectly ground a 
of the best workmanship throughout. 


SEND FOR ILLUSTRATED PRICE LIST 


Monument Pottery Co., 
TRENTON, N. J. 


Morgan & Wright}| | To the Trade 
[ orce Cups _ Season 1903-1904 


Are Standard = || GAS NOVELTIES 


a a MANUFACTURED BY 4 
in Quality. THE GAS TIP & SELF LICHTER COMPANY 


Our $3.00 sample lot wlll be forwarded, upon receipt of price, 
any dealer or agent for gas burning novelties, This charge = 
_ Dartially covers the cost of manufacture. Express prepaid. — } 


Thoroughly a THE LIST INCLUDES: Ke 
Reliable Fuller Balls Self-Lighting Torch for Burners and Stoves 


Goode Basin Plugs Self. Lighting Cap and Mantle 
poet Rubber. © ; Self-Lighting No Match Burner é 
CSD ubber Tonnections Gas Governor Checks for Stoves and Ranges __ 
3 Tubing Gregory’s Governor Burners, 2, 3, 4, 5 and6 ft. — 
~ Elbows Aluminum Tips with gas checks ; 
Aluminum Tips, assorted sizes 
Etc: One Pocket Gas Stove. One Red Hot Disc Heatee 
One ous Sua Light and Oe Poe M 
One ew York GasLamp with 100 41-2inch 
SEND FOR CATALOG. : 
“Wholesale jobbing prices will accompany samples. Our new 


BpEs) tne of novellies is, without question, the best selling articles ever 

Ca ea ; . offered to the public. eel’ for Catalogue. 
LSSBBEESZ A ‘ : 
Morgan & Wright, h Address ail orders to ei 


CHICAGO THE GAS TIP & SELF LIGHTER Co 


New York, St. Louis, 25 WEST BROADWAY, NEW YORK. — 
Dayton, O. San Francisco. G. H. Gregory, Manager. 
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‘We Want Agents to » Sell .: = Filters> 


HYGEIA FILTER COMPANY, First and Larned Streets, Detroit, M 
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Copyright 1904 by JM Heatberton, 10 cts. a copy $1.00 per year 


No use looking for . The name 


Cleveland Cocks ‘Cleveland ” 
*“Seconds,” there are none, is never stamped 
never will be. on a poor bibb. 


‘hes Gentral. Brasse wil on 
Cleveland. 


Com 


. Iron Body Composition Mounted Valves 
With Parallel Bronze Seats 
For Ordinary and Heavy Pressures. 


Selt-Packing Stem 


A trial will 
convince 
you of their 
« (superiority 
pajolver all 
= j others. 


Guaranteed 5 
not to leak ; 
at highest| / 
pressure. 


With or Without By-Pass 
WRITE FOR CATALOGUE AND PRICES 


THE KENNEDY WEEE MFG. CO., 


61 Beekman &t. e NEW YORK. 


ee 


fire You Having 
Trouble 
E With Your 


What’s the matter with 


THERE ALL RIGHT. 


ALL THE WORLD’S FAIR BUILDINGS 


"If so try the 
ch are being equipped with them. 


; : MADE BY 
Known and sold by every jobber. 


MANUFACTURED BY 


J. J. RYAN @ CO., 
CHICAGO. 
New York Representative: 


THOS. H. HUTCHINSON, 
101 Beekman Street, 


Who Manufacture all kinas of 


Hose Carts, Reels 
and Hump Racks. 


GRAVITY & PRESSURE FILTERS ano WATER SOFTENING PLANTS 


CONSTRUCTED UNDER THE WELL-KNOWN 
NEW YORK, CONTINENTAL, JEWELL, HYATT, WARREN, NATIONAL AND BLESSING PATENTS 


FOR BUILDINGS OF ALL KINDS REQUIRING CLEAR, BRIGHT AND PURE WATER. 
The New York Continental Jewell Filtration Co., General Contractors 


15 BROAD ST., NEW YORK. 40 W. QUINCY ST., CHICAGO, ILL. 


Standard Gas Fixture Co., sdUNnb BROOK, N. J. 
MANUFACTURERS OF 


Staple Brass Gas Fixture Fittings, Brackets, penne fs 


NO ALUM BONE BLACK ONLY 


The Cummings Filter Co., 


Manufacturers of 


Pure, Clear and Soft Water for all Purposes. 


Filters made in all Sizes 


THEY, GIVE COMPLETE @rrckacsiax es pe { 8 Wood St., PITTSBURG, PA. 
= 


for latest Catalogues 0 
an Ses HEATER rn Co. Offices 4 18 South 7th St., PHILADELPHIA, PA. 


NY: BRANCH Ml Fir Avenue, FRANKLIN STREET, e a 2 | 20.24 East 20th St., NEW YORK CITY. 


A BEAUTY 
*& THE COLONIAL 


8 in. ROLL RIM. 30 


= = —— 


THE BEST CHINA GLOSS ENAMEL 


‘FULLY GUARANTEED 


GET OUR PRICE—YOUR ORDER WILL FOLLOW 


FLECK BROS. CoO., 


PHILADELPHIA * 


“WINCHESTER” Heaters are 
good heaters. They are designed to 
make heat, and their record shows that 
they do it to the satisfaction of every — 
user, no matter how large or how small 
his building. Most fitters now instal] - 


them, Smith & Thayer Company 
Boston, Mass. ie 


New York Office, Fuller (Flatiron) Building, Cor, 
Broadway and Fifth Ave, 


Best Herringbone Ticking—16 ply—75cts. postpaid 

Best Moleskin-heavy-No Rough Edge—$1 postpaid 
WIPING With each order we send sample of our 
CLOTHS Special Wiping Cloth Preparation. 


Write for Catalog of our Publications, Tools, etc, 
w ANY SIZE R. M. STARBUCH, o © Hartford, Conn, | 


THE OBERLE PIPE SUPPORT FITTINGS © 


PAT; MAY 21- 1901 
FOR SUPPORTING 
DRAIN PIPES, 
STEAM MAINS, 


Gives the Plumber 
and Fitter a chance to 
use the waste wrought 

f, 2nd cast iron pipe, 
ETC. 


f\ Can furnish fittin 
Catalogs and discounts \\\Qy. for any desired pitch 


Sanitary Earthenware 


(Railway and Marine Earthenware) 


MANUFACTURED BY 


Thos: Maddock’s Sons Co., 
Trenton, N. J. 


We make a specialty of China Trimmings forBrass Work 
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SEALS WITH C? 
WITHOUT, WATER 


TRAP 
'$.25.2 5.8 


THE PECK BROS. & COMPANY, 


New York ; 


( ~ 


FARNAN 


Pat. SEWER-GAS and BACK 


For Wash Bowls, Sinks, Batiis and Wash Tubs. 
WEST CLEVELAND, - - - 


Read and Ponder 


Then Use The 
Acme Roof Flange. 


No Lead Pot to carry on the roof, as it is complete in 
itself, wlth no joint to run and still-makes a perfect 
metal connection the same as if poured. 

Over 200,000 now in use. 


PUT INTO THE WHITE HOUSE BY THE U. S. GOVERNME*T_ 


S 
WATER TRAP 


F. E. CUDELL’ 


New Haven, 
Conn. 


BRASS | CLEVELAND 


WORKS j © onio. 


WRITE FOR CATALOGUE, 


; ACME MANUFACTURING Co,, 


W. Somerville, Mass. 


MUELLER STOP ano WASTE COCK 


C-137 
Lead and Iron Stop and Waste, Nut and Washer 
Bottom, Tee or Lever handle, right or loft hand. 

_No matter how little the customer may know about 
plumbing goods, he is usually too shrewd to go to the 
same plumber twice if his goods have given him trouble. 

Mueller Stop Cocks have the good features of con- 
struction and operation that insure the customer against 
annoyance. The plumber who uses them once on a 
customer’s work can depend upon his continued 
patronage. 


Mueller Stop Cocks have good castings, the machine work on them is first-class 
and the plugs are carefully ground into the body. 

Each Mueller Cock is given a working test with 200 pounds hydraulic pressure, and 
is unconditionally guaranteed. 


- OHIO. 


Mueller Stop Cocks can be seen on exhibition at 
the MUELLER EXHIBIT, on E Street, between 4th 
and 5th Streets, Palace of Manufactures, World’s 
Fair, St. Louis, April 30—December 1, 1904. 


H. MUELLER MFC. CO.,DECATUR,ILL.U.S.A. 


EG LGR 
Manhattan Closet 
with 
INES TREAD Faye 
JLJOKS Isl WANA 


Plate 2336—E 


PVEDdER 


Write for 
illustrated Booklet on 
Nethery Flush Valves 


PEL. 


When you want THE BEST you want 


Monarch Cocks 
Monarch Bibbs 


MADE IN ALL STYLES AND SIZES. 


The highest Quality 
OF 


SANITARY 
PLUMBING 
APPLIANCES 


Ground Key-Compression-Fuller Work 
Are made by ‘ 


ASK 
your Ihe Monarch Brass Co., 


JOBBER CLEVELAND, 
OHIO. 


¢ 


Boston 
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BUY. <a 


THEY ARE THE MOST RELIABLE, DURABLE AND ECONOMICAL. 


g2 CO ies enero LA CAAA AAN 


This Lavatory 


Dimensions 21 | |} ~ : can be furnished 


wo 


by 19 inch. Large : fil] with concealed 


CATALOGUE 
MAILED 
FROM 
NEW YORK 
OFFICE 
ON 
REQUEST. 


oval Basin with brackets if de- 


outlet at back F sired. 


SAR ‘ | ees 


PLATE 56 


we 


Above illustration shows another of our superior ‘“‘Sout-hern Beauty”’ one 
Piece, Porcelain Enameled Iron Lavat.ories wit-h apron, deep roll recessed 
back, and Jarge shell pat-tern soap dish, cast. intergral. 

f 


Write for new booklet showing our complete line of enameled iron ware. 


Ohe Cahill Iron Works, 
CHATTANOOGA, TENN. 


THOS. H. HUTCHINSON, 101 BeeKman St., 
NEW YORK REPRESENTATIVE 


NEW YORK OFFICE: 
St. James Building, B’way and 26th St. 


A Good Job— 
The Best Ad 


Triton Radiators 


One Column, 
Two Column, 


: Three Column, 
4 Of) Four Column, 
Five Column, Window, 
Wall Radiator. 


( autad Wa z Two Column, 

q Two Column, Plain. 
Trito Three Column, Plain. 

Three Column, Direct-Indirect. 


Perfect, Pin Indirect, 


IN ALL HEIGHTS. CAN YOU BEAT THIS LINE? 


Manufactured by 


United States Radiator Co., 


DUNKIRK, N. Y. 


BRANCHES: ; 
NEW YORK—1519 Fuller Building. WASHINGTON—68 Corcoran Bldg. 
MINNEAPOLIS—432 Guaranty Building. 
WAREHOUSES: 
JERSEY CITY, N.J. MINNEAPOLIS. MINN. 


Square Back, Oval Front, High Back Lavatory 


Every jobin which the Trenton Potteries Co’s Ideal Porcelainware !s used, {s 8 
standing advertlsement of your business. People see the work, like it. and ree 
solve to have the same kind of work themselves. So your patronage Keeps 
on growing. 


Trenton Potteries Company, 


TRENTON, N. Je 
SELLS TO JOBBERS ONbY: 


*. oe 
. 
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COPYRIGHT, 1904, 
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Published at 61 Beekman Street, New York City, N. Y. NEW YORK, MAY 1, 1904. 
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FOR DESCRIPTION OF THE FERGUSON SUPPLY COMPANY’S 
PLANT SEE PAGE 476 


A View of the Main Showroom in the Ferguson Supply Company, Ltd., Building at Grand Rapids, Mich. One of the most Complete in the Middle West 
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JW ECHANICAL DRAWING FOR PLUMBERS 


THE ESTIMATING OF PLUMBING WORK 


ARTICLE XXI—BY R. M. STARBUCK 


S will be seen by reference to 


department building shown in 
our last article, each flat is 
supplied with a refrigerator 
and each line of refrigera- 
tors on the two sides of the building is 
served by a line of waste or drip pipe. 


YEscis- 
coe cree 
gr. 


< 
Loors ara car 


A Lrrow 


ie galv. uraste 
on Arie PX Peo 
Loos. 


steruin 
txators 
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ie 


Dx Fex wy) 


Megxrigerartor 2 
waste or ATILP PI Pe 
carrita om celiar 
Wey Aes) Sane ee 


Figo. ua.-Evevarion oF 
RerriceRATOR Worn. 
This pipe is usually of galvanized 
wrought iron, as stated by the note at- 
tached to Fig. 114, which shows the re- 
frigerator work of the building under 
consideration. As the connection of 
each of the two refrigerators on the sec- 
ond and third floors into the main line 
of waste is the same as that on the first 
floor, we simply show the latter, with 
the drip sink and its connections below. 
All modern ordinances prohibit direct 
connection of the refrigerator with the 


CeiVarx 
Bottom 


Fico. 115.-Raim LEADER 
CONNECTIONS 


drainage system, and reference to our 
sketch will show that the line is discon- 
nected at the sink, simply carrying the 
drip from the refrigerators into the sink, 
and the sink being trapped and vented in 
the usual manner as shown here. 


the floor plan of the six flat! 


AURIS GWHSSey Rewari 
imto bath room 


A note on Fig. 114, and also one on 
Fig. 118, call attention to the fact that 
the vent from this sink is carried into 
the bath room main vent line. The use 
of a note, as in this case, often saves the 
labor and space involved in showing 
such work as it actually exists. In Fig. 
115 we give a sketch showing in detail 
the connection of one of the rain leaders 
into the drainage system. It will be no- 
ticed that the leader is not provided with 
a trap. As a general thing, wherever 
there is a main trap no separate traps 
are placed on the rain leaders. If there 
were no main trap on this system, how- 
ever, it would be necessary to trap sepa- 
rately each line of rain leaders. 

Fig. 116 gives a sketch in detail of the 


Vsti OlOx 


eX 
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cellar drainage. 


It represents a well 
formed in the concrete cellar bottom, 
with the hub end of a P trap cemented 
into the bottom of the well, and connect- 
ed with the main drain. Into this well 
the various lines of sub-soil drain are 
carried. In some cities it is required by 
ordinance to carry the water supply di- 
rect to the cellar drainage well, so that 
in the event of a drought and the conse- 
quent evaporation of the trap seal, the 
seal may be renewed. 

With the main trap, however, this dan- 
ger is not so much to be feared, for the 
main trap acts as a safeguard to the en- 
trance of sewer gas through the cellar 
drainage system. 

The sketch shown in Fig. 117 shows 


Well Sormead 
im Comerete 
Cellar Bottom 


TImto Mair Dryain 


Fie. we - Cerrar DRaAin- 
Roe ConnNecTions. 


the work connected with the drainage sys- 
tem usually found at the front cellar 
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wall. In order to economize space, in- 


. stead of carrying the fresh air inlet up 


to a proper height, we have carried it 
low, and by cutting off the cellar wall, 
the fact that the full height is not shown 
is made known. The concrete is shown 


Fresk Air Inlet > 
Si 


Concrete 
advice Bottom 


. PAG 
Main Trap 


make such a drawing full size. The - 
ing must, however, show everything i 
its proper proportion, and therefore j 
order to get his work on a sheet of sui 
able size, he selects some scale. For i: 
stance, he may make his drawing on 


ee | 


2 Ot eines 


: ! 
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c ellar Wall 


Fio.wr-Main TRAP AND FResH Aim INLET CoNNECTIONS ,ETC., 


with a well formed about the cleanouts 
on the main trap, so that easy access may 
be had to them. Cast iron soil pipe 1s 
shown carried two lengths or ten feet 
outside the cellar wall, where it is en- 
tered into the tile drain. 

This provision is made in most ordi- 
nances, to provide against the leaching 
back into the celiar of sewage that might 
escape from the tile drain if for any rea- 
son broken at some future time. The 
fresh air inlet is represented as carried 
underground twenty feet out into the 
lawn, and brought up to the surface, 
ending in a ventilating cap. The carry- 
ing of the inlet twenty feet away from 
windows and doors is a sanitary pro- 
vision required by many ordinances. 

Although not so difficult to execute as 
much of the preceding exercise work, it 
will do the reader no harm to practice 
on the work shown in these four 
sketches. 

As we intimated in our last article, we 
have come to a point now where it is 
necessary to use an exact scale, both in 
laying out drawings and in taking di- 
mensions from drawings. 


2 \3 WG 3 \o 1h WS 


scale of 1-16 inch to 1 foot, and if s 
each 1-16 inch on the drawing represen 
a foot on the property which is beir 
mapped out. 

This is a reducing scale. 

Now on the other hand, the draught 
man may be required to make drawin; 
of some very small machine part, pe 
haps so small that when all the dime 
sions are placed upon it, it will be co 
fused, and trouble the workman to woi 
from it. 

In this case it is necessary to choo: 
a scale which will enlarge the drawin 
A scale of 2 inches equal 1 inch is pos: 
bly used, and in this case, when tl 
drawing is complete, a measurement ¢ 
it of 2 inches represents 1 inch on tl 
piece itself. 

Now, in the work which we are follo' 
ing, we shall have use for both the r 
ducing and increasing scales, but mo 
especially for the former. 

In Figs. 118, 119 and 120 we show thr 
common reducing scales, and in Fig. 1! 
a common increasing scale. 

The double scale (Fig. 121) or 1% | 
triple scale, will be found of use in tl 
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Seale Ye =\ gt. 


Fio.120. Scale Ye =\ x. 


AGor ten 


It will no doubt already be known to 
most of our readers what the purpose of 
scale drawings is. 

As an example, let us suppose that the 
civil engineer is getting out a map of 
property covering several acres. It is 
obvious that it is utterly impossible to 


Double Scale. 


practice work which we have been & 
ing, in making an enlarged drawing fr¢ 
a smaller one. If there is a measu 
ment of 114 inch on the smaller drawi! 
and the double scale is being used, | 
represent that dimension on the | 
larged drawing, three inches of the d' 


re 
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S ¢ ¢ 
A POINTED ARGUMENT 
Wes As 


What more pointed argument for your trade 


could we advance than the way in which our busi- 


ness has grown ? A steady increase till the annual sales are now 


nearly two and one-half times what they were six years ago. 

The little fellow of 18972 has developed int.o 
the giant of 1903, because we best. meet the 
plumber’s demands on quality, price and service. 


We have no hobby to ride. We are here to 


give you what you want. The very reason we 


handle no goods that cannot be relied on, is 
because we Hnow that no good plumber wants XQ 
them. 


There is a satisfaction in dealing with a 
house whose lowest priced goods can be abso- a 
lutely relied on, isn’t there? If you want this 
assurance—if you are after prompt de- 
livery of goods, at prices only possible 
in an establishment as large as ours—it 
will pay you to decide now to make this 


your supply headquarters for 1904. 


Siice JONES & CADBURY Co. 


GENERAL OFFICES AND SHOWROOMS, 


1130-1144 RIDCE AVENUE, 
PHILADELPHIA, PA., U. S. A. 


IRON FOUNDRY, 
NORRISTOWN, PA, 


1897* 1903* 
*The height of the figures is proportional to our sales in the years indicated 
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(Continued from Preceeding Page) 


ble scale must be taken, that is, from 0 
to 3 on Fig. 121. 

The small divisions at the ieft of this 
scale represent fractions of an inch, each 
of the smallest divisions representing 1-16 
inch, the next larger 144 inch, the next 4 
inch, and finally % inch. 

Fig. 120 shows a scale of % inch equals 
1 foot, and is a scale that is sometimes 
used, though not so often as the 44 inch 
and 1% inch. The % inch scale will be 
found very handy in making a large 
drawing of small work, for instance, in 
making a good sized drawing of the 
plans and elevations of the plumbing for 
a small house. It must be understood 


fo fer tecrmerytita error Petar tabiey 


that in Fig. 120, for instance, each’ fig- 
ured division represents a full inch on a 
drawing which is drawn to a scale of % 
inch equal 1 foot. Therefore, the full 
length of the scale shown would repre- 
sent 14 inches, on the scale drawing, 
though measuring actually only half that 
amount. 

We have chosen to consider lastly the 
two scales which are most important in 
this work, that is, the 14, and ¥% inch 
scales shown in Figs. 118 and 119. In 
our next article these two scales will be 
considered fully, and examples of their 
application given. 

(To be continued.) 


By PHILIP F. GRACE (GALENA) 
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ARTICLE IX. 


E will begin the ninth paper 
by following along the lines 
of the eighth paper in a cer- 
tain measure, for the rea- 
son that those subjects can- 
not be touched on lightly 

and be dropped for good. 

Once again attention is called to the 
daily papers which desire to make rec- 
ords for themselves in agitating a mat- 
ter which they, it is to be hoped, hon- 
estly think will redound to the benefit of 
the public. 

It is agitate in the morning, with more 
agitation in the afternoon, and still more 
and more of it at night; for many of the 
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In the near future the Sanitary Journal will be 
published twice daily 

daily papers publish an edition, not only 

in the evening but should the slightest 

occasion require run off two or three in 

the middle of the day or in the evening. 


A cynical western plumber who was 
called to New York on business and stay- 
ed a week in town, remarked that some 
and many of the New York papers would 
publish an extra or “throw fits,” as he 
termed it, every hour in the day if only 
a car horse dropped in his tracks. 


But those publishers knew and still 
know the temper of the American peo- 
ple and continue to agitate until at last 
the people per force take notice—and be- 
gin to listen. 

A writer in Munsey’s Magazine 
penned or penciled a few lines in the 
“Short Talk Series,’ which told whole 
volumes to writers and readers for that 
matter, and his advice was “If you have 
anything worth telling, tell it, and if 
you tell it well, people will stop work 
and listen to you, no matter how busy 
they may be.” 


That was the gist of his advice, as 
near as the writer of these papers can 
put it without using the exact words, 
and his advice was good horse sense. 

Some time in the near future of the 
new century a journal devoted solely to 
sanitary plumbing will be ~ published 
daily, for the reason that people will re- 
quire it. It may be THE PLUMBERS’ 
TRADE JOURNAL or some other kindred 
paper, but the wants of the trade will 
have it, and if THe PLuMBERS’ TRADE 
JouRNAL should fail to keep step with 
the procession, it or they will have to 
drop out and make room for something 
newer. 


What a pleasure after all an old fogy 
in our glorious business to meet some 
more old fogies and have a good old 
“chinwhack” for the sake of Auld Lang 
Syne. Lord forbid we should ever be 
called down in any gathering of plumb- 
ers, either at a local, state or national 
gathering for trying to inject our old 
time ideas, not for the young folk but 
for our own pleasure, short as the time 
may be during gatherings of the craft 
anywhere and everywhere. 


There is no danger the young ’uns will 
sneer at the old folks, same as the young 
boys in the legend, cause the bears might 
come out of the woods and eat ’em up 
just as they ate up the other boys. But 
stranger things have happened than that 
a few nineteenth century goods might 
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be carried over into the next, and one of 
the particular class of goods might be 
lead soil pipe. 

Agitation and more of it! That is 
what these papers are for, and it is to be 
hoped at least that if there comes a sneer 
from the young folks, it will emanate 
from those who can take off their coats 
and wipe a four or five-inch upright joint 
on lead, without the aid of the ever to 
be revered plumbing iron. 

No plumber in his sane senses will 
stand up in any gathering to-day and 
deny that lead soil pipe is not superior 
to cast or wrought iron. When the word 
plumber is used it is to be written down 
by the good old definition that Webster 
gave it, “One who works in lead.” 

But the sanitary engineer, and our 
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disheartened at the onslaught made c 
it by younger but not brighter people, 

What a fine thing it would’be if tt 
roll could only be called in some state ; 
national convention and have each de] 
gate answer “Yes” to the question, “A, 
you a plumber?” ; | 

But that would cause confusion, ar 
after all the young folks and later a: 
“plumbers” must be catered to, so th; 
the good work will go on. i 

If prophesies and reprisals are heir 
used the young folks might say the wi 
ter of those articles is some disgruntl 
old fogy, who wanted to inflict his ney 
on a gathering of the craft and left di 
appointed, unhonored, unwept, and u 
sung. : 


But the editor of Tur PrLumere 


¢\\ SW 


V aN 


cs 


“No Plumber in his sane senses will deny that lead soil pipe is not superior to wrought or cast iron” 


honored friend, the tinner, who have 
been “habitats” of a town waiting for 
the introduction of the water and sewer 
plant, get their good work in before the 
arrival of the real plumber man, who 
can think and work, but unfortunately in 
this case, cannot talk. 

So it has been thus, for some time, and 
will ever be thus, that the real plumber 
man is not listened to by the house own- 
er, who is made to believe that iron is 
always better than lead, which sub rosa, 
it isn’t. 

But iron galvanizer and cast will never 
give way to lead so long as the plumber 
man keeps silent and asserts not, his dig- 
nity. 

Then, again, the festive supply man 
comes along and if his house -has on 
hand a few million feet of galvanized or 
supply, will sit down gently at first, but 
unerringly toward the last, and unload 
his wares on the real plumber man, who 
sighs to himself, “I might as well use 
ours as the others of them, for the rea- 
son that I am in this business not for 
glory, or sentiment, but for the bread 
and butter there are in it for mine or 
me.” 

So goeth the good old lead down the 
long line, loosing at every step and every 
hour the glorious prestige it once en- 
joyed. 

It is to be deplored that many of the 
old time bosses who were lead workers 
have failed to do their duty by lead, and 
deserted its standard because they got 


TRADE JOURNAL will give his word thi 
the writer has never but once in his li 
been to any gathering of the craft, ai 
that once was at a meeting of a loc 
union not many miles from New Yo! 
City. 

While at that meeting he learn 
much, and the food for reflections ! 
partook of was not digested in one da 
but held in reserve for the time bein 
and some of that vital tissue is herel 
served up in these articles for the go 
of the craft. 

Too much of one thing we all know 
neither good for the reader, editor | 
writer, so the subject of lead, aluminul 
brass drawn pipes, etc., et al. will | 
taken leave of and the question of futu 
water supplies will be taken up in t 
next paper. ; 

The consumption of water is som 
thing terrible to contemplate even 
these days of intemperance, and whe 
will the future supplies come from? 1 
day rivers, creeks and brooks are bei) 
dammed up to the detriment of navié 
tion, and the question of water suppli 
in the new century will become a ! 
tional one. 

Long Island is being drained and i 
very heart’s blood is sucked from t 
soil daily that Brooklyn should dri 
water. : 

The same may be said of New YO 
notwithstanding the millions spent 
the new acqueduct. The soil will I 
stand it in New York State, neither W 
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“Josico” PORCELAIN URINALS. SLATE URINALS) 


FIC. 605 
Consists of a Long Single Urinal Stall (without Center Partitions) 114-inch 
Slate Ends and Back with Rabbeted Joints, 2-inch Countersunk Base, 
Polished Brass Wing and Bolts, Polished Brass 34-inch Laving Pipe 
with Loose Key Stop, Galvanized Cast Iron Gutter with Straight or 
Down Outlet Connection. 
Dimensions.—Height, 5 or 514 ft.; depth, 20 inches. 


[Me SU he meoamienay sae ers ertimie meetase Enns 


g 
te 


FIG. 600 
These urinals may be set on floor, in tile, incased in marble or slate stalls. 


Dimensions.—Height over all, urinal only, 4 ft.; width over all, 2 ft.; base, 


from front to rear, 19 inches; at top, from front to rear, 12 inches. ) 
Measurements are subject to slight variation. Each urinal is made with local WRITE TO DEPARTMENT R FOR CATALOG AND PRICES 


vent opening, 2x4 inches, at top as shown. 


JOHN SIMMONS CoO., 110 CENTRE ST., NEW YORK. 
_ rovert ove |The B, B, HIGH PRESSURE BALL COCK. 


STAMBACH & LOVE, 
Plumbers’ : : er THE SIMPLEST AND BEST COCK EVER MADE. 
umbers’ Supplies ~ Sanitary Specialties | x. 


: Roller- 
50 and 52 North Seventh Street, PHILADELPHIA. special bearing 
packing lever 
required on.cam 
T is an acknowledged fact Ground reduc- 
| that the weakest point in a joint ing } 
Ball Cock is the seat, which coupling, friction 
becomes corroded by the which is to 
water, wears out and generally always lowest 
in a short period of time, ren- tight amount 


The ““N. C." Non-Corrodible Ball Cock q ering the ball cock absolutely 


Refi; ich Preanane Aitactunent. HAS ONLY ONE PACKING WHICH IS READILY REMOVED. 


No Hammering. Renewable Seat of best Steam Metal. No Singing or Whistling 
The Boston Brass Company, 
40 Oliver Street, - . - BOSTON, MASS. 


worthless. 
The N. C. is perfectly noiseless and can never wear out. 


Also a complete line of all plumbing material 


Joseph H. Young, 224 Franklin St., Boston, Mass. 


Pp 


a Willi Please Mention 
Subscribers “"Frsgouratwion 
ENAMELED IRON ONE PIECE LAVATORIES 


T BATH TUBS, 
7} KITCHEN SINKS, 
LAUNDRY TRAYS, 
CLOSETS, Etc. 


The Kenney Manulacturiag Company, 


MANUFACTURERS OF THE 


rece FLUSHOMETER mex. 


PEALERS IN PLUMBERS’ SUPPLIES 


Office and Salesroom: 36 East 22 Street, NEW YORH, 
BRANCH SALESROOM AND WAREHOUSE, 193 LEXINGTON AVE. NR. 32D STREET. 


George S. Terry, President “gee 

: , President. Thomas F. Murphy, Secretary, 

N. Melman Shaffer, Jr., Vice-Pres. & Treas. J. Adriance Bush, Ganieral Couael, 
D. T. Kenney, Consulting Engineer. 


DIRECTORS:—Edmund C. Converse George R. Sheldon, Newton M. Shaffer, M.D., Theodore B. Starr, 
George Terry, N. Melman Shaffer, Jr. 


We have otfger attrac- 
tive styles at prices 
that will please you. 


NOVEMBER ist, 1903. 
= de ah tats BEWARE OF INFRINGERS. 

DE AND PUBLIC:—We desire to call the attention of the trade to the fact that we ar 
tl gs gunere ar rr United States and Foreign patents granted to D. T. panes fon flushing 
Seen cae aor ai sm fully to protect these patents and promptly to prosecute all infringers 
Tied L. Maect roa we ay begun in the United States Circuit Court of this District against 
r athe ypc Lt s for infringement of the Flushometer patents, and against The Wells 
vila pany of this city for selling the so-called ‘‘Aquameter’’ valye made by The Fed- 

mpany of Chicago, Suits against other infringers are to follow. 


TeLEPHoNE—631-Gramercy. THE KENNEY MANUFACTURING COMPANY. 


PLATE B 240 etd Egs é 2 See Ae! 


16x20 SLAB, 6 INCH BACK, ROLL RIM BRADDOCK, PA, 


BASIN 12x15. ‘I Pi) 
SAME STYLE MADE TO FIT CornNERS. | “anufacturers of Enameled Ware, Soil Pipe, Etc. 
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New Century Plumbing Continued tom Preceeding Page 


the soil stand it in Pennsylvania; and 


: ae. Dsus 
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in 


New Century Plumbing, by Galena. 


the further one goes west the problem is 
greater. 
So with the indulgence of the reader 


this paper will be closed and the next 


will open on the matter of water supply 


in the future—The questions of to-day. 


(To be continued.) 


All inquiries and sketches on practical and scientific subjects relating to plumb: 


tng, heating, and lighting answered in this column. 
No answers given by mail, but published in due time. 


only. 
must accompany each communication. 


WE ADVISE AGAINST THE USE OF GLOBE 
VALVES ON HORIZONTAL LINES. 


To THE PLUMBDRS’ TRADE JOURNAL: 

I noticed in your JouRNAL of February 15th 
an article headed “Careful Use of Globe 
Valves.” 


Supposing the caution is for the benefit of 
the inexperienced, I would like to point out 
to you that your article is liable to be mis- 
leading. You state: “If it is necessary to use a 
globe valve on a horizontal run set the valve 
so that the stem is horizontal.” That would 
be bad practice for a steamfitter, as the con- 
densation would lay in the glands of the 
valve and be forced out through the stuffing 
box by the pressure and cause a continual 
dripping unless the stuffing box was packed 
extremely tight. The proper way for the stem 
of a globe valve to look is upward, about 
15 degrees from a horizontal line, then the 


condensation can drain back into the body of — 


the valve and leaving nothing but dry steam 
for the stuffing box to hold back, and that is 
very easily done. 

Hoping that you will pardon me for making 
this correction. J.J.H. 

Pasadena. 

Regarding the matter referred to by 
J. J. H., we would call his attention to 
the wording of the article referred to, 
viz., “If it is necessary to use the Globe 
Valve.” This is equivalent to saying do 
not use it if it can be avoided. We advise 
against the use of the globe valve on hori- 
zontal lines. Gate valves are preferable, 


Write on one side of paper 
Name and address 


and angle valves if there is a angle on 
the piping. Now as regards the leakage 
through the stuffing box, as mentioned by 
our correspondent, no stuffing box should 


leak. If such was the case, we should at 
once pull out the old packing and pack 
the valve properly. 


HARD COAL IS BETTER FOR HOUSE 
HEATING THAN SOFT COAL. 


To THp PLUMBERS’ TRADH JOURNAL: 

In my apartments I have a 35-horsepower 
horizontal tubular boiler for steam heat, and 
a Wilks hot water heater for domestic supply. 
From May 1, 1908, to May 1, 1904, I will 
have burned 154 tons of % Pittsburg lump 
coal, and 34 tons of grate (hard) coal. 

I noticed a statement in your JouRNAL that 
three tons of hard coal was equal to four and 
one-half tons of good soft coal. It did not 
state what grade of hard coal nor what grade 
of soft coal. I was a little surprised at this, 
as I thought them about equal for steaming 
purposes. 

The following are prices of coal delivered in 
my cellar: Soft coal, % lump, Pittsburg, 
$2.50 per net ton; hard coal, grate, $5.50 per 
net ton: hard coal, Pea, $4.07 per net ton. 

Will you be good enough to tell me the 
ratios between these coals and say which 
would be the cheapest for me to use for my 
purposes. NOR Saale & 

Poultney, Vt. 

Hard coal is of greater value for house 


heating purposes than soft coal, not be- 


cause the latest power is so much greater, 
but because of the increased percentage 
of fixed carbon, making the power avail- 
able very much higher. 

Broadly speaking, there is very little 
difference between the calorific power of 
the best grades of hard and soft coals, but 
in the latter there is from 25 to 40 per 
cent. of volatile gases, which usually es- 
cape without combustion, and this is 
where the loss in heat occurs. 

Call the calorific power of hard coal 
12,000 heat units per pound, and it is not 
unusual in house heating practice to 
utilize 75 per cent. of its products, or 
9,000 heat units. Giving the free burning 
soft coals the same calorific value, we find 
it wnusual to utilize more than 6,000 heat 
units per pound or 50 per cent. The cak- 
ing coals, such as  ‘“Pocohontas,” 
“Thacker,” “New River,” etc., are much 
more valuable as a fuel because the coal 
fuses at a comparatively low tempera- 
ture, forming a crust on top of the bed of 
fuel and preventing the escape of the 
volatile gases, which are driven to the 
sides of the fire chamber, where they com- 
bine with the ascending oxygen, are ig- 
nited, and become a most valuable heat- 
ing agent. 

The cheapest fuel for our correspon- 
dent, by his own figures, is “Pittsburg” 
lump at $2.50 per ton, as 114 tons of that 
coal costs $3.75 as against $5.50 for one 
ton of hard coal, and assuming that the 
hard coal will yield 50 per cent. more 
heat than the soft coal, he is still $1.75 
per ton to the good. 

This is a subject which cannot be dis- 
posed of in a few sentences, and in a 
future issue we will give it further con- 
sideration. 


FOR REMOVING LIME DEPOSITS. 


To THr PLUMBDRS’ TRADE JOURNAL: 

Can you tell me what is best to use for 
cleaning lime deposit from plumbing fixtures, 
especially syphon jet closets? AS HP 

Logan, Utah. 

We would advise A. H. P. to try citric 
acid for removing lime deposits on plumb- 


ing fixtures. 


RESTORE THE ORIGINAL PIPE AS 
SHOWN BY DOTTED LINES. 


To THe PLUMBDRS’ TRADE JOURNAL: 
Enclosed find rough sketch of piping. Please 
let me know through Queries column how to 
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then water flowed through pipe B to tank ar 


returned through radiator. Be 3./ 


White, S. Dak. | 
it seems to us that D. A. J. has matte 
a little mixed on his piping job, and 
fail to see how he can get much he 
from his radiator. j 
We would suggest that he restore ¢) 
original pipe, as shown by dotted ling 
and take his radiator supply from 
branch in flow pipe B, and return fro 
radiator into the return marked A, 
With this change we think he will ha: 
no trouble in heating his radiator. T] 
radiator being below the boiler, there 
a possibility of having trouble from co 
water in boiler. If this occurred a che 
valve could be placed on the retur 
which would remedy the trouble. ; 


WE BELIEVE THIS JOB WILL WORK. 


To THE PLUMBDHRS’ TRADE JOURNAL: 
I send a drawing of an open tank connect; 


(AES x 


Sx pansion 
Waco J 


GG 


Owex€ low boS 


Miot to Saxtuxres” 


with water back and would like to know if 
will work? Ww. A. K. 
Buffalo. 
We believe that W. A. K.’s plan wi 
work, and also believe that he would t 
much better satisfied with the job if ! 


Puttine im 


Qs piped beSore 
adiator 


The Pipe Should be Restored to, Original Position as Shown by Dotted Lines in Illustration 


run pipe so water will flow through radiator 
first. This was first piped to heat range tank 
when range was not in use, and contrary to ex- 
pectations water flowed through pipe A to tank 
on dotted line, then wishing to heat room C., 
Had a radiator of nineteen pieces of 1-inch 
pipe 3 feet 8 inches long attached to pipe, 


used a copper or galvanized range boilé 
for storage, using the open tank to fee 
same from. : 

There are two reasons why we do ni 
approve of an open tank on such wo! 
as this. In the first place, with a h 


e 
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If This Arrests Your Attention ‘‘Cop” The Idea 
A Howling Success. JOHN TRAGESER STEAM 
The CHARM Ailr Regulator COPPER WORKS, 


ESTABLISHED 1850. 
447 to 457 W. 26th Street., New York City. 
TOO SIMPLE 
TO GET 
OUT OF 
ORDER 


Manufacturers of 


& SS Nt ‘ 7 Yi. 66 e 3) ° 
Mirth peraniars and Eatihter Vent American Ga lvanized Iron 


Range Boilers, 
Approved by the é ‘\ ° 
DEPARTMENT OF } _| " “a | Copp er Range Boilers. 
BUILDINGS and Steel Clad Baths. 


THE 1 Nickoline German Silver drain boards and 
Wantthat. Vents | i ! | pantry sinks (square and oval), and all kinds 
i of copper, brass and iron work for plumbers, 

SaiGAinem Vaive Made by Hangs Light as a Feather Chemical Works, Dye House, Extracts & Es- 


The Charm Air Resula tor Co sential Oil Works, Stills for distilling water,etc 
966 Myrtle Avenue, " Get. our Figures on Special Work. 


BROOKLYN,N.Y. 


Of Greater New York. 


THE 
JEFFERSON UNION 
~ anno FLANGE. 


THE TEST OF SERVICE 


INVARIABLY PROVES THE 
ABSOLUTE SUPREMACY OF 


Hersey |faTer METERS 


OUR DISC AND ROTARY METERS T HE T RI DENT 


a 


are officially adopted for use in 
; Just what every fitter preteen eriee Greater New York : W A T E R M E T E R S 
» AUnion THAT IS TIGH nd S$ e 
TIGHT, "Built on the right serecetale to FAST PITSBURG.PA Hersey ManufacturingCo. Constructed and Sold by 
sell at the right price. All Dealers. fe 
JEFFERSON MPG. CO. Telephone 220 Broadway NEPTUNE METER CO., 
; PEXINGTONU MASS! , YOL 1848 Courtlandt New York City . 


142 Market St., NEWARK, N. J. 


S2>> BUFFALO METER Co. 


MANUFACTURERS OF 


L WaterMeters | Graraca'wnie Ezemaied JNA Ra 
290 TERRACE ——— COLUMBUS and 
BUFFALO, N. Y. MANUFACTURED BY 
@ Over 50,000 in Use. NEW ERA CHARLES GRAHAM, 
WROUGHT CHEMICAL 
STEEL SINKS POTTERY 


Ge Kilbourn @®@ Jacobs Mfg.Ce. WORKS, 
Columbus, Ohie. 110 to 116 Metropolitan Ave., 
Send for Catalogue. Brooklyn, N. Y. 


FLEMING SLATE Co., 
Mills and Quarries 
Poultney, Ut. 


Purple and Green Slate. 
WASH TUBS, SINKS, URINALS, 
EVERYTHING THAT CAN BE MADE FROM SLATE, 


Made in Six Sizes 
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fire, steam might be generated which 
would be disagreeable in the house, and 
then again, there would be great loss of 
heat at the tank. 

If W. A. K. finds himself obliged to in- 
stal the work as shown, we would sug- 
gest that he see to it that opportunity is 
made for the admission of air into the 
pipe leading from ball cock to bottom of 
tank. Otherwise there might be danger 
of the siphonage of the contents of the 
tank if a break should occur in the street 
main, or the stop and waste in the cellar 
be closed. 


A SUBSTITUTE FOR SOIL IN PASTE 
FORM. 


To THE PLUMBERS’ TRADE JOURNAL: 

Kindly inform us through your interesting 
question column whether there is any first- 
class substitute for soil for wiping in the 
form of paste and what the formula is. 

Cleveland, O. % B. SCHREINER. 

In reply to B. S., we would say that we 
know of but one paste of this character, 
and that is manufactured by one of our 
advertisers, R. M. Starbuck & Son, of 
Hartford, Conn. 

By corresponding with the above we 
believe B. S. will find what he is after. 


WHY THE WATER DONS NOT RAISE TO 
THE HIGHEST FIXTURE. 


To THE PLUMBERS’ TRADE. JOURNAL: 

Please find a sketch of hot and cold water 
lines of a private house. The water during the 
day does not rise further than middle of second 
story, where as at night it goes to the roof. 

The owner now proposes to put in a tank 
on top floor for. use during the day for the 
top floor to supply hot and cold water. 

Kindly let me have your idea in a sketch 
the cheapest and most feasible up-to-date way 
of performing the task without materially al- 
tering the uprights which are in the wall. 

New York City. SW. M.” 

The trouble with which W. M. has to 
contend is one often met, particularly in 
very high buildings, and is often experi- 
enced in our large cities, especially New 
York. 

The owner is right in putting a tank 
at the top of the building, but this is not 
all. 


If the upper floor of the house is to be 
supplied from a special tank, one of two 


Practical Hints on House Heating 


By Cuaruzes B. THOMPSON. 


things must be done. Hither a special 
boiler for that floor must be provided, or 
a double boiler must be used in place of 
the boiler already in use. 

Possibly if there is only the top bath 


| 


Proposed 
Water 
Oaxs 


Extension 


——= 
Do WC. 


= 
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ia 2 AS TS aaee: 


‘So Bathn~ 


Do lLsavatory 
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Oo Pamtry 
Sak 


Mastiment}[ } 
room to take care of this proposed tank 
supplying a small boiler heated by gas 
may do the required work. 

—_ oO HS oe 


A BREWERY PURCHASED BY 
A PROMINENT PLUMBER 


Fred Kuetemeyer, a prominent plumber 
of Milwaukee, has purchased an interest 
in a brewery located at Mischicott, Wis., 
near Manitowoc. The brewery, which has 
heretofore been operated successfully 
upon a small basis, will be enlarged and 
the output increased. The product is 
said to be equal that of most of the bet- 
ter class of breweries in quality, and 
there is a good demand. Mr. Kuetemeyer 
may -retire from the plumbing business. 


ARTICLE XI. 


OILER CONNECTIONS. — A 
source of considerable an- 
noyance to users of steam 
boilers is the inability at 
times to. maintain a steady 
water line in the gauge 

In some cases the water races vio- 


glass. 
lently up and down the glass, and in 
others the water leaves the glass as soon 
as pressure shows on the steam gauge. 
What makes the water leave the glass 
is a question tc which many different 
answers are given. The theory most fre- 


quently heard is that the difference in 
pressure between the boiler and the re- 
turn line causes the water to rise in the 
réturn pipe and lowers the body of water 
in the: boiler. _A moment’s_ reflection, 
however, “will show the fallacy of this 


er, 


reasoning, for a difference of one pound 
would cause the water in the return to 
rise only about two feet. If all the 
mains were flooded and the boiler refilled 
the water would again leave the glass 
with the rising pressure. } 

In a system of steam piping which is 
largely used in France and Germany, the 
pressure, of from one to five pounds, is 
all on the steam lines with no pressure 
on the returns, and as a consequence the 
water rises in the return until the col- 
umn of water balances the pressure and 
yet there is no complaint of the water 
leaving the glass in the boiler. 

From the writer’s observation the jthe- 
nomenon is caused by the rapid move- 
ment of the water in the leg of the boil- 
which sucks the water out of the 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


glass and water column. The water does 
not go out of the boiler under such con- 
ditions, as has frequently been proven. 
To prove this a simple experiment was 
made with a boiler. One water column 


Water 
Column 
a 


S lbs. Pressure water 


om Gauge Ree ein 

| 

j Steam WHoiler 4 
| 

j : 

° 

J WJ 

: ! 

i 

fi a 


Fig. 33—Showing Effect of Dra‘t on Guage Glass 


with a 10-inch glass was connected both 
top and bottom to the steam dome; an- 
other water column with a 30-inch glass 
was connected with the top to top of 
dome, and the bottom to bottom of fire 
pot. When the gauge showed five pounds 
pressure the water in the 80-inch glass 
stood 26 inches below the water in the 
10-inch glass—the latter showing 3 inches 
of water. (See Fig. 33.) 

Nearly all the round boilers made to- 
day are trimmed with the lower end of 
the water column attached to the bottom 
of steam dome below the water line, and 
this method has proved to be much more 


BSpreisia quake of NOM ek 


Side View of 
Square oiler 


Fig. 34—Steam Boiler Connection 


satisfactory than the old way of connect- 
ing to bottom of water leg. 

The reason the water is not sucked out 
of the glass when the bottom connection 
is in the steam dome is because the water 
at that point is quiet compared with the 
upward movement of the water in the 
fire pot, where a thin body of it comes in 
contact with the glowing fuel. If any 
reader doubts this, let him take any 
round boiler whose water column is con- 
nected to top and bottom of steam dome 
and connect the lower end to bottom of 
fire pot. 

In square or vertical sectional boilers 
the case is different for the reason that 


Fig. 35 One Pipe System. Dry Return 


the steam dome is cut ‘up into aS many 
compartments as there are gections in 
the boiler and the difference between the 


| 
volume of water in the dome and wate 
leg is not so great as it is in round boi]! 
ers. 

Sometimes, under a very strong draft. 
water will be carried into the steam pipes 
with the outgoing steam and clinging to 
the sides of the pipe be forced into the 
radiators. This is always caused by the 
high velocity of the steam leaving the 
boiler and may be prevented by taking 
more, or larger, openings out of the 
dome, which will stop the water follow- 
ing the steam and will steady the water 
in the gauge glass. 

It is a common practice to bush the 
tappings in the steam outlet to the size 
of the steam main, which is very bad 
practice. If the tapping is 4 inches and 
the steam main 3 inches, the riser should 
be 4 inches with a 4 inch by 8 inch ell 
to receive the 3-inch main. If the tap- 
pings are 3 inches, two 38-inch risers 
should be connected to the 38-inch main. 
(See Fig. 34.). The reason for this is 
that the more openings of large area 


Fig. 36 Submerged Return above Basement Floor 


there are out of the steam dome, irre- 
spective of the size of the main, the lower 
will be the velocity of the steam as it 
leaves the boiler, and with a low initial 
velocity there is less liability of the water 
being carried out with the steam or of 
disturbing the water in the gauge glass. 

Suppose, for example, that with one 3- 
inch or one 4-inch riser from the steam 
dome the initial velocity of the steam is 
40 feet per second, then by taking off an- 
other riser of the same size the velocity 
will drop to 20 feet per second. 

It is also good practice to connect a 
“bleeder” or relief pipe to the steam 
main, as shown in Fig. 34. 

The U. S. Government Commission, 
who tested a large number of power boil- 
ers at the Centennial Exposition at Phil- 
adelphia in 1876, reported that where 
they found any trouble from boilers 
priming the difficulty was obviated by 
taking more openings out of the steam 
dome, and the practice can be applied 
with equally good results to steam boil- 
ers of the house heating type. 

To water heating boilers this does not 


ol 
. WO pram Cock 


Fig. 37 Submerged Return Below Basement Floor 


apply for the more rapidly the water 
leaves the boiler the better will be the 
circulation throughout the apparatus. 
Referring to the one-pipe system of 
steam heating, the question is some- 
times raised, ‘Which is the better way 
to carry the return back to the boiler— 
dry, or submerged—that is, below the 
water line.” Some claim that with a 
dry return the boiler will do better work 
than when the returns are submerged. 
The writer’s preference is for the sub- 
merged return where the boiler has di- 
rect, and therefore sensitive, heating sul- 
face. Where the return is hung above 
the water line, the water of condensa- 
tion returns to the boiler about the tem- 
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oo 
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Gule Giante 


ROUND SHANKS 


Catalogue ‘‘P.”’ 


RESIDENCE OF J. MC MEANS, CHICAGO 


Wide Awake Plumbers 


who want achance to make extra 
money are everywhere selling 


Bischoff Lawn Fence 


We make the work complete, ready to set. 
Notice style of fence from above illustration. 
Handsome, durable and easily set, 22 in. 
high. All Bessemer steel except post heads 
which are malleable. Finished in a weather- 
proof black enamel. You can undersell 
wooden fencing, which will rot out in a 
few years. 


Exclusive Agencies.—We want the 
best plumber or steam fitter in each town 
and city to represent us. We will protect 
you. We are advertising extensively and 
refer all inquiries to you. We don’t bid 
against you and we don't allow price cutting. 


WRITE TO-DAY for full information and 
secure agency for your town. Agents out- 
fit consists of sample length of fence, printed 
matter, etc. A HANDSOME CATALOGUE 
FREE. 


FRED. 
677 Grand Ave, - © 


F. BISCHOFF & CO,, 
CHICAGO. 


“GENUINE’? BARNES 
B3-Wheel Pipe Cutters 
Bear Trade-Mark, as per Border 


Made in 8 sizes, cutting pipe from ig 
to 12inchesin diameter. 


BARNES TOOL co., 
New Haven, Conn., U.S. A. 


Pipe Burring Tools 


- We also Manufacture a large 


Send for our Descriptive 


Tools ana 


Wells Bros. 


Machines. 


Company, 


J.B.CAMPBELL BRASS: WORKS. 


ERIE, PA. 


A SAMPLE ORDER 
OF OUR 


Patent S «: W Cocks 


will convince you that 
they are what you want 


If your Jobber cannot supply you, 
Write Direct,. 


FEED A THERMOMETERS 


a i suid; a> 
140 9 160 — > 1; ~ 
1] 


Hot Water Heater 


AND 


Steel Storage Tanks 


Best in use. 
All Steel 
No Coils. 
No Flues. 


No Cast Iron 


Sections. Accurate, 
Range 
Send for Durable, 0° to 500° 
our new Enamel 
catalogue Easily Dials 


Read, 
cases 
4 inches. 


Manufactured Exclusively by 


HELIOS-UPTON CoO., 


PEABODY, MASS. 


S. WILHS MFG. CO,, 
35th and Shields Ave. - CHICAGO, ILL. 


Save Your Wife 


By running ber sewing 
machine with one of our 
Plain or Adjustable 


Water Motors 


We want a good agent in every town 


Send for Circulars and 
Prices to agents 


ROSENBERG CO., 


Baltimore, Md , U.S.A. 


i 
é 


FOR BURRING OUT ENDS OF PIPE 


line of PIPE THREADING 


ALSO 


FOR USE ON BRASS OR WOOD. 


AA VERY HANDY TOOL. 


BIT BRACE 


PATENT APPLIED FOR 


GALVANIZED IRON COVERS 
FOR LAUNDRY TUBS. 


The only all iron cover made, ab- 
solutely no part wood. 

Strong, Durable and Attractive. 

This cover makes the laundry tub 
perfectly sanitary. 

Prompt shipments on regular sizes. 


RECULAR SIZES 
2134 in. x 4 ft. with 4 in. back strips 
24in. x 4 ft. with 4 in. back strips 


EXTRA SIZES 
made to order on short notice. Send 
for full information and prices. 


GREASON MANUFACTURING CO., 


108 W. 99THST. NEW YORK,N.Y. 


A serviceable and 


UR NEW BINDER. 
handy arrangement for holding THE 
PLUMBERS’ TRADE JOURNAL, Will be sent 


FREE to any subscriber sending us a 
new subscription, or sent post paid for 
35 cents. 


Sg 


pone 


| SHIPLEY RADIATOR & FOUNDRY CO. | 
INDIANAPOLIS, IND. . 


| 
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perature of the steam and where there 
is a sharp draft and direct heating sur- 
face, the water in the boiler becomes al- 
most as hot at one point as another, and 
aS a consequence the circulation is not 
so good and the boiler loses its efficiency, 
because the water does not so readily 
absorb the heat. With the submerged 


Fig. 38—One Pipe System Relief in Main Steam Line 


return; the water lying in the pipe cools 
before reaching the boiler which gives a 
steadying effect, and creates a better cir- 
culation of the water because of the dif- 
ference in temperature. 

Fig. 35 shows a boiler and piping with 
dry return. Fig. 36 shows the submerged 
return, above the floor, and Fig. 37 shows 


the same in a trench below the floor. One 
advantage of the submerged return is 
that it can be utilized. to drip the pipes 
at intervals where there is a long run, 


Steam Mmatx 
IO or x 


Fig. 39 Showing Relief from Long Arm to Radiator 


as in Fig. 38—or a radiator with a long 
arm leading to it can be dripped into the 
return, aS shown in Fig. 39. 


(To be continued.) 
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ARTIOLE XV—BY DON 
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THE TRANE VACUUM SYSTEM. 


NE of the more recent meth- 
ods of vacuum heating is 
the James A. Trane Sys- 
tem, sometimes called the 
“Mercury Seal System,” 
and while it is one of the 

later styles of vacuum heating it has 

been in use a sufficient period to have 
been tested and the good points claimed 
for it demonstrated to many members 
of the heating trade. In this, as in our 


i 
a NA 
4 A 


The Trane System is really in a class 
by itself, as with this system the various 
appliances used may be attached to any 
first class job of steam heating, either 
one or two pipe. By first class we mean 
one with a carefully constructed system 
of piping, free from leaky joints and 
having proper size and pitch of the pipes. 
While the Trane System is distinctly a 
steam heating system, it is free from 
many of the possible objections of a regu- 


Fig. 1. General View of the System as usedjin Connection with a one pipe job of Steam Heating 


descriptions of other vacuum systems, 
we cannot cover the system complete, 
but shall aim to describe and illustrate 
such portions of it as will give the fitter 
a general knowledge of its construction 
and mode of operation and installing, 


larly constructed steam job. As mild a 
heat can be obtained from this system as 
from hot water, it being possible to main- 
tain a temperature in the radiators of 
anywhere from 120 to 250 deg. F., or 
stated in another form, from a :water 
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heating job at 120 deg. to a steam heat- 
ing job at 250 deg., or nearly fifteen 
pounds pressure. With this wide range 
of temperature it is easily seen how 
specially adapted it is to any residence 


Sketch 2--Special air vent with union connection 
at the bottom 


or building which might ordinarily be 
heated with low-pressure steam or hot- 
water. 

Should the fitter use or advocate a 
two-pipe job he may use it as a method 
of piping for the Trane System, but in 
our judgment the one pipe system is the 
best. In either event the radiators re- 
main the same, being steam radiators of 
a size necessary to heat the building in 


| 
} 


| 
| 
MERCURY 
~ SEAL 


AS SSRIS re s os 


Sketch 3.—Mercury Seal Appliance 


zero weather with a pressure of steam 
at two pounds. The radiators are tap- 
ped for service pipes and for air vent 
in the usual manner. Figure 1 gives a 
general view of the system as used in 
connection with a one-pipe job of steam 


heating. The main is run with the usuz 
pitch from the boiler, allowing the wate 
of condensation to return to the boile 
by gravity. The branches are taken Oo 
the main from the top or at an angle o 
45 deg. (never from the side), and ar 
one size larger than the uprights 9 
risers they feed. They should have . 
good pitch upward from the main—on. 
inch in each ten feet is sufficient, Th. 
connections should all be made wit} 
swing joints to allow of perfect freedon 
for expansion and contraction. The re 
turns (if there be more than one) shoul 
enter the boiler separately, or if not 
should be connected together below the 
water line. Care should be taken gd 
all joints are made tight. 


The small pipes from the return ends 
of the radiators shown in sketch 1 are 
air pipes. They are connected Rd the 
special air vents or 
retarders (see sketch 
No. 2) and are run 
in the most conve- 
nient manner to the 
basement, there join- 
ing the main air pipe 
which follows the 
steam main around 
the basement to a 
point near the rear 
of the boiler where it 
drops down into the 
mercury seal. Sketch 
No. 3 shows this ap- 
pliance and _ sketch 
No. 4 shows the man- 
ner of connecting the 
air main with the 
mercury seal. A dirt pocket, as shown 
on sketch, is provided to prevent any dirt 
from going into the mercury column. 


Sketch 4 


The air pipes should all be of galvanized 
iron and the fittings should also be gal- 
vanized. They should be tested separate 
from the heating pipes and made air 
tight before connecting to the retarders, 
or mercury seal. The system should then 
be tested with air to a pressure 
least thirty pounds and hold thi e 
sure without loss for at least twenty- 
four hours. - 

The size of the air pipes should eo 
for risers for single radiators on i 
floor—114 inches. If there is i 3 
one radiator on the riser, or if it is | to 
go above the second floor, the size should 
be % inch, reducing at the floor directly 
below the air valve to 4 inch. 5 

The horizontal branches should be one 
size larger than the riser, and the main 
air pipe or the “air main” is determined 
by the size of the job, as is also the size 
of the mercury seal. 

The following table gives the ste of 
air and mercury seal for any job aM to 
3,000 square feet of radiation: 


: 


Size of mer- Size of 

Sq. ft. radn. cury seal. air main. 
500 No. 1 ¥% inch 
1,000 No. 2 %4 inch 
2,000 No. 3 1 inch” 
3,000 No. 4 1 inch 


The mercury seal device is constructed 
somewhat on the principle of the or 
dinary mercury barometer, the air pipe 
dipping into the mercury, which is held 
in a cup-shaped compartment at the base 
of the appliance. While the amount of 
mercury is sufficient to form a seal it 
offers very little resistance to the escape h 
of air, which is easily expelled by a pres: 
sure of one-half pound or less. y 

It is necessary to carry a pound or 
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Our Book 


describing the Regulator shown in 
cut and our other devices used to con- 
trol the temperature of hot water 


| Is Ready 
DO YOU WANT IT? 


x => te 


DIAPHRAGM : —=————<_—_—— g 
‘STEAM VALVE = = = 


STEAM COIL. 


me Davis & Roesch Temperature 
== Controlling Co., 


276 New Jersey Railroad Ave. - NEWARK, N. J. 


3 
MM rain PIPE 


A= 


(3 (; < sil Manufacturers of 
| HOUSE and CAR THERMOSTATS | 


HOT WATER REGULATORS 
DAMPER REGULATORS 
ill I ~ @ DRAFT CONTROLLERS 


| PRESSURE GOVERNORS 


| VACUUM AIR VALVES 


: ica 
° ger —i) | 


| | 
ill I | 


Kieley Hot Water Tank Temperature Controller 


_ Guaranteed to operate within one degree of a given point. 
ALSO MANUFACTURERS OF 


Tank Pump Controllers, Float Valves, 
Water Pressure Regulators, Damper Regulators, 
Steam Traps for all services, Reducing Valves for all services, 
Back Pressure Valves, Water Feeders, 
Atmospheric Relief Valves, Water Arches, 
Boiler Feeders, Steam, Water and Oil Separators, 
Pump Regulators, Waste Heat Utilizers, 
Automatic Receivers and Pump Regulators, Combination Muffier Tanks, 
Positive Acting Pump Governors, Grease Extractors, Pumps, Pump Governors, Etc, 
e 
Kieley @ Mueller, 34 West 13th St., NEW YORK CITY. 


SEND FOR CATALOGUE. 


A NEW BOILER 


FOR STEAM OR HOT WATER 


The “RICHARDSON” 


Standard of Excellence 


EMBODYING ALL LATEST IMPROVEMENTS 


RICHARDSON @, BOYNTON CoO., 


232-234-236 Water St., NEW YORK. 


Front View— Single Boilers 


Front View—Double Boilers 
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two of steam on the heating apparatus 
only until all air is expelled from the 
system. When the steam reaches the air 
vents they close as on an ordinary steam 
job having automatic air vents. When 
the temperature of the rooms is as high 
as desired, the drafts on the boiler are 


Lye 


Athy, “ 


CHICAGO, ILL. 


Qe sss 


Sketch 5. Special Compound Pressure and 
Vacuum Gauge 


closed. When this is done the tempera- 
ture at the boiler gradually falls. Now 
suppose the job were the ordinary system 
of steam heating. As soon as the tem- 
perature at the boiler dropped below 
212 degrees, the boiling point of water 
at atmospheric pressure, the production 
of steam would stop and in a short time 
the radiators would become cold. With 
the Trane system the air tries to re-enter 
with the result that the- mercury in the 
cup at the base of the mercury seal is 
forced up into the air tube of the seal 
to a height corresponding to the differ- 
ence between the two pressures—that 
within the radiator and the air without— 
and this height, or the inches of vacuum, 
will be registered on the vacuum side of 
the pressure gage. Sketch No. 5 shows 
the compound vacuum and pressure gage. 
It is therefore possible under a vacuum 
to make and deliver steam to the radiators 
from water at a low temperature, and in 
mild weather the plant may be run under 
a high vacuum and a correspondingly 
low temperature. As long as there is 
any heat given off by the fuel it will con- 
tinue to be absorbed by the boiler and 
delivered again to the radiators. 

In erecting the job care should be taken 
to use a good spring pop safety valve on 
the boiler, to ream and clean all pipes, 
to thoroughly pack the gauge glass cocks 
and stuffing boxes of all valves to make 
them tight, and also to see that the draw- 
off cock on boiler is tight and will not 
leak under vacuum. 

(To be continued.) 
ee 
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) CHANGE THE LENGTH OF ‘ 
COILS IN THIS ‘ 


To TH» PLUMBDRS’ TRADD JOURNAL? 

Enclosed please find a very rough sketch of 
Steam coils in a church steam job. Will you 
kindly inform me by return mail if you can 
see any preference in connecting coils with 
steam supply at boiler end or ends of coll 
nearest boiler, or to run steam main way to 
other end of coils and have return nearest 
boiler. Also what size supply would you recom- 
mend. An early reply will be much appreci- 
ated. L. J. Mpynr, 

Kankakee, Ill. 

We would not advise our correspondent 
to run coils of the length given in his 


sketch, as with low pressure steam it will 


be impossible to get full service from the 
coils without heavy firing at the boiler. 

We submit herewith two sketches show- 
ing the manner we would pipe the job 
in order to get the best results. 
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ing size of pipes, flows and returns, bleed- 


ers from main and manner of making~ 


connections. 


Pitch all main flow pipes down from 
boiler and give all branches an upward 
pitch of at least 1 inch in each 5 feet of 
length. All connections to return both 
from coils, and bleeders from main to be 
connected below the water line, and the 


Fleor Joine ”% 


Tritre Coil ree 


Stcam Main 
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[Return to Boiler 


L. J. Meyer Heating Job. Fig. 1. 


Sketch No. 1 shows the manner of 
running the steam main and return on 


one side of the church, and the manner 


of connecting to the coils. We show but 
two coils, a mitre and a corner coil of 
four pipes each, and from these our cor- 
respondent will be able to understand 
each connection. 

Place on one side of the church two 
mitre coils each about 30 feet long in- 
cluding mitre, and one corner coil 22 feet 
long, 10 feet on the side wall and 12 feet 
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Elevation Showing Character of Connections to the Coils 


main horizontal return to pitch toward 
the boiler. Check valves on returns at 
boiler are in this case necessary. 

All coils should have a slight pitch 
towards the boiler and should be fed at 
end furthest from the boiler. 

The advantages of dividing the heating 
surface into three coils on each side of 
the church are many. The job will work 
feasibly and with less energy or firing 
at the boiler, and in case of overheating 
in mild weather the entire coil on each 
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Fig. 2. Illustration Showing Detail of Main and Return on one Side of the Building 


on end wall. On the opposite side of 
church place two mitre coils as before and 
one corner coil 10 feet long on the side 
wall and 14 feet on the end wall, each 
of the coils to be ten pipes high. 

Use ten branch headers 2 inches on the 
run and having ten 14-inch branches, 
and feed and return from each coil as in- 
dicated by sketch. 

Take all branches off main, using close 
or short nipples and 40-degree elbows, and 


side of the church may be turned off, 
the remaining coils being so distributed 
as to easily turn or circulate the air in 
the church and heat the same evenly. 

Automatic air vents on the ends of the 
mains would prove advantageous, but are 
not necessary. 

Should our correspondent follow out 
the recommendations given he will have 
an easy working, noiseless and econom.- 
ical job. We have answered him through 
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make all branches 2 inches in size, using 
a 2 x 14-inch elbow on end of branch, 
and feed all coils with a 14-inch riser. 
Sketch No. 2 shows an elevation plan 
of piping on one side of basement, show- 


WD Wee = 
Illustration Showing Sketch Submitted by, L. S. Meyer, Showing Horizontal Pipe Coils 


the columns of THE PLuMsBrrRsS’ TRADE 
JOURNAL, STEAM AND HoT WATER FITTERS’ 
REVIEW, aS we send no answers on prac- 
tical questions or subjects by mail, as he 
and others may see by reading the head. 


ing over our “Queries and Answer’ 
column. We should like to do this, ; 
our readers should know that we mr: 
have some little time in which to D. 
pare and issue an immense publicati, 
like THE PLUMBERS’ TRADE Journ), 
Should we attempt to give the time neo. 
sary to studying, researching, prepari:: 
sketches, etc., etc., in order to proper 
answer each inquiry by mail, we shou 
hardly have enough time to get out. 
paper worth the large sum of one dol] 
per year. 
_—o_ + t+. 


N. ¥. STATE MASTER STEAp, 
FITTERS WILL CONVENE 


President John A. Creelman of ¢} 
New York Association of Master Stea; 
and Hot Water Fitters, has issued tk 
call for the tenth annual convention { 
be held at Rochester, N. Y., on Tuesda; 
May 10th. The meeting will be held ; 
the Whitcomb House, Main street. 

The board of directors will meet at 1 
A. M. on May 10th for the purpose of cor 
sidering matters in hand and any othe 
business that may be presented by men 
bers requiring attention before the a; 
sembling of the convention. 

All master steam fitters who are regy 
larly engaged: in the business are invite 
to attend the convention and to be pre; 
ent at all sessions, excepting the execu 
tive sessions. 


a 


A NEW SYSTEM OF HEATIN( 


The Eastern Railway of France ha: 
just installed a new system for heatin; 
the trains of the company which consist: 
of a mixture of steam and compresse 
air. This method, says the Engineer, ha: 
many advantages over steam heating 
which, moreover, will only heat abou 
ten or twelve carriages comfortably, anc 
even this number are sometimes made 
uncomofortable by the water in the pipes 
condensing, and thereby causing an ob 
structed passage for the steam. The in. 
troduction of a certain amount of com 
pressed air in connection with the steam. 
it is said, will overcome these difficulties 
The condensed water is carried along with 
this swiftly-moving current of air and 
got rid of through traps, thereby eliminat 
ing all trouble from that quarter. _ 
=CIVIC IMPROVEMENTS AS 
SHOWN ON THE MODEL CITY 

STREET, AT THE ST. LOUIS ; 
—3 ... WORLD'S FAI 


This model city street is bound to be 
one of the most interesting spots at the 
World’s Fair for all persons connected 
with city government, especially in the 
smaller towns. It will show model city 
buildings, street pavings, ete. New York 
is erecting a building of their own; s0 is 
San Francisco, Minneapolis and others. 
In addition, the World’s Fair has just 
allotted space to the progressive firm of 
N. O. Nelson Mfg. Co., St. Louis, Mo., in 
which they are to install a septic sewage 
disposal system, which will be a working 
exhibit, purifying the crude sewage dis- 
charged from some of the city buildings 
mentioned above. The Nelson Company 
will also have a small office building and 
full explanatory diagrams, showing the 
system which they are installing with so 
much success. If you have not received 
their latest booklet it will pay you to 
write to them for a copy, if this question 
of sewage disposal is under consideration. 
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When People 
Plan a Home 


you will find it to your advantage to 
show a line of 


Kinnear Radiators 


Made from sheet Steel, Brass, 
Bronze or Copper. Electrically fin- 
ished in great variety of styles to har- 
monize with room decorations, 


KINNEAR RADIATORS 


are very light in weight, of Guaranteed‘ Durability and are 
adapted for use wherever steam or hot water heating is specified. 


a a er 
Write for 


Catalogue 


No. 5 
\ feiGuetoReeerne 


VACUUM STEAM HEATING SYSTEM 
MORGAN @ CO., CHICAGO. 


THE WILHELMI THE MODERN 
TWO BEST BOILERS 

The “Wilhelmi” is a high-grade ‘copper range boiler 
tested to 250 pounds and guaranteed’ to stand a working 
pressure of 150 pounds. There can be no better boiler 
made. . 

The “Modern” is for use where the pressure does not 
exceed 100 pounds, as that is the guaranteed working pres- 
sure. It is tested to 200 pounds. 


BOTH BOILERS GUARANTEED NOT 
TO LEAK AND AGAINST COLLAPSE 


Very Attractive Discounts Furnished 
FOR SALE ONLY BY JOBBERS OF PLUMBERS’ SUPPLIES 


HAYES MFG. CO., * : Paterson, N. J. 


ARE YOU HAVING TROUBLE WITH 
VALVES YOU HAVE BEEN USING? 


IF SO, TRY THE 


CORSET 


They are made of A-1 metal. 

They are assembled by hand. 

They are thoroughly tested. 

We make a complete line of Globe and 
Angle Valves, all sizes in both Standard 
and Competition; also Horizontal and Ver- 
tical Check Valves, both sliding and 
stationary stem. 


Write Us for Prices, They! are Low. 


American Valve & Meter Co., | 


Cincinnati, O. 


Thos. H. Hutchinson, Selling Agent. 101 Beekman St., New York: § 


She Best 2 
Ohe Largest _— 

Most Powerful 

Most Reliable 


LINE OF Hot Water Specialties 


ON THE MARKET. 


We are the pioneersin COMBINATION HEATING. Our 


system is absolutely successful. 
WRITE FOR CATALOGUE. 


CHARLES SMITH ComMPAnY, 
Lake Street, CHICAGO. 


The GORTON 


BOILER 


For Steam and 
Hot Water Heating 


Send for New Catalogue and Prices. 


GORTON @ LIDGERWOOD CO., 
96 Liberty Street, New York. 


IN SUMMER IN WINTER 


Florence Radiator Shields 


4 panel of plate glass supported on neat adjustable 
brackets. Price Right. Protection the Best. 


Columbia Heating Co., 40 Dearborn St.., CHICAGO. 
Manufacturers of FLORENCE BOILERS. 
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HERE has been quite a change 


on William street. For many 

years the name of Sullivan & 

Gorman on the building at No. 
126, as plumbers, have attracted the eye 
of the public. We have received word 
that the firm has dissolved by mutual 
consent, and that Mr. Thos. J. Gorman 
will conduct the business at the old stand, 
while his former partner, Mr. Maurice J. 
Sullivan, opens up a new place at No. 4 
Liberty street. 


Lassette & Murphy, of 2267 Broadway, 
Manhattan, have one of the best plumb- 
ing jobs on the west side in doing the 
Colonial Building at the northeast corner 
of Columbus avenue and Highth avenue. 
They have just finished a large apartment 
for the Lowen Construction Co. at 95th 
street and Riverside Drive. 


James R. Johnston, of 384 Amsterdam 
avenue, Manhattan, has the finishing of 
the ten-story apartment hotel on Broad- 
way block between 108th and 109th streets. 
This building was started several years 
ago and the new plans make an alto- 
gether new plumbing job. 


Millbrook, N. Y., is a small place, but 
there seems to be a good business in the 
plumbing line, and Mr. Benjamin Wool- 
heater is looking after it in good shape. 


David Diegan, of 400 Columbus avenue, 
Manhattan, is plumbing the apartment 
hotel being erected at northwest corner 
Amsterdam avenue and 79th street. This 
hotel will be one of the landmarks on 
the west side. 


Messrs. Stroh & Huber, of 4388 W. 51st 
street, Manhattan, have a nice plumbing 
job in the apartment at the southwest 
corner Central Park West and 66th street. 
Although the specifications call for noth- 
ing elaborate in way of fixtures the work 
is to be of the best. 


The west side, Manhattan, is not alone 
in high-class elevator apartments. Fred 
S. Schurmann, of 400 E. 74th street, is 
plumbing a fine nine-story elevator apart- 
ment at 57-59 Second avenue, and which 
is to be one of the finest buildings on the 
east side. 


Reynolds & McMahon, of 309 W. 145th 
street, New York, are busy in plumbing 
ten five-story flat houses on 141st street, 
between Seventh and Eighth avenues. The 
demand for this style of house is very 
great and many of the row have been 
sold from plans. 


The many friends of Pat Walfe, from 
time immemorial permit clerk on water 
meters in Department of Water Supply, 
will be pleased to know that he has been 
reinstated to his old position and is again 
on deck giving out permits to plumbers. 


Messrs. Jasper & Goebel, of 43 W. 125th 
street, New York, have among their num- 
erous jobs the plumbing of the eight- 
story apartment an Central Park West, 
between 65th and 66th streets. 


The firm of Milton Schnaier & Co., of 
347 Columbus avenue and 952 Madison 
avenue, have just been incorporated under 
the above title, with a capital of $25,000. 
Among the incorporators are E. C. Har- 
M. S. Kitsinger and Milton 
The firm 


rington, 
Mayer, all of New York City. 
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the interests of his employees are taken 
into consideration from the fact that two 
of them, E. J. Reynolds and T. HE. Brady, 
with himself are the incorporators. The 
new company are to do plumbing, start 
off with a capital of $5,000, and continue 
the business at the same old stand. 


Dobbs Ferry, N. Y., is looking more 
after the needs of school children lately, 
increasing space, etc., and of course there 
has been quite a bit of plumbing work to 
be done in the schools. That part of the 
work has been taking up the time for sey- 
eral months, of Peter J. Carpenter, who 
by the way, is also chief of the Fire 
Department. The bulk of the plumbing 
business is done by Jas. V. Langenberg, 
and at present, in fact for some time back, 
he has been quite busy. 


At New Rochelle, N. Y., just now, the 
most important item of news is the tak- 
ing over of the Westchester Water Co. 
by the New Rochelle Water Co., with the 
idea of giving better water rates, ser- 


have quite a number of good jobs on 
hand, one of them being at the building 
on the corner of Fulton and Cliff streets, 
which is to be occupied by Stransky & 
Co., the famous enamelers, 


William G. Clark is a busy master 
plumber at 627 Ninth avenue, Manhat- 
tan. Among the numerous contracts on 
hand are, overhauling the plumbing in 
the following buildings, 436-38 West 40th 
street, 628-30 Tenth avenue, 750 Tenth 
avenue, and 236 West 67th street. 


On the 138th of April articles of incor- 
poration were filed by the Edward J. 
Brady Co. Mr. Brady’s place of business 
is located at No. 79 Warren street, New 
York City, where his shop has been for 
many years. Like a number of other 
concerns which have incorporated lately, 
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vice, etc. Of course that means a lot of 
plumbing work and sure pay, as the New 
Rochelle company is owned by Mr. Iselin, 
the owner of one of the yachts entered 
some time ago in the international race 
for the championship cup. 


Mt. Kisco, N. Y., is picking up quite a 
little lately. The two leading plumbers, 
Frank A. Bennett and Gilbert E. Ganun, 
were about equally divided for some time, 


-but lately Frank run a little behind, 


through no fault of his own, on account 
of well driving work. Mr. Bennett is 
quite an expert in that line of business, 
and the demand on his time for that 
kind of work has: lately been so great 
that he decided to devote his whole time 
to driving wells. The upshot of the whole 
thing is that the race between the two is 
now declared off, from the fact that the 


- more. 


“plumbing department” of Mr, Bennett | 
has been sold to the aforesaid Gilbert 7 
Ganun. This makes increased labors to 


Gil, but as he is a hustler, we know | 
that he will do justice to his additiona) _ 


trade, besides his own, 


It is with profound regret that we 
learn of a serious operation on iA. 
Deiser, of 388 Broadway, at St. Marys 
Hospital. ‘Because of his stoicism, Lou 
suffered for months in silence rather than 
spare the time from his very large busi- 
ness or occasion any worry to his family. 
Nature at last succumbed, and he then 
gave way to the knife. The last report 
from the surgeon was that Lou withstood 
the cutting very well, and with a fair 
share of luck he would be up and around 
in a week or two. We earnestly hope so. 


Wm. Martin, so well and favorably 
known to the plumbing fraternity of 
Brooklyn Borough as traveling salesman 
for Geo. P. Jacobs & Co. for over twenty 
years, died the early part of last month. 
Mr. Martin had been ailing for a year or 
more. In the years gone by when blessed 
with good health and ambition he was 
considered one of the best salesmen on 
the road, with an unusually strong fol- 
lowing of friends in the trade. Possessed 
of a sunny and kindly disposition, honest 
as the day was long, and an inveterate 
joker, he was a welcome visitor wherever 
he called. He leaves many friends to | 
mourn his loss. 


On Flatbush and Church avenues, 
Brooklyn, the shop of William F. Till 
gives evidence of a very busy season. 
Brother Till is a hustler and not to be 
found but for a few minutes at his office, 
devoting major portion of the day to fol- 
lowing up his large force of men on con- 
tract work for such builders as Geo. 
Croigen, Geo. Egbert, and such others as 
seem to erect higher class houses in Pros- 
peck Park South. Despite the fact of Mr. 
Till’s absence, his office manager, Mr. 
Dames, is amply able to entertain any of 
their many visitors for an half hour, or 
So, with choice bits of gossip in the trade. 


A most artistic steam fiitter’s office is 
to be found on Flatbush avenue, near 
Caton, Brooklyn, and is occupied by our 
friend from Canada, Mr. John R. Mur- 
chison, and his entertaining stenographer. 
The walls are adorned with panels of 
tapestry, following the old English style; 
and intermingled with his fine display of 
steam and hot water heaters of various 
description, are to be found an attractive 
collection of potted plants. Mr, Murchi- 
son has been located in Flatbush section 
for eight or nine years, and has a very 
large and active list of customtrs. He 
has lately completed a dozen residences 
on Ocean Parkway, and is engaged in 
figuring on a ‘bunch” of plans—which 
means that he will soon be in the market 
for several carloads of pipe, so géod a 
figurer is he. 3 


Martin Behrer, of the plumbing supply 
house of Behrer & Co., on Beekman street, 
New York City, has certainly been hav- 
ing a siege of it. Sickness in his home 
of a serious nature and also his own 
illness has necessitated his absence from 
his desk off and on for the past month or 
We are pleased to learn that his 
children, who were sick with diphtheria, 
are recovering and Martin is again enjoy- 
ing his old-time health and vivacity. _ 
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(00D BOILERS—BEST BOILERS. 


About all Boilers are good,—fairly good,—pretty 
good,—sometimes said to be “good enough.” 

The real question is, which is Best, and what 
makes the best Boiler worth very much more than 
good, or “good enough” Boilers? 


To the Dealer who has been 
selling ‘‘good enough” Boilers 
we are pleased to send our new 
booklet —‘‘IDEAL Heating,” 
and leave the verdict to him. 


[x 
sae 


LAUNDRY HEATERS~—4 SIZES. 
TANK HEATERS—14 SIZES. Square and Round Top. 
Cap. 65 to 400 Gallons. 6 Styles. Cap. 40 to 150 Gallons. 
No. of Irons, 10 to 25. 


IDEAL Boilers 
AMERICAN Radiators 


Tested to 100 ibs. pressure per square inch, and will meet every reasonable requirement. 


Special Systems requiring a pressure fn excess of this, the pressure test should be stated. 
— SEND FOR— 
Descriptive pamphlet—giving Dimensions, Capacity and Price. IDEAL Coke Steam Boiler 


MAGEE FURNACE CO., 32-38,Uaien Street AMBRICANRADIATOR (OMPANY 


STEAM AND HOT WATER HEATERS, WARM AIR FURNACES. COMBINATION (WARM Pee aN Se URL Es 
AIR AND HOT WATER) RANGES, STOVES, ETG: LARGEST LINE UNDER New York: 42-44 E. Twentieth Street. MINNEAPOLIs: 204 Fourth Street, South. 
ONE NAME IN THE UNITED STATES. BuFFra.o: 1741 Elmwood Avenue. DENVER: 831 Fifteenth Street. 
NEW YORK REPRESENTATIVE-—E. N. COKEFAIR, 39 Cortlandt Street, alan MT tno ini it ee ep opens de 


z WASHINGTON: 1201 G Street, N, W. CINCINNATI: 336 W. Fourth Street, 
Wesrzen Acuxcr—J. D. Lorr & Co., 86 Lake Street, Carcaco. Boston: 44 Oliver Street. Pirrssur@: Farmers’ Bank Bldg. 


Thomson’s 
oeCornell Steam Heater Sth 
RS EEE ae Te a i’ Machine 
Has given the se ss LIN fortesting plumbing 
best satisfac- MS pre, Ry aionbes ee 
tion wherever -. w~ wreite for Circular 


0 i and Price 
used. # Agents Wanted 


THON IES co 
Send for Catalog Elmhurst, Pasa 


and discounts. 


THE NATIONAL 
HOT WATER 


SSxVe=< 
HEATER _ 
en 
Suitable for large or small writing, Tank Heaters 
houses, stores, conserva- pean . and Tanks 
vatories, barber shops, SEAT 
hotels, etc. 
asa John Simmons Co., .-< 
Heats water quickly. Cir- 
culation is positive. No 108 Centre St. = - NEW YORK. E z q The season for 


them is now. 


joints inside to leak. 

Also, all kinds of coils and 
bends of iron, brass and 
copper pipe. 


The time _ to 
write us is 


Manufactured by 


THE NATIONAL PIPE 


I > . x i 


N 


av 


Un nN ny oN A el - e 

BENDING CO., ie \ SAN FRANCISCO KEWANEE BoiILER COMPANY 

85 Lloyd St., New Haven, Conn. ;' arava nana KEWANEE, ILL. 
; CHICAGO, ST. LOUIS, 


167 E. Lake St. Chemical Bldg. 
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A gentleman adding much weight and 
dignity to the plumbing profession is Mr. 
Geo. B. Johnston, the pioneer plumber of 
Flatbush, who through expression of his 
many fine qualities, and a thorough 
knowledge of his trade, has about tickled 
his Beverly district customers most to 
death. His son, William, has taken up the 
bookkeeping department as his branch 
of the business, and it is needless to re- 
mark that his charm of person and grace 
of manner has proven a valuable acquisi- 
tion in the “collections.” Bill is quite a 
bowler, but it takes his pa to “whoop the 
gazerbook” on the alleys, his seven-foot 
swing from a nine-foot circle proving 
very effective against the skittles. An 
original man is Brother Johnston, which 
is borne out in his “own idea,” basin 
slabs and pedestals. 


“Where ignorance is bliss it’s wise to be 
foolish,” is the favorite one of Louis E. 
Quick’s of Brooklyn, bon mots. Besides 
plumbing for money, he puts in balance 
of his time kidding for pleasure. <A 
great many humorous incidents are at- 
tributed to Brother Quick, but a real 
funny one came about some years ago, 
after this fashion. Lou had just been 
paid for a job by his brother-in-law, 
George Dreyer, of the renowned Vander- 
veer family, and cashing check, received 
bran new bills of five and ten dollar de- 
nominations. With a few chosen spirits, 
after performing a work of charity at 
Police Headquarters, he went along the 
Bowery, and was accosted by a pan-hand- 
ler, in front of Steve Brodie’s. Lou in- 
vited the knight of the bludgeon to par- 
take of some kerosene, and calling him 
aside handed him five of the new bills, re- 
questing him to return with fifteen good 
dollars. Dusty’s counterpart turned bills 
over in his hand once or twice with a 
critical air, declinea the offer with the 
remark that he was no shover of the 
queer, and turning on his heel departed 
amid uproarious laughter. Lou’s reputa- 
tion as a cut-up and kidder-in-general has 
preceded him to such an extent that he 
is concededly in Bryan G. Hughes’ class. 
Lou is a very clever reciter of prose and 
poetry—excelling in “Old Ace,” a _ pa- 
thetic hit, which he delivered last win- 
ter at the Puritan Club, of which he is 
president. Ask Hudson. 


LONG ISLAND NOTES 


In April 1st issue we spoke of Long Is- 
land as showing signs of activity, notic- 
ably in the plumbing line, which in some 
sections it is meeting the expectations of 
the fraternity, and a number are figuring 
on some good jobs. 


On the other hand as the outlook was 
beginning to look favorable a number of 
“Boss Plumbers” have been hampered by 
their men going on strike. We learn, 
however, from a reliable source, that an 
amicable agreement is soon to be made 
between employer and employee, and the 
business boom will go on in earnest, as 
a number of large contracts have been 
held up owing to the prolonged cold 
weather. 


Patchogue seems to be coming in for a 
good share of prosperity, and as far as 
we know, all hands are busy. F. B. Gor- 


don and T. J. Kirk seem to be running a 
race for the public patronage, and it looks 
as if it was about an even match between 
them. Both men are hard workers, good 
mechanics, and have quite some work on 
hand. Mr. F. E. Gordon has among his 
jobs, one at “Blue Point,” while Mr. T. J. 
Kirk is now, and has been for some time 
(in addition to others), doing work on the 
fine summer residence of Miss Maude 
Adams, the noted actress, at Ronkonkoma. 


Charles Hetrick, of Cederhurst, is work- 
ing on some fine residences at Woodmere. 
This is a beautiful little place, well laid 
out lawns, pretty cottages, handsome rail- 
road depot, etc., and the property of a 
millionaire silk merchant of New York 
city. We are glad to state that nearly 
all of the fine plumbing, which comprises 
the best part of it, has been done by Mr. 
Hetrick, during the last year. 


J. B. Field, of Islip, divides his time 
between serving his customers at home, 


approval of the State Legislature for the 
adoption of this proposed sanitary code. 
The following are members of the com- 
mittee: James T. McNab, John Camp- 
bell and “Alderman” B. J. Rogers. 

We must not overlook the fact that 
Wm. H. MacDonald, chief inspector of 
plumbing, prepared the proposed sanitary 
code as submitted. During the large fire 
two years ago all the important records 
of his office were completely destroyed, 
and he has since labored under great 
disadvantages. 


Big Chief James Kearney, of 443 Main 
street, is still connected with the fire de- 
partment. He is happy only when direct- 
ing his men at stubborn fires, and is al- 
ways first to commence hostilities. 


The firm of Cadigan & Son have re- 
moved to 639 Main street. They have 
branched out into the stove and hardware 
business, and will continue their plumb- 
ing shop as heretofore. 


The following firms have made notice- 
able changes: John Baird, 79 Mill street, 
recently incorporated under the name of 


Twin B oilers with Circulation Pipes. 


as well as at Cederhurst, and we are in- 
clined to believe that the latter place is a 
little ahead on his share of his labors. 
He knows a thing or two about plumbing, 
too, as he is a son of a once noted, but 
now retired plumber by the name of B. 
P. Field, of Babylon. Mr. B. P. Field is 
better known, perhaps, on account of the 
numerous Christmas stories, etc., he has 
written from time to time for THE 
PLUMBERS’ TRADE JOURNAL. 


PATERSON’S (N. J.,) PRO- 
GRESSING PLUMBERS 


The committee appointed by the Master 
Plumbers’ Association of Paterson, N. J., 
to encourage the passage of the proposed 
sanitary code have done noble work dur- 
ing the past few months. 

Recently this bill passed the lower 
House and has now reached the Senate 
for consideration. This committee de- 
serves great credit for the manner in 
which they have discharged their duties, 
and are sure to succeed in getting the 
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John Baird Co.; W. J. Cannon succeeds 
to the firm of H. H. Cannon & Bro,, 447 
secretary; A. J. Fielding, treasurer. 


The plumbers of Paterson fully realize 
the importance of organization, and at 
the present time there remains but few 
who are not now members of the Master 
Plumbers’ Association. The officers re- 
cently elected for the ensuing year are as 
follows: James H. White, president; J. 
T. McNab, vice-president; Robert KE. 
Quinn, secretary; Wm. Delhagen, assist- 
ant secretary; George S. O’Neil, financial 
He not only shows his competency as a 
plumber, but is one of the best enter- 
tainers in the States. His exhibitions, 
in former years, of his magical power 
over his subject is still fresh in the 
minds of many who were fortunate to be 
present. 


Once again the Hon. B. J. Roegiers, of 40 
Church street, has been re-elected alder- 
man to serve for a term of two years. 
This is his third successive term, and 
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from his popularity in his district, he 
will continue to be a strong candidate 
for some time to come, He has one of the 
leading shops in Paterson, and one of his 
best contracts recently completed was the 
installation of the plumbing work at the 
Ashley and Bailey silk mills at River- 
side, N. J. 


For a sample of plumbing work that is 
unique and up to date, call at J. J, Dono- 
hue’s, 288 Main street, and see the class 
of work just completed by Wm, Delhagen, 
of 58 Ward street. It is certainly attrac- 
tive, and great credit is due Mr, Delhagen, 
River street; Charles Leitch, successor to 
the firm of Leitch & Hood, 222 Paterson 
street. 


At a recent meeting of the association 
the following were elected to member- 
ship: Grieman & Goldberger, 24 Arch 
street; Charles Harring, 272 Straight 
street; David R. Johnston, 388 Tatowa 
street; Neal & Brown, 372 Clay street; 
Wm. B. Thompson, Belmont and North 
7th street; C. E. Westervelt, 563 Hast 
26th street, formerly with the Hastside 
Plumbing and Heating Company, corner 
Park and East 22d street. 


It is with sorrow that the plumbers 
of Paterson, N. J., mourn the loss of Mr, 


D. C. Bergin, formerly at 888 Totowa 


avenue, whose death occurred recently. 


Recently the Master Plumbers’ Associa- 
tion entered into an agreement with the 
representatives of the local journeymen 
plumbers, whereby all future grievances 
shall be submitted to an arbitration com- 
mittee composed of representatives from 
each association, and whose decision shall 
be final. In this manner all future trouble 
can be avoided. 


When in Bayonne look up Wm. M. 
O’Neill, at 459 Avenue D. He is an in- 
teresting talker and can relate some thrill- 
ing experiences of the recent strike in his 
city. His firm are very busy with the 
following work, which is only a small 
amount of the contracts they have at 
present: Plumbing in the four-story 
brick house for Jos. Huckstein at Ave- 
nue D and 24th street; plumbing and 
heating at St. Mary’s Church, 14th street 
and Avenue C, in which are installed the 
two largest size boilers ever made by the 
Richardson people; plumbing and heat- 
ing at the Polish Society building, corner 
of Meadow and East 21st street. 


ELMIRA, N. Y., NOTES 


One of the busiest firms in the city is 
Le Valley, McLeod & Co., of 165 Lake street. 
They have begun their $29,000 contract for 
the entire plumbing and lavatories to be 


installed in the new Lehigh Valley car 


shops at Sayre, Pa. They also recently 
sold 140,000 feet of pipe to the United 
States Cut Flower Co. This company 
is building the largest cut flower estab- 
lishment in the world, whose glass build- 
ings on Lake street cover more than forty 
acres of land. 


Another busy plumber is A. L. Burt, of 
518 No. Main street. He has just com- 
pleted the installation of plumbing, $a 
and heating for F. G. Hall, owner of the 
building at the corner of College and 
Water streets, and also stores for Andrew 
F. Winderberg at 189-141 Water street. 
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PLUMBING and HOUSE DRAINAGE 


A text book onthe practice of plumbing,with supple- 
mentary chaptets on house drainage and ventilation, 
with three hundred and eighty illustrations. 

By William Paton Buchan. 


SENT POSTPAID UPON RECEIRT OF PRICE, $1.75 


The Plumbers’ Trade Journal, 


61 Beekman St., NEw YORK. 


THE STEAM AND GAS FITTERS’ PRICE BOOK 


Is designed to meet a long felt want of an office price book. 
Experience in this line of business has shown that much valuable 
time has been lost owing to the lack of a complete and compact 
book of prices. Bound in leather. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE, $5.00. 


The Plumbers’ Trade Journal 6! Beekman St., New York. 
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(MORE BUSINESS: 


FOR THE PLUMBER. c~ 


The farmer of to-day wants the comforts of life, 
He deserves them—-he can afford to have them. 
He wants plumbing in his house. Not avery 
farmer is ready for bath rooms, hot and cold water 
and closets, but a good many are, and more would be if they knew 
of a satisfactory system of water supply. 


We Have the Satisfactory System of Water Supply, 

A Kewanee Pneumatic Tank placed in the cellar and connected 
with well or cistern, will deliver hot and cold water to all parts of 
the house whenever wanted, in any quantity desired. 

Buried in the ground at the foot of the windmill tower, it is so far 
superior to the elevated windmill tank that no comparison is possible. 


The Pneumatic Tank Does Not Freeze in Winter 


nor deliv«c luke-warm water in summer. It does not leak. It 
lasts a lifetime. It wil) throw a stream of water over the tallest 
building, thus giving protection against fire, which the elevated P 
tank does not give. 


It enables the man living in the country to have all the advantages of a city 
4 water service, 


The Kewanee Water Supply System opens up to the plumber a new field of 
business, If you are an enterprising, up-to-date man you want to know about 
it. Send for our illustrated catalogue. It is free. 


KEWANEE PNEUMATIC WATER SUPPLY CO., Kewanee, Ills. | 
1© GOOO @OBCGCSECOCO 
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Money Saved 


Vv vv ad 
Is. it worth while to cave ten 
cents on a valve when you know 
you will be lucky if you don’t have 
a dollar’s worth of trouble with it? 
w vw 


Send usa sample order for steam 
brass goods—if you want 
to dodge trouble. 


KINSEY & MAHLERCO., 


‘“aumum) PEORIA, -« - «+ ILL. 
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» Siphon Washdown 
Combination 


“SANITARY 


Our Ocoanice C327 with Nethery Flush Valve is 


Perfect in Operation and Entirely Noiseless 


Itis not liable to get out of order and it can be easily adjusted for any length of flush. 
Write for our supplementary catalogue on ‘‘Nethery Flush Valve Combinations:” 


Samtary Specialty Mfg: Co. 


H. VERBEEH, President and Manager 
Milwaukee Avenue and Clinton Street, Chicago. 


WHEN ORDERING 


ANTI-FREEZING : 
CLOSETS 


SPECIFY WITH 
Star Hopper Valves 


The success of a closet depends largely on the valve used. 


Star Hopper Valves have no equal for durability 
and simplicity. 


MERIT MAKES THEM POPULAR 


MANUFACTURED BY 


CRAMPTON-FARLEY BRASS CO. 


HANSAS CITY, MO. 
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Be een fles l patriecinines a nf paom wv tabipmenytn le ptaemamteboly 
Tenth Annual Convention of the Pennsylvania 
State Association of Master Plumbers 


Get n sol pentagonal panel D purl pata pemmrciptensd pane sins ptesetheayen TT 


EVER in the history of the 
Pennsylvania State Associa- 
tion of Master Plumbers has 
a convention been held with 
more perfect arrangements 

than that of the tenth annual convention 

held at Philadelphia, Pa., Tuesday, April 

19, 1904. It was promptly ten o’clock A. 

M. when the convention was called to 


S. S. White of Pittsburg, President of the Pennsyl- 
vania State Association 

order by the president, Gregor Drum- 

mond, in one of the parlors at the Odd 


We have information and data to the effect that brass goods are being 
goods, and that said goods are being marked in imitation of Mueller brass 
tial feature is the letters ‘‘H M’’; and also that such goods are being offered 
All of this is not only an infrin 


goods. 


- Pittsburg; 


Fellows’ Temple, corner of North Broad 
and Arch streets. 

All during the preceding day delegates 
arrived on different trains from all sec- 
tions of the State. After requestiing Mr. 
E. H. Mackay, at Philadelphia, Pa., to 


First Vice-President Jos. V. Reagan, Philadelphia, Pa. 


act aS sergeant-at-arms during the ses- 
sions of the convention, the president ap- 
pointed the following to serve as the 
Credential Committee: H. M. Hay, of 
Harry L. Righter, of Phila- 
delphia; A. E. Haines, of Allentown. 
This committee at once presented to the 


.Martin, E. 
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convention a list of the delegates present, 
which was as follows: 

Altoona—J. A. Chamberlain and A. WB. Ack- 
ers. Allentown—J. M. Birchall, H. L. Christ, 
A. B®. Haines and BH. D. Schoyer. Harrisburg— 
C. W. Fisher, Wm. Bayles, and HE. J. Fogarty. 
Pittsburg—E. M. Tate, H. M. Hay, S. S. 
White, W. J. Elkins, Mack Snivley. Philadel- 
phia—H. L. Righter, Howard Neilson, R. L. 


Third Vice-President E. J. Cake, Reading, Pa. 


H. Mackay, Geo. Moeller, J. F. 
Dwyer, HE. F. Roberts, Wm. Leitch, Edward 
Byanson, W. S. Clark, M. F. Hamilton, J. J. 
Harnett, Fred. S. O’Neill, D. F. Durkin, How- 
ard Smith, Wm. Calhoun, Gregor Drummond, 
John Gounley, Dan’! Wheelin, Geo. F. Uber, H. 
L. Lentz, L. J. Sommer, T. J. Barry, J. A. Mc- 
Carthy, J. V. Reagan, Wm. McCoach, J. J. Mc- 
Nally, Chas. Wilkinson, D. V. Kennedy, S. L. 
Barnes, S. W. Barnes, G. L. Swezler. Reading 
—L. J. Cake, E. S. Summons, Benj. Yeich, W. 
O. Seull. Scranton—T. J. Nolan. York— W. 
A. Shive and Chas. Pmig. 

During the roll call each delegate was 


presented with a handsome badge souy- 


UNFAIR COMPETITION 


merit possessed by the Mueller goods. 


We are also in possession of information that certain stop and waste cocks 
letters patent, No, 513,372, 


We are determined to protect our trade against such fraudulent imitations of our goods to the full extent of the law, 
and it is our intention to bring suit promptly against all infringement upon either our patent or our trade-mark rights. 


PROTECTING 


SUITS OF 


turing Company, of Dubuque, Iowa, 


H. MUELLER MANUFACTURING COMPANY, DECATUR, ILL., U.S.A. 


MUELLER WATER WORKS, GAS WORKS AND PLUMBING GOODS. 


OUR RICHTS 


INFRINCEMENT 


To this end we have already instituted two suits for infringement against the A. Y. McDonald & Morrison Manufac- 


MAKERS OF 


manufactured in imitation of Mueller brass 
goods, which bear a trade-mark whose essen- 
and sold in substitution for genuine Mueller 
1 gement upon our trade-mark rights, but is also unlawful and unfair competition em- 
ployed to deceive the public, and to effect the sale of inferior goods in place of goods having the established reputation for 


have been put out in infringement upon our 
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enir. During the reading of communi. 
cations, a letter received from National 


Howard Smith, Secretary of the Philadelphia Master 
Plumbers’ Association 


President E. D. Hornbrook, was ordered 
held and to be acted upon when conyen- 
tion went into executive session. Some 
of the standing committees had practical- 
ly no work during the past year, and 
therefore rendered no report. During the 
reading of the president’s report, S. S. 
White, of Pittsburg, assumed the chair. 
The following is the report of the work 
performed by the president during the 
past year: 
PRESIDENT’S REPORT. 

Gentlemen—I herewith tender my report for 
term beginning April 21, 1908 to April 19, 
1904. 

At the expiration of last term the Associa- 


tion membership was eight hundred members; 
membership at present date is nine hundred 
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and fifty members, an increase of one hundred 
' and fifty members. 

I regret to report that it was necessary to 
drop from our roll of membership various locals 
whose total membership numbered fifty-seven. 
This was done only after repeated requests 
for per capita tax, and to all our entreaties we 
received no replies. The State Association has 
already paid the National Association per 
capita tax to the amount of one hundred and 


J. M. Birchall, Allentown, Pa,. Treasurer of the 
Pennyslvania State Association 


fourteen dollars on these locals, to keep them 
in good standing; but all to no avail. 


During the past term this office has received 
yery few complaints regarding violations of 
our National Resolutions. I believe, that our 
members and supply dealers in general more 
fully understand the practical advantage of 
complying with the Cleveland Resolutions. 

On October 23, 1903, I received through the 
National Office a complaint from Pittsburg re- 
garding improper sales by a Philadelphia sup- 


ply house. I am happy to report that the 
supply house agreed to stop sales upon being 
notified that said sales were irregular. 

On January 9th I received complaints from 
Reading as well as Allentown Associations re- 
garding some irregular sales by a supply house 
of Allentown, Pa. After visiting supply house 
at Allentown, all differences were adjusted and 
satisfactory explanations were made for ap- 
parent violations. 

During the past term, the Keystone Supply 
and Manufacturing Company of Philadelphia 
was placed on the list of manufacturers and 
jobbers, having assured this office that they 
would comply with the Cleveland Resolutions. 
A notable increase in membership is reported 
from Pittsburg, having an increase of fifty- 
seven members during the past term. Philadel- 
phia reports twenty-two members during past 
term. On the question of having the State 
Association chartered, your Pxecutive Com- 
mittee have obtained legal advice on same, as 
per report attached. The suit entered against 
your officers by Fleck has been nolle Prosequi. 

The Pennsylvania State Association paid the 
National Association for per capita tax to 
May 21, 1903, total of $1,752.00, the largest 
amount from any one State. 

In conclusion, I want to thank the members 
for the consideration and assistance that has 
been accorded me during my terms as Presi- 
dent. I trust that the good work will go on 
and that all members will be loyal to our 
National Resolutions. 


After the reading of the president’s 
report the question of incorporating the 
State Association was taken up. It will 
be remembered that this question was 
first introduced at the last State conven- 
tion held at Pittsburg, April 21, 1903, 
at which time, after a lengthy debate, it 
was referred to the executive committee, 
who were given full power to act as they 
deemed proper. This committee, after 
obtaining a written opinion from a prom- 
inent corporation attorney at Philadel- 
phia, recommended that this convention 
disapprove of such incorporation, which 
recommendation upon motion was final- 
ly accepted. 


The reports of the secretary and treas- 
urer were then read and ordered audited 
by the Auditing Committee, composed of 
W A. Shire, Philadelphia; W. J. Elkins, 
Pittsburg, and A. E. Akers, Altoona, who 
informed the convention that they ex- 
amined the account of both the secretary 
and treasurer and found them correct. 


According to the president’s report, a 
few local associations were dropped from 
the roll during the past year. After a 
great amount of discussion as to the 
proper method to pursue in reorganizing 
these locals, it was ordered that the execu- 
tive committee make every. possible effort 
to reorganize such locals and again enter 
them upon the rolls of the State asso- 
ciation. At this juncture a recess was 
taken until three o’clock, and all the 
delegates and guests present went to 
an adjoining room, where a very elegant 


lunch had been prepared by a leading © 


caterer. 


Immediately upon convening the after- 
noon’s session, the convention went into 
executive session, after which the election 
of officers for the ensuing year was in 
order. Mr. S. 8S. White, of Pittsburg, was 
nominated for president, and no further 
candidates offered. So also with the 
office of treasurer, Mr. J. M. Birchall, of 
Allentown, being the only candidate. Two 
candidates sought the office of secretary, 
Mack Snively and E. M. Tate, both of 
Pittsburg. Three candidates were nomi- 
nated for vice-presidents, Jos. V. Reagan, 
Philadelphia; G. W. Fisher, Harrisburg, 
and L. J. Cake, Reading. At the con- 
clusion of the balloting the following 
were declared elected Mr. S. S. White, 
of Pittsburg, president; Mr. Mark Sniv- 
ley, of Pittsburg, secretary; Mr. Jos. V. 
Reagan, Philadelphia, first vice-president, 
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he receiving the highest vote cast; M1 
G. W. Fisher, Harrisburg, second vice 
president, and L. J. Cake, Reading, thir 
vice-president. A number of candidate 
were nominated for the honor of dele 
gate to the national convention, and thi 
following having received the greatest vot 
were declared elected. Mr. H. L. Righter 
Philadelphia, and Mr. J. M. Birchall 
Allentown, Pa. 


All of the newly elected officers wer 
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Gregor Drummond of Philadelphia, Pa., Who Actec 
as Toastmaster at the Banquet 


introduced and in brief replies thankec 
the convention for their individual hono: 
and promised to follow in the good worl 
of the retiring officers. At this point the 
convention adjourned and selected Read 
ing as the next convention city. 


WARNING TO MANUFACTURERS 


We hereby give warning to all manufacturers that we propose by every means accorded by the patent laws to deter- 


mine our patent and trade-mark rights and to enforce them vigorously against infringers, and that we shall institute suit 


against any manufacturer who may in any degree violate our rights. 


WARNING TO THE TRADE 


We hereby give warning that any buyers of goods that infringe upon any of our patent or trade-mark rights are them- 


selves liable for infringement, and that they also will be prosccuted to the full extent of the law. 


H. MUELLER MANUFACTURING COMPANY, 


MAKERS 


OF 


DECATUR, ILL., U.S.A. 


MUELLER WATER WORKS, GAS WORKS AND PLUMBINC COODS. 
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THE BANQUET. 

Owing to the late hour when the con- 
vention adjourned the majority of the 
delegates resolved to combine their sup- 
per hour with that of the banquet and 
after a short wait the delegation took 
their places at the banquet table. Just 


prior to the seating of the guests a flash- 
light photograph was taken, the officers 
of the State and local associations being 
in the rear and standing. 

No one escaped being called upon for 
during the evening. 


remarks The first 


ture policy in a very distinct and em- 
phatic manner. Toastmaster Drummond 
then introduced Mr. L. J. Sommers, a 
former president of the State association, 
whose remarks are always instructive 
and interesting. Then followed the Hon. 
J. M. Birchall, who told of his past ex- 
perience among Philadelphia plumbers. 
Mr. Mack Snivley, the newly-elected sec- 
retary, did not escape. His remarks 
were witty and brilliant. After the ci- 
gars were passed the musicians played a 
number of popular songs, and thus passes 
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and devote his exclusive time to associa- 
tion work. It was past seven o’clock when 
the meeting finally adjourned. 

Next came the banquet, and at eleven 
o’clock the gathering, about one hundred 
couple, marched to the large and spacious 
dining hall. 

It was a sight to impress itself indelibly 
upon the memory of those present. The 
tables were beautifully decorated with 
American beauty roses, carnations and 
ferns, and at each plate lay the dainty 
and attractive menu card, which informed 


Photograph;Taken at the {Banquet of the ;Pennsylvania State Association of Master Plumbers at Anuual Convention in Philadelphia 


speaker was Mr. S. S. White, the newly- 
elected president, who outlined his fu- 


into history the tenth annual convention 


of the Pennsylvania State Association. 


Meeting, Election and Ball of the North: 
western Association of Master Plumbers 


Unreal ficemyrmrenyrmnensnnmetniinelprsenpoonenflyoons®) 


HE annual meeting, election, ban- 
quet and ball of the North- 
western Association of Master 
Plumbers was held at the beau- 
tiful Hotel Rider, Cambridge 

Springs, Pa., April 14, 1904. This asso- 
ciation numbers among its members, lo- 
cals from various sections in New York, 
Pennsylvania and Ohio, and all day long 
and until the meeting was called to order, 
members gathered in the corridors of the 
hotel renewing old acquaintances and 
forming new ones. At three o’clock on 
the afternoon of the fourteenth, the an- 
nual meeting was called to order by Presi- 
dent W. J. Schall, of Youngstown, O. 
After reviewing the year’s work and fin- 
ishing other important business, came the 
election of officers to serve for the en- 
suing year. 

The balloting was spirited in each in- 
stance, and at the conclusion the follow- 
ing were declared elected: M. J. Murray, 
Jamestown, N. Y., president; Robert 
Whitla, New Castle, Pa., vice-president; 
C. P. McCurdy, Meadville, Pa., secretary. 
Hon. L. L. Lord, Meadville, Pa., treasurer. 
During the afternoon session, a very pleas- 
ant surprise was sprung upon Secretary 
McCurdy, who has served in that capacity 
for seven consecutive years past. By a 
resolution which was passed, his salary 
has been increased, so that he now threat- 


ens to retire from his plumbing business 


the guest of the good things to be served 
by the white-robed good-natured and win- 
some ladies who had arranged the tables. 
The charming musical numbers added 
much to the enjoyment of the auspicious 
occasion. 

During the flow of wine, a number of 
guests present were called upon for re- 
marks. Mr. H. P. Cahill, of Akron, O., a 
former president of the Northwestern 


Association and recently elected president 
of the Ohio State Association, was the 
first speaker, introduced by toastmaster 
Mr. C. P. McCurdy. He dwelt upon the 
work of his office, and the benefits to be 
obtained by association. 

Mr. Thomas Stone, of Greenville, Pa., 


E. W. Sanborn, Asst. Manager United States Rad. 
iator Co., Dunkirk, N. Y. 


a pioneer master plumber, was one of the 
most original, witty and _ interesting 
speakers of the evening. His advice to 
the younger generation was well received. 
The toastmaster concluded with a bril- 
liant story which created a great deal of 
laughter. 

From, the banquet hall the guests ad- 
journed to the dance hall, and it was 
a late hour when the musicians finally 
discontinued. 


CONVENTION NorE.—Among the promin- 
ent manufacturing concerns in our trade 
represented at the Cambridge Springs Con- 
vention was the U. §8. Radiator Co, of 
Dunkirk, N. Y., by Assistant Manager 
E.W.Sanborn. Pennsylvania in olden days 
was the territory which he covered. 


Some of Pennsylvania’s Master Plumbers and Their Wives at the Annual Meeting of the Northwestern Association Held at Cambridge Springs, Pa, 


, a 
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4 Pe Utica Heater Company prides itself upon manufacturing heat- 
ing apparatus which STANDS the TEST OF TIME. 


Our IMPERIAL Boilers embody more Original Features and 
possess more Points of Superiority than any other Boiler ever con- 
structed. 


During the past three years, we have sent IMPERIAL Boilers 
into every section of this great country, and can refer to thousands of 
pleased customers EVERYWHERE, who depend upon IMPERIAL 
Boilers to protect their homes and their business places from the 
cold blasts of winter. 


We do not make the above assertions in a boasting way, but 
merely state them as established facts—facts, which even our com- 
petitors must admit. 


We issue complete catalogues of IMPERIAL Boilers and 
SUPERIOR Furnaces and would be pleased to mail either to any 
address. 


‘“Thatcher’’ Steam and B Renin to no trust or combination and are satisfied with legiti- 
Hot Water Heaters || : 


Are designed to get the most heat from 
the least coal. 


The large direct fire surface, com- 
bined with extensive fire travel, utilizes 
all the heat in the coal. 


These points will interest any man 
who is building a home. 
We have a good practical way of helping our 


dealers to impress the consumer with the reasons 


why it pays to use a THATCHER heater. 


We make the consumer see that the economy lies 
in the saving of coal not in first cost. 


An argument like that helps you to get orders— 
and a profit. 


Drop a line; will send our man to talk it over. 


AhatcherIurnace ibs | rence 


240 Water St., NEW YORK. aapheee CO. Utica Heater Co., 
Works: NEWARH, N, J. aaa caLnOre Stress, UTICA, N. Y. 
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HE late spring has prevented much 
T activity in plumbing lines in this 
city. Hence work has not been 
brisk during April. Considerable im- 
provement was shown over the preceding 
month, however, and with the real com- 
ing of warmer weather better business 
nas aeveloped. Building operations are 
going ahead in an encouraging Manner, 
and many new structures are projected. 
The new 14-story skyscraper of the Dia- 
mond National Bank at Fifth avenue and 
Liberty street wiil require a large amount 
of fine plumbing fixtures. McClure & 
Spahr, Keystone Bank Building, Pitts- 
burg, are the architects for this work. 
The new technical schools endowed by 
Andrew Carnegie will be erected this 
year. A vast amount of plumbing will be 
required in same. In addition the Balti- 
more & Ohio Railroad Company will 
build a fine new passenger station here, 
in which a great number of plumbing 
and sanitary fixtures will be installed. A 
number of hospitals and apartment houses 
will be put up also, as well as numerous 
school houses, which should insure a pros- 
perous year for Pittsburg plumbers. 


The Flowers Co., of East Pittsburg, 
which is conducted by “Jack” Flowers, 
have removed their shop from Electric 
avenue to Linden avenue. The new loca- 
tion is an excellent one, on the main 
business street of East Pittsburg. There 
is abundant room in the new quarters, as 
a large room on the first floor is avail- 
able for office and show room purposes, 
as well as a stock room, and the com- 
pany has three other large store rooms, 
where pipe and other heavy goods are 
-carried. The Flowers Co. do the largest 
business of any plumbing concern in the 
Turtle Creek Valley, and are at present 
engaged in plumbing the new engine 
house being built by the Westinghouse 
Electric and Mfg. Co., to protect the 
plants of the latter from fire. Mr. Flow- 
ers has done considerable work for the 
great Westinghouse interests. He re- 
cently completed the plumbing in the 
Swartz Building, on 12th street, Brad- 
dock, a contract involving about $1,000 
worth of plumbing, and the Shoemaker 
Building at Wilmerding, Pa., consisting 
of flats and store rooms, in which the 
plumbing amounted to $1,500. Mr. Flow- 
ers is probably one of the most success- 
ful plumbers in the State. He is erect- 
ing a handsome residence at East Pitts- 
burg. 


— 


The plumbers of Reading, Pa., are out 


on strike, demanding a 9-hour day and 


25 cents per day increase in wages, as ¢ 


well as Saturday half-holiday with full 


pay. 

The Iron City Sanitary Mfg. Co. has 
opened an exhibit room and warehouse at 
236 Third avenue, Pittsburg, for the con- 
venience of its trade. The company’s 
offices were formerly located in the Ger- 
man National Bank Building at Sixth 
avenue and Wood street. The move will 
no doubt prove to be an advantageous 


one, inasmuch as the company is now 


manufacturing a full line of enameled 
ware of the very best quality, and in ac- 
cordance with the latest mode of bath and 
toilet room furnishment. The plant of 
the company is located at Zelienople, Pa., 
and is in charge of Mr. Joseph Frauen- 
heim. 


John W. Furnee, secretary of the Penn 
Enamel Ware Co., passed through the 
city recently on his return from the 
West. Mr. Furnee looks after the job- 
bing trade as far West as Milwaukee, 
Wis. _His trip was quite successful. The 
plant at Blairsville is producing a very 
handsome line of baths and small ware, 
the sale of which is looked after by Mr. 
Furnee. 


A. C. Sprecht, of Waynesburg, Pa., has 
one of the most modern plumbing shops 
in western Pennsylvania, as will be seen 
by the illustration of same in the present 
issue of THE PLUMBERS’ TRADE JOURNAL. 
His shop is located at 120 West High 
street, Waynesburg, right in the heart of 
the business district, and is equipped with 
telephone and other conveniences. Mr. 


plumbing establishment from the corner 
of Fifth avenue and Ross street to the 
three-story brick building at Second ave- 
nue and Cherry alley. A nice show room 
has been fitted upon the second floor, 
with bathroom fixtures, electric and gas 
goods on exhibition. 


Francis J. Torrance, first vice-president 


of the Standard Sanitary Mfg. Co., was - 


at Atlantic City with his family recently. 


H. H. Keck, formerly with the Fort Pitt 
Supply Co., is now attached to the force 
of the J. L. Mott Iron Works, Phila- 
delphia branch. 


A. I. Laing, the well-known young tray- 
eling man, announces his affiliation to the 
traveling staff of McVay & Walker, Brad- 
dock, Pa. This firm manufacturers enam- 
eled iron bath tubs, enameled iron lava- 
tories and soil pipe and fittings. 


The Union Plumbing and Burner Co. 
will move to temporary quarters, No. 5914 
Penn avenue, until their new building is 
completed on Penn avenue, where they 


A View of the Modern Plumbing Shop of A. C. Sprecht of Waynesburg, Pa. 


Sprecht has done the plumbing in a great 
many of Waynesburg’s fine residences, 
including those of the Misses Axtell, Mrs. 
S. H. Moss, C. K. Spragg, C. H. Sowers, 
J. M. Kennedy and others. He is one of 
Greene County’s ablest plumbers, and has 
been very successful. 


‘Mr. Harvey F. Mechling is one of the 
latest traveling men to enter the field in 
Pittsburg, having done so on behalf of 
the Standard Mfg. Co., 913-915 Liberty 
street. Mr. Mechling has been with the 
company for three years and already has 
a host of friends among the trade. He 
covers part of the Pittsburg territory, 
also some of the suburban towns and all 
of those in the Beaver Valley. That he 
is a “comer” is the opinion of all those 
who have met him, and will be heard from 
in the near future. 


Geo. H. Soffel Co., have removed their 


expect to establish a fine show room for 
tue display of plumbing fixtures. 


The new Merchants’ and Manufactur- 
ers’ Association, which has been organ- 
ized in this city, is expected to do much 
toward booming the resources of Pitts- 
burg as a trade center. W. T. Todd, sec- 
retary of the Somers Filter & Todd Co., 
Pittsburg, is head of the new organiza- 
tion, and many of the jobbers of plumb- 
ing supplies here have taken an interest 
in making the scheme an effective one. 


The American Radiator Co., Lake and 
Dearborn streets, Chicago, Ill., have es- 
tablished a new branch at Pittsburg with 
offices and display room at No. 926 Far- 
mers’ Bank Building. They have also es- 
tablished in connection with this branch 
a commodious warehouse with all rail- 
road facilities, and are now in position 
to give the trade in this vicinity prompt 
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and efficient service. The branch will be — 
in charge of John P. Gallivan as manager, 
Mr. Gallivan has been in this territory 
for several years, and is very popular 
with the steamfitting trade. 


Frank Radcliff, general manager of the 
Ohio Brass and Iron Co., Cleveland, 0,, 
was in Pittsburg last week in the in- 
terest of new non-syphon traps which this 
firm is putting on the market. It was 
shown to the plumbing inspectors in Pitts. 
burg and Allegheny, and was considered 
by them to be one of the best non-syphon 
traps ever put on the market. They will 
no doubt have a large sale for it in this 
territory. 


H. M. Halderman, manager of gales of 
the Crane Co., was in Pittsburg recently, 
calling on his numerous friends among 
the jobbing trade. 


R. M. Felder, salesman for the Trenton 
Potteries Co., made a special trip to Pitts- 
burg recently to look after some contracts 
in this city. 


Clark MacQuown, secretary of the 
Union Plumbing and Supply Co., has re- 
signed his position and accepted one with 
the Pittsburg Supply Co. as manager of 
claim department. 


John M. Addy, who has had a plumbing 
shop for. many years at the corner of 
Penn avenue and Highland avenue, will 
remove same on May 1 to 3 South High- 


- land avenue. 


J. E. Bourne, for many years connected 
with the Pittsburg Supply Co., and for 
the past three years as traveling sales- 
man, has been confined to his home for 
some time with an attack of grip. 


E. A. Marshall, traveling representa- 
tive of the Henry McShane Mfg. Co., was 
in Pittsburg last week soliciting business 
for his company. He states that the fac- 
tory is now running full and that pros- 
pects are that the receiver, Mr. Dickerson, 
will continue the plant as heretofore. 


The Hukill-Hunter Co., dealers in mill 
and railway supplies will move, from their 
present location to their eight story ware- 
house on First avenue April 1. 


Elway & Chamberlain, of Altoona, Pa., 
have the plumbing and steam fitting con- 
tract for the new “Sunset” apartment 
building at Altoona. 


W. E. Sullivan, of Scranton, Pa., has 
fitted up one of the finest show rooms in 
tne State, with a very handsome line of 
bath tubs, lavatories, closets and general 
plumbing and sanitary equipment. 


Cramer & Williams, of Turtle Creek, 
Pa., have removed their shop from 151 
Penn avenue to 14914 Penn avenue. The 
firm has been established in business at 
Turtle Creek for over a year, and has 
some good jobs on hand at the present 
time. Both members are practical and 
energetic plumbers, and their work is of 
the best. 


Ewing & Clark, of Coraopolis, Pa., have 
just moved into their elegant and com- 
modious quarters at No. 16. Fifth avenue, 
where they have furnished a fine show 
room with Standard’s and other axtures. 
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Iron Enameled Baths. 
Porcelain Baths. 


Marble Lavat.ories, 
Porcelain Lavatories. 
High and Low Tank 
Closet Apparatus. 


Shower Baths 


AND 


Sanitary Fixtures of Every Description 


Nason Manufacturing Company, 


71 Fulton Street, NEW YORK. 


a 


E extend you acordialinvitation 
to visit our new show-room 
and inspect the line of modern San- 
itary Fixtures and appliances which 
we exhibit. 
Everything up-to-date—methods, 
tixtures and salesmen. 
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“UTIGA” Low Tank Gloset Apparatus 


L. H. Harr, of Latrobe, Pa., has just 
completed the plumbing in the new school 
house at Ligonier, Pa. 


F. R. Ferguson, of Greensburg, Pa., has 
removed to his new store, in which he has 
furnished a very tasty show room for 
the convenience of architects and the 
general public. A large assortment of 
fixtures is on display. 


I. R. Lyme & Co., of Harrisburg, Pa., 
have removed to their new store on Mar- 
ket street. 


W. B. Warnock, the prominent plumber 
of Beaver, Pa., is erecting a 214-story 
frame dwelling at Ambridge, Pa., to cost 
$3,500. Haller & Clepper, of Ambridge, 
drew the plans. 


C. R. Parker & Co. have opened a new 
plumbing shop at Waynesburg, Pa. 


C. J. Merritt, who has been located at 
Duquesne, Pa., has started a branch shop 
at Canonsburg, Pa. 


A change has been made in the firm 
of Carter & Anderson, of Washington, Pa., 
Mr. Carter retiring and Mr. Mercer enter- 
ing into partnership with Mr. Anderson, 
making the new firm Anderson & Mercer. 


The Buerkle Plumbing Co., Second ave- 
nue, Pittsburg, has been awarded the con- 
tract for plumbing the new building of 
the Birmingham Fire Insurance Co. on 
the South Side. F. H. Stolte, Arrott 
Building, Pittsburg, is architect for this 
work. They have also secured the plumb- 
ing contract in the Simskin Building on 
Second avenue, Pittsburg; Charles Beckel, 
architect. 


George Soffel, plumber, who has been 
‘located at Fifth avenue and Ross street 
for the past three years, is building a 
new shop on Third avenue. When com- 
pleted it will be particularly well ar- 
ranged for conducting the plumbing busi- 
ness. Mr. Soffel is just completing a 
$50,000 contract for plumbing in the new 
Bessemer Building. 


The city of Pittsburg have decided to 
install the filteration plant. They will 
invest about five million in the basings 
and piping. 


J. L. Groft has secured a position as 
salesman in the Gas Appliance Depart- 
ment of the Pittsburg Supply Co. Mr. 
Groft has had many years’ experience 
with the Woodworth-Evans Co. of this 
city, and is well known among the trade. 


H. C. Brooks, of the Brooks Plumbing 
Co., Fairmont, W. Va., was in Pittsburg 
to place orders for quite a quantity of 
goods during the present week. He is the 
president of the Brooks Plumbing Co., 
which recently started in business. 


E. W. Webster, plumber of Du Bois, 
Pa., was in Pittsburg recently for the 
purpose of investigating Metile as a sub- 
stitute for tiling in bath rooms. 


Hollis Bros., South Side, Pittsburg 
have secured the contract for plumbing 


twenty houses in Knoxville. These young 
men started in business just a few years 
ago and have certainly shown their abil- 
ity in the industry of plumbing. 


Lawrence & Watson, plumbers in the 
East End, who unfortunately lost their 
building by fire a short time ago, are 
now located in their new building at 6012 
Beiter street, Hast End. 

—_——+ + $+>____—_ 


HOTEL RIDER AT CAM- 
BRIDGE SPRINGS, PA. 


The illustration herewith produced is 
one taken at the beautiful Hotel Rider 
and the springs pavilion at Cambridge 
Springs, Pa. It is the most magnificent 
hotel between New York City and Chi- 
cago, accommodates five hundred guests, 
and its picturesque appearance at night, 
when illuminated with the large quan- 
tity of electric lights, would justify one 
in traveling many miles to see. 

During the evening the lobby, ball 
room and theater presents scenes of 
mirth and beauty, the Rider band fur- 
nishing lively music for the promenade 
as well as for the {dance. The views ob- 
tained from the roof garden extend over 
a stretch of country fully twenty-five 
miles. The president, W. D. Rider, has 
just completed the golf links, which are 
maintained within a short distance of 
the hotel. 

a eg eg 
COREANS SUPERIOR METHOD 
OF HEATING 1 


The following article illustrates how 
far the Koreans are ahead of all civilized 
nations in their heating apparatus. In 
building their houses, passages are left 
beneath the flooring for a network of 
pipes and flues, which start from one 
central furnace built in an isolated cor- 
ridor, whence they extend throughout the 
dwelling, eventually terminating in a 


ESAS ES SSNS SSI SE SE SIE 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW ite = 


Pittsburgh °"¢,, South Continued 1m Preceeding Page 


chimney built some distance from the 
house. These pipes are protected by plas- 
ter bricks covered with oil paper, so com- 
mnen throughout the Orient, which gradu- 
ally assumes the hue of linoleum and 
prevents the smoke from filtering 
through. Owing to the excellent care be- 
stowed upon it, and the custom which vis- 
itors observe of removing their shoes be- 
for entering, it forms a carpet of great 
durability. The furnace, which is fed 
with straw and brush, is used for cook- 
ing and reaches such a great degree of 
heat that despite the rigorous Korean 
winters, extra fires are never needed be- 
tween whiies. 
_ Oo 


THE MC CABE VENT FITTING 

Many advantages are claimed for the 
McCabe vent fitting which is illustrated 
on this page. It gives increased ventila- 
tion, there being no cap on top to obstruct 
the circulation, and it improves the ap- 
pearance of the job. There is also manu- 
factured another design of fitting to be 
used where a hub is placed on the roof. It 


is 12 inches long and makes a complete fin- 
ish without the use of a piece of pipe, and 
carries the vent about 12 to 14 inches 
above the roof. Being larger at the top, 
it is less liable to freeze over in cold 
weather. 

These vent pipe fittings are sold by job- 
bers of plumbers’ supplies and manufac- 
tured by Abendroth Bros., of Porchester, 
N. Y., and New York City. 

———__ 9-9-4 —______— 


THE WORLD’S GREATEST 
EXPOSITION 


On April 30th the gates of the Exposi- 
tion Grounds at St. Louis were thrown 
open; on that day the button was pressed 


by no less a personage than President 
Roosevelt. The machinery was immedi. 


ately set in motion, and the grandest, 
most gorgeous and most stupendous ex. 


position which the world had ever wit- 
* t 


nessed was then a reality. 


It is a world in itself, and what a | 


cosmopolitan affair! Filipinos and 
Greeks, Romans and Africans, in fact 


natives from almost every portion of the - 


earth’s surface are there; and the build- 
ings have an .architectural beauty which 


will prove a treat to the beholder. [n- 


_ dustry and art, modern and ancient, of 


every conceivable form will be presented, 
And the glorious “Old Pike,’ why the 
midway at Chicago’s World’s Fair was 
but a.side-show in comparison! The Sst, 
Louis Exposition may be termed a marvel, 
for its exhibits can scarcely be imagined, 
A very accurate idea of the exposition, 
however, can be gleaned from the beauti- 
ful booklet of 40 pages, which contains 
illustrations and an elegant map of the 
grounds, and which will be mailed free 
by the General Passenger Department, 


- Boston & Maine Railroad, Boston, to any 


person upon receipt of address. 


F. L. Fiske, the genial and well known 
manager of the Denver branch of the 
American Radiator Co., recently returned 
from a successful business trip in the 
territories of New Mexico and Arizona. 

——_# >04¢~<-—___—_ 
FIXTURES TO BE USEDAT THE 
WASHINGTON BARRACKS 


The controversy over the contract for 
furnishing plumbing fixtures for the War 
College and engineer buildings at Wash- 
ington Barracks, which has been pending © 
for several months, has been settled by 
Gen. Mackenzie, chief of engineers, in fa- 
vor of the following named bidders: The 
J. L. Mott Iron Works of New York, the 
F. N. Du Bois Company of New York, 
Meyer & Sniffen of Boston, and James B. 
Clow & Son of Chicago. The total amount 
of the contracts is about $24,000, and con- 
tracts for about half of that amount were 
awarded to the Mott Iron Works. 


Photograph of The Rider Hotel, Where the Recent Meeting of the Northwestern Association of Master Plumbers Was Held 
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We Sell Direct to Master Plumbers 


ot Ors OS Od 


Columbia Colonial Combination 


No. 400 
One of Our Leaders, and acknowledged the BEST money can buy. 


CONSISTS OF 


Our COLONIAL Vitreous China Tank, fitted with N. P. Ball Cock, set flush with 
top of tank (easy of access) and our Columbia Flush Valve. 
Our COLUMBIA Vitreous China Syphon Jet, without Jet Pipe or Ramshorn. 
Our CHICAGO hand polished G. O. Seat and Cover, with heavy hinges. 
Our 3-8 inch N. P. Supply Pipe with Compression Stop. 
Our 2 inch N. P. Straight or Offset Flush Connections, 
Complete with Closet Screws and Washers. 


Entirely our own production, and not a collection of products of 
other manufacturers. 


a C PRICE ON APPLICATION. 


* The Columbia Syphon not covered by the Trust., but, by U. S. Patent. No. 755498, issued March 22, ’04., 


Columbia Pottery @ Mfg. Co., Kokomo, Ind. 


“SURE-SEAL 


PATENTED 
“Cannot be Syphoned”’ 
WILL NOT FOUL 


Numerous Syphonage Tests by Health 
Boards throughout the country have fully 
demonstrated the superiority of the‘‘SURE- 
SEAL” over all other types and styles on 
the market. 


Write for our new Illustrated Booklet. 


No, 14. Lead Basin or Sink Trap 


THE SURE-SEAL TRAP CO. INC. 
Providence, R.I., U.S.A. 
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By J. J. SULLIVAN 


ANY of the old time plumb- 
ers still cling to the idea 
that there is nothing like 
the old trough water clos- 
ets for out doors. About 
1867 the .old trough water 

closets made their first appearance in the 

city of New York. The Health Depart- 
ment, recognizing the great danger and 
menace to health that existed in the 
presence of the old privy vault of that 
day, ordered every privy vault in the 
city abolished, where it was possible, to 
obtain a sewer connection. 
the question of providing a suitable sub- 

stitute. Strange as it may seem it was a 

worthy stone mason who hit upon the 

idea that was at once put into practice. 

The scavenger removed the excreta from 

the old privy vault and after a thorough 

cleansing of the yault and disinfection 
of the surrounding earth he proceeded 
to build the first trough water closet 
connected to the city sewers in the city 
of New York, and no doubt in the coun- 
try. The space occupied by the old 

vault was lengthened and sunk to a 

depth of 7 to 9 feet below the surface of 

the ground—with a width of about 4 

feet. A sewer connection minus a trap 

was provided at one end, with a larga 
bar strainer over the outlet and a water 
supply with a stop cock at the further 

_end. The trough itself was nothing but 

an oblong box, built of blue stone flag- 

ging, having a good pitch to the outlet; 
the side walls were of the samé material 

up to the surface of the ground, with a 

brick backing, to which the stone flag- 

ging was fastened by iron anchors. - The 
water was kept running at the further 
end all the time, washing the deposits 
down to the outlet, where they eventual- 
ly found their way to the street sewer. 
This system was in vogue for a num- 
ber of years, and in fact the writer 
knows of one such trough in daily use 
in a thickly populated section of old 

New York to-day—and he has been fre- 

quently assured—by the caretaker in her 

own words that it was the finest water 
closet in the world. There is no doubt 
that it was a great improvement on the 
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old privy vault and worked fairly well 
so long as the water was kept running 
and constant attention given it. But the 
housekeepers became careless and the 
tenants as well. They had been so ac- 
customed to consigning all the house 
waste, both solid and liquid, to the old 


Then arose ~ 


privy vault and this new contrivance 
looked so much like the other, the nat- 
ural inference was, that it would answer 
the same purpose. So everything was 
deposited there as of old. Rope, bottles, 
old shoes, garbage, and refuse of every 
kind, including dead animals; and the 
writer once witnessed the removal of a 
new born child. 

Around the old five points, where 
thieves made their headquarters, the old 
trough water closet afforded a safe hid- 
ing place for articles of value when the 
police got too hot on the trail of the 
robbers. Naturally, these large, solid 
substances could not pass into the sewer, 
an obstruction occurred, the water was 
shut off, and the trough water closet 
again became virtually a privy vault, re- 
quiring the services of the scavengers or 
Ho-Boys, as they were nicknamed at the 
time, to remove the vast accumulation 
of filth with its attendant obnoxious and 
sickening odors. 

Then another bricklayer thought he 
would try his hand at the game, so he 
constructed a trough water closet of 
brick and cement semicircular in shape, 
with the usual water supply at one end 
and at the other a solid wooden plug of 
hard wood, with a leather washer, was 
inserted into the iron or earthen pipe 
outlet while an iron grating in an up- 
right position was placed before the 
plug, to prevent obstruction of the soil 
pipe. This method was a slight improve- 
ment on the first, as the water was re- 


School Sink with Overflow and Trap Combined 


tained in the trough and by removing 
the plug the night soil and liquid matter 
passed out into the sewer, while the sol- 
id refuse was removed from the face of 
the upright strainer, with an iron hook. 

There are several such troughs still in 
use in the City of New York to-day. Af- 
ter the stone mason and bricklayer came 
the iron moulder, who, realizing that a 
new field had been opened up for him, 
started the manufacture of an iron 
trough to be used in lieu of the stone 
and brick trough, and which is known in 
the trade to-day as the school sink. How 
it acquired this name is unknown to the 
writer. But as they were largely used in 
the public schools of the city when first 
introduced, there is hardly a doubt that 
they derived the name that has stuck to 
them since from their general use in the 
public schools, although they have been 
long since abolished in the schools. 

The iron trough, or school sink, was 
almost an exact duplication of the brick 
and cement trough, except that they were 
made of various lengths and widths, and 
had a hollow iron plug with a rubber 
gasket at the outlet. This plug served 
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as a trap and an overflow pipe combined. 
The water is held back in the school sink 
by the insertion of the plug in the outlet 
and the contents of the school sink are 
discharged in the same manner as de- 
scribed from the brick trough. The own- 
ers of tenement houses thought they saw 
in the school sink an ideal form of water 
closets, and as the general water closet 
accommodations were located in the 
yards at that time there is no doubt that 
they were vastly superior to the privy 
vault, or the stone, or brick trough, and 
as they were approved by the Board of 
Health they were readily adopted and 
came into general use in this class of 
houses throughout the city, and there 
are to-day some twenty or thirty thou- 
sand in use all over the Greater New 
York in old-fashioned tenements. In 
many places an iron trough or school 
sink from ten to twelve inches in width 
and about the same in depth was placed 
in the privy house immediately under 
the water closet seats. These sinks had 


School Sink Showing the Deposits on Rear Wall 


a lever handle attached to the plug by 
which the plug was raised and lowered 
as occasion required, and in the opinion 
of the writer, this was the best possible 
method for their employment, as the con- 
tents were easily and quickly discharged, 
and being so near the surface, were eas- 
ily cleaned and painted. Why this meth- 
od was abandoned is hard to say, but 
was probably due to the fact that the 
privy house, being exposed to the cold, 
the water and contents froze in the sink. 
However that may be the majority in ex- 
istence to-day are set down from five to 
eight feet below the surface of the yard. 
In this position they are an abomination 
and a serious menace to health. The 
wonder is that their use has been toler- 
ated so long. When we consider that in 
the older sections of the city they are 
located in the yards and occupy the ma- 
jor portion of the space between large 
front and rear tenements, five and six 
stories in height, it will be readily seen 
wherein the danger lies. 

The writer has seen many that were 
within one foot of the windows of living 
rooms, depriving those rooms of the 
meager light and ventilation which might 
otherwise obtain. Then again imagine 
if you can the awful stench arising from 
the discharge of these school sinks on a 
hot summer day after the excreta from 
twenty-five or thirty families has been 
allowed to stand for weeks at a time 
through the negligence of a caretaker, 
and this from only one house; there are 
row upon row of such houses each with 
its stinking, nauseating school sink 
belching forth its vitiating odors, con- 
taminating the air which thousands upon 
thousands of the poor of the city must 


of necessity inhale to the impairment of 
their health and bodily vigor, 

To, in a measure, abate this nuisance 
many owners caused a stench pipe to be 
carried to the roof of the building from 
above the school sink. I have found 
many cases where this stench pipe was 
broken or eaten with rust, and the awful 
stench therefrom pouring into the win- 
dows of living rooms on the upper floors. 


Bricklayers Trough withg Upright, Strainer 


Nor is this the only fault to be found 
with the school sink, especially the nar- 
row ones. They were set so low in the 
ground that large quantities of the ex- 
creta adhered to the sides and rear wall 
which from time to time had to be 
scraped off. 

Brick walls are. usually built up from 
the top of the school sink to the level of 
the ground. These walls after a time 
become defective, causing ground satura- 
tion, and the seepage therefrom finds its 
way into the cellars, causing constant 
dampness, while rats and vermin of 
every description are forever present. 

The writer has found on many occa- 
sions the entire contents ofa school sink 
frozen solid. Another grave danger lies 
in the method of flushing the school sink. 
This is usually done by turning a goose 
neck of lead pipe over and into the school 
sink, and simply turning on the water. 
On one occasion, while the writer was 
making repairs to the Croton pipe neces- 
sitating the shutting off of the water sup- 
ply of the house, it was discovered that 
the tenants on the upper floors, where 
hand pumps were a necessity, were still 
able to pump water. Here was a puzzle. 
At first glance it seemed as if a by-pass 
existed or there was a connection with 
the adjoining house, but a little inves- 
tigating proved that the tenants were 
actually pumping up the liquid contents 
of the school sink through the goose 
neck connection. 

This danger of contaminating the wa- 
ter supply is ever present where there 
are pumps, or even the shutting off of 
the water supply to the house may sl- 
phon the contents of the school sink out 
into the main, and as one of the causes 
of typhoid fever is attributable to an im- 
pure water supply it is easy to see how 
the health of a whole neighborhood may 
be placed in jeopardy by the presence of 
the school sink through its water supply. 
In the past twenty years I have worked 
on, and inspected thousands of school 
sinks all over the city, and in houses 0c 
cupied by all classes of people, and it is 
with all seriousness and candor that I 
say I have never seen a school sink or 
so-called trough water closet that was 
absolutely clean and inoffensive, and I 
am firmly convinced that their construc 
tion and operation does not permit of 
their usage without detriment to th? 
health of the community. 

Thanks to the action of the Legislature 
of a couple of years or so ago their ex- 
istence in the Greater New York is of 
short duration, for a law was passed Te — 
quiring the removal of all school sinks 
prior to January 1, 1903, and the substi- 
tution therefor of flushing rim water 
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. The F.& W. System 


OF | 
Vent, Revent and Drainage Fittings 


Are being adopted by all the firs: class plumbers. 


¢ 
‘You want to use them.” 


Here are four more styles. 


Others will be shown next issue. 
TRADE F & W MARK 
@ e@ 


Descriptive Catalogue for the asking 


F.&W. 
Jump-over Fitting 


Fig. 559, F. & W. Tee Side Opening Tapped. 


ADDRESS ALL CORRESPONDENCE TO 


CENTRAL FOUNDRY CO., 116 B. Nassau St., New York City. 


NOTICE: 


Users, Plumbers, Jobbers and Manufacturers 
OF 


Syphon Jets and Syphon Hoppers. 


United States Letters Patent No. 425,416, granted to Robert Frame and Chas. A. Neff, April 15, 1890, controls 
broadly the siphonic principle in all closets, and as is well known these closets, i. e., syphon jets and syphon hoppers, 
are the most sanitary and satisfactory clesets now on the market. 

The undersigned have secured the exclusive license to manufacture and use,and license others to manufacture and 
use, this p-tent and licenses under it have been secured by the following named sanitary earthenware manufacturers: 


The Acme Sanitary Pottery Co., Trenton, N. J. The Bellmark Pottery Co., Trenton, N. J. 

The Brian Pottery Co., Trenton, N. J. Camden Pottery Co., Camden, N. J. 

Elite Pottery Co., Trenton, N. J. Fidelity Pottery Co., Trenton, N. J 

The Great Western Pottery Co., Kokomo, Ind., and Tiffin, Ohio. Ironsides Pottery Co., Bordentown, N. J. 

Keystone Pottery Co., Trenton, N. J. ~ John Maddock & Sons, Trenton, N. J. 

Thos. Maddock’s Sons Co., Trenton, N. Je Sanitary Earthenware Specialty Co., Trentor, N. J. 
Standard Sanitary Pottery Co., Elizabeth, N. J. The Trenton Potteries Co., Trenton, N. J. 
Universal Sanitary Mfg. Co , New Castle, Pa. The Wheeling Potteries Co., Wheelinz, W. Va. 
The Willets Mfg. Co., Trenton, N. J. Mercer Pottery Co., Trenton, N. J. 


No other Sanitary Earthenware Manufacturers than the above are authorized to make or sell syphon jets and 
syphon hoppers, and any person MAKING, SELLING or USING such closets made or sold by any unlicensed manu- 
facturers will be liable to prosecution for past as well as future infringements. 


: POTTERIES SELLING CO., 


Trenton, N. J. 
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closets, flushed from water supplied cis- 
terns, which will measure up nearer to 
the standard of what we consider the 
sanitary requirements of the day, and 
which will afford to the humble tenement 
dweller a greater amount of purer air 
than he has ever enjoyed before. 


Dey eyfroeolipromolt nel 
Bowling in 
New York City 


Deyo a pree rVipmetyo ly 


At the Monarch Bowling alleys on April 
13th won with a score of 670 plus 8, 
against 631 for the Metropolitan Supply 
Co. team. The John Simmons Co. team 
won the next game with a score of 764 to 
713 plus 20, total 733 for the Metropolitan 
Supply Co. The John Simmons Co. team 
also won the next game from the Colwell 
Lead Co. with a score of 839 to 704, plus 
28; total 732. 

On April 14th F. N. Du Bois & Co. team 
rolled 702, plus 47, total 749, to 744 for Tur 
PLUMBERS’ TRADE JOURNAL. In the next 
game the F. N. Du Bois Co. scored 743, 
plus 14; total 757 to 794 for the Metal 
Worker. The latter team also won from 
the John A. Murray team, the score being 
731 to 621, plus 56; total 677. 

The evening of April 15th was a busy 
one for the league, four games being rolled 
on that night. The first between the Ken- 
ney Mfg. Co. and the A. L. Perkin’s 
team. The latter won with a score of 748 
to 628, plus 26; total 654. The Metropol- 
itan Supply Co. team lost the next game 
with a score of 540 to the Kenny Mfg. Co. 
team, which rolled 535, plus 9; total 544. 
The John A. Murray team won the next 
game from the Metropolitan Supply Co. 
with a score of 664, plus 11; total 675 to 
582. The John A. Murray team then lost 
with 636, plus 27; total 663 to 707 for the 
A. L. Perkin’s team. 

On Monday, April 18th, the first game 
was between the John Simmons Co. and 
the Ashcroft Mfg. Co. teams, the former 
scored 804, plus 18; total 822 to 867 for 
the latter team, 

THE PLUMBER’S TRADE JOURNAL team 
lost the next game with a score of 862 
against 822, plus 41; total 863 for the 
Ashcroft Mfg. Co. team. Tur PLUMBER’sS 
TRADE JOURNAL team then scored 844 
against 699, plus 63; total 672 for the A. 
L. Perkin’s team. On April 20th the Met- 
ropolitan Supply Co. team scored 710 to 
598, plus 29; total 627 for the H. P. Read 
Lead Works team. The latter team then 
scored 639, plus 29; total 668 to 671 for 
the Ronalds & Johnson Co. team. The 
Metropolitan Supply Co. team lost the 
next game with a score of 547, plus 1; 
total 548 to 593 for the Ronalds & John- 
son Co. team. 

On April 21st the Kenney Mfg. Co. team 
rolled 461, plus 41; total 502 against 608 
for the F. N. Du Bois Co. team. The lat- 
ter team lost to the C. S. Locke & Smith 
team with a score 739 to 687, plus 58; to- 
tal 745. The same team won one from 
the Ashcroft Mfg. Co. 

There was a double bill on Monday, 
April 26th, as games were rolled as fol- 
lows: THe PLUMBER’s TRADE JouRNAL 816 
and the John A. Murray team 635%; A. 
L. Perkins’ 806 and the Metropolitan Sup- 
ply Co. 538; Colwell Lead Co. 659 and the 
Ashcroft Mfg. Co. 712; Tur Prumperrs 
985 and Ronalds & Johnson 785; Locke & 
Smith 658, and Tur Prumepers’ TRADE 
JOURNAL 853; Locke & Smith 657 and Ron- 
alds & Johnson 752. 


A MODERN DEMOSTHENES 


In this busy work-a-day world it is a 
relief for us to know that we have so 
many gifted men in our trade who can 
arise to the emergency when called upon, 
whether to preside at the festal board, or 
to stand up and discuss in a logical and 
concise manner the many weighty ques- 
tions that are continually advanced for 
the betterment of our profession. Such a 
man is Mr. Me. A. B. Glenn, of Terre 
Haute, Ind., a photo of whom we here- 
with present to our many readers. 

Mr. Glenn has a strong personality and 
has the happy faculty of making friends 
and keeping them, for with one grip of 
his honest hand you are immediately put 
at your ease, feeling that you have las- 
soed the old aphorism that ‘one touch 
of nature makes the whole world kin.” 

As a public speaker Mr. Glenn stands 
pre-eminent, as the members of the late 
Indiana convention can testify to, for 
theirs was the privilege to listen to one 
of the finest speeches ever delivered at a 
convention of master plumbers. His au- 
dience was simply carried away by the 
torrent of his eloquence, and their pent 
up enthusiasm burst forth in rounds of 
applause. The subject of his remarks 
was pertaining to the apprenticeship ques- 
tion. Mr. Glenn was selected by the State 
association to represent them at St. Louis, 
and his friends can rest assured that he 
will give a good account of himself and 
represent his State with honor and dig- 
nity. 

Mr. Glenn is a member of the firm of 
D. W. Watson’s Sons Co. This is the old- 
est shop in the State, having been es- 
tablished by D. W. Watson in 1856. Upon 
the death of Mr. Watson in 1883, Mr. 
Glenn formed a partnership with the three 
sons of Mr. Watson and it has been con- 
ducted under the above firm name ever 


since. The firm has been a prosperous 
one since its formation and does a large 
business in plumbing, steam ‘and _ hot 
water heating and electrical work, and 
retains the good will of their fellow mem- 
bers in the trade. 


—_———7q~ ++. —_____ 
AN ENERGETIC PLUMBING 


INSPECTOR 


One of the young but influential popu- 
lar plumbing inspectors of the South is 
F. X. Daly, of the city of Macon, Ga. 
iur. Daly, as will be seen from his photo- 
graph, is indeed youthful in appearance, 
but he makes up for this by his prac- 
tical knowledge of his trade. In pre- 
senting their annual report the first of 
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the year Alderman Happ, of his city, 
stated that it was the best and most 
complete report that had ever been sub- 
mitted to the City Council, and at his 
suggestion the report was printed in the 
newspapers at the. city’s expense, with 
the idea in view that the world could 
know what a perfect sanitary system the 


has. 
that 2,851 inspections had been made by 
Inspector Daly and that over thirty miles 
of pipe had been laid. 


city of Macon The report shows 


THEIR PITTSBURG REPRE- 
SENTATIVE 


Fred. A. Newton, who has been con- 
nected with the Sanitary Mfg. Co., of 
Hamilton, O., for a number of years, will 
locate in Pittsburg, Pa., in the interest of 
this firm. He will succeed Walter 
Dunne. 


MR. CUSHING NOT WITH THE 
KEATING CO. OF NEW 
YORK CITY 


Thomas F. Cushing, for a number of 
years past prominently identified with the 
Edw. F. Keating Co., of New York City, as 
secretary and sales manager, has resigned 
from that company, resignation taking 
effect from the 30th of April. Mr. Cush. 
ing, together with Mr. Keating. was one 
of the original founders of the Keating Co., 
having severed old and pleasant relations 
with the John Simmons Co. to undertake 
his new duties. It is owing chiefly to his 
efforts and management that the Keating 
Co. has built up a large and prosperous 
business. Mr. Cushing proposes to get into 
business harness at once. His ambitious 
and restless disposition will not permit of 
a moment’s idleness. As yet he has com- 
pleted no plans as to future arrangements, 


but it is certain he will be speedily heard 
from. 


————— Pe 
THE BARRETT PIPE FORCING 
JACK 


The Barrett jack, which is manufac- 
tured exclusively by The Duff Manufac- 
turing Company, Allegheny, Penn., was 
placed on the market by them about one 
year ago. It is a modification of their 


Barrett lever jack, especially adapted to: 


forcing wrought iron and steel pipe hori- 
zontally underground. 

It is very readily seen that a large 
part of the expense of laying service lines 
is saved by the use of this appliance, as 
it is only necessary to dig a trench about 
nine feet long, in which to place the 
jack. The jack is then lined up in the 


proper direction and the pipe is starteq. 
When the cage has reached the limit of 
its travel—774 feet—it is drawn back anq 
a new section of pipe inserted. The pipe 
may be forced long and having a Tae 
foot section of pipe which is put on tem- 
porarily to force the last half of the fif- 
teen-foot section into the ground. The 
7¥%-foot section is then removed and Pa 
new fifteen foot section coupled on to the 
pipe. Under most conditions it ig advis- 
able to use a hardened coupling, turned 
to a cutting edge, on the front or driving 
end of the pipe. This coupling should be 
slightly larger than the pipe which is 
being forced so as to make a gmall 
amount of clearance for the pipe. 

This coupling will cut through any 
small roots with which it may come in 
contact, while a cone point would be de- 
flected by the same, which would throw 
the pipe out of alignment. It is desirable 
to use the cone point on the driving end, 
however, where the soil is composed of 
clay and is free from roots and stones. 
If the coupling is used, a wood plug 
should be placed in the end of the pipe 
to prevent the earth from forcing back 
into it. 

In order to get the best results, it is 
most important that the pipe is properly 
lined up at the start. If this precaution 
is observed, no trouble should be expe- 
rienced, unless the pipe strikes a large 
rock, which, of course, would have to be 
removed. In one instance a three-inch 


‘ service line was forced underground by 


one of these jacks, 180 feet, and the point 
aimed at was missed by not more than 6 
inches. 

A great many gas and water companies 
throughout the country have placed one 
or more of these jacks in their equip- 
ment, and report a large saving of time 
and expense in laying service lines, up to 


4 inches in diameter. Where the line 
must run under patent sidewalks or pave- 
ments, it can readily be seen that the sav- 
ing would be very great, as trenching, 
which is costly under any conditions, is 
unusually expensive under such circum- 
stances. : 
The manufacturers would be pleased to 
hear from any one interested in this tool 
and will gladly furnish any further infor- 
mation upon request. : 
—_————e)+ta—___—" a 

William Supplee, Narberth, Pa., will in- 
stall the plumbing work in the 6500. 
Colonial residence now being built at 
Bala, Pa., for W. C. Supplee. ae 
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Boot-h’s Pressed Steel Roll Rim Bath Tub 
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Patent Applied Fo 


A sample order will convince you of the merit of this Tub over all other Steel Tubs, 
and a great many Cast Iron Tubs. Order at once. Prompt shipments assured, 


FURTHER PARTICULARS AND PRICES ON APPLICATION. 


MANUFACTURED BY 


CLARENCE H. BOOTH, 


247-263 Guoin Street, = - DETROIT, MICH. 
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Largest, best 
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PORTAB EE oat earn 
SHOWER 

in the market 


SOME OF ITS DISTINCTIVE FEATURES 


Adjustable Bracket—24 1-2 inch Ring, 6 1-2 inch Shower Head, Metallic 
Bulb and Bulb Yoke. It is made throughout of 3-4-inch N. P. Brass 
Tubing. All other Portable Shower Baths are made of 1-2 inch 
Tubing. A Jot of your customers will buy this Shower if you will 
speak to them about it. 


Cascade Portable Shower. Bath A DESCRIPTIVE ILLUSTRATED PAMPHLET WILL BE MAILED, IF YOU REQUEST 4Y. 


Mitchell @ Van Meter Company, 


247 Centre Street, NEW YORK. 
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PERSONAL CHAT o@ 


N “the injunction case of the State of 
Wisconsin against the State of 
Illinois relative to the disposal of 

sewage in the Chicago canal, Professor 
Edwin O. Jordan, of the biological de- 
partment of the University of Chicago, 
testified that he had discovered that ty- 
phoid germs will not live above two days 
in sewage polluted water and will not 
dive over ten days in ordinary pure 
water. He testified that the mere fact 
that the water was polluted with sewage 
was in itself a positive aid to the purifi- 
cation of the water from typhoid germs. 
The learned gentleman’s testimony is 
worthy of acceptance until more extended 
investigation proves its falsity, the fact 
of its being antagonistic to generally ac- 
cepted ideas notwithstanding. 


HE plumber of himself cannot be ex- 
T pected to be a bacteriologist nor 
to reach accurate scientific deduc- 

tions relative to bacteria and germs, 
gases and poisons as encountered in his 
work—neither is it entirely necessary. 
We feel, however, that an intelligent 
treatise on such matters from competent 
authority would from time to time, as 
continued research and discovery pro- 
duces new facts and theories, prove of 
great value to the trade. We will have 
advanced materially when we can our- 
selves define the relationship of plumb- 
ing and drainage to public health. Such 
knowledge will not only aid in putting 
the trade itself on a scientific basis, but 
will be the means of preventing a great 
many of us talking at random on a sub- 
ject that is beyond our limited knowledge. 


-.est enforcement! 


so quickly upon the Iroquois Theatre 

holocaust in Chicago has set the peo- 
ple to thinking seriously over the best 
means of preventing such terrible catas- 
trophes. The Chicago fire emphasizes 
the necessity of stringent building laws 
and far and away beyond this, their hon- 
The Baltimore fire 
demonstrated that under\ such extraordi- 
nary circumstances as surrounded it, par- 
ticularly the heavy gale of heated air, 
there is no such thing as an absolutely 
fireproof building. The fact, however, 
that the Continental Trust Building, a 
15-story steel and tile constructed build- 
ing remained intact whilst buildings of 
stone, brick and iron all about it fell in 
upon themselves unerringly indicates the 
steel and tile construction the best hu- 
man ingenuity has yet devised. 


d es terrible Baltimore fire’ following 


O our mind it appears that a thorough 
demonstration of plumbing con- 
struction is in order. Let us see in 

actual operation and in as clear a way as 
possible not only the several systems of 
pipe ventilation, but also the various ap- 
pliances advocated as substitutes for such 
ventilation, together with the different 
fixtures and traps now being sold and in- 
stalled on the presumption that the man- 
ufacturer’s claim as to their not requiring 
special ventilation, is well founded. An 
exhibit at the World’s Fair in St. Louis 


during the convention of the National As- . 


sociation of Master Plumbers covering 
the points enumerated and many others 
that would suggest themselves to a com- 
petent committee, would, in our opinion, 
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succeed in doing a great service both to 
the trade and the public. The manufac- 
turer with faith in his goods should wel- 


come such an exhibit, as should also the. 


plumber who is interested in knowing of 
his own knowledge and from his own ob- 
servation what really represents the best 
modern practice. The trade in general— 
everyone worthy of affiliation with it—is 
interested not in the manufacturers’ 
claims for certain goods—not in the 
plumbers’ prejudices—not in the satisfied 
attitude of the non-progressive in both 
elements, but in knowing positively, after 
unbiased decisions have been rendered 
on fairly tried materials and methods, 
just what constitutes the best plumbing 
practice in the year of Our Lord 1904. 
Think long and earnestly of the possibili- 


ties of this plan—then act. 
W ing attention to the valuable 
series of articles appearing in 
the JouRNAL on “Mechanical Drawing for 
Plumbers,” by the well-known illustrator 
of plumbing construction, R. M. Star- 
buck. The large firms who employ 
draughtsmen and engineers in their 
everyday business do not require advice 
along these lines but a few words plainly 
spoken and directed to the “little fellow’ 
—the man who is still fighting hard for 
recognition and the success that follows 
it will, we think, be appropriate. You 
may be the most excellent type of a prac- 
tical plumber but as soon as your business 
assumes any proportion you will find it 
more profitable to employ others for man- 
ual labor that you may devote your time 
more fully to business routine. You will 
find that the safest way to direct others 
to perform work or to explain your ideas 
to an architect is to sketch it for them. 
A- poorer mechanic than yourself will 
create a better impression than you if he 
has the faculty of doing this speedily 
and well. He will even become your su- 
perior in reality through developing ex- 
actitude and attention to detail, matters 
that become as a second nature to a skill- 
ed draftsman. Every line you draw 
carries with it either a conscious or un- 
conscious study of the use of the article 
you portray so that you become better 
able to discuss your subject than if you 
simply took it up for discussion off-hand. 
You will be surprised, too, at the assist- 
ance such practice gives you in writing 
up or commenting upon a specification. 
In this connection you will learn as your 
business grows that the ability to design 
work and specify its construction is a 
business asset. You will be consulted 
and asked to assist in such matters and 
thus give the opportunity of securing 
lasting recognition or preferment if you 
are equal to the occasion. Brains are 
always recognized sooner or later, not 
that you are ignorant if you cannot do the 
things we are discussing with you, but 
rather that the man who can is your 
superior as weighed in the balance scale 
of everyday business life. There are 
many other reasons we might mention as 
to the value of mechanical drawing— 
the pleasure it affords oneself—the value 
of preserved evidence of mechanical 
achievements in later years and as refer- 
ence—the confidence it gives you in real- 
izing that it is part of that complete 
education which develops the true master 
mechanic, the man who can do things, 
can show others how to do things, and 


E feel justified in editorially cail- 


eo eed ~ 


ie ‘ * Bin Ye 


can explain the “how” and the “why” of 
it to the ever-present fellow who has 
often scared the best of us—“the man 
who asks questions!” 


Arthur Paddon, of the firm of R, Paq- 
don & Son, plumbers, Windsor, Canada, 
was married on April 12th to Miss Mar- 
garet Bertram, the ceremony taking place 
at the home of the bride’s parents in 
Walkerville. Rate 


OH 
NATIONAL CONVENTIONS TO 
BE HELD ) IN 1904 

National Association of Master Steam 
and Hot Water Fitters, Atlantic City, 
N. J., June 13, 14 and 15. 

American Society of Heating and Venti- 
lating Engineers, Detroit, Mich., July 15 
and 16. 

National Association of Master Plumb- 
ers. St. Louis, Mo., September 6, 7 and 8, 

oO 7 

ELECTION OF OFFICERS 

The Master Steam and Hot Water Fit- 
ters’ Association of New York City, at 
their annual meeting held recently elect- 


~ ed the following officers: 


President, Charles A. Geoghegan, 
Vice-president, Frank Dobson. 
Treasurer, William J. Baldwin, Jr. 
Secretary, Henry B. Gombers. __ 
Board of Directors, Charles A. Geoghe- 
gan, chairman; William J. Baldwin, Jr., 
Charles N. Brizse, Albert’ N. Chambers 
and Frank Dobson. : 


STEAM AND HOT WATER FIT- 
TERS TO HOLD CONVEN TION 
The sixteenth annual convention of the 
National Association of Master Steam and 
Hot Water Fitters will be held at Atlantic 
City, N. J., on Monday, Tuesday, Wednes- 
day and Thursday, June 13, 14, 15 and 16, 
with headquarters at the St. Charles Ho- 
tel. : 


—_—__ > y 
ALABAMA CONVENTION 
The annual convention of the Alabama 
State Association of Master Plumbers was 
held at Birmingham on April 18th and 

19th. ” 

The following officers were elected: 
President, Thomas J. Young, of Mobile, 
re-elected; vice-president, A. J. Murdock, 
of Huntsville; treasurer, Thomas M. 
Wright, of Birmingham. It was unani- 
mously agreed to meet next year in Mo- 
bile. - 

A banquet was given at Paul’s restau- 
rant by the local association of master 
plumbers and it was a very enjoyable af- 
fair. 


—_———_ o> an: 
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engine that daily hauls a short train up 
the mountain sides. It will be observed 
that the tender is filled with wood. 
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THE “GOOD” IS THE VERY BEST HOT WATER WASHER 
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MONEY AND TROUBLE. 


GOOD MF 


88-92 LINCOLN AVENUE, 


Gc. COoO., 


NEW YORK CITY. 


Subscribers 
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Ghe “DERFE GO? S anitary Basin Waste 
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faere Perfectio” 
Waste is adapted for 
use with any Patent 
Overflow Basin, and 
has been designed to 
take the place of the old 
style Chain and Stopper, 
which is not only un- 
sightly, but very un- 
sanitary. 
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For Sale by ) THE KENNEY MFG. CO., 36 E. 22nd St., New York, 
) 


Counter Column 
Water Fan 


WE MAKE A LINE OF 


WAT 


That. ‘PAYS 


WRITE FOR CATALOGUE AND PRICES. 


SPECIALTY Mrc. Company, 
INDIANAPOLIS, IND. 


We make a full line of 


BLOWERS and EXHAUSTERS. 


Me de Ne 


The ‘‘Perfectio’” is 
simple in construction 
and can be adjusted to 
fit any size Slab and 
Basin. 


UR NEW BINDER. A serviceable and 
handy arrangement for holding Tue 
PLUMBERS’ TRADE JOURNAL, will be sent 


FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 
85 cents. 


The No. 5 Fire Pot is War- 
ranted to Please You. 


It will do any work that any 
other make will do and in addition 
it will do many things impos- 
sible for others to do, having 
advantages not found elsewhere, 


The generators are powerful and 
require less than half the gasoline 
others use. If other makes were 
offered you free of cost youcould 


not atfordto use them. Catalog 
is free. .Jobbers sell at factory 


It is well made and 


oad - price with ea errant SY Owe 
‘ ¢ } mone back i you are not 
extra heavy throughout, 4.50 Net Money, . y 


and is without doubt, 
the most sanitary waste 
on the market. 
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CLAYTON & LAMBERT MFG. CO., 
Detroit, Mich., U. 5S. A. 


» Ideal Epworth 


Showing Waste attachcd to Round or Oval Patent Overflow Basin Acetylene 
Ly = 
MN Y 
MANUFACTURED BY Generators 
Are the best, 


HOMAS H. HUTCHINSON. 


THE JOHN SIMMONS CO., 
JOHN A. MURRAY, 625 Sixth Avenue, New York. 


simplest and 
easiest cared 
for. 


FOOL PROOF 
Every one war- 

ranted.jEverybody 

», pleased. 

Agents wanted. 
ADDRESS 

Epworth Gas Light & Heating Co., 

Waterloo, Iowa, U. S. A. 


110 Center St., New York, 


Will Please Mention 
This Journal when 
Writing to Advertisers 


FREE to any subscriber sending us a 
new subscription, or sent post paid for 6 
35 cents. 


UR NEW BINDER. A serviceable ard 
handy arrangement for holding THE 
PLUMBERS’ TRADE JOURNAL, will be sent 
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Heater 
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Humphrey Crescent 
Instantaneous 
Water Heater 


Has the largest heating capacity of 
any Instantaneous Water Heater 
on the market. 
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NICKEL PLATED 


$25.00 
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BRACKET 


FREE 
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HEATER, 
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Water Fan 


Triumph 
Water Desk Fan 


WATER MOTORS 
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CEILING FANS 


Ice Cream Freezers and all kinds 
of Machinery may be operated 
by our Water Motors. 


ER GOODS 


the PLUMBER to SELL. 


ALL ORDERS FILLED PROMPTLY. 
MAY WE SEND CATALOGUE AND DISCOUNTS? 


HUMPHREY CoO., 


sales Department, KALAMAZOO, MICH, U.S.A. 
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3 PLUMBING EXHIBIT 
HRA he Psi 


N view of the approaching exposition 
at St. Louis and bearing in mind 
the constant advocacy of TuHE 
PLUMBERS’ TRADE JOURNAL for a 
grand exhibit of modern plumbing 
at all the expositions of the past, 

the following photograph and _ descrip- 
tion of an up to date piece of plumbing 
is submitted to show what has been done 
on a small scale for the enlightenment of 
the students in the University of the City 
of New York. This working model was 
constructed by Mr. Thomas J. Byrne, of 
377 Fourth avenue, New York, and pre- 
sented to the University. It represents 
the kitchen and a bath room of a private 
house, together with a kitchen boiler, 
house drain, and filters, with all the 
necessary pipes and connections, and 
shows in a most conclusive manner that 
what has been done on so small a scale 
by one man for the benefit of a compara- 
tive small number of people might be 
carried out on a much grander scale by 
the National Association or a committee 
thereof to their everlasting credit, and 
benefit to the trade at large. 

To a very great number of Americans, 
especially of the South and West, such an 
exhibition of modern plumbing with the 
old forms and methods shown in contrast, 
would be a revelation. The great inter- 
est which such an exhibit would com- 
mand would create such a desire on the 
part of thousands of people to be pos- 
sessed of similar contrivances that the 
whole trade would be benefited, and with 
a few capable men who could explain the 
faults of the old systems and the lasting 
benefit to individual, and public healtu 
which accrues from the use of modern 
appliances, there is no doubt that what 
had before seemed a luxury to many 
would at once become a necessity. The 
trade is hungry for business. The people 
are hungry for new innovations, The ob- 
ject of all expositions is to stimulate 
trade. People from all parts of the coun- 
try come to see what is new and novel. 
Every trade and manufacturer of any 
account has an exhibit of his best work, 
realizing that the interest aroused will 
create a demand for his goods and more 
than repay him for his outlay. The 
plumbers of the country demand work, 
and the best way to secure work is first 
to create an interest in what you have 
to sell; get the people thinking; show 
them by complete working models what 
is possible in their own homes, and a 
sure and steady demand will immediately 
follow. 

Surely this is a subject which should 
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at once receive the attention of the 
Master Plumbers throughout the country. 
Prior to the World’s Fair at Chicago 
Mr. T. J. Byrne, of this city, endeavored 
to interest the Master Plumbers of 
New York in this matter and offered 
to pay a good portion of the expense, 
but unfortunately his hopes were not 
realized, Let us hope that the pres- 
ent opportunity will not be allowed to 
pass, and that the National Association 
will take the matter in hand and get up 
an exhibit worthy of the name and pro- 
fession of Master Plumbers. 

Referring to the photograph, it will be 
seen that the house drain soil, waste 
and vent pipes are all screw pipe and are 
in the exact position they should occupy 
in actual practice. The filters are shown 
at the left of the picture. A copper cy}- 
inder at the lower left side of the kitchen 
boiler is used in lieu of a range, water 
back; under this cylinder is shown a gas 
burner, which is the heating medium for 
the water in the boiler, <A glass cylinder 
is shown connected to the side coupling 
of the boiler, and the heating and circu- 
lation of the water is clearly shown 
through this glass cylinder, when the gas 
is lit under the copper cylinder. 

A siphon water closet on the first floor 
is shown cut in half and has a plate glass 
front cemented thereto and the cistern, 
over said water closet is provided with a 
glass panel so that the complete operation 
of the cistern and water closet is shown 
in the mozt convincing manner. The ring 
leader is shown at the extreme right, and 
its trap is visible immediately under the 
water closet, connected with the house 
drain by a separate “Y” branch. The 
soil and vent lines are shown projecting 
just above the roof, and on the top of 
each of these pipes is a flap valve, which 
may be opened and closed at will by 
a chain and pull, so that the student 
may observe the siphonie action produced 
by their closing, on the water in water 
closet trap, and also by the gauge con- 
nected to the trap of wash basin on 
second floor. And all the fixtures are in- 
directly.connected to the street sewer, so 
that practical demonstrations may be 
made. 

The fixtures rest on a flooring of wood 
supported by a framework of iron pipe 
built expressly for the purpose of exhibi- 
tion. The back air pipes are plainly 
visible back of each fixture, and in fact 
the entire exhibit is a model of neatness 
and clearness, based on the highest stand- 
ard of sanitary science and superb work- 
manship. 
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MUELLER COODS IN MANUFACTURING THEORY 


The manufacturin g theory of Mueller goods is different from that of other goods, and being so the goods are different. 

Some lines of goods are produced through the desire of a manufacturer to ‘‘buck’’ some competitor who is making 
some article that the manufacturer thought it his entire right to produce. Or maybe some manufacturer thought that buyers 
of the particular line that he proposed to produce goods for, did not care what quality the goods had so long as they held 
together until they received their money for them. Still other manufacturers may have had some patterns that they could 
use by patching them up here and there, on the idea that they might as well as not be getting some of the business in that 
line. 

Mueller goods are not produced because of any desire to even up with producers of any line, but always because there 
is a chance to make an improvement. They are not offered for sale because we think that buyers do not care for reliable 
quality, for we surely believe that they do. They are not produced through any idea of utilizing designs that almost answer 
some new purpose, as their individual designs well prove. 

The manufacturing theory of Mueller goods is simply that a study of the goods in any line will always show some weak 
and needy points where reliable goods would be appreciated, and we set to work to produce just as good an article as possible 
for those points. But still our success would be impossible if we did not have the facilities and a standard of workmanship 
sufficient to carry out our plans of making an article better than existing styles. These fortunately we have, in the way of a 
modern plant and modern methods of directing workmanship. 

And of course in addition to the theory of improving upon existing styles, the individual features, design and workman- 
ship of Mueller goods give them a quality that is rightfully called Mueller Quality. This quality would not do the buyer of 
medium and low-priced articles much good if it only existed in the finest product, so we produce Mueller goods in quality 
grades, which of course vary in value as to weight, design and points of operation or durability, but which maintain the 
value of the article for its particular range of work. Further, to show our confidence in the success of Mueller goods, each 
article is given an unconditional guarantee, so that the buyer is safe should the goods not prove satisfactory to him. And then 
to identify Mueller goods so that the buyer will recognize them, the Mueller Trade Mark is placed in a conspicuous place 
upon the article so that they may be identified. 


H. MUELLER MFG.CO., #$DECATUR, ILL., U.S.A. 


MUELLER GROUND KEY WORK 


BRASS HANDLE STOP COCK 


Even with good, careful manufacturing and grinding of 
the keys, cocks were not always produced that were successful 
7 in service operation. The Mueller theory was put into effect 
7 aT when the cocks were given tests so near actual service that we 
know what they can be expected to do when in use, and we know 

they will not fail. 


Mueller Brass Handle Ground Key Cocks are well designed for strength, 
= and can be used upon exposed work without being unpleasing in appearance. 


They are cast of specially alloyed brass and the core work is clean 


and uniform with the exterior. 

They are made in straight and round way, stop or stop and waste, and 
with three sizes of pipe connection. 

Each cock is given as actual working test with 200 pounds hydraulic 
pressure. 


H. MUELLER MANUFACTURING COMPANY, DECATUR, ILL., U.S. A. 
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MUELLER FULLER WORK 


STANDARD FULLER BIBB 


crT~ 
The wear of the eccentric joint of most Fuller bibbs and : {a3 . és 
the hammering that followed pointed toward improvement, so : — id) — 
Mueller Fuller bibbs were made with an extra heavy eccentric 
pin, and the stem was made extra strong at this pin bearing, 
thus upholding the Mueller theory of something better. 
Mueller Standard Fuller Bibbs are designed along the usual lines of 


hexagon body. The handles are neat and well in keeping with the general 
appearance of the bibb. 


The body casting is heavy and the metal is specially alloyed for tough- 
ness. The cores are so carefully set that the opening through the body is true 
te the outside, and the walls are of equal thickness and strength. 

The stem bearing shoulder is extra long, giving a bearing that reduces 
wear and prevents chattering of the stem. 

The eccentric pin has a long enough sweep to push the ball well out of 
the seat, providing an increased water way. 

A brass collar at the point of the ball closes off the water before the 
ball is seated, preventing water hammer. 


H. MUELLER MFG. CO. DECATUR ILL. U.S.A. 


MUELLER COMPRESSION WORK 


SPECIAL COMPRESSION BIBB 


The small volume of water that bibbs. give, even upon 
several turns of the handle, and the rapid wear of the stem 
threads because the final compression was upon one thread, 
offered an opportunity for the application of the Mueller 
theory of making something better, so Mueller Bibbs were 
produced in three grades, Standard, Extra and Special, all 
having water ways and threads that allowed a full stream upon 
one and one-half turns of the handle, and the final compression 
of the washer is not one thread, for all the stem threads are 
engaged with a body thread. 


Mueller Special Grade Compression Bibbs have the interior construc- 
tion encompassed in the smallest space, making the general structure more 
compact and adding to the neatness of the design. 

The polishing is done in such a thorough manner that no lugs are left 
on the casting. Not only does this produce a nicer appearing surface, but it 
also permits a lasting plate. 

Patterns are not the same for all styles, but each has its parts designed 
for the strength required. 

The male I. P. ends are made with extra long threads, and the S. O. T. 
tail piece is made with no taper so that the Mueller Adjustable Threaded 
Flange may be used with them. 


H. MUELLER MFG. CO., DECATUR, ILL., U.S.A. 
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Third Annual Convention of the New Jersey 
State Association of Master Plumbers 


FO eee cach shed aca onal “eae tected Go Metis conch cena cai 


HE third annual convention of 
the New Jersey State Associa- 
tion of Master Plumbers held 
at Orange, N. J., was called 
to order at 11.20 by President 
George S. Aldous, at the Ma- 

sonic Temple on Main Street. 

In a very business-like address, the 
president stated the purposes of the meet- 
ing, interrupted now and then by the 
irrepressible Campbell, whose stock of 
wit has been added to since the last gath- 
ering, and whose abulition of spirits was 
permitted to erupt at will. 

The regular parliamentary routine was 


ark; J. Karl, Passaic; W. F. Morgan, Ridge- 
wood. National Delegates—Wm. Brook, Pas- 
saic; John Campbell, Paterson. 
The following cities were ably represent- 
ed by officers and delegates as below: 
Asbury Park—President Fred Brown; Dele- 
gates, Chas. H. Walton, Joel S. Boyer. At- 


lantic City—President, Van Buren Griffin ; 
Delegates, John H. Moore, Thomas Roberts. 


Bayonne—W. M. O'Neill. 
H. Custer. Camden—President Henry L. 
Johannes; Delegates, Geo. Leathwhite, Edw. 
Patton, Harry J. Farrell. Montclair—Presi- 
dent EK. S. Ackerman; Delegates, Fred Fass, 
John H. Taylor. Morristown—President H. 
I. Walsh. Newark—President S. F. Wilson; 
Delegates, E. W. Stirling, Wm. Jacob, Robt. 
Zeitler, Ira Budd, A. S. Walker, Robt, Berla, 


Bridgeton—Wm. 


applying as well to the many representa- 
tives of the supply houses. 

After the morning adjournment, Mr. 
Campbell appointed himself on what he 
called the “Tool Committee,’ and it was 
his special purpose to have Mr. Gilfort, of 
the “Antlers,” unlock every few minutes 
his long box and exhibit to the admiring 
delegates what was generally agreed to 
be a marvelous curiosity. : 

Mr. Beck had previously arranged to 
have Mr. James Brady take a picture of 
those attending the convention, and se- 
lected the Free Library for the _ back- 
ground. The time for taking the pic- 
ture was 1.15, so promptly at 2.30 P. M., 
after “Split Lip Jimmy,” the whistler, the 
convention mascot, and the only boy in 
Orange who can whistle all the popular 
airs without changing the tune, had mas- 
sacred that sacred cantata, Bedelia, pock- 
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On motion duly made and seconded, 
Mr. Baillet was called upon to read an 
original essay, which in connection with 
a preliminary paper, made a mighty inter- 
esting discourse, and it was the decision of 
the convention to request the TRADE Jour- 
NAL to print at length this document, the 
earnest preparation of which does the 
author proud, so that the younger masters 


of the craft might study its precepts to ad- 


vantage. 
Mr. Baillet, needless to say was applaud- 
ed to the echo, and it was with much re- 


‘gret that the convention learned of his 
being obliged to address a fraternal in- 


surance meeting at Trenton at 8.00 P. M., 
which precluded his staying over for the 
banquet. 

It was necessary at this juncture for 
the chair to request sergeant-at-arms to 
get a “bubble” wagon and corral that 


Photograph of the Delegates and Guests at the Third Annual Convention of the New Jersey State Association of Master Plumbers, held at Orange, April 19th in Masonic Temple on Main Street 


followed. During the reading of the min- 
utes of the conclave held at Camden, N. J., 
the secretary, who was worked pretty fast, 
was interrupted by Campbell, when about 
in the middle of a long bill for suggested 
legislation, by a motion to suppress read- 
ing of bill in hand until executive session, 
which motion was promptly squelched. 
' However, brother Campbell turned defeat 
into victory by saying, “Welk the secre- 
_tary had a rest anyway.” 
The committees were as follows: 
Legislative Committee—S. T. Wilson, New- 
ark; Geo, Leathwhite, Camden; Charles Walls, 
Paterson. Sanitary Committee—F. W. Walsh, 
Atlantic City; I. Garrabrandt, Orange. Ap- 
prentice Committee—C., P. Zimmermann, New- 


I’. J. Sturn, W. W. Zeliff, H. F. Baillet, Walter 
Champlin. Orange—President J. Budd Smith; 
Delegates, J. Ff. Mills, Edson Garrabrandt, .ohn 
W. Mooney. Ocean City—Delegate, John R. 
Graves. Passaic—President, Wm. Brooks; 
Delegates, Richard Wall, Jacob Pontier, F. G. 
Geiger. Paterson—President, James H. White; 


Delegates, R. EX. Quinn, Wm. McKeon, John 
Baird, J. F. McNab, John Campbell, Geo. S. 


O’Neill, John Baker, Jas. J. Maher, Jos. White, 
Robt. Biaumot, Chas. Casinger. Rutherford— 
Delegate, Wm. J. Mantin. Ridgewood—Dele- 
gate, Jos. H. Christopher. West Hudson— 
President A. MacArthur; Delegate, Robt. Mar- 
shall. Mellville—President, Moward Gracey. 
For the-reason that a great many of 
the South Jersey delegates did not arrive 
until after dinner, the afternoon session 


presented a much more lively aspect, this 


eting at the same time a quantity of five 
and ten-dollar gold pieces promiscuously 
thrown at him, in some instances with 
malice aforethought, and Mr. Brady had 
superimposed a sufficient amount of dig- 
nity in this now thoroughly moistened 
crowd, it having rained for a few mo- 
ments, he pressed the bulb, and again was 
history made. 

The afternoon session was called to or- 
der at 3.15, and from then on until half 
past seven, during a portion of which 
time an executive session was also held, 
the officers and delegates worked like Tro- 
jans, with the result that the Wednesday 
session, aS arranged, was unnecessary. 


bunch putting a liberal personal under- 
standing on the freedom of the city. After 
a half hour’s chase, Brother Wall succeed- 
ed in catching one or two, so that the 
meeting proceeded. 

As an Auditing Committee, the chair, on 
motion, appointed Messrs. Walton, of As- 
bury Park; Marshall, of West Hudson, 
and O’Neill, of Paterson, to report during 
executive session. 

The report of the president was then 
presented, and is as follows: ; 
- Gentlemen: It is with pleasure that I submit 
to you the following report of work accom- 
plished since you honored me by choosing me 


President of the New Jersey State Association 
of Master Plumbers about one year ago to-day. 
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HIGH GRADE HOT BLAST TOOLS. 


50 
0 


© You have not done justice to yourself until you have tried 
*~ our Bonanza Furnace for all around work. It is equipped with 
our latest improved non-carbonizing burner and produces a braz- 
ing heat and is very economical in consumption of fuel. The 
top is removable and can then be used for burning off paint, 
thawing water pipes, etc. Tank is made of heavy brass, NOT 
Qe TIN, highly polished, an everlasting tool. Every onefully guar- 
a anteed, sold by jobbers at factory price, ar send us $4.50 and 


SS we will ship direct 


SpeakKman’s Niagara Showers 


$4 
$6 


areinuseinall parts 
of the United States 
and in many foreign 
countries. Our 
customers continue 
to send us addition- 
al orders for them, 
with instructions to 
“ship quick.”’ 


BONANZA. 


oO. 


WHITE MFG.CO., Chicago, IlLIs.,U.S. A. 


Subscribers 


yyy9 8) ) W]e) se) x fee eevee 
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Will Please Mention 
This Journal when 
Writing to Advertisers 


THE RIGHT IDEA 


HAVE A 


NATURO 


IN YOUR SHOW-ROOM. 


Why not order for 
your show-room, 
it will sell others. 


$25.00 list 
Orwithout | $22.50 list 


Complete as showr, 
including check valves. 


Write for Discount. 
YOU WANT THE BOOKLET, TOO 


The curtain is of White 
Duck, which can be kept 
white and clean. 


Speakman Supply 
& Pipe Co. 


Wilmington, Del. 


NEW YORK OFFICE: Presbyter: — 
ian Building, Fifth Ave. and 
20th St. 


Albert G. Weber, Representative, 


ASK FOR IT. 


CLEANING 


whether given frequently by the care 
ful housemaid or strenuously by the 
zealous janitor, does not destroy the 
original brightness of 


BENEDICT-NISKEL 
Seamless Tubing, 


SELLING AGENCIES 


New York, N. Y., John Simmons Co. 
Boston, Mass., F. W. Webb Mfg. Co. 


It is ‘‘white metal clear through,”’ 
and there is no plated surface that 
can be worn away by rubbing. 

All products, including Seams 

less Brass and Copper Tubing 


are described in our 
‘*Table Book,” 


BENEDICT & BURNHAM MFG. Co. 
WATERBURY, CONN. 
NEW YORK, 253 Broapway. 


Philadelphia, Pa., Walls & Pearsall. 
Pittsburgh, Pa., Bailey-Farrell Mfg. Co. 
Kansas City, Mo., U. S. Water @ Steam Supply Co. 
San Francisco, Cal., Geo. H. Tay Co. 
Halifax, N. S., Wm. Stairs, Son & Morrow. 


MADE BY 


BOSTON, 172 HicH Sr. 


RUNNING WATER in your COUNTRY HOME 
f ; e 

Rife HYDRAULIC poretst any brook or sprin will 
RAMS Rote any dataiocor halcht, No 

cost of maintenance. no attention. We make a specialty of ores coun- 
try places with complete water works systems, extending tu stable. green- 


house, lawn, garden, fountain, etc. JD % 126 Liberty St. 
Catalogand guaranteed esiimate free Rife Ram Co. New York 


C. H. MUCKENHIRN, 


SALEM, N. J. 
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Our work has been along the following lines: 

ist. To strengthen and enthuse our present 
membership. 

2nd. To extend our organization to new 
fields and increase our membership. 

3rd. Legislative work. 

Under the first head, soon after the Camden 
Convention, I planned a series of visits to the 
different locals. For lack of time was unable 
to visit all the associations and some of the 
secretaries, though written to several times for 
information as to their meeting night made no 
response, so those places were not visited. 
Hlowever, with the assistance of some of the 


members, the following locals have been visited, 
either at a business meeting or a social occa- 
Atlantic City, 


sion: Asbury Park, Passaic, 


Geo.‘S. Aldous, Pres. N. J. Master Plumbers’ Assn. 


Hackensack, Montclair, Newark, Ocean City, 
Orange, Patterson, Ridgewood, Rutherford, and 
Vineland. 

Most of these Associations, I have found in 
good condition. In several places, through 
misunderstanding and need of information there 
seemed to be a lack of interest, but after ex- 
planations and a free discussion of the objects 
and workings of the organization a better feel- 
ing seemed to prevail. 

If we wish to strengthen and perpetuate our 
organization this visitation should be continued 
in a regular and systematic manner. I regret 


that I was not able to visit all the locals, it , 


was for want of time and not of inclination. 
Our relations with supply houses are for 


S. F. Wilson, President Newark, N. J. Association 


most part in a satisfactory condition, but few 
complaints have been made and these have been 
adjusted satisfactorily, with the exception of 
one complaint, which is an uncommon one, but 
there is need for vigorous action or we may.~be 
confronted with similar condition in other 
ganizations to serve as foundation to which 
places. I will turn over the correspondence to 
the incoming executive committee, who will no 
doubt, give it the attention it deserves. 

The officers of locals can help the executive 
officers very much by answering communica- 
tions promptly and by keeping their lists of 
officers and members up to date. 


Our membership can help themselves and 
every other member by doing as our National 
President advises; “If you want trade pro- 
tection, patronize those who protect you, and 
let the other fellow take care of himself.’ 

In the interest of organization work, your 
officers have visited the following places: 
Bayonne, Bridgeton, Cape May, Englewood, 
Five Mile Beach, Hackensack, Millville, Tren- 
ton, Camden, West Hudson and Jersey City. 


M. H. Towhey, Second Vice-President, New Jersey 
State Association 


It gives me pleasure to be able to state that 
all but the last place are now affiliated 
with us. 

In point of numbers, one year ago accord- 
ing to the list published by the National Office, 
we were tenth on the list, the last publication 
shows us in the fourth place. Only the large 
States of New York, Pennsylvania and Cali- 
fornia are ahead of us. We have grown rapidly 
but there is a large field and many cities and 
towns are not with us. Some simply need to 
be told about the benefits of organization and 
how to go about it. 

I believe we should have some printed appli- 
cation blanks. Some pamphlets setting forth 
the benefits of our organization. A skeleton or 
model constitution would be useful in new or- 
they could add as their requirements developed. 

While we should feel a pride and satisfaction 
in our growth and membership we should ever 
keep before us the fact that fairness and 
consideration must permeate our relations with 
each other if we would retain the pleasant 
and harmonious relations which now exist. 

Our ‘Good of the Order’ Committee, which 
I appointed soon after the Camden Convention, 
will have, I think, a report this session which 
will speak for itself. The work of this com- 
mittee will, if properly carried out, make our 


E. M. Stirling, Vice-Pres. Newark, N. J. Assn. 


conventions more interesting and useful. 

The apprenticeship question should be dis- 
cussed and proper action taken if we wish to 
have good workmen in the future. The ap- 
prentice should be given intelligent considera- 
tion and instruction by the master instead of 
being left entirely to the tender mercies of the 
journeymen, 

As to the legislative work, the Committee on 
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Legislation will make a report, but in passing 
would say that I believe if the bill we pre- 
sented to the Legislature had been given earnest 
and loyal support by every one of our locals 
it might now be a law instead of having been 
vetoed by the Governor after passing both 
houses in an amended form. My only object 


in speaking of this is to emphasize the neces- 


Ira Budd, Newark, N. J., National State Vice-Pres. 


sity of agreeing on the essential features of a 
bill which will be satisfactory to all of our 
locals so that we can go to our next legislature 
in a whole-hearted manner for what we want 
and need. Your committee in conjunction with 
the. journeymen’s committee labored hard for 
the bill and deserve thanks for the measure of 
success attained. 

Our next National Convention will be held 
at St. Louis, September 6th, 7th and 8th, In 
the World’s Fair grounds, I believe that we 
should elect and send to St. Louis as many 
delegates as we are entitled to, our locals 
should do the same for it is time that New 
Jersey took its proper place in the deliberations 
of our National Association. 

In closing, I desire to thank those who have 
labored with me for their help and ready 
support and also to thank those associations 
and members for their kind reception and 
courtesies shown when visited. With best 
wishes for a prosperous future, 

After a spirited election, requiring sev- 


eral ballots, Mr. Ira Budd was duly elect- 
ed nominee for national delegate, and J. 
Hunter White, of Pater~on, elected de'e- 
gate to St. Louis convention. 


Robt. Zeitler, Sergeant-at-arms, Newark, N. J., Assn. 


The election of officers was then taken 
up, with the following result: 
President, George S. Aldous. 
Vice-presidents, J. H. White, 
Towhey, Walter I. Champlin. 
Secretary, John F. Mills. 
Treasurer, A. Selden Walker. 


Miveu En 


| 
} 
| 


Delegate to National Convention, J. q. 
White. 6 | 
National State Vice-President, Ira 
Budd. 
At 8.00 o’clock the upper music hall 
was the mecca for a happy but hungry 
crowd, and the one hundred and fifty 


‘diners present did full justice to the yery 


fine menu arranged by the Pursell Co, 
After attacking with avidity whatever 
could be reached for about an hour, the 
after dinner speakers came to the fore, 
With a very pretty speech, replete with 
witticism, President Aldous started the 
ball rolling. We were then treated to ad- 
dresses by Messrs. Champlin and Walker. 
Brother Walker remarked that his coterie 
came from Paterson in a stage, and he 
trusted they would return so—not in a 


H. F. Baillet, Secretary Newark, N. J., Association 


stage of intoxication. Mr. Tom Moore 
Walsh, the supply trade poet, sang repeat- 
edly “The Man Behind.” When last seen 
on a Fulton Street (?), New York, trolley, 
he was still busy with the refrain. 

A splendid chorus assisted Brother Karl 
in a spirited rendition of “Marching 
Through Georgia.” Then obliged Mr. 
Joseph Fleming, that popular plumbing in- 
spector from West Orange, whose “Up 


F. J. Sturn, Treasurer Newark, N. J., Association 


With the Goats in Harlem” made a tre 
mendous hit. ; 

Frank O’Conner gave an original ver- 
sion of Casey at the bat, and was forced 
to attend right away to Asparagus, par- 
don Spartacus. Mr. O’Connor’s delivery 
is faultless, his enunciation clear, and 
his appearance provoking the thought that 
on the stage brother Frank would put 
many stars on their mettle. 

Mr. Leary, of H. Mueller Mfg. Co. 


(Continued on Page 464) 
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A NEW SUPPLY HOUSE AT 
ELIZABETH, N. J. 


M. Smith has opened a plumbing sup- 
ply house at Elizabeth, N. J. He will 
carry a complete stock from which all 
orders will be promptly filled. The sup- 
ply house will fill a long felt want for 
the plumbers of that section, as they can 
get goods at short notice. 


oe 


CHICAGO COURT ORDERS 
Cc. B. BALL OUSTED 


In a sweeping opinion as to the eligi- 
bility of non-residents to become public 
officials in Chicago, Judge Elbridge 
Hancey, in the Superior Court, to-day de- 
cided against the certification of Charles 
B. Ball, of New York, who was appointed 
chief sanitary inspector of Chicago by the 
Chicago Civil Service Commission. In- 
stead, Perry L. Hedrick, of Chicago, is or- 
dered to be certified to the office. 

Judge Hancey declares it to be “against 
the fundamental laws and the common 
sense and common policy of the yeople of 
Chicago, with its population of over 2,000,- 
000, abundantly able to supp'y competent 
help for any office, to say that some de- 
partment or any department should be 
permitted to go to New York or any other 
place to get employees to perform services 
to be paid for by the taxpayers of Chi- 
cago.” 


Cr SL ae ee 


A NEEDED SYSTEM 


Seeing the need of a simple yet more 
accurate system for plumbing and heat- 
ing men to keep the details of their busi- 
ness before them, Mr. J. P. Jordan, of 
Buffalo, N. Y., an accounting engineer, 
who is constantly engaged in the design- 
ing and installing of labor and money- 
saving systems for all lines of trade, has 
designed a simple method of accounting 
for all time and material, both on job and 
contract work. He has paid special at- 
tention to contract work, and his sys- 
tem affords a complete record of the esti- 
mated and the actual costs side by side, 
thus making an invaluable comparison. 

His system of keeping the details of job 
work eliminates one-third of the book- 
keeping now required, and at the same 
time gives more details. This point alone 
is of great value. 

Mr. Jordan will gladly mail his de- 
eeriptive booklet to any one who will ad- 
dress him at No. 409 Elmwood avenue, 
Buffalo, N. Y. 


oe 


PLUMBING AND HEATING 
CONTRACTS AWARDED 


The village of Wayland, N. Y., is in- 
stalling a system of water works. 


Park Bros., of 79 Dearborn street, Chi- 
cago, have the contract for plumbing in 
the new flat house on the corner of 59th 
street and Calumet avenue. 


Sealed bids for the plumbing, heating 
and gas piping for the new brick hospital 
at Fort Mackenzie, Wyo., by Capt. Thos. 
Swoke, quartermaster at that place. 


HE. L. Schneider, of Ann Arbor, Mich., 
has been successful in capturing some 
good contracts this spring. He is at pres- 
ent steam heating the new Carnegie 
library at Hudson, Mich. 


George McIntosh, of Bloomington, I11., 
has the contract for the heating and 


plumbing work on the new Central school ! 


building at Pontiac. His bid was $3,910. 


SPECIAL NOTICES. 


RATES FOR SPECIAL NOTICES. 
Special notices, such as “wants,” “for 
sale,” etc., are inserted at the rate of 50 
cents per issue for regular subscribers. To 
non-subscribers the rate is $1.00 per inser- 
tion, to not exceed five lines. Cash must 
accompany order. 


FOR SALE — Several HAND 

KEY GRINDING MACHINES 
and a magnetic Separators in 
first class order and cheap. 
Address H. Mueller Mfg. Co., 
Decatur, Ilf. 


ANTED-—STEAM AND HOT WATER FITTER 

who has some knowledge of plumbing, for per- 

manent position in small town in Illinois. Address 
“P.M. M.,”’ Schiller Building, Chicago, Ill. 


OR SALE CHEAP—Patterns 
for a full set of DURHAM 
HOUSE DRAINAGE FITTINGS 
—Ells, Tees, T.Y’s, etc. If in- 
terested, will Send full informa- 
tion andprice. Address‘‘J.S.’’ 
care of The Plumbers’ Trade 
Journal. 61 Beekman St. 


CAN SELL YOUR PLUMBING BUSINESS, NO 
matter where it is or what it is worth. Send de- 
scription, state price, and learn how. W. M. Os- 
trander, 847 No American Building, Philadelphia. 


LUMBERS’ WOODWORK— 
Wanted by one of the best- 


known selling agents in the East, the 
agency for a good line of plumbers’ 
woodwork—to sell to jobbers only 
on a commission basis. Address 
“J.D. R.,”’ care of The Plumbers’ 
Trade Journal. 


OR SALE—PLUMBING AND STEAM HEATING 
business, in city of 30,000 population, growing 
very rapidly; business will run about $25,000 per 
ear. tock will invoice about $3,500. Address 
‘O. T.,” care of The Plumbers’ Trade Journal. 


Poe SALE— A PLUMBING BUSINESS IN SAN 

Mateo, Cal.; one of the finest shops in the State, 
doing a plumbing and tinning business. Reason for 
selling is that the business has orn too large for 
one man torun. Address “C. J.M.,’’ care of The 
Plumbers’ Trade Journal, 61 Reekman Street, N. Y, 


OR SALE—PLUMBING AND TIN BUSINESS IN 

alive town of 2,000; only shop in. town; stock 

and tools $1500 cash. Address ‘“P. UO. Box 168,’ Ox- 
ford, Ohio. 


OBER, INDUSTRIOUS YOUNG MAN DESIRES 
to learn plumbing trade; have had some exper- 
ience, and not afraid of work. Would accept with 
view to becoming interested in business. No objec- 
tion to learning steam-fitting also; references. Ad- 
dress “‘Apprentice,” care of W. J. Steele, General 
Delivery, Pueblo, Colo 


ANTKD—IN A WESTERN TOWN OF 50,000 IN- 

habitants, 3 first class non-union plumbers in a 

union town. Address ‘P.,” care of The Plumbers’ 
Trade Journal, 61 Beekman St., New York. 


J BAVELING SALESMAN—YOUNG MAN WITH 

10 years’ road experience selling plumbing and 
steam goods, wants to represent a good house trav- 
eling in South or Central West, Address ‘‘Sales- 
man,’’ care of The Plumbers’ Trade Journal. 


ANTED—A LIVE YOUNG MAN TO TAKE 
charge of gas, electric light fixtures and collec- 
Apply with reference, state salary Saat 
ndian- 


tions. 
and experience to J.8. Farrell and Company, 
apolis, Ind. 


ANTED — SUPERINTENDENT FOR STHKAM 
and water heating department; must be capable 
of figuring work and writing specifications; man 
with some knowledge of plumbing and ele tric work 
preferred; recommendations as to ability and habits 
must accompany application; steady position and 
good salary to right man; position pow open. Ad- 
dress Alabama supply Co., 318 N. 20th st., Birming- 
ham, Ala. 


OR A LIMITED NUMBER OF 
the September Ist, 1903 edition of 
THE PLUMBERS’ TRADE JOUR- 
NAL, we will pay 25 cts. apiece. We 
want one dozen copies of the Central 
Edition of THE PLUMBERS’ 
TRADE JOURNAL. Each copy 
sent must be in perfect condition, and 
have the writer’s name and address 
attached tothe wrapper, which must 
securely protect it from harm in 
mailing. Should we receive more 
than the number we require, will re- 
turn the copies without expense to 
those who may send them. Address 
M. A. Rocks, P.O. Box 715, New 
York City. 


LEAD BURNING 
IN 


ALL ITS BRANCHES 


Will teach by mail practical 


LEAD BURNING 


as it is done, can be done, or ever has 
been done. 


Will take charge of any LEAD BURN- 
ING work, overseeing the proper me- 
chanical construction, at reasonable 
rates. Am considered the authority in 
the United States and Canada on the 
subject. Have worked at it for twenty 
years. Will give instructions at moder- 
ate rates, and invite correspondence 
from any part of the country. 


RICHARD A. LEGARDE, 


1509 N.10th St.,. PHILADELPHIA, PA. 


ANTED—A POSITION AS TRAVELING SALES 

man or in office of plumbing supply house; 

have had eight years’ experience in the business. 
Address P. (. Box 85, Kew Urleans, La. 


ANTED—A RELIABLE FIRM OR PARTY TO 
manufacture my new useful patent Disinfec- 
tant on Royalty. It is a machine that the public is 
after; it can be manufactured very cheaply; profit 
immense. An excellent opportunity to make a for- 
tune; for full description, particulars, etc., read 
page oS Address Fred. C, Nye, 202 John St., Syra- 
cuse, N. Y. : 


ANTED—WROUGHT IRON PIPE COUPLINGS 
black or galvanized; sizes 34 to 6 inch; must be 

in good condition; advise quantity on hand and price 
per pound. Address Manley & Landreth, Joplin, Mo 


ANTED—TO ARRANGE WITH GOOD BOILER 
and Radiator Company to represent them in 
Philadelphia and vicinity, including South Jersey. 
Delaware and part of Pennsylvania on a salary and 
commission basis; am wel) acquainted with the 
trade, having been calling on them for several years 
Address “C. B. J.,’’ care of The Plumbers’ Trade 
Journal, 61 Beekman St,, New York City. 


ALESWAN—TEN YEARS’ EXPERIENCE IN 
gas and electric fixtures; at present and for the 
past six years with vapor lighting corporation, dem- 
onstrating, installing and establishing sales agencies 
desires to make a change; good record and highest 
endorsements. Address ‘‘thila.,’’ careof (he Plumb. 
ers’ Trade Journal, 61 Beekman St., New York City, 


A STORE» OCCUPIED” FOR 

the past 30 years as a plumbing 
shop in a hustling New Jersey town 
of over 6,000, now vacated by the 
retirement of the lessee from active 
business, may be rented very reas: n- 
ably. A first class chance for pruc- 
tical plumber to step into an estab- 
lished business with practically no 
competition. Address ‘SJ.\’.Acton’’, 
care of The Plumbers’ Trade .Jour- 
nal, 61 Beekman Street, N. Y. 
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LUMBER’S HELPER WANTS JOB IN A GOOD 

shop where he can finish; have had two years’ 

experience; first class reference. Address Joseph 
Quigley, Anamosa, Iowa. 


ANTED—FIRST CLASS PLUMBERS, WAGES 
$6.00, eight hours; state age and experience. 
Address Forbes & Go., 230 8. Main St., Butte, Mont. 


OSITION WANTED BY A YOUNG MAN WITH 

several years’ experience in the plumbing sup- 

ply line; inside or outside position. Address ‘‘A.B.C.” 

care of The Plumbers’ Trade Journal, 61 Beekman 
8t., New York. 


ANTED—TWO OR THREE FIRST-CLA&S 

plumbers; steady work to the right party; 

married men preferred. Address D. W. Watson's 
Sons Co., Terre Haute, Ind. 


HAVE AN ENTIRELY NEW SOIL PIPE FIT- 

ting now ready for the market; would like to 
make arrangement with some one whois in a position 
to handle it and deal it out to the plumbing trade. 
Address “Plumbing,” Box 484, Shelton, Conn. 


ITUATION WANTED BY PLUMBER; TWO 
years’ experience; graduate of New York Trade 
School, city or country. Address ‘‘A. P.S..°’ care of 
The Plumbers’ Trade Journal, 61 Beekman St., New 
York City. 


LUMBERS WANTED—FIRST-CLASS MECHAN- 
ics; good wages. Address C. H. Curtiss & Co, 
Tarrytown, N. Y. 


NY WIDE-AWAKE Pi UMBER, WHO IS WILL 

ing to buy stop and waste cocks in gross lots to 

pay spot cash for the same, can Jearn where and 

how to get the same prices that the largest jobbers 

pay. A big saving. Write ‘‘New Method,” care of 

The Plumbers’ Trade Journal, 61 Beekman St., New 
York City. 


ANTED—SALESMEN TO CARRY AS A SIDE 
line, on liberal commission basis, a new pipe 
cutter which cuts a pipe without a burr, and auto- 
matic wrenches. Address The Headson Tool & Mfg. 
Co., Lafayette, Ind. 


Journal! 
Copies 
Wanted 


E will purchase copies 

of THE PLUMBERS’ 
TRADE JOURNAL in good 
condition to a limite] num- 
ber, paying 


ONE DOLLAR APIECE 
= ROR 


NOVEMBER 15TH, 1839 


These copies must be sent 


carefully done up, with the 


sender’s name and address 


marked thereon to 


The Plumbers’ 
Trade Journal 


61 Beekman St., NEW YORK. 


zt 


Sees MCCABE VENT FITTING 


For Sale by all 
Jobbers of Plumbers’ Supplies, 
and manufactured by 


Mi ABENDROTH BROS, 
a” PORTCHESTER, - New York. 
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(Continued from Page 462) 
everybody’s friend, who gladdened the 
hearts of all, and whose Bible souvenir is 
a work of art, was called upon for an ad- 
dress and secured rapt attention of the 
gathering for an half hour. Mr. Leary’s 
style is straight open and above board, 
and his remarks were duly appreciated. 

Mr. Walter Kerr, of John Simmons Co., 
ably represented that popular firm with 
his accustomed grace, and his ten-minute 
talk was very interesting. 

Mr. Howe’s demonstration of the Bor- 
den machine secured attention of all those 
attending the convention—needless to say 
a very pretty twenty-page descriptive 
pamphlet was distributed. 

Mr. McGuire’s star roof flange was on 
exhibition, and a hat full of orders was 
the way he expressed the result of his 
display. 

The supply houses were ably represent- 
ed by: 

Messrs. Wm. Delahanty and Thos. W. Walsh, 
of the Peck Bros. Co.; Messrs Robt. Elder, of 
Ronolds & Johnson Co.; Thos. Kelley, of F. 
N. DuBois; John C. Pearce, of Hodel Ueat- 
ing Co.; Thos. H. Hoover, of Roe & Conover ; 
A. L. DeNoe, of -Thatcher Furnace Co.; W. J. 
McKinney, of Fred Adee & Co.; T. F. Leary, 
of H. Mueller Mfg. Co.; Walker Kerr, of 
John Simmons Co.; Mr. Ogle, of E. L. Per- 
kins; S. B. Taylor, of Richardson & Boynton; 
J. D. McInerney, of Nason Mfg. Co. 


b) Market Quotations 
@ For The Trade 


Edited by C. C. RIGGS, 


perenne dtd hea te A dy 
Pic Iron.—Immediately following our 
last review of the market, a quieter condi- 
tion of business was experienced. Re- 
ports became current that the U. S. Steel 
Corporation would not exercise its May 
option for the purchase of a considerable 
quantity of Bessemer iron. With the re- 
port that this large buyer was withdraw- 
ing from the market other interests show- 
ed a disposition to hold back awaiting de- 
velopments. At the close of the month, 
however, the reports current were that 
the U. S. Steel Corporation was again in 
the market as a buyer of from 40,000 to 
50,000 tons Bessemer iron for May de- 
livery and prices in the Valleys imme- 
diately stiffened from $13.00 to $13.50. 
The recent improvement in business in 
the iron market has had its influence in 
increasing production equal to about 4,- 


000,000 tons per annum actual and pros- — 


pective. The close of the market wag 
strictly and prices ruling locally for car- 
load lots for prompt delivery are $15 to 
$15.25 for No. 2 Northern and $13.75 for 
No. 2 Southern. 

CoprpER.—The export movement of cop- 
per has continued on a fairly liberal 
scale, amounting for April to about 13,- 
500 tons, making a total since the first 
of the year of 83,000 tons. As a result 
of these free shipments foreign buyers 
appear to have their wants fairly well 
covered for the present and the export 
business now being transacted is limited; 
consequently a smaller export movement 
is anticipated after this month. The de- 
mand from home consumers has been 
fairly active. Manufacturers of copper 
wire, etc., have been booking contracts 
for supplies for favored deliveries with 
some freedom and they therefore have 
been freer buyers of copper. Prices for 
carload lots have been on the basis of 
13% to 13%c. for Lake, 13%%c for electro- 


lytic and 12% to 18c. for casting grades. 
Smaller quantities sell at prices from % 
to lc. per lb. above the above quotations. 

Pig Tin.—Foreign interests have been 
offering supplies more freely, it being 
understood that operators abroad have 
taken the bear side of the market and are 
endeavoring to depress prices. Reports 
that some of the tin plate mills are shut- 
ting down owing to labor troubles also 
have operated against the market. 
Prices quoted at the close were 27% to 
28c. for carload lots and 28% to 28%c. for 
smaller quantities. 

LreAD.—A steady demand has continued 
to be experienced for pig lead and with 
only moderate offerings prices have been 
well maintained at 4.60c. for carload lots 
for spot delivery and 4.50 to 4.55c. for 
prompt shipment from the West. Smaller 
lots from store are quoted at 5 to 5%4c. 

SPELTER.—A fairly full volume of busi- 
ness has been transacted, the demand be- 
ing sufficient to keep the market closely 
sold up; prices have advanced and the 
close was from at 5.25 to 5.30c.; smaller 
quantities from store were quoted at 5% 
to 6%4¢. 

Nickel has had only a limited sale but 
prices have not changed and the close 
was steady at 40 to 47c. for round lots 
and 50 to 60c. for smaller quantities. | 

Pipe.—It is expected that during the 
coming month specifications for part of 
the supply of pipe to be used in the salt- 
water fire protection system for N. Y. 
City, will be issued and manufacturers 
are awaiting with much interest for 
them. Business has been fairly active 
and the tone of the market has ruled 
steady with prices on the basis of $28 
per gross ton for 6 to 10-inch and $27 
per gross ton for 12-inch; these prices, 
however, could be shaded somewhat for 
round lots. Lead pipe has been in only 
moderate demand, but it is understood 
that there are some good-sized contracts 
soon to be placed. Prices have been well 
maintained. Quoted: Lead pipe, 5 to 
5%c. per pound; sheet lead, 5% to 5tée. 
per pound; tin-lined lead pipe, 10c. per 
pound, and block tin pipe, 33 to 34c. 

———.-9-¢§ = 


NEW FACTORY OF THE WM. 
M. CRANE COMPANY 


According to the Vulcan myth, that par- 
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ticular resident of Olympus was the 
father of get-up-and-get-ness. The trade 
used to wonder why the William M. Crane 
Company, 1131-1133 Broadway, New 
York, used a picture of Vulcan for their 
trade mark. Now they know. Fire had 
no terrors for Vulcan, neither has it for 
the Wm. M. Crane Company. Recently 
the large factory of this concern in New 
York was burned down, as already noted 
in these columns. Before the ruins of 
that factory was cold, the further appro- 
priateness of the Vulcan trade mark be- 
came apparent, for the Wm. M. Crane 
Company had secured the new factory il- 
lustrated herewith, at Peekskill, near 
their foundry, had ordered all necessary 
materials by wire, and inside of-forty- 
eight hours had tested the boilers in the 
new plant, started it going, and had a 
large number of machines in operation. 
They are filling orders now and will 
catch up with their arrears of work in- 
side of two weeks. Of course, they could 
not have done this were it not for the 
fact that they always carry a large stock 
of castings in store at their foundry. 


SELL TO JOBBERS ONLY 


In a recent issue of THE PLUMBERS’ 
TRADE JOURNAL we published a notice 
stating that Mr. James N. Pryor, eastern 
representative of the Findeison & Kropf 
Co., of Chicago, was selling to the plumb- 
ing trade. This was an error, as this 
firm sells to jobbers only. They manu- 
facture a very fine line of plumbers’ wood- 
work. 


OBITUARY 


FRED. H. HOLTON 


Fred H. Holton, of Boston, Mass., died 
of heart failure at his residence on 
April 9. So passes away one of the most 
unique figures of the plumbing supply 
trade of New England. On Friday even- 
ing, March 25, Mr. Houlton was taken sud- 
denly ill while watching the last game of 
the series to break the candle pin tie be- 
tween Smith & Anthony Co. and Dalton- 
Ingersool Co. of the Boston Bowling 
League. From this he never completely 
recovered, and his death followed as above 


New Factory of Wm. M. Crane Co., at Peekskill, N. Y., Manufacturers of Vulcan Goods 


- 
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stated. Mr. Holton has been prominen 
in New England trade for many years 
first taking high rank among businey 

men as a dealer in sawdust, where he be 

came known as the “sawdust king.” 1; 

this business he added that of charcoal 

and enjoyed a_ practical monopoly 

throughout New England of this com: 

modity. From this he naturally drifteg 
into the metal, or rather copper business 

being one of the principals of the. old 

firm of Docker & Holton, of Chardon 

street. His next venture was the build. 
ing of the large plant of F. H. Holton & 
Co. in Cambridge, where he manufac-. 
tured copper boilers, copper bath tubs 
and a line of plumbers’ brass and copper. 
goods. At one time this concern made 
and sold more copper bath tubs than any 
two other houses in the United States, 
and gave employment to some 350 men. 
The panic of ’93 found them with a large. 
line of credits on their books, and they 
were finally forced to assign. Later Mr. 
Holton reorganized the concern ag the 
Bay State Metal Works, which had a sort. 
of precarious existence until finally it 
was almost wiped out by the burning of 
its entire plant, with its resultant loss of 
most of their patterns in the summer of 
1899. The plant was never rebuilt, For 

a time Mr. Holton entered other fields, in- 
cluding that of life insurance, at which 

he was phenomenally successful. In the 

winter of 1902-1908 he was placed in 

charge of the disposal of the stock and 

fixtures_of the Geo. Woodman Co., at 37- 
39 Pearl street. It deals in plumbing 
goods, and having completed this ta-k, 

he entered the supply business again for 
himself, forming the Boston Plumbing 
Supply Co., located at 37 Pearl street, 

where he remained until the time of his 
death. Fred Holton was a man of many 
sides—a thorough, polished gentleman— 
an eloquent, convincing talker, and sal-3- 
man. 


WILLIAM S. ALEXANDER 


William §. Alexander, 28 years old, of 
917 Sterling place, Brooklyn, N. Y., pro- 
prietor of a plumbing establishment at 
505 Nostrand avenue, fell unconscious in 
a Fulton street trolley car on April 22d. 
He was removed to the drug store, but 
when an ambulance from the Cumberland 
Street Hospital arrived he was dead. 
Death is supposed to have resulted from 
heart disease. Mr. Alexander was 4 
prominent oarsman and a well devel- 
oped athlete. 

+ pe4 
ARKANSAS STATE CONVEN- 
TION OF MASTER PLUMBERS 


The Master Plumbers’ Association of 
Arkansas held their annual State conven- 
tion at Hot Springs on April 15th. 

The reports of the various officers show- 
ed that the association was in very good 
condition. 

The following officers were elected for 
the ensuing year: 

President, Nick Peay, Little Rock. 

Vice-president, Morris B. Sanders, Lit 
tle Rock. q 

Treasurer, 
Smith. 

Secretary, W. H. Root, Fort Smith. 

Sergeant-at-arms, W. G. Knowles, New- 
port. ; 

Executive Committee, Ed. A. Plummer, 
B. J. Dunn, J. W. Millmine. 

It was decided to hold the next con- 
vention at Pine Bluff in 1905. 


August Reichardt, Fort 
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ACME N The Improved 
Nickel-plated Heater and Shell’ | Dougias-Acme 


and Flush In- 
Stantaneous 
Water Heaters 


equipped with appliances 
possessed by no other 
heaters, 


| A SAFETY GAS LOCK 
that prevents explosions, 


A DETACHED and AC- 
CESSIBLE GAS 
BURNER 
that can be easily ad. 
justed. Suitable for any 
gas pressure or process 
of make, thereby obtain- 
ing the proper combus- 
tion which predeminates 
in heating water instantly 
and utilizes all the heat 
units. Creates no carbon 
or.soot. 

This is a recognized 
strong feature and ap- 
preciated universally, 


Write for Catalog 
Heats 3to 314 gals. per minute to a temperature of 100 Deg. and Discount. 


Pioneer Makers of INSTANTANEOUS WATER HEATERS, and the 
most complete line inthe world. 18 STYLES. 


The Instantaneous Water Heating Co. 
1532159 S. Jefferson Street e CHICAGO. 


We will exhibit at the 
LOUISIANA PURCHASE EXPOSITION 


ST, LOUIS, i904, 


MANUFACTURERS’ BUILDING 


and invite all readers of 
THE PLUMBERS’ TRADE JOURNAL 


to pay us a visit. We will gladly show you our 


RUUD INSTANTANEOUS 
AUTOMATIC WATER HEATER 


FOR ARTIFICIAL GAS. 


Ruud Manufacturing Company 
302 Wood Street,. -:-:- PITTSBURG, PENNA. 
WESTERN SALES AGENCY, 1611 WASHINGTON AVE., ST. LOUIS 


IS BEST 


84 per cent. efficiency 


NO VENT PIPE REQUIRED 


MR. PLUMBER;— 

You don’t get caught when you selia “RAPID” by wasting time 
trying to find a place to runa vent pipe, that you had not figured 
on when you made the price. No defacing walls or decorations. 

It’s chuck full of new and distinctive features all its own; any 
one of which are good, convincing, meritorioustalking points, that 
will readily appeal to your customer, making the “RAPID”’ not 
only the easiest Heater to Sell, but the easiest to install. 

It’s a business bringer and a money maker. 


List Price only $25.00. 


Complete with nickel-plated shelf, bracket, etc., as shown in cut. 
FULLY GUARANTEED. LIBERAL TRADE DISCOUNTS. 
WRITE FOR CATALOGUE AND PRICES NOW. 


RAPID HEATER COMPANY, Limited 


Grand Rapids, Mich. 


Automatic 
Cock Grinders 


subject to purchase. We guarantee as ac- 
curate grinding as by hand with far greater 
economy. Machines made in any number 
of spindles. 


The Turner Machine Co. 7.205%", 
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‘ Reflections—By the Judge 
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LIKE to take a cheerful view of 
things; to share in the optimism 
of the younger men whose faith in 
men and morals is still in the as- 

cendant! If it were not for the en- 
thusiasm of our young men, for the in- 
cense they burn before the altars of Faith 
and Hope, the world would be a sorry 
place indeed, and you and I, brother, who 
have been in life’s race these many years, 
would not find zest in the battles they are 
fighting. Yes! Yes! It’s hard, very 
hard to take a cheerful view of the plumb- 
ing business when so many irritating fea- 
tures present themselves. But my word 
for it, oh, friend, you'll find it much 
pleasanter to still keep on the firing line 
and cease the useless complaining and 
criticising that is not accompanied by 
action. 


It’s robbing you of your bank account 
now, and by and by will rob you of 
physical and mental health, which is still 
worse. Yes, the labor problem is a deli- 
cate one; so is the loose credit system; 
so is the attitude of organized labor on 
the apprentice question; so is the laxity 
of plumbing laws; so is the laxity of lat- 
ter day trade protection; so is the injus- 
tice of unfair and ignorant competition; 
so is the manufacture and sale of shoddy 
materials, and so are many other things 
that we encounter daily. Our boys are 
out on the firing line battling to right 
these things. Don’t sit still; don’t dis- 
courage them 


About the meanest cusses in the plumb- 
ing trade just now are the makers and 
users of substitute materials, the stuff 
that is sold with a juicy discount and a 
guarantee of being “just as good.” The 
manufacturer is, if possible, more deserv- 
ing of censure than the buyer of his goods, 
but both in my opinion are pirates and 
robbers—yes, ulcers defiling the fair 
forms of clean business and honest 
methods. When a man or a firm by the 
exercise of study, ingenuity and experi- 
ment devises an article, fixture, tool, valve 
or other implement of trade that is a 
successful departure from or a distinct 
improvement upon that in general use, 
justice and fair play should practically 
ensure a commercial reward commensu- 
rate with the value of their product. Do 
they get it? My observation of and re- 
flections upon such matters for the last 
twenty years prompts the emphatic nega- 
tive expression “no!” 


Who gets it? The parasites who handle 
the cheap imitation of the inventor’s 
original creation and the man with the 
scissors or the camera who produces the 
grandest and sometimes the richest cata- 
logs without a single original idea or de- 
sign between its covers. I don’t know 
anything about patent laws or the legal 
status of an original inventor; neither do 
I fully understand the law of copyrights; 
but I do know that the vicious practices 
referred to are very common to the 
plumbing trade, and that it is high time 
some one called the trade’s earnest atten- 
tion to it, and suggested some means of 
protecting the man who has enriched and 
advanced the trade with some valuable 
article, but also of protecting ourselves in 
everyday business competition against the 


man who uses the cheap and dishonestly 
made substitute. 

It is not possible, nor even practical 
under any possible means now attainable, 
to have all materials or fixtures bear the 
stamp of approval from some central 
authority recognized by the plumbing 
trade, but it is eminently practical and 
would go a very long way in improving 
the conditions referred to, if the National 
Association of Master Plumbers would re- 
fuse to handle any article of trade use, 
from a porcelain bath tub to a gas pipe 
fitting, that did not bear the name of the 
manufacturer, either cast, painted or 
burnt upon the article itself. 

This, I admit, would only be a partial 
cure, but a complete one would possibly 
be devised through the more general con- 
sideration of such matters that would fol- 
low the inauguration of such a rule. Of 
course, the pirate wha uses a pin in his 
valve, where the other man used a screw; 
the fellow who substitutes a copper ball 
and a rubber seat for a rubber ball and a 
brass seat; the house that photographs 
Brown’s “Speedway” closet, and after a 
change of the integral jet from the right 
seat to the left, rechristens it “Smith’s 
‘Driveway’ closet,” and the rest of their 
numerous tribe would have to be dealt 
with in other ways. On the whole, you’ll 
find it good policy to preach and to prac- 
tice the use of honest goods, to denounce 
the despicable practice of “substitution” 
and to so perfect your organization that 
the members who are honest, capable and 
conscientious will have a fair field and 
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no favor as the very least they are cn- 
titled to in competition with men whose 
methods to-day are robbing inventors, rob- 
bing honest manufacturers, making com- 
petition a curse and perpetrating wrongs 
upon the public that are _ positively 
criminal. 
—__—__©_ » ¢. ¢ —<_____. 

THE H. MUELLER MFG. CO.’S 
EXHIBIT AT THE ST. LOUIS 
QO plumbers so much as the ex- 

hibits of the manufacturers 
who display goods used in their line. 
“Some of these exhibits are planned upon 
an elaborate scale, showing thousands of 
articles and illustrating their uses by 
practical demonstration. The illustration 
given herewith shows the scope of one of 
these exhibits, that of the H. Mueller 
Manufacturing Company, of Decatur, IIl. 
The view is that of a freight car of larg- 


est capacity being Foaded with over 3,000 
samples from the company’s warehouse 


EXPOSITION 
F all attractions at the World’s 
Fair none should _ interest 


and properly placarded for transportation ~ 


to the fair. 

The Mueller exhibit is located on E 
street, between 4th and 5th streets, Pal- 
ace of Manufactures, and their booth is 
one of the most attractive in that build- 
ing. In the center and at the rear is a 
pyramid 18 feet high and having a base 
20 x 15 feet. Most of the articles of the 
exhibit are displayed upon this pyramid, 
which is arranged in a series of shelves 
and faced with black velvet and plate 
glass mirrors. 

Surmounting the pyramid is the chief 
feature of the exhibit, a pressure regu- 
lator of mammoth dimensions, designed 
for regulating the pressure of water in 
large street mains, or in pipes leading 
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Photograph of a Large Freight Car Being Loaded with 3,000 Samples from the H. Mueller Mfg. Co.’s Warehouse for Transportation to the Fair 
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| MUELLER water. a re 
FOR MUELLER FanRT AND: PLUMS 

WORLDS-FAIR 

“ HMUELLER MFGC 


from reservoirs to city mains. This huge 
casting is 7 feet tall and weighs several © 
tons. On the shelves of the pyramid are 
pressure regulators of smaller design; — 
lead branch connections for connecting 
house pipes with street mains; over 20 
patterns of corporation cocks, 300 dif- 
ferent patterns of gas service, meter 
and stove cocks; over 150 patterns of stop, 
and stop and waste cocks for controlling 
water in service pipes; over 250 designs 
of compression and fuller bibbs for use at 
water outlets into bath tubs, lavatories, 
sinks, etc., and various designs of plumb- 
ers’, gas works and water works tools, 
In the foreground is an exhibit of vari- 
ous water and gas appliances in actual 
operation. Pipes supplied with water at 
high pressure are used to demonstrate 
the working principles of water main 
tapping machines and pressure regulat- 
ors. With the tapping machine, holes are 
drilled into the pipe and a corporation 
cock for making a connection with a 
smaller pipe is inserted into the hole, the 
operation being performed without the 
escape of water. Pipes under air pres- 
sure are used to demonstrate the feasibil- 
ity of making a tap in a gas main with a 
gas main tapping machine without the 
escape of gas. The operating principle of 
water pressure regulators is demonstrat- 
ed by attaching a regulator to a small 
pipe and setting a pressure gauge on 
either side of it to show the initial high 
pressure at the inlet and reduced pres- 
sure after the water has passed through 
the valve. In addition the working ex- 
hibit of the tapping machines and pres- 
sure regulators, all of the other products 
in general display are shown in sectional 
parts, and the smaller cocks, bibbs, etc., 
attached to pipes and shown in opera- 
tion. j 
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Less Time on Cheap 


Scuily’s 
Stop and Waste Cocks 
are made of the best 
Red Metal; always turn 
easy, and for quality 
and price they can’t 
be beat. 


AND 


WASTE 


Competition Goods 


Cheap Brass Goods 
are like eggs. They 
are all right until you 
want to use them. You 
run no risk with Scully 
Goods. They are un- 
conditionally Guaran- 


467 


OUTLET 


Scully for Quality 
If your jobber does 


bf 
ie 


not carry these goods 


Write us! 


Scully Closet Ventilator 


Urinal Trap 


TheScully Closet and Urinal 
Ventilators are endorsed and 
used by the leading Architects 
and Plumbers. Write us for 
prices and general information. 


Write for Catalogue and 
prices on Scully Traps. They 
are goods of merit. Give 
them a trial. 


Scully Scully 


High Grade Fuller High Grade Compression 
Goods Goods 


W. J. “ae Ventilator @ Mfg. Co. 


DETROIT, MICH. 


GENERAL OFFICE AND WORKS: 
BECHER and M.C.R.R. 
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Heating and Lighting Trades 
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HE Interstate Supply Co. is the 
name of a new firm which has 
recently been organized and in- 
corporated to conduct business as 

jobbers and manufacturers of plumbers, 
steam and gas fitters’ supplies. They have 
leased the building at 1545 Michigan ave- 
nue, where they will have 6,000 feet of 
floor space with ample facility to carry 
a complete stock of plumbing and heating 
goods. The president of the new con- 
cern, J. J. Cahill, under whose personal 
supervision the business will be conduct- 
ed, has been associated with the Illinois 
Malleable Iron Co., as manager for the 
past ten years, and is well and favorably 
known to the legitimate trade throughout 
the country. Mr. Cahill, during the 
greater portion of his life has been con- 
nected with the plumbing supply indus- 
try and his fayorable attitude on the 
question of trade protection is well 
known and will be followed out in cater- 
ing exclusively to the legitimate trade. 
The firm has secured the services of W. 
J. Crowley, as city salesman, and N. L. 
Dibbig, who will travel Michigan and 
Wisconsin. Both men were formerly 
with the Illinois Malleable Iron Co. 

The proposition to equip the business 
district with a high-pressure water sys- 
tem, which has been under consideration 
for some time past, is likely to go ahead 
in the near future. To guard against 
damage to business houses and Office 
buildings on account of the bursting of 
pipes, the high pressure water commis- 
sion, which is preparing to install mains 
for the use of the fire department, is con- 
sidering a plan of laying the pipes under 
the river, where, if they burst, they will 
do no damage. The plans have been 
drawn for a water main 36 inches in di- 
ameter in a tunnel under the bed of the 
river and connected with the tunnel run- 
ning to the four-mile crib. A pumping 
station will be erected somewhere between 
Harrison and Polk streets, the main go- 
ing under the river at Harrison street, 
with branches extending north and south. 
Special branch pipes for fire connections 
will be run under the streets from the 
river main. 


We print on this page a snap-shot taken 
of the interior of W. J. Lang’s shop at 
538 Division street, Chicago, Ill. 

Mr. Lang is seen busy dictating to his 
stenographer in one corner of his private 
office. We present the picture simply to 
give our trade an idea of how some of the 
master plumbers of Chicago are busi- 
nesslike in their ways. Mr. Lang is one 
of the young but energetic members of 
the trade. 


For the past few months the Bureau of 
Sanitary Inspection has been compiling 
a list of new buildings upon which no 
peppermint test has been made of the 
plumbing, and are requiring the plumbers 
who did the work to comply with this 
part of the health department rules. In 
some cases the buildings have been com- 
pleted for a year or two, but for some 


reason or other the peppermint test has 
been omitted. While some objection has 
been raised among those directly interest- 
ed to being compelled at this late day to 
put on the final test, the inspectors of the 
Sanitary Bureau are acting under instruc- 
tions, and although it may entail a hard- 
ship and some little inconvenience and 
expense on the plumber doing the work 
originally, it is recognized that the ordi- 
nance should have been complied with in 
the first place. 


Al. Fieldhouse, the well-known and 
popular supply salesman, formerly with 
the John Davis Company, has recently ac- 
cepted a position as city salesman with 
the plumbing supply firm of Griffiths & 
Quinn, who have lately moved from 973 
West Madison street to larger quarters at 
120-122 South Western avenue. In a 
building 50 x 175 the firm has secured 
considerable more space than they had 
at their former location, and intend-to fit 
up in their present place a handsome dis- 
play and show room. Al. has hosts of 
friends among the local plumbers, and 
with his ability to get “orders” it will not 
be at all surprising if the firm he is now 
with will be compelled to secure still 
larger quarters to accommodate their 
constantly growing trade. 


Much interest is at present being taken 
among Chicago journeymen plumbers in 


lead burning. There are probably only 
about a dozen plumbers in the city who 
are practical lead burners, half of whom 
are members of the Journeymen’s Union. 
Proficient lead burners, who understand 
the business, easily command $5 and $6 
per day, and some get as high as $7 and 
$8 per day. There are not many plumbing 
firms in the city who make a specialty of 
lead burning, or in fact do any lead burn- 
ing at all, and while it is an old art it is 
believed there is quite a field which could 
be profitably developed by master plumb- 
ers and journeymen, if they care to give 
the matter some study and devote some 
time to learning the latest and most ap- 
proved methods and machinery used for 
lead burning. 


H. R. Zimmermann has recently been 
succeeded in business by his brother, W. 
Zimmermann, who has assumed the active 
management of the plumbing shop at 
10301 Avenue H, South Chicago. Mr. W. 
Zimmermaan is a practical plumber of 
several years experience, and has quali- 
fied and obtained a state certificate from 
the local board of plumbers’ examiners. 


Henry Swade has recently opened a 
plumbing shop at 412 Blue Island avenue 
and has applied to the board of examiners 
for a state certificate. Mr. Swade learned 
his trade in the plumbing shop of David 
Whiteford, and if he at all resembles his 


at 


| 
| 
| 


proprietor, who knows all about the “phi- 
losophy of plumbing” as well as its prac. 
tical application, he could scarcely fail 
of being an accomplished mechanic, | 


J. EF. Mawn, the Thirty-first street 
plumber, in common with many of his 
fellow craftsmen, has had an exception- 
ally good winter in the jobbing and over- 
hauling line. At present he has the con- 
tract for overhauling the plumbing of gey- 
eral buildings in the vicinity of his 
plumbing shop at 191 Thirty-first street. 
He has the contract to overhaul the 
plumbing of a building at 2833 Indiana 
avenue; has three buildings to equip with 
new plumbing at Thirtieth street and Cot- 
tage Grove avenue, and has an overhaul- 
ing job at 40 Twenty-ninth place, where 
he is installing new water closets and new 
bath tubs. , 


In addition to the present business 
agents, Mr. Simon O’Donnell and Mr. 
Thos. Burke, James Garvin has been ap- 
pointed a temporary business agent for 
the Local Plumbers’ Union, who have 
found it necessary to put another man in 
the field. Mr. Garvin, who is also treas- 
urer of the Union, will cover the territory 
located on the west side of the city. 


Among trade visitors recently in Chi- 
cago were Geo. A. Hauber, of Morrison, 
Ill., and Mr. Taylor, of the firm of Taylor 
& McGuire, Aurora, Ill. 


The Christie Heating and Iron Com- 
pany, of East St. Louis, Ill., fas recently 
been incorporated with a capital of 
$2,500 to manufacture and install heating 
apparatus. The incorporators are H. 
Christie, S. B. Christie and H. A. Christie. 


Photograph of the Interior of the Thoroughly Up-to-Date Plumbing Shop of W. J. Lang, one of Chicago’s Young and Energetic Master Plumbers 
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The Henry Water Company has recent- 
ly been incorporated at Chicago to oper- 
ate a system of water works at Henry, 
Ill. The incorporators are Fred J. Haake, 
Elmer Brothers, and Sidney S. Gorman. 


Carl Jansen, who until recently has 
acted in the capacity of city salesman for 
the Illinois Malleable Iron Company, has 
been appointed manager of the firm’s 
south branch, at Forty-seventh street and 
State street. Mr. Jansen is well known 
among the south side plumbers, whom he 
has been calling on for several years, and 
the news of his promotion will no doubt 
be gratifying to his many friends in the 
trade. He takes the place of W. J. Crow- 
ley, who is now with the Interstate Sup- 


ply Co. of Chicago. 


The five-story plant of the White 
Company, manufacturers of plumbers’ 
supplies and brass goods at 196-198 
Michigan street, was destroyed by fire 
several weeks ago and it is claimed that 
striking brass workers started the fire 
which resulted in the destruction of the 
building. The plant, with others of the 
Brass Manufacturers’ Association, was 
under the ban of the union because it 
would not agree to the “closed shop” in 
consequence of which the union employees 
of the concern had been on strike for 
several weeks. Their places had been 
gradually filled by non-union men, and 
for a week prior to the fire a full force 
of non-union men had been at work. On 
the afternoon on which the fire occurred 
three of the union pickets, it is stated, 
were seen in the vicinity of the building, 
and while no positive evidence against 
them has been procured, the police de- 
partment is investigating the incendiary 
charge. The total loss caused by the fire 
to the White Company, including the 
building and its contents, amounted to 
$62,000. Flaunt Bros., who occupied the 
fifth floor of the burned building, as a 
brass foundry, sustained a loss of $10,- 
000. While temporarily inconvenienced 
on account of the fire, the White Com- 
pany expect to soon be able to resume 
business and attend promptly to the 
wants of their many customers in the 
plumbing trade. 


J. C. Kotva has given up his plumbing 
shop at Grand Crossing and has gone to 
St. Louis, Mo., where he will have charge 
of the plumbing which will be installed 
for Buzzacott, who will maintain exten- 
sive tent encampments outside the Fair 
Grounds during the period of the Exposi- 
tion. Mr. Kotva will leave his family in 
Chicago to which he intends to return 
when the Fair is over. 


In the hurricane which struck Indiana 
Harbor several weeks ago the building 
and plumbing shop of J. I. Elliott was 
damaged to the extent of $2,000, and was 
put entirely out of business, so to speak. 
Joe is not so easily disheartened or dis- 
couraged, and has established a temporary 
plumbing shop near his old location, until 
such time as he can rebuild. 


PLUMBING News ° the Far WEST OF 
EDITED BY 
HARRY E. MAYHEW, PASADENA, CAL. 


The State Board of Health is appar- 
ently friendly to the trade. It says a 
great deal of public money is wasted in 


putting stoves in the schools. Dr. J. N. 
Hurty, the secretary, says: “It is a great 
mistake to heat school rooms by stoves. 
Children who sit near the stoves are 
sure to be uncomfortable. The pores are 
opened, perspiration is induced and the 
child is liable to congestion when it gets 
out of doors. The children removed from 
the stove are frequently chilled, their feet 
cold and their pores closed tightly. An 
unevenly warmed room prevents study, 
sometimes brings on illness and means 
simply the waste of the school money.” 

Knignt & Jillson, secured the pipe con- 
tract for the power house of the Evans- 
ville and Princeton electric line at $5,000. 


The old plumbing ordinance will prob- 
ably soon come up again, for the new 
mayor, John W Holtzman, is said to favor 
something of the kind. The city charter, 
which is ten years old, provided for an 
inspector of plumbing, and about every 
year since the charter was adopted an 
effort has been made to carry out the 
provisions of the charter, but politics 
were too strong an opponent. The mayor 
says he will favor the ordinance if it witli 
make clear what is meant by “standard.” 
He asks that this be described minutely. 


Master Plumber G. C. Sweeney, of San 
Francisco, has obtained the plumbing 
contract on Henry E. Bothin’s three-story 
brick block at Folsom and Eckler streets. 
Amount of contract, $1,045. 


The Robertsou-Godson Company, of Vic- 
toria, B. C., has purchased the plumbing 
supplies department of the business of 
Boyd, Burns Company. The entire stock 
in this line, which has been carried by 
the latter firm, is being taken over by 
the purchasers, and Boyd, Burns & Co. 
have closed that department, confining 
their business to other lines. These will 
principally be ship chandlery and en- 
gineering supplies. This trade will be 
carried on in Boyd, Burns & Co.’s new 
warehouse at the corner of Alexander and 
Garral streets. The firm had intended 
several weeks ago to move into that block, 
which was formerly occupied by Thos. 
Dunn & Co., but arrangements were de- 
ferred on account of the death of Mr. 
F. F. Burns. The firm has been in busi- 
ness for a number of years in Vancouver, 
and has done a prosperous trade. The 
business is now conducted by Mr. John 
Boyd. 


Rhind, the well-known 
Cumberland plumber, has secured the 
heating contract in St. Patrick’s Hall, 
amounting to over $5,000, in which the 
vacuum system will be installed. Mr. 
Rhind also has several other large heat- 
ing contracts. 


Mr. John W. 


The plumbers working on the new Ad- 
ler Sommer building at Baker City, Ore., 
recently struck. The trouble arose over 
a dispute between the plumbers and 
Mr. Bade, of Jacobson & Bade, of Port- 
land, who have the contract for putting 
in the steam heating plant. The plumb- 
ers insist that the pipe fitter is only en- 
titled to one helper, whereas three were 
employed on this job, and they are not 
all union men. Mr. Bade says he is 
under contract to complete the job within 
a certain time and extra help was neces- 
sary. The contractor and plumbers were 
unable to agree and a walk out resulted. 


¢ Plumbing News From 
Colorado and 
Adjacent Territorities 


sean fmt ed pene ma Sh prcen team!) Pt 


HE Western Realty and Paving 
Co., of Denver, have been awarded 
the contract for street improve- 

ments in District No. 1, city of Denver. 
The improvements are to cost $15,000. 


The contract for the Carnegie public 
library at Colorado Springs, Colo., has 
been let for $47,600. The building is to 
be ready for occupancy December Ist. 


The contract for the water system at 
the Indian school, Phoenix, Ariz., has 
been awarded to W. D. Lovell, of Des 
Moines, Iowa, at $8,500. 


The Wallace Plumbing and Heating 
Co., of Denver, has been awarded the 
plumbing contract for the McMann build- 
ing, corner 16th and Glenarm streets. 


The Grand Junction Plumbing Co. is 
the name of a new firm in the plumbing 
line at Grand Junction, Colo. The pro- 
prietors were formerly of Telluride, Colo. 


In the April 1st issue of THE PLUMB- 
ERS’ TRADE JOURNAL it was reported that 
Wm. Scherer, of Pueblo, was the lowest 
bidder on the plumbing and _ heating 
contracts for the Arcade Hotel annex of 
the same city. Some misunderstanding 
occurred between the proprietor of the 
hotel and Mr. Scherer in regard to the 
work, so the contract for the plumbing 
and heating was turned over to the next 
lowest bidder, the Fish-Burke Plumbing 
and Heating Co., of the same city. The 
new firm is progressing nicely with the 
work. 


The Harding Hardware Co., of Canon 
City, 


Colo., secured the plumbing and 


o VACUUM HEATING o 
JAS. A. TRANE VACUUM HEATING CO., 


Eastern Office: Vacuum Heating Co. 429 Heed Bldg., Phila., Pa. 


KRAUSHAAR BRASS MFG. CO., St. Louis 


heating contracts for the large new pub- 
lic school building now under construc- 
tion in their city. 

Geo. M. Scott, hardware dealer and 
plumber, of Rawlins, Wyo., sustained a 
$7,000 fire loss on April 3d. 


The War Department has awarded con- 
tracts for the construction and equipment 
of a post exchange building at Fort D. A. 
Russell, Wyo. Hurley & Co., of St. Paul, 
Minn., were awarded the plumbing con- 
tract, and Harris & Alger, of Philadelphia, 
the heating contract. 


In a suit filed recently in the District 
Court of Boulder County, Colo., the as- 
sessments for the proposed sanitary sew- 
erage system, in Longmont, Colo., are 
alleged to be wholly illegal and void. 
The action is brought by the citizens of 
the town against the authorities. 


“TRIUMPH” 


WATER LIFT 


i 


CISTERN SUCTION 


The Improved “Triumph” 


Water lift is the simplest, most durable and 
most satisfactory Water Lift on the market to- 
day, but not the highest priced. 
The following letter from one of Columbus’ 
leading ee us explains itself: 
OOS & REYNOLDS 
Plumbing, Steam, and Hot Water Heating. 
§ Columbus, O., May 6, 1903. 
The Ohio Pump and Brass Co., 
} Gentlemen: We congratulate you on the 
improvements, which you have recently made on 
your Triumph’, Water Lift. 
PP It was good before—now itis ina class by 
itself. 


Yours truly, 
[Signed] Loos & Reynolds. 
Glad to send you our catalogue, and prices 
on our improved ‘Triumph’ Water Lift. Write 


~The Ohio Pump & Brass 6o,, 


Oak and 18th Sts. - ~ COLUMBUS, OHIO. 


La Crosse, Wis, 


GAS AND ELECTRIC FIXTURES. 


CATALOC ON APPLICATION. 


The Central Chandelier Co., 


Manufacturers’ of and Dealers in 


GAS and ELECTRIC FIXTURES 


CHICAGO. 


51? Futon Street 


Sena ior New Catalog 


Mention Plumber's Trade Journal] 
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DV eternal 


Almong the Plumbers 
and Steam Fitters 


At Lowell, Mass., F. Costello & Co. have 
the contract for the plumbing in the 
Young Men’s Christian Association build- 
ing in that city, and the Anna Jacques at 
Newburyport. 


E. E. Lohse, of New Haven, Conn., is 
plumbing the residence of N. H. Chase, 
at West Haven, and heating the residence 
of Alfred Powell. 

The contract for heating the new office 
building of J. J. Mahoney at Lawrence, 
Mass., has been captured by William 
Forbes & Sons of that city. 


The Iowa Mfg. Co., Oskaloosa, Ia., has 
been awarded the contract for the steam 
heating apparatus for the public building 
at Joplin, Mo. The price was $3,044. 


The contract for the new sewer at East 
Waco, Texas, has been given to the Waco 
Plumbing Co., of Waco. 

H. Goldfein & Son, of Cleveland, O., will 
do the plumbing and heating of the new 
block for M. Goldsmith on the corner of 
Woodland avenue and Vine street. 


The C. S. Ruddy Plumbing Company, 
of Aurora, Ill., have made a valuable ad- 
dition to their plumbing offices in the 
shape of a new exhibition room. It has 
been fitted up with the newest plumbing 
apparatus and fixtures. 

Doyle & Schwartz, of Colorado Springs, 
Colo., have the contract for a gravitation 
water system and plumbing in the resi- 
dence which B. C. Kennedy is building. 


Bete ha at Usanentah tag Apa ety SY 
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2 Trade Information ¢ 


Epteerinnn rtp feta garner Pot chi omeesetiiton 9S 


P. J. Ryan, of Adams, Mass., has moved 
his plumbing shop to the Barrett Block, 
opposite his former place of business, 
where he will have more room. 


W. H. Weatherly has purchased an in- 
terest in the plumbing business of C. W. 
Beattie at Greenboro, N. C. The name of 
the firm will be C. W. Beattie & Co. 


C. E. Dibble Co., Schenectady, N. Y., 
has been incorporated to do a general 
plumbing business. Capital, $20,000. In- 
corporators are Clarence HE. Dibble, John 
C. Buckley and John W. Whalen. 


The Murphy Heating Co. has been in- 
corporated at Detroit, Mich., to do a gen- 
eral heating business with a paid in cap- 
ital of $10,000. The incorporators are 
Francis J. Murphy, William J. Murphy, 
and William H. W. Wetherbee. 


The Quinn Plumbing & Heating Co. is 
a@ new corporation at Muskegon, Mich., 
with a capital of $15,000. The stockhold- 
ers are William Brinen, Thomas Monroe, 
S. A. Quinn, G. P. McCullom, William 
Monroe. 


DON’T SWEAR 

at your workman if the job don't work 
properly. Rather give him proper im- 
plements on the next job. There will be 
no need to swear if you install a ‘“‘Win- 
chester” on any job. They satisfy. Made 
by Smith & Thayer Company, Boston, 
Mass.— Ady, 


John A. Straley 
Louis B. Hasbrouck 
C. Augustus Dieterich 


WR AND RETURN PLEX 


753,324. Steam Heating System. John 
R. Shanklin, Charleston, W. Va. Filed 
Aug. 24, 1908. Serial No. 170,632. (No 
model.) 


753,339. Washstand. Thomas Widdop, 
Mountainview, Wyo. Filed Oct. 7, 1908. 
Serial No. 176,112. (No model.) 


754,296. 


cah, Ky. Filed Sept. 21, 1901. 
ed Dec. 22, 1908. 
(No model.) 


753,447. 


Acetylene Gas 
Christopher Tatters and John Tatters, 
Eaglelake, Tex. Filed June 23, 1903. Se- 


rial No, 162,799. (No model.) 


STRALEY, HASBROUCK & SCHLOEDER, 


Counselors-At-Law 
Solicitors of American and roreign Patents 


257 BROADWAY, NEW YORK,N.Y. 
Patents, Designs, Trademarks, Labels and Copyrights. 


Water-filter. Samuel E. Fore- 
man and Richard T. Lightfoot, Padu- 
Renew- 
Serial No. 186,237. 


Generator. 


PATENTS 


and 
Patent Causes 


g 
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755,251. Steam-trap. Sebastian Stein- 
mitz, Scranton, Pa. Filed Dec. 24, 
1903. Serial No. 186,421. (No model.) 


754,247. 
H. Seager and John J. Kelly, Flushing, 


Flush-tank Apparatus. James 


N. Y. Filed April 21, 1903. Serial No. 
153,708. (No model.) 
Bee 
me 2 
JW 
VN eer 
N | 
753,974. Basin-cock Fastener. Joseph H. 


Glauber, Cleveland, O. Filed May 1, 
(No model.) 


1908. Serial No. 155,139. 


Closets. James H. Powers, Detroit, Mich., 
administrator of Walter J. Powers, de- 
ceased, assignor to John J. Foster, Wind- 
sor, Ontario, Canada. Filed Nov. 29, 
1901. Serial No. 84,198. (No model.) 


753,969. Pipe-hanger. Thomas’ Fee, 
Brooklyn, N. Y. Filed March 5, 1902. 
Serial No. 96,763. (No model.) 
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HYDRANTS 
| and STREET 
WASHERS 


Superior to 

any other 

We make all 
styles of “Mc. 
Namara’’ pat- 
tern Hydrants. 

Allour goods 
strictly first- 
class, high 
grade and best 
made. As per- 
fect as long ex- 

‘| perience, best 

machinery and 
workmanship 
can make 


Carried instock 
by all Jobbers. 


ESTABLISHED “ 
COMPRESSION 1867 SELF CLOSING 


JOHN C. KUPFERLE, 
ST. LOUIS, MO. 


EXCELSIOR 
GREASE TRAP 


Well and favor- 
ably known; two 
sizes for hotels 
and_ restaurants 


SPROUL & McCURRIN 


GRAND RAPIDS, MICH. 


The DESMOND INJECTOR 


Is the Automatic Injector Perfected 
BEST ON EARTH 


T covers a great number of conditions 
I that Injectors are called upon to work 
under than any other injector. Strong, 
simple, durable, cheap to maintain, easy to 
Operate. Guaranteed by the makers. Made 
in sizes from eight horse power to three 
hundred horse power. F 
Why try to do business this year with an 
injector that is constantly reminding you 0 
the past year by the way it acts under con- 
ditions it will not work, such as Hot Water, 
High Steam, High Lift, etc. 


The Desmond Injector can be relied on. 
Write for Booklet, etc., giving partic- 

ulars of the Desmond Injector. 
THE DESMOND-STEPHAN 
MFG. CO., 


URBANA, s 2 = OHIO, 
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RAINBOW PACHING is Universally Used—The Perfect Packing. 


REMARHABLY RELIABLE, UNEQUALLED AND UNIMITABLE. 


Can't Blow 1 Wee q SS é fs . Rainbow Packing is Manufac- 


a 3 "Aiact Os 
Rainbow Packing Out Ve RN Oe tured ONLY by the 
f ee Vee SSF oxi 


: / Peerless Rubber Mfg. Co. 
Beware of Imitations. 


Get. the Genuine. Look for the Trade Mark. Three rows of Diamonds, with the word Rainbow in each Diamond, extends the full length of each roll. 
Patented and Manufact.ured Exclusively by 


PEERLESS RUBBER MANUFACTURING COMPANY. 


16 Warren 8t. 16-24 Woodward Ave., 400-412 Common St. and 201-207 Tchoupitoulas St., 202-210 S. Water Bt., 1221-1223 Union Ave., 17-23 Beale St , and 18-24 Main St., 634 Smithfield St- 
NEW YORK DETROIT, MICH. NEW ORLEANS, LA. CHICAGO, ILL. KANSAS CITY, MO. SAN FRANCISCO, CAL. PITTSBURG, PA. 


PRACTICAL VALUE 


in tank valve operation is obtained with 


The Ford (Kl \ Balanced Tank Valve 


and Test Pump. IT IS 


+ THEPERKES PUM 


Does more work than any other pump on the 
market. Our circular tells you why; better 
write us for one. 

Will test Soil Pipe. 

Will prove Gas ake 

LIFT, FORCE OR DISCHARGE. 
Works equally well with air or water. No 
stuffing boxes. All valves on the outside. 


Charles Perkes, 


MANUFACTURER. 
627-629 Arch Street, - PHILADELPHIA, PA. 


Established 1856 


HIGH or LOW pressure with 


no strain upon lever or float. 


PATENT MARCH 16TH. 1808 
PATENT JUNE 18TH, 1901 


Warranted satisfactory in 


J every respect on all water 


pressures, 


| [ 4 A \ WS YW } 
Ka t - . 4 ——S Operates with small float. 
=e Made in sizes | in. to 6 in. 


THOMAS P, FORD COMPANY, 82 Centre St., New York. 
BOSTON: Edward P. Brock & Co.,104 High St. RHILADELPHIA: 142N.6th St. 


When you think of 
Pipe Threading Machinery, think of 
The Borden Geared Solid Die Stock 


Our remarkable recent inventions enable us to 
ffer the public an intensely brilliant, smokeless gas, 


t much less cost than city gas, better, safer and 


heaper than electricity and costing but one-fourth 
AND is much as Acetylene. Most durable and least ex- 
- pensive apparatus to maintain in effective perpetual 

operating the 


»peration. Gives all services of lighting, cooking 
ind heating. Fullest satisfaction guaranteed and 


LARG EST AND MOST COMPLETE easy terms. The very apparatus for suburban 


homes, institutions, etc. We construct special ap- Go ia ‘B There are other kinds 
Wy 00 D ENG RAVI NG paratus for fuel gas for manufacturing, producing Ay 7 


zas equivalent to city gas at 50 cents per 1,000 cubic ; But this is 


D ENT Py feet and made to respond to very large demands, 
EPARTMENT United Slates ilso for lighting towns, etc. 7 ae | the Pipe Machine 


147-193 Fifth Av. <a font - that bri 
aedecinds C.M.KEMPMFGCO.| .@7/ NO | resurts 


: SE 
Low Prices. For ESTIMATES. Guilford Avenue and Oliver Street, 
BALTIMORE, - - MD. 


A SYSTEM TO SAVE MONEY) 


TIME AND MATERIAL accurately kept with one-third less Bookkeeping, by 


DAILY TIME AND CHARGE SLIP 


ESTIMATED Costs of all Contracts kept uniformly by 


CONTRACT ESTIMATE RECORD 


All Material traced, and Exact Costs of all Contracts kept in shape for simple 
comparison with Estimate, by 


CONTRACT ACTUAL COST RECORD 


Bound into permanent records by very latest binders. Sold at a very reasonable price. 
SEND FOR DESCRIPTIVE BOOKLET AND PRICE LIST. 


Borden Company, 
Warren, Ohio, 


Send for Catalog “B” 


DESIGNED FOR AND SOLD TO THE PLUMBING AND HEATING TRADE sy 
J. P. JORDAN, ACCOUNTING ENGINEER, 409 ELMWOOD AVENUE, BUFFALO, N. Y. 
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THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


St. Louis and Vicinity 2 Hymn’ News 


EDITED BY JOHN J. FOY,ST. LOUIS. 


OMME'NCING Monday, April 4, the 

wage scale of journeymen plumb- 
@ ers employed on the World’s 

Fair plumbing and on all 

work of a temporary character 
in the World’s Fair territory in or out of 
the grounds has been made $6.00 per day. 
On March 28 about 185 men quit work 
unless this amount was paid. Some dozen 
firms refused the demand on the plea 
that the monetary value of their contracts 
would not permit it with safety to them- 
selves. Three firms acceded to the de- 
mand at once, two of them, Buffalo mas- 
ter plumbers, who are reported as work- 
ing on a percentage basis, and are there- 
fore fully protected in such a crisis. In. 
the course of a week the demand was 
generally acceded to and additional help 
at the $6.00 rate extensively advertised for 
since the lost time has seriously delayed 
an immense volumes of work that must 
be finished by the first or second work of 
May. At this time there is a small army 
of plumbers at work, some of them mak- 
ing double wages from overtime. A pe- 
culiar feature of the situation is that the 
“strike” was confined entirely to work in 
Fair territory, and that the local union 
did not sanction it, the members working 
in the remainder of the city still receiving 
the regular $5.00 per day scale. 


Much anxiety was felt in the very gen- 
eral belief that a general strike for $6.00 
would follow the individual success of 


J. F. ELSOM, 
Proprietor. 


workmen in the Fair district. No move- 
ment of this character has, however, 
been started and officials of the union say 
there is no danger from such a source, It 
has caused some individual embarrass- 
ment by men quitting city jobs to go 
out where the “bigger coin” was, but this 
is an evidence of a species of human na- 
ture to which we are all, or nearly all, 
akin. 


Sewer laborers are even scarcer than 
plumbers, and a great number of them 
are being paid in excess of the union scale 
of $2.80 per day. Thus, together with 
the fact that only emergency excavating 
will be permitted from April 15th to the 
close of the Fair, and that all streets or 
alleys opened must be closed or else work- 
ed upon at night during that period means 
that there will be mighty few idle men 
unless, of course, it may be from choice. 


J. P. Epstein is building residences at 
Boyle avenue and Pine street costing 
$9,000 each. Aiple & Hemmelman are 
building twelve more at Grand avenue 
and Halliday street, the plumbing of 
which is already well under way by 
Houser & Doerner. 


The Fair Building Co. will erect a row 
of modern residence buildings on Mc- 
Pherson avenue, east of Lake avenue, at 
a cost of $15,000 each. The demand for 
residences is heavy, especially in this dis- 


PHYSICS @ CHEMISTRY, 
Established 1872. 


SCIENTIFIC LABORATORIES 


J. 


OF 
F. ELSOM, 


New Albany, Indiana. 


Certificate No. 467, (Supplementary Report.) 


trict, and the block contemplated is al- 
ready leased. 


The contract to build the new Garrick 
Theater on the present site of the old 
Pilgrim Hotel has been awarded to the 
Thompson-Sterret Co., of New York and 
Chicago. The plans drawn by Architect 
W. Albert Swasey are for a beautiful and 
elaborate structure, costing $200,000. The 
plumbing is entirely in keeping with the 
other appointments, but has not yet been 
awarded. 5 


A. A. Fischer is building a $30,000 resi- 
dence on Lindell boulevard, west of Kings 
Highway; a $12,000 residence on Cabanne 
avenue, and a block of stores and flats 
on Easton avenue and King’s Highway, to 
cost $50,000. Lohefun & Kiernan have the 
contracts for plumbing on Mr. Fisher’s 
various buildings. 


Buffalo’s splendid showing of 94 per 
cent. increase in building permits for the 
past month over the corresponding period 
of last year in the face of the recent Pan- 
American Exposition held there, is con- 
sidered a harbinger of building conditions 
to be expected in St. Louis after the fair. 
I am reminded, however, that Indianap- 
olis, without any exposition, past or pros- 
pective, increased its building operations 
406 per cent. 


The Nichols-Ritter Co. has made ar- 


-—— foal 


rangements for the erection of the Grandi 
View Hotel on the south side of Forest 
Park, adjourning one of the Skinker roaq 
entrances to the Fair. It will contain 
400 rooms and cost $150,000. Several fra. 
ternal societies will use it as headquar.| 
ters during the progress of the World’s 
Fair, part of the capital having been sub. | 
scribed by them. 


Jacob Ruedi, he with the smile that 
won’t come off, is now wearing a beauti- 
ful badge, emblematic of the bowling 
championship of the Original Budweiser | 
Bowling Club. Jake always was a good 
bowler, whether at ten pins or anything 
else—he could never live up to his reputa- 
tion as the bestest Dutchman in town it 
he was otherwise. 


The Belcher Water Bath Co. have, after 
long negotiations, secured the one-sixth 
of the block at the northeast corner of 
Fourth and Lucas avenues, and will at 
once proceed to erect what is claimed to 
be the finest bath house on the continent 
at a cost of about $300,000. <A city ordi- 
nance recently passed authorizes the com- 
pany to pump water from its artesian 
well in North St. Louis to the location of 
the new premises. ~ 


The trouble between employers and em- 
ployees in the East St. Louis shops has 
been averted, everybody returning to 
work, but without recognition of the old 
joint agreement. The journeymen will be 
governed by the Building Trades Council 
and refuse to work with other than union 
laborers. The demand of $2.80 per day 
by the laborers was compromised at $2.50, 
with a fifteen-month agreement to mu- 
tually observe this scale. 


VENT CAP 


Endorsed by leading sanitary experts and 
plumbers in the United States and Canada. 
Is guaranteed to do what is claimed for it. 


Having received from Ideal Manufacturing Company of Detroit, Michigan, samples of 
the Centrifugal and Centripedal Trap for the purpose of testing its sanitary efficiency, I 


now report upon the tests made. 


The one selected was an Ideal Centrifugal and Centripedal Trap, of brass, nickel 


plated, of the size having one and one-quarter inch connections. 
At various times well established Cultures of 


Bacillus Anthracis, 
Tubercle bacilli (Sputem), 
Glanders bacilli (Horse), 


Diphtheria bacilli (Membrane), 


Bacillus Maximus, 
Indococus Vaginatus, 
Leucorrheea, 


together with their recognized media were each placed. one at a time, in the chamber of 
the '[rap, and allowed to develop under the most favorable conditions obtainable, some being 
left undisturbed for weeks, and always until their development was complete. 
showed their greatest activity the Trap was connected to a tank, in accordance with the 


Typhoid bacilli (intestine), 
Actinomycosis (Bovine), 
Anthrax bacilli (Negro), 
Leptothrix inominata, 
Spirillum Sputigenum, 
Catarrh (Nasal), 

Cystitis, 


directions, just as it would be ready for use under a wash basin or kitchen sink. 


The tank having a capacity of 2510 cubic centimeters (10 gallons) filled with distilled 
water, was placed ten inches above the trap. The tank was flushed and allowed to empty 
The media. without Cultures, was now placed inside the chamber or buoy of the trap 
and allowed to remain under the same conditions as before, each for the same length of 
time as the original tess, and upon examination it was found that not in a single instance 


itself. 


was there the least indication of bacilli of any kind. 


(Signed) 


DETROIT, MICH. 


J. F. ELSOM, 


When they - 


Does away with one joint. 
No need for caulking. 


Double Hub Pipe not necessary in order to use it. 


in the market. 


everybody. 


(Chemist, Bacteriologist, Etc ) 


Ohe Ideal Manufacturing Co., 


Much easier to put on than any other Vent.Cap 


Its durability and low price recommends it to 


WINDSOR, CANADA. 
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WHY DO PEOPLE HAVE THE 


Monarch Automatic Instantaneous 
Water Heater? 


It supplies them with hot water when it’s wanted. 
It only burns gas when water is being drawn. 

It gives an unlimited supply, 1 gallon or 1.000 gallons. 
It has no storage or any boiler to connect to. 

It heats water in less than a minute. 


Made for Hospitals, Hotels, Flat Build- 
ings, Fire and Police Departments, 
Residences or any place where hot 
water is required. 


Write us for information and get new catalogue. 


MONARCH WATER HEATER COMPANY, 


306 Wood Street, = PITTSBURG, PA. 


L. J. WALLACE, 356 Fourth Ave.,New York,N.Y. 
D. T. CORTIS, 22 West St., Boston, Mass. 

W. A. KRAMER, Builders’ Exchange, Phila. ,Pa. 
JAS. H. LANDRETH, 285 Prospect St., Cleveland. 
G. A. BURKLEY, 318 Equitable Bld‘g, Louisville 
B. 8. WILEY, 18 E. Van Buren St., Chicago, Ill. 


ROBT.B.CAVERLY, 504-506 10th St., Washington: 


C. A. PHILLIPS,1017 Grand Av.,Kansas City,Mo 
C.L. WHITTEMORE, 1109 Olive St., St. Louis, Mo 


EDWARD MAHL, 1206 Main St., Hartford, Conn. 


G. B. LARIMER, 1759 Stout St., Denver, Colo. 
P, E. HEISEL, 409 Plum St., Cincinnati, Ohio. 


GEO. H. TAY CO., 49 First St., San Francisco, Cal. 


Write for Catalogue 


Lawrence Gas Fixture 
Manufacturing Co. 


Designers and Manufacturers of 


Gras, Electric and 
Combination Fixtures 


(29, (31, 133 and 135 N. Twelfth St. 
CORNER CHERRY ST. 


Philadelphia 


THE HORN-& BRANNEN MEG.C2 


DESIGNERS € 
MAKERS °F 
LIGHTING 
FIXTVRES: 
GAS-ELECTRIC 
AND 
(COMBINATION: 


WRITE-FOR 
CATALOGVE: 


FACTORY & 
SALESR?°MS » 
427-429-4316455 
N-BR2AD ST> 
PHILADELPHIA 
PA: 
‘SPECIAL: DESIGNS 
SVBMITTED- FOR} 


RESIDENCES*AND 
_PvBuc: BVILDINGS 


Subscribers 
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W Ts we had space enough® 

ish to print a list of the 
leading Plumbers throughout the 
United States who have installed our 
closets in their own homes, they 
know they’re 


BUILT RIGHT, 
LOOK RIGHT, 
WORK RIGHT, 


The “HAMILTON GEM” LINE 


Made only at 
HAMILTON, OHIO. 


By 
The Sanitary Mfg. Co., 


7 pec Are You With Us, Mr. Plumber! 
*‘*BELUIDERE’® 


“MODERN BATHROOMS” 


Is the title of our beautifully illustrated 68 page book published in the interest of 
those about to build a new or remodel their present bathroom equipments. For 
more than two years it has been extensively advertised in all leading magazines, 
and over a quarter million copies have been distributed. 


If you will send us the names and addresses of persons intending to have new 
plumbing installed, we will mail them copies of ‘Modern Bathrooms” with your 
compliments. This plan will advertise your business without expense to you. 


Every piece of **«‘Standard’’ Ware bears our *‘Green and Gold’? guar- 


antee /abel and has our trade mark *‘Standard’?’ cast on the exterior. 
are genuine or will give the same satisfaction to your customers or yourself. 


Standard Sanitary Mfg, Co. 
Pittsburg, U.S.A. 


No others 


Will Please Mention 
This Journal when 
Writing to Advertisers 


1, 000 Tessar tec Washers and Cabinet 


Complete 


10 inches wide, 
15 inches long. 
3 inches high, 
1 1-2 inch slope to the front. 


Price, $5.00. 


THIS CABINET SHIPPED, EXPRESS 
CHARGES PAID, UPON RECEIPT OF PRICE. 


GEO. W. HEILAND, 


New York City. 


99 and /o! Beekman St., 


POST 


N these days of modern im- 
provements and up-to-date 
ideas, it seems to be the de- 
sire of all to see how quick- 
ly and easily all of the cares 
of this life may be disposed 

of, and this is true of many who have in- 

stalled the new and superior methods of 
independent lighting as applied to acety- 
lene. It seems to be the desire of all to 
see how perfectly automatic and cleanly 
il is. possible to install these ideal light- 
ing machines. It does not satisfy the 
patron who has until recently been using 
kerosene, which required the greater part 
of a half day every day in the week to 
care for the lamps, to have a light in 
his home which is only equaled by true 
sunlight and almost as cheap to have 


this splendid light night after night, and 
at all times of the day or night, as ‘he 
may desire with only a ten moments’, or 
‘say, fifteen moments’ attention once a 
month, but when it is possible they all 
wish to have it so near like city gas, so 
far as care is concerned, that they do 
not mind the care of the machine in the 
least, aS well as to have it so that the 
lady of the home or any member of the 
family may care for the machine and not 
dislike the job or be any the worse for 
wear so far as getting clothes soiled, etc., 
and with this in view the machines are 
always installed by the up-to-date agent or 
manufacturer so that the residuum is turn- 
ed into a drain or sewer instead of being 
carried out to the ash pile. Now this 
is very easy for those who live in the 
cities where good sewage and similar im+ 
provements exist, but it is not such an 


—PORBD OS SS 


A Novel as Well as Practical Way of Disposing of the SS 
Residuum From the Acetylene Generato 


RA>R-RRRARAR-ARADPA>DD> 


~~ 


MR NST SO 


EDITED BY W. W. TURNER, CHICAGO 


¢ 


easy problem when the suburban home is 
being considered, and although it is only 
a few moments’ work to carry out this 
lime water when sewerage is not avail- 
able, it is so much easier to turn it into 
the sewer when it may be done, that 
our friend on Long Island who has just 
recently installed a machine knew the 
importance of getting rid of the lime 
water quickly and easily, that he had 
spend a great deal of time in thinking out 
just how he was going to do it, and had 
a genuine surprise in store for the writer 
and which he thought was too good to 
keep from others who might be situated 
in a like position. 

Thus our friend proceeded to state how 
he would sink a barrel in the ground 
without a bottom, directly under the waste 
gate on machine, and turn all lime water 
into the barrel and asked the advice of 
the writer concerning same, and he told 
him that he could not see any great ad- 
vantage in doing this as it certainly was 
a much easier task to remove the water 
in pails occasionally than it was to al- 
low a whole barrelful to be accumulated 
and then have to remove this large quan- 
tity, but said our friend: “I would not 
have to do this more than once a year, 
and the iime is a disinfectant, and will 
do more good than harm in my cellar.’ 

I informed him that so far as the dis- 
infectant went, he was all right, but I 
could not see how he could get much light 
and run a whole year and only have one 
barrel of lime water to remove, and it 
was here that he made known his unique 
plan, “Why,” said he, “I won’t remove any 
water at all; it would only be the pure 
White thick lime, which I would use for 
my white washing in the spring, as the 
water would have all run away as fast as 
turned into the barrel, as this ground is 
nothing but pure white sand down for 
twenty feet, and takes up the water as 
fast as it is turned upon it.” 

Now what is true in this case, may be 
done in any locality which has soil of this 
kind, as is the case all along the coast. 
There were other machines in the neigh- 
borhood whose owners had not done so 


much thinking, but who were doing a 


great deal more work. 

The sketch shows how it is done, and 
it certainly is a fine idea, in the writer’s 
opinion, 

a ea 

Fort Collins, Colo, has a new firm in 
the plumbing and heating business, 
Brunais & Alford. Mr. Brunais was for- 
merly in charge of J. A. Brown & Co.’s 
plumbing department, in the same city. 
The new firm is composed of enterprising 
young men and they will, no doubt, make 
a success of the new venture. 


By J. B. COLLADAY. 


The George W. Hartman Heating Co., 
12th and Oxford streets, Philadelphia, 
have taken out permits for the following 
work: Steam heating plant in the resi- 
dence of W. A. McCausland, 29380 Ridge 
avenue; hot water apparatus for Dr. 
James C. Chesinut, 1817 Franklin street 
and vapor heating apparatus, 949 Frank- 
lin street for Dr. Metzler. 


William P. Cooke, 4122 Germantown 
avenue, Philadelphia, will install the 
plumbing work in twenty-two two-story 
residences being erected 60th and San- 
som streets for Beston & Co. 


Newell Bros., 1713 Sanson street, Phila- 
delphia, were awarded the plumbing 
contract for the residence of S. P. Holton, 
Upsal street, Germantown. 


Newton & Gray, plumbers, 138th and San- 
som street, Philadelphia, will fit up the 


new bath and wash house, 1613 South | 


street for the Western Soup Society. 


Francis Brothers & Jellett, Inc., will 
install a low-pressure house heating boil- 
er for the Jewish Hospital Association, 
York and Tabor Roads, to cost $625. Fur- 
ness, Evans & Co., architects. 


In the residence of J. H. Hay, Jenkin- 
town, Pa., the plumbing work will be at- 
tended to by John Graver, Glenside, Pa. 


John P. Rickards & Co., 2709 North 
Broad street, Philadelphia, has taken out 
permits for heating with hot water, the 
residence of Charles O’Neill, 2248 Frank- 
lin street, and James McCabe, 2108 N. 
Hancock street. 

GC. T. Innes & Co., 870 N. Franklin 
street, Philadelphia, have secured two 
nice plumbing contracts. One for the 
work in the addition to the American 
Brewing Co., 3ist and Master streets, and 
the other for the new Sub Post Office, 
10th and Snyder anenue. 


J. C. Donelly, Perkasie, Pa., was award- 
ed both the plumbing and hot water heat- 
nig for the residence of J. W. Fernster- 
macher, Telford, Pa. 


J. F. Lenahan, 2517 Germantown ave- 
nut, has received the plumbing contract 
for the fifty two and three-story houses 
being erected by Frank D. Williams, 
Bighteenth street, below Ontario street. 


Cowden & Zimmerman, of Norristown, 
Pa., have been awarded the plumbing con- 
tract for the residence of Abram T. Hast- 
wick, Basin and DeKalb streets, Norris- 
town, Pa. 

Bowers, Brothers & Co., Real Estate 
Building, Philadelphia, escaped the frost 
that the majority of other fitters are ex- 
periencing. They have considerable work 
on hand and have just closed two more 
nice contracts. One for steam heating 
the new Wharton Hall, at Swarthmore 
College, Swarthmore, Pa., and the other 
for placing a low pressure steam system in 
the store and building of James. Dobbins, 
N. E. Cor. Twentieth and Market streets. 


Philadelphia Plumbing News and Gossip 


John C. F. Trachsel, 230 Arch stree 
Philadelphia, has taken out a $400 perm 
for heating the residence of Lewis ] 
Franklin, 1715 N. Thirteenth street, wit 
hot water. 


Jno. Borden & Bro., 687 N. Nineteent 
street, have been awarded the plumbin 
and heating contract for residence of M 
Hugh Beatty, 1428 N. Twelfth street, 


In thirty-two three-story houses bein 
erected at Seventeenth street and Gler 
wood avenue, the heating has bee 
awarded to J. P. Donnelly, 928 We 
Dauphin street, Philadelphia, 


H. L. David, 1841 Westmoreland stree 
Philadelphia, has landed the contract fe 
plumbing the residence of Otto Ziess, Oa 
Lane, and also thirty-six houses for } 
P. Schneider, being erected at Creighto 
and Wyalusing avenue, West Philade 
phia. 


S. B. Ardrey & Sons, of Bristol, Pa 
will install a vapor system in one of th 
colonial residences of Langhorne, Pa. 


The Weaver Hardware Co., successo1 
to the firm of Cummins & Weaver, Glas: 
port, Pa., have been awarded the plum! 
ing contract for the new hotel at Glas: 
port, designed by Clepper & Moffit, arch 
tects, Pittsburg. 


E. J. Guiler, the popular plumber 
Bellevernon, Pa., has the contract t 
lay a large gas main across the Mono! 
gahela River for the Manufacturer: 
Light & Heat Co. 


One of Uniontown’s young and pro 
perous plumbers is John B. Cheeks, wh 
has done some very good plumbing i 
Uniontown. Mr. Cheeks is a progressiv 
and energetic business man and we 
liked by his fellow townsmen. 


W. R. Miller, of Uniontown, Pa., ha 
removed to his new quarters and 00) 
has a handsome, well-designed sho 
room, displaying a well-selected line ¢ 
the latest patterns of sanitary fixture 
as well as a good line of gas fixtures. 


Robinson & Walters, of Uniontown, Pa 
are about completing the plumbing i 
Dr. Adams’ residence at Uniontown, als 
the residence of C. E. Boyle, Uniontow! 
This firm also has the plumbing contrac 
for the Brownfield residence at Fai 
chance, Pa., and the Reese residence ¢ 
Brownfield, Pa. 7 


The heating contract for the Nort 
Philadelphia Trust Co.’s building, Broa 
above Erie avenue, for which A. Raymon 
Raff is the general contractor, has bee 
awarded to John P. Rickards & Co., 270 
N. Broad street, and the contract for th 
electric work to Walker & Kepler. ©al 
P. Berger is the architect. 


Matlack & Son, 1812 Frankford avenu' 
Philadelphia, will install the necessar 
plumbing fixtures in the stable, 238 
Fletcher street, for Robert Beatty & ao 
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ft 
Aprtasn: xF5 Fenty Up» One Mantle, 950 Candle Power 
of Its Na PG nt oom au 2 L A Light for any indoor room or 
Advantages place of business requiringa 


substantial and satisfactory 
light of great brilliancy and 
far-reaching penetration: 


Patented Metallic 
Loop which cannot 
break or burn out. 

’ 


Nickel Wire Sup- 
ports which will not 
bend. 

No visible shrink- 
age. 

Highest possible 


Weare Headquarters for all kinds of Gas Burners 
(for Acetylene, Coal Oil, Water or Machine Gas) as 
well as for Lamps and Posts of all descripuons. 


Weare also manufacturers of an extensive line 
of Gas and Electric Light Supplies, including a = 
large variety of Globes and Shades. NY 

In fact we make a specialty of anything 
pertaining to Light and Heat. 


Write for Prices and 
Descriptive Catalog ¥) 


The American Self-| 
Lighting Lamp Co. 


300 Montana St, 
PEORIA, 


ILL. 


candI wer. <1: 
Estee, ESTABLISHED INCORPORATED fs 
Will. outlast 10 1851. 1871. 


other mantles. 


Y 


Write for Catalog ‘*S No. 3” just issued. 


E. P. GLEASON MFG. CO., 


181-185 Mercer St., NEW YORK. 


amen 
Sy 


~ 


Superior Facilities en- 
able us to give Bet- 
ter Quality for Less 
Money than any 
other Manufacturer 


Step de dn te de dn be de dn be do 


Write for our 
new Illustrated 
Catalogue 


RARITAN MANTLE CoO., 
7&8 Chatam Sq.. NEW YORK CITY. 
Largest Mantle Manufactory In New York City. 


SEND FOR OUR 


3 ca ee 


Our agents get money 
HANDY | RERERENCE BOOK . 


2 a < as well as popularity with ILLUSTRATING, 
McGuire Adjustable sale of our machines. G AS FIXTURES 
Star Roof Flange| This sh heth 
is shows whether our INCANDESCENT Weepe 
proposition is a good one ACETYLENE BURNERS, 


or not. 


One agent cleared over 


$3,000.00 in six months. RW. {li ey) 
a & RVilliamson 8 
Why not get in line? K Gas cere 
uz STAPLE FITTINGS gq? 
It’s a Money Maker "yg BRACKETS 30° 


Fite & facror s - SALESROOHS 


; 45@- “452 MILWAUKEE AVE? 52-54 LAKE STREET 
WRITE US. CHICAGO.U.S.A. 


The Rush Acetylene Generator Co., 


20 Bristol Street, CANANDAIGUA, N. Y. 


‘IRON PIPE 


Approved 
by New 
York State 
Master 
Plumbers } 
at 

Albany 

on Feb. 

9 and 10. 


NOTHING EQUALS IT. RECENTLY RECONSTRUCTED 
IT IS NOW UP-TO-DATE. 
ALL READY FOR PLUMBERS TQ CALK ON PIPE, 


Write for catalogue and discount 


M.L.McGUIRE, Manufacturer. 
Syracuse, N.Y.,U.S5.A. 


Subscribers “'Fsseuisat een 


Sweina to Advertisers 


Lighting Problem Solved by | BURNERS 


4 CYPRESS Water Tanks | Carter’s Cellular 
Best in the world. Sxnp ror CaTaLocus : 
¢ Perfect. Light-can only be had 
HF LEWIS & CO. Lro Acetylene Gas System by Using a Perfect Burner. 
316 Baronne St., NEW ORLEANS, LA . CHEAPER THAN COAL OIL, BETTER THAN GAS Leading Experts Recognize and Accept 
BS rr or ELECTRICITY, ECONOMICAL, SAFE, BRAY’S ACETYLENE 
WB 
UR NEW BINDER. | A) serviceable and ar SIMPLE and RELIABLE. BURNERS 
ee Cen Ain aL De Sent - RES, { F ; and unhesitatingly | declare it 
new su subscriptidn, ov sent postpaid tor @ ae We want Reliable Plumbing Firms THE BEST BURNER MADE. 
cents, et . te t 


as Agents to sell fhe best Acetylene Wie Nel Concinc sinees cee 


Apparatus on the market. 


an nee © 


Will Not Carbonize When Turned Low. 
Peseta tans 


SPECIAL. TRIAL OFFER. We will for « limited 
time only send Post-paid, 


7 BRAY BURNERS Assoriea 
FOR ONE DOLLAR, © Siz#s: 


Not more than one order sold to any one pur- 
chaser at this price. 


WILLIAM M. CRANE COMPANY, 
1131-1133 BROAWAY, NEW YORK. 


Can we send you our Descriptive Booklet E7 


Write for terms and territory 


I8 not only gives a high, glowing,dur- 
able polish to ‘ ppt = t the polish 


Bar Keepers. Frieud 


it will shines on! It benefits all 


Niagara Falls Acetylene 


Gas Generator Co. 


metals, 
while cleaning theen, Sue 1 Th box: Bos sale by as by drug. Niagara Falis e . . N.Y, | 
. . ,. 


and arc we Deen for sample to 
Witten Hotwas, St Indianapolis, t28, 


President H. P. Cahill, Akron, Ohio, an- 
nounced his appointments to the Execu- 
tive Committee of the Ohio State Associa- 
tion of Master Plumbers as follows: 
Richard Murphy, of the Master Plumbers’ 
Association of Cincinnati; James R. Fit- 
ton, Bellaire, representing the Ohio River 
Association of Master Plumbers; and J. 
L. Riley, of the Master Plumbers’ Asso- 
ciation of Dayton. The Executive Com- 
mittee will be made up as follows: Will- 
iam Girkins, chairman, Toledo; H. P. 
Cahill, Akron; A. S. W. Huffman, Colum- 
bus; Eb. Ellen, secretary, Cleveland, to- 
gether with the three members mention- 
ed above. A meeting of the Executive 
Committee will soon be called to plan the 
work for the year. 


A meeting of the local apprenticeship 
committee was recently held and the com- 
mittee organized as follows: August 
Caleb, master plumber, chairman; Albert 
Maney, journeyman plumber, secretary; 
H. Ward Daykin and John Comerford, 
representatives of the Master Plumbers’ 
Association; and Edward Harkness and 
John Mooney, representatives of the 
Journeymen Plumbers’ Association. The 
chairman and secretary were appointed a 
committee to formulate rules and devise 
means for examining helpers. This com- 
mittee will have full charge of the help- 
ers in Cleveland and will be ready at an 
early date to receive applications for help- 
ers. No helpers will be put to work be- 
fore June ist, 1904. 


The Master Plumbers’ Association of 
Cleveland has been very active in organ- 
izing and strengthening the local asso- 
ciation. Every member of the organiza- 
tion belongs to the Committee on New 
Members, and the work of bringing in 
master plumbers whose names are not 
on the association roster, has been car- 
ried on with great success. During the 
month of March twenty new names were 
added to the roll and many applications 
are being received. It is the hope of the 
officers within the next few weeks to 
have every desirable master plumber in 
Cleveland a member of the local associa- 
tion. 


The Schneider Plumbing Company was 
recently incorporated with $15,000 capi- 
tal stock by the following incorporators: 
Gustav Schneider, Luella J. Schneider, 
Charles Mallett, Emil Schneider and W. 
O. Mathews. This company is very con- 
veniently located at 570 Euclid avenue, 
where it has a pleasant store and large 
shop. 
the Euclid Avenue Opera House, instal- 
ling a water curtain covering the stage 
opening, 40 feet high and 42 feet wide. 
A public exhibition of the working of 
this apparatus was recently given which 
proved very satisfactory. The Schneider 
Plumbing Company has been awarded the 
contract for plumbing at the Carnegie 
Library to be erected at South Brookline; 
also for the new store building being 
erected on Euclid avenue, near Willson 
avenue, for G. E. Collings. 


@ OHIO PLUMBING NEWS AND GOSSIP # 


EDITED BY CHESTER M. HARRIS, CLEVELAND, O,. 


It recently executed a contract at. 


C. B. DeWitt, of the firm of DeWitt 
Bros., master plumbers of 1036 Wood- 
land, returned about the middle of March 
from a four weeks’ stay in the South. 
Mr. DeWitt, in company with Ed. Mc- 
Reynolds, left Cleveland on February 15th 
for New Orleans, where he enjoyed a 
visit of four weeks. The weather was 
delightful and a great relief from the se- 
vere cold experienced in Cleveland at 
that time. Mr. DeWitt stated that he re- 
turned North just as the mosquitos were 
coming around. This firm has a good 
list of work on hand. They are complet- 
ing the plumbing and hot water circula- 
tion in the handsome new residence at 
Clifton Park for R. W. Wallace. They 
are under contract for plumbing two 
double residences on the west side; ten 
new houses in Curtiss-Ambler allotment 
in Glenville and the plumbing for ten 
other residences in various parts of the 
city. 


Ellen & Norris, plumbers at 950 Cen- 
tral avenue, Cleveland, have contract for 
plumbing the double residence being 
erected on Hough avenue for Mark 
Nicholls. 


E. H. Benhoff, plumber, steam and hot 
water heating contractor, 1073 Pearl 
street, Cleveland, is busy having consid- 
erable work on hand. He is executing a 
contract with the Union Stock Yards Com- 
pany, installing steam heating system in 
its hotel and doing the plumbing in its 
office building on Gordon avenue at the 
Big Four Tracks. He is also doing some 
sewer work. 


G. C. Benhoff, brother of E. H. Ben- 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


hoff, well known to Cleveland plumbers, 
is in the West for his health. He spent 
the winter in New Mexico, and has great- 
ly improved. He is now at Denver. He 
hopes to return to Cleveland a year from 
this spring if his health will permit. 


P. J. Turnbull, 384. Pearl 


ot CN ey 


plumber, 


el 
oi y 
street, Cleveland, recently received a good 
contract from E. E. Ashby, for doing the | 
plumbing in the new nineteen-suite apart. 
ment building to be erected at the cor- 
ner of Franklin avenue and State street, 
He is also doing the plumbing in the six. 
suite apartment building at the corner of 
Jennings and Clark avenues. | 


Alin Up-to-date Supply House 
| IN MICHIGAN 


PJ frnemettyemnel fins tapnmeninanns inal firs ra nanomastentoor nl joo? 


£ avail ourselves of the 
pleasure in presenting to its 
many readers several views 
of the interior and exterior 
of the new quarters of the Ferguson Sup- 
ply Co., Ltd., formerly the Ferguson- 
Marcellus Co,, Ltd., well known to the 
trade as manufacturers and jobbers of 
plumbing and heating supplies on Hlls- 
worth avenue, Grand Rapids, Mich. 

On October 1st C. N. Marcellus retired, 
thus causing the change of the firm name. 

T, C. Ferguson will hereafter be the 
managing member of the new firm, acting 
in the capacity of secretary and treas- 
urer, and H. S. Hubbard will be the chair- 
man. Dating from January 1, 1904, the 
business will be known to the trade as 
the Ferguson Supply Co., Ltd. 

It was scarcely three years ago when 
this commercial enterprise first bid for 
patronage. Most ventures of this char- 
acter generally commence in a small way 
and with careful nursing follow the adage 
of the acorn; but not so with this enter- 
prise. It was established, so to speak, 
upon the impulse of a moment of realiza- 
tion that a jobhbing house for plumbers’ 
supplies would fill a long felt want in 
Grand Rapids. The thought was fostered 


by Mr. Ferguson who, fresh from Pitts- 
burg, one of the great centers of the 


plumbing supply trade, saw, in visiting 
the “Furniture City,” the opportunities 
such a departure offered and quickly 
availed himself of its possibilities. 

A location was secured on South Otta- 
wa street, just back of their present es- 
tablishment, the building being four 
stories and spacious, but it was not many 
months before the firm outgrew that lo- 
cation and they were forced to purchase 
ground on Ellsworth avenue, where they 
erected their own building, which was 
completed in July of last year, and a view 
of which we now present to our readers. 

The firm, while catering largely to 
western Michigan for trade, find a ready 
market for their bath tubs, lavatories, 
closet combinations and steam and hot 
water radiation in adjoining States as 
well as south of Mason and Dixon line. 

In commenting on the elaborate display 
of fixtures Mr, Ferguson confided to your 
representative that there was no better 
display rooms for plumbing goods west 
of Pittsburg, with perhaps the exception 
of Chicago. The display is so arranged 
that the architect or plumber can take a 
client. and decide upon the particular 
pattern of tub or lavatory that may be de- 
sirable, or explain the merits of this or 
that type of heating apparatus. It saves 
the expense of space of maintaining a 
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IF YOU ARE 
HAVING TROUBLE 


With tank linings giving out 
an account of the action of 
water or electro.pysis, you 
can overcome it by using 
our acid, alkali, and electric 


proof lining, guaranteed for 
2 years. It costs no more 
than lead and will not give one-half the trouble, and weighs 
less. It is no experiment. 
Send for descriptive circular of this and our new style bent tanks. 


Findeisen @ Kropf Mfg. Co., 


Main Office and Factory, 
2lst Place and Rockwell Street, CHICAGO. 


Enameled Ware Catalogue Is Ready 
For the Trade. Send for it To-day 


Seg erp 


Our New 


PRICES 
RIGHT 


lllustrates our one piece fixture fitted with low down compression 
cocks adjustable brass legs, supply pipes with air 
chamber and flask trap. 


_IRON AND BRASS PUMPS, PLUMBERS’ SUPPLIES, ETC. 


HUMPHRYES MFG. Co., MANSFIELD, OHIO. 


GENERAL 
MANUFACTUR- 
ERS OF 


PLUMBING 


And Jobbers of 


PLUMBING 
SUPPLIES 


Eastern Agents: 
0. CHAN. WELLS, 
and 
WM. A. LOCKE, 
100 William Street, 
New York, N, Y. @ 


J.REGESTERS’ SONS CO.. Baltimore, Md 


~ Up-To-Date! “ 


All the produc- 
tions of our fac- 
tory are up-to- 
date, in point of 
elegance, practi- 
cability and qual- 
ity. 


THE WHEELING 
POTTERIES C0., 


RIVERSIDE DEPARTMENT 
Wheeling, W. Va., 
WaSzAe 


WRITE US. 


PEDESTAL URINAL SELPeACTING 
241-2inchhigh 29inch back 


Porcelain Enameled 
One Piece Sink 


with heavy roll rim, 12 inch back, and 
heavy cast iron bronzed brackets. 

ENAMELED INSIDE ONLY; ex- 
terior bronzed, size 18x30 inches— 
other sizes special. 


The Chasmar-King Supply Co. 


CHARLOTTE, N. C. . SAVANNAH, GA, 
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costly collection of fixtures, for he as 
well as the architect or prospective buyer 
feel at perfect liberty to visit these show 
rooms whenever they desire and see al- 
ready installed and in operation, perhaps 
the identical fixtures that are contemplat:- 
ing purchasing, and the trade will not be 
slow to appreciate this opportunity. 

A personal inspection of their display 
room will prove both interesting and in- 
structive and be of material assistance in 
aiding the prospective builder in deter- 
mining the sanitary equipment for the 
building which will conform with his re- 
quirements. And it will also be the 
means of impressing upon the minds of 
the seeker after knowledge in regard to 
the advantages of installing twentieth 
century plumbing, that a modern bath 
room is indispensable in a well-appoint- 
ed residence, and when equipped with 
porcelain or enameled ware will prove a 
source of greater satisfaction and enjoy- 
ment than any other part of the house. 

The display includes the most complete 
and varied line of the approved ideas in 
sanitary appliances, embracing the new- 
est designs in laundry tubs, kitchen sinks, 
foot baths, sitz baths, drinking fountains 
and an.endless variety of other luxuries 
and essentials in plumbing and heating 
supplies are shown for the benefit of, and 
aS a means of educating the building pub- 
lic up to their use. 


a eee A 
C 
? New England 
Plumbing News 
and Gossip 
Up ttencnt ti taga ai tete tt tease fie § 
R. J. FREDERICK POULSEY, 
business manager of the Bos- 
ton Blower Co., of Hyde Park, 
died at his residence on March 


21, and was buried from there on the 23d 
ult. Mr. PoulSey’s fatal illness was of 


An Enterprising Supply House of the West. 


short duration, lasting but three days, 
and pneumania was given as the cause 
of his death. He has not however been 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW a 


when that company’s affairs were in any- lips, Jno. McCandlish, Malcolm McLeod, 


thing but a prosperous condition. By 
wise and careful management he soon put 


Martha Phillips and Estate of B, Burt 
Phillips, deceased, of which Martha Phil- 


Showroom of the Ferguson Supply Company, Ltd., Grand Rapids, Mich, Corner of the First Floor Showing Bath Room Fixtures, Heaters, etc. 


enjoying good health for the past year, 
when the death of his brother, Mr. Geo. 
Poulsey, of the Summer & Goodwin Co., 
came as a great shock to him. Mr. J. 
Fred Poulsey was the survivor of three 
brothers, all of whom have died within 
the past two years. A widow, son and 
two daughters survive him. Mr. Poulsey 
took the management of the Boston Blow- 
er Co. some years ago, leaving his former 
business of galvanized iron working, 


View of the Private Offices of the Ferguson Supply 


the company on a solid paying basis and 
was reaping the reward of his judgment 
and sagacity when the final summons 
came. 


An attachment for $100,000 has been 
filed in the Middlesex County Registry of 
Deeds at Cambridge by the Bach & Clar- 
ridge Company, of Boston, in action of 
tort against the American Steam Gauge 
& Valve Mfg. Co., also against R. B. Phil- 


Company, Ltd., at Grand Rapids, Mich. 


lips and Jno. McCandlish are guardians, 
All the defendants named are of Boston. 

The action was for the May term of the 
Superior Court. Malicious interference 
with contract and conspiracy to defraud 
is charged. 


The American Steam Guage & Valve 
Mfg. Co. are the makers of the celebrated 
American guages so favorably known to 
the heating and steam fitting trade 
throughout this country, and the parties 
in the suit named as defendants are all, 
or nearly all, large owners in the corpora- 
tion. There can be no doubt that the 
concern is abundantly able to weather 
such a high-figured storm as this even 
though the remote possibility of adverse 
decision be actually reached. 


James Pinner, formerly foreman plumb- 
er for Kendrick Bros., of Brookline, has 
bought the shop and business at Coolidge 
Corner of the late P. J. Winn. Mr. 
Winn had a lucrative jobbing business 
at his stand for a number of years before 
his death in the early winter, though his 
health was much of a handicap for past 
two years. Mr. Pinner will conduct busi- 
ness on the same old lines of good work 
and fair prices and with additional energy 
his prospects must be considered more 
than good. 


Business in Boston and vicinity is still 
very far from satisfactory and complaints 
are heard on every side, both from the 
plumber and the jobber.. It has been a 
long, cold, hard winter indeed, and build- 
ing operations have been much retarded 
so that business is late in starting. It is 
hoped it will not prove altogether a dull 


summer when once it does get started. 
_—_S)-o+ 2 


C. S. Hames, of Bridgeport, Conn., has 
secured the contract for the plumbing in 
the new house being erected by John 
Schwing on Somer street. 
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Ce 
—where the air is strongly impregnated with salt, poor tin is most 
unsatisfactory. Architects, builders, contractors and roofers will find in U. S. 
Eagle NM (new method) ternes and in @ ternes the best roofing material to 
resist this rust-producing atmosphere; most satisfactory in results; easiest to 
work because of their perfect black plates, their very heavy coating of pure 
tin and new lead, and the thorough hand work that produces them. 


U.S. Eagle NM 


(NEW METHOD) 


a VIF Ternes 


are so much superior to all other brands, we would like to place a sample in the hands 
of every architect, contractor and roofer who is not acquainted with this great ad- 
vance in roofing. Free, prepaid, on request. Our products are tor sale by 
all tirst-class wholesale metal houses. 


‘‘A Fifty Year Roof,” a manual of terne manufacture and hand- 
book of roofmaking—an art booklet—free, if you write to 


Ww. C. CRONEMEYER, Advertising Agent, 


AMERICAN SHEET & TIN PLATE CO., Frick Building, Pittsburg, Pa. 


Riga Guan Rance eat os 


THE OSTER LINE 


Pipe Threading Tools 
and Machinery 


Embraces hand tools cutting all sizes from 1-4 to 4-in. 
Combination Hand-and-Power and Power Machines, 
cutting from 1-in. to 6-in. All are of Oster quality; as 
good as can be made. Write for catalogue and prices. 


The Oster Mrc. Company, 


71 East Prospect Street, - CLEVELAND, OHIO. 
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THE FLORENCE RADIATOR 
SHIELDS 

The Columbia Heating Company, of 40 
Dearborn street, Chicago, have placed on 
the market the Florence radiator shield, 
which is presented in the accompanying 
illustration. It is designed to do away 
with the soiling of walls and ceilings 
near radiators due to the dust carried 
up with the currents of warm air. 


Fig. | 

The adjustable bracket is shown in 
Fig. 1, which is designed to be fastened 
to the wall and support a heavy panel 
of plate glass. These brackets are made 
of brass, nickel plated, and finished with 
a high polish, so that, with the beveled 
glass plate, the shield is of attractive 
appearance. The hinge of the bracket 


Fig. 2 

enables the plate to be turned at any 
angle to act as deflector to throw the 
rising warm current of air out from the 
walls and spread it so that in rising 
there is no dust carried to any one spot 
to be deposited and disfigure either the 
wall or the ceiling. 

The Florence shield is shown in Fig. 
2 in position as a deflector, and in Fig. 
3 as a table or shelf on which bric-a-brac 


Fig. 3 
may be set to disguise its utilitarian pur- 


poses. This is a device which the enter- 
prising steam fitter can well afford to 
display. in his office, with the view not 
only of bringing in a profit, but of sup- 
plying his customers with a device that 
will go far toward preserving the decora- 
tions in handsomely finished apartments. 
Send for particulars and prices to the 


above firm. 
—_——————__e_ 9-2 4 <2 _____ 


A FINE LINE OF GOODS 
The Nolte Brass Company, of Spring- 
field, O., are the manufacturers of extra 


heavy rough or finished ground joint, 
ball seat, government unions for high 


pressure use. They are quoting special 
prices to the plumbing and steam fitting 
trade, and our readers should write this 
company for particulars. 
——__ = 5 04¢3__—_— 
MORE SPACE FOR THEIR IN- 
CREASING BUSINESS 


The Shirley Radiator & Foundry Co., 
of Indianapolis, Ind., have just let the 
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busy season. Prospects for business for 
the coming year are bright, and the com- 
pany desires to be in position to take 
care of their full share of the business. 
ere eens 
“POSITIVE’’ ANTI- 
SYPHON TRAP 


The Ohio Brass and Iron Mfg. Co., of 
1199 Franklin avenue, Cleveland, O.,:are 
the manufacturers of the “Positive” anti- 
syphon traps, an illustration of which we 
present on this page. Attention is called 
to the centripetal and centrifugal action 
produced through waste inlet entering 
the body of the trap at a tangent as 
shown. 

The trap is made of a very strong, non- 
corrosive cast metal and the inlet and 
outlet are of brass. The dome is made 


THE 


The “Positive” Anti-Syphon Trap, Manufactured by Ohio Brass & Iron Mfg. Co., Cleveland, Ohio 


contract for a new addition to the foun- 
dry building, 70 x 114, and also a new 


either of solid cast metal, or glass, and 
when of glass the dome is covered with 


Fuller Double Bath Cock which is Being Placed on the Market by J. J. Ryan & Co. of Chicago 


warehouse building 75 x 150, in order to 
increase their capacity and be in posi- 
tion to take care of the trade during the 


N. P. stamped brass casing from bottom 
of dome to top of trap seal, thus making 
it possible to watch the scouring action 


i 


and verify their claims, viz., that it y 
carry off everything that can D; 
through plug or strainer, includ» 
matches, coffee grounds, etc. The mak 3 
state that this is the result of years ; 
experiment to produce a trap with ; 
minimum of anti-syphon construction 2 a 
the maximum of scouring action and fr. 
dom from secret partitions, and easy i 
cess to clean. Send for particulars, 
—————* > 44+ +_—_—_—_ 


FULLER DOUBLE BATH Coc: 


J. J. Ryan & Co., of Chicago, Ill, ha; 
recently placed upon the market q Full: 
double bath cock with round, smoo 
body (no sharp corners) a cut of whi 
we show herewith. They are manuf: 
turers of: the celebrated “Faultles 
Fuller and self-closing work, known i 
every jobber and plumber throughout t 
country for its fine finish and good wor 
manship. 

The Fuller double bath cock, Thich | 
shown in the accompanying illustratio 
is being specified by many leading arc, 
itects and plumbers. Prices and partic 
lars can be obtained from their Easter 
representative, Thos. H. Hutchinson, 1 
Beekman street, New York. 

ee 


NEVER-SPLIT CLOSET SEAT 


In a circular to the trade the Neve 
Split Seat Co. announce the good qualiti 
of. their Never-Split closet seats, whic 
they claim, are so constructed that the 
cannot come apart. This firm makes 
specialty of the manufacture of clos 
seats. Their greatest claim for super 
ority is that their seat will positive] 
not split or come apart at the joint: 
They are made lengthwise with the grai 
of the wood, and instead of being glue 
are bolted together at the joints. I 


each joint is an iron bolt which holds : 
together like a vise. Plumbers or other 
interested in this seat, which is co 
sidered an improvement in its lin 
should communicate with the Never-Spl 
Seat Co., Evansville, Ind., mention 
THE PLUMBERS’ TRADE JOURNAL. 
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REVISED LIST PRICES ON 
BRASS HARDWARE COCKS 


From the Haydenville Company, 0 
Haydenville, Mass., and 150 Nassa 
street, New York City, we have receive 
a copy of the aew revised list prices ©! 
brass hardware cocks. These are I 
vised and corrected by the cost depar' 
ment at their factory, and have be® 
adopted by all the manufacturers een 
this class of goods. 

The Haydenville Company also ts 
that owing to the increased cost of rai 
material, all quotations have been with 
drawn, and the new prices will represen 
an advance of from 5 to 15 per cent. : 
copy of this list may be obtained ‘fron 
the Haydenville Company on application 


Wy 
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ATTENTION 


HEALTH BOARDS, PLUMBING INSPECTORS, ARCHITECTS, PLUMBERS AND 
JOBBERS INVESTIGATE THIS. YOU WILL FIND IT PERFECT 


HERE IT IS 


WPSATISFACTION Se SOE eR oe ut SS Poe 
: Trap is Self-Cleansing 


PATENT PENDING 


a 


2 
lectricFansforDirect Current only) 


F 

nd for Ceiling,Column Wall or Deskig 
A 
=\ 


guaranteed. where 
pressure will 
exceed 39 Lbs. 


(CS): °\ 
WRITE For.CATALOGUE \ 7s 
AND DISCOUNTS. 


THE TRRULACTURERS N 
THE D.L.BATES & BRO.COo 


DAYTON. OHIO 


Never-Split Seats 


are true to their name. They NEVER SPLIT because each 
joint is secured by a bolt let in at the ends, with nuts 
inserted from the bottom, together with two wood dowels. 


No amount of heat or dampness subjected in ordinary 
use will cause the joints to part. 


This seat is worthy your investigation. 
WRITE TO-DAY FOR CATALOGUE AND PRICES. 


NEVER-SPLIT SEAT CO., 


EVANSVILLE, IND, 


20 OF ST. LOUIS MODERN SCHOOLS 
BESIDE r THE | 
S MANY PUBLIC INSTITUTIONS Tens THE COUNTRY A veritable WATER-SPOUT when in use. 
. ARE EQUIPPED WITH. . . 
‘ 

b Sura é i > of solid cas al, or glass, anc e ass the is rerec 
velson Ventilated Individual es re acta ty nay beak cae sting ie poeta 
Ore to watch the scouring action and verify our claims, viz.: that it will carry off everything that 
i _ Bowl Latrines and Urinals can pass through plug or strainer, including matches, coffee grounds, etc. Other anti-syphon 


traps have hidden partitions through which trap seal can leak into waste pip 


MADE EITHER IN ALL BRASS OR LEAD, WITH BRASS INLET AND OUTLET 


e, and sewer air 
leak into room in case of defect, without the knowledgesof the occupants. The Positive has none 
iv , 


s as e. 
The result of years of experiment to produce a trap with the minimum of anti-syphon construc 


if tion and the maximum of scouring action and freedom from secret partitions, and pics pitt 
j toclean. T ‘i ; i : i 
NEW SYSTEM # PERFECT SANITATION : 


The triumph of the twentieth century in the art of plumbing 


ARCHITECTS ARE INVITED TO WRITE FOR 
**Nelson’s Blue Book on Sanitary Appliances”’ 
JUST PUBLISHED 


N. 0. NELSON MFG. CO., St. Louis. 


Manufactured by 


The Ohio Brass & [ron Mfg. Co., 


CLEVELAND, OHIO. 
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THE DESMOND INJECTOR 


In offering the Desmond Injector to the 
trade the question will naturally arise, 
“Who are the Desmond-Stephan Mfg. Co.? 
and what experience have they had with 
injectors?” To this query we would make 
answer. The Desmond-Stephan Mfg. Co. 
does not enter the trade as novices nor 
solicit the patronage of the public inex- 
perienced with the matter of injectors. 
While the company is yet in its infancy, 
yet Mr. Desmond, the inventor, is a man 
of long practical experience in this line, 
having made the Injector both a study 
and a practice exclusively since 1888, and 
during that time has been allowed more 
patents in injectors in this and foreign 
countries than any other inventor. 

Mr. Desmond is the inventor of nearly 
all of the injectors in use in this country 
to-day. The following are the number of 
his patents, to whom sold. 

Patent No. 270,937, Theodore Bennett; 303,- 
366, Uriah White; 326,408, Simon O'Neal ; 
330,302, Alonzo Noteman; 330,682, J. Vv. Ken- 
nedy; 380,964, William R. Gerrard; 332,386, 
Roe Stephens; 334,354, Roe Stephens; 336,- 
398, Roe Stephens; 356,682, Penberthy Injec- 
tor Co.; 372,209, Penberthy Injector Co.; 
392,544, John N. Derby; 402,518, Garfield In- 
jector Co.; 404,262, Hayden Derby Mfg. Co.; 


445,831, Hayden & Derby Mfg. Co.; 464,339, 
Hayden & Derby Mfg. Co.; 513,559, Pen- 
berthy Injector Co.; 526,918, Penberthy In- 
jector Co.; 584,304, American Injector Co. ; 
536,922, Nathan Mfg. Co.; 554,415, Penberthy 
Injector Co.; 574,985, Nathan Mfg. Co.; 
636,499, Lunkenheimer Co.; 683,914, Lunken- 
heimer Co.; 708,323, William Powell Co.; 
733,168, William Powell Co.; 626,150, Des- 
mond-Stephan Mfg. Co. 

The injector made by this company, 
bearing the inventor’s name to show his 
pride in the work and satisfaction with it, 
is the result of his latest and best effort, 
owing to the more complete proportion- 
ing of the jets, which is the most im- 
portant feature in a good injector, the 
reduction of steam-supply in proportion to 
the amount of water delivered, and the 
correct system of tapers used in the jets, 
whereby friction is eliminated to the 
greatest possible extent, and a more com- 
plete amalgamation of the steam and 
water is accomplished. In this injector 
the range of work of the single jet las 
been raised up to 200 pounds and over, 
making the purchase of a double jet or 
high-priced injector unnecessary except 
possibly in very rare cases. 

Send to the Desmond-Stephan Mfg. Co. 
of Urbana, Ohio, for further particulars. 
= 9 ot —>___ 

THE IMPERIAL SECTIONAL 

STEAM AND HOT WATER 
BOILERS 


The Utica Heater Co., of Utica, N. Y., 
are pointing with a great deal of pride 
to their Imperial Sectional Steam and 
Hot Water Boiler. This boiler was 
placed on the market about three years 


ago and in this time the manufacturers 
state they have sent many thousands into 
all parts of the country, and they are 


giving splendid satisfaction everywhere. 
This year the Imperial Boiler appears 
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TRADE JOURNAL called at the plant of the 
Utica Heater Co. a few days ago, and 
was taken through the plant and shown 


the various stages in the construction 
of Imperial. boilers, ending with the fin- 


The Cascade Portable Shower Manufactured bythe Mitchell & Van Meter Co., of New York 


with a new ornamental front, which 
adds much to the appearance of the 
boiler. 

The representative of THE PLUMBERS’ 


ished product as shown on their sample 
floor. We were greatly pleased with the 
general appearance and construction of 
this boiler and to say the least it is one 


of the handsomest boilers the writer has, 
ever seen. 
Tht manufacturers call special atten-| 
tion to the great amount of overhanging 
fire surface which is plainly shown on 
accompanying cut. It is claimed that. 
fire surface is four times as effective as | 
flue surface and it will therefore be reaq- 
ily seen how efficient Imperial boilers 
are. 
Imperial boilers are of the push nipple ! 
type, which nipples are made of pressed | 
steel and then zinc-coated, thus making 
a perfect joint and absolutely rust proof, | 
The cut plainly shows how the prod- 
ucts of combustion travel. Rising from 
the fire they first flow toward the back | 
of the heater either below the sections | 
or through the first series of flues. After | 
reaching the back they return to the 
front through the second series of flues | 
and then pass through upper flues to 
the smoke exit. 
The Utica Heater Co., of Utica, N. Y., | 
would be pleased to have any of the trade | 
call at their plant and inspect these — 
boilers, or will gladly send descriptive 
matter and quote prices upon application. | 


THE PORTABLE SHOWER 
BATH 


The use of the shower bath has been 
generally limited to houses occupied by 
owners, as few renters have been willing 
to go to the expense of installing them 
on account of the cost of the fixture and 
the plumbing work. 

The introduction of the portable show- 
er bath has removed the expensive fea- 
ture and created for itself an enormous 
demand. The department stores were 
quick to recognize this fact, but now the 
plumbing trade, where it _properly be- 
longs, has taken a hold and many plumb- 
ers are making a good profit by its sales. 

The Mitchell & Van Meter Co., of 247 
Centre street, New York City, are the 
manufacturers of the “Cascade” portable 
shower bath, which is shown on this 
page, and which can be installed in five 
or ten minutes. It is made throughout 
of %-inch nickel-plated brass tubing, 
nickel-plated curtain chain, bulb yoke, 
patent metallic bulb, six-inch patent 
shower head and 2414-inch ring. It is 
handsome in construction ‘and of first 
class workmanship. 

The “Cascade” is as large as the reg- 
ular pattern shower bath and has an ad- 
justable wall bracket, allowing it to be 
put on a wainscoated wall without the 
customary piece of wood back of the 
bracket. 

It should be remembered that the port- 
able shower bath does not interfere with 
the sale of the regular shower bath. It 
finds a sale in a new field, and is a new 
avenue for profit. Every plumber should 
put a “Cascade” in his window, or show 
room. Write to the Mitchell & Van Me- 
ter Co., of 247 Centre street, New York, 
and get a descriptive pamphlet, also spe 
cial inducements on one of their showers 
for show room purposes. 


———+,>4+ >" 


At Waterbury, Conn., the Barlow 
Bros. Co. have been awarded the contract 
for plumbing and heating the residence 
which is being erected on Buckingham 
street for C. C. Puffer. 

Pp. J. Liddy, of Meriden, Conn., is do- 
ing the plumbing in the new tenement 
house being erected on North Colony 
street by J. F. Norton. 


i 
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TO THREAD 
STEEL PIPE 


requires a better die. It must be 
made of BETTER STEEL, Cheap 
steel soon becomes dull and tears 
the threads. 


In “Economy” Dies 


Less steel is used or wasted, so we 
can afford to use the BEST, also 
there is more CLEARANCE for 
chips than is possible in any other 
form of die. 


Every Die Guaranteed 


Send for catalogue of 
“ECONOMY” STOCKS and DIES 
MANUFACTURED BY 
F. E. WELLS & SON CO. 
12 Ridell St., GREENFIELD, MASs, 


The 
S.M. @ S.ROOF FLASH 


Costs less than any other. Saves Time! Saves Money! Made entirely 
of Lead. No other tool but hammer needed on the roof. 


ASK ABOUT THEM. 


Fits any roof, made for Standard and Extra Heavy Soil Pipe. 


Manufact.ured by the 


NATIONAL BRASS MFG. CO. 


617:19:21 Adams Street, 
KANSAS CITY, KANS., U.S. A. 


PRICES ON APPLICATION. 


Lennox Improved 
Tapping Machine 


SW 


Tested at 225 pounds 
pressure 


For tapping Water 
Mains Under 


v. Caldwell Co., 


Zs 


NRE SER 


i, 
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The Difference in Cost 


between cheap outfits and Caldwell Outfits 
is slight. The difference in service is great. 


Caldwell Tanks and Towers 


may cost slightly more than inferior grades, 
but the saving effected by the absence of re- 
pairs soon pays the difference. Cheap out- 
fits go to pieces ina few years. Caldwell 
Outfits last a lifetime. 


Send for Catalogue and Price List. 


Louisville, Hy. 


The BARRETT 
Pipe Forcing Jack 


PATENTED 


FOR forcing or pulling pipe 
horizontally under ground. 


Saves ditching and refilling 
in making service connections or 
in placing pipe under streets, 
sidewalks, lawns, etc. 


Forces pipe at an average rate 
of ONE FOOT PER MINUTE. 


Does not telescope the coup- 
lings. 


Saves an enormous amount of 
expense, labor and inconvenience. 


Used by many of the most 
prominent gas and water com- 
panies in the United States. 


Send for Special Circular “P” 
and further information. 


Made only by 


Tr: DUFF MFG. CO.., 


PITTSBURG, PA. 


Works: Allegheny, Pa. 


| HOOKS 


/ 
: 


zy) 

Pressure. FY 
Sent on 30 days trial to hi 
responsible parties. yy] 
ty 


Send for Prices 
and Catalog 


MentionPlumbers’ 
Trade Journal 


MANUFACTURED BY 


LENNOX MAGHINE COMPANY, 


Marshalltown, Iowa. 


A 


-——— 


a 
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produce the cheapest and best light you can 
obtain. Send in your diagram for estimate 
of cost, and information. 


WHITE MFG Co., 


196 Michigan Street, 
CHICAGO, U.S.A. 


tig AND 
< cin 
gy STRAPS 
F - both 
SPECIAL OFFERING! Malleable 
S an inducement to have you light your and 
premises with our Air Light System Wrought. 
and to further demonstrate its superiority, Notiarpertect 
we will ship to any responsible party, a light- ieces in our goods. 
ing plant, payable in monthly installments. Quality the best 
We guarantee these Lighting Systems to that can be had. 


Send for catalog. 


Berger Bros. Co., 
Philadelphia 


Manufacturers. 


484 


THE ‘‘NO-FLUD”’ BACK 
WATER STOP 


The E. S. Duffy Manufacturing Com- 
pany, of 6704 State street, Chicago, Ill., 
are the makers of the ‘“no-flud’ back wa- 


ter stop, illustration of which we pre- 
sent herewith. It is designed to prevent 
the water from backing up through 


basement and area drains, and also foul 


WdOLS LWHL 33S 


gases and odors arising from the sew- 
ers. They state that the action is posi- 
tive and there is no erratic rubber ball 
or Swinging metal gate which are ren- 
dered useless by the accumulation of 
sediment, paper or matches. It can be 
used on four or six-inch pipe. The above 
firm will send a copy of their descriptive 
circular upon application. 


THE EXCEL NO. 7, COMBINA-~ 
TION CLOSET 


The Pierce, Butler & Pierce Mfg. Co., 
of. Syracuse, N. Y., are the manufactur- 
ers of the Excel No. 7 Low Down Combi- 
nation Closet, which is shown here. 
This closet is made in syphon wash 
down. It has many superior points, 
which together with its attractive price, 
makes it well liked by the plumbing 


(EOE =e 


trade. This also manufactures a 
very large and complete line of plumbing 
and steam fitters’ supplies, as well as 
their widely known boilers and radiators 
which are very extensively handled by 
the heating trade. 

The Plumbers’ Hand-book, issued by 
this firm, is a very handy little booklet 
devoted to their complete line of bath, 
lavatories and closets, and will be for- 
warded upon request. 


Se ed 


THE DUPLEX FILTER 


As a new invention the Duplex filter 
recommends itself to those who have 
used othe) filters and have thrown them 


fir ut 


aside as being of no use. Too slow, 
clogged up, needed cleaning too often, 
filtered through their own dirt, deadened 
the water, etc. 

The makers of the Duplex state that 
it gives as much water as the ordinary 
faucet, cleans itself every time it is used 
and throws out the germs and microbes. 

The cleaning does not depend on the 
servant or anyone else. The mechanical 
device (internal) is such that its action 
is automatic and every time the handle 
is turned it directs the water through 
the filter in the opposite direction from 
the previous running and thereby cleans 
itself. 

The filter is composed of white granu- 
lated quartz and pure carbon—(animal 
charcoal) held in place by four silver- 
plated screens, the holes in the screens 
are 30-1000 of an inch each. The entire 
combination is pressed into a solid block 
by screw press, 2,000 pounds to square 
inch. 

The Duplex Filter Co., of 1140 Broad- 


way, New York City, are making a spe- 
cial price on this filter, which should in- 
terest every plumber, Send for their de- 
scriptive circular. 
—_e_ > #4 .—__—_ 
A CABINET FREE TO 
JOBBING TRADE 


Wells Brothers’ Company, of Green- 
field, Mass., manufacturers of tap and 
dies, screw plates, screw cutting machin- 
ery and tools, are furnishing the plumb- 
ing and steam fitting supply trade with 
catalog cabinets with a quantity of cata- 
logs free of cost. Their new catalogs 
give prices and illustrations and describe 
their latest improvements in pipe stocks 
and dies, together with a variety of 
plumbers’ supplies and tools. 

As will be seen from the accompanying 
illustration, this cabinet makes a very at- 
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Brothers’ Company at Greenfield, Mass., 
before the supply is exhausted. 


GASOLINE TORCHES AND 
FIRE POTS 


.We are pleased to call our readers at- 
tention to the line of gasoline fire pots 


and torches manufactured by Clayton & 
uambert Mfg. Co., of Detroit, Mich. Their 
catalog describes twenty styles of fire 
pots and forty-six styles of torches. Users 
of gasoline fires should have this catalog, 
which we understand will be sent free to 
any of our readers who mention THE 
PLUMBERS’ TRADE JOURNAL. Among the 
many torches shown we note the No. 32, 
which we illustrate here. The makers 
have the following to say of it: 

This torch was designed for the use of 
mechanics who desired a powerful burner 
capable of doing heavy work out of doors 
in cold or windy weather. A glance at 
the generator will show that it has great 
generating power, and it will produce a 
clear, blue, intensely hot flame, which is 
under perfect control of the operator, and 
is economical. in the use of gasoline; in 
fact, will soon save its cost in the saving 
of gasoline alone. A hook and support 
are provided so that soldering coppers 
may be heated when desired. The tank 
is quart size, drawn out of heavy brass, 
free from seams, and all fittings are 
heavy. Reinforcements are used to make 
an extra strong tank. A brass air pump 
of the latest design screws into the tank 
and is submerged in gasoline, which aids 
in keeping it cool and also. protects it 
from injury. A careful inspection will 
convince you that only the best work- 
manship and materials have been used. 
It is supplied in polished brass or nickel 
plated, as desired. 

Like everything made by Clayton & 


Cabinet Given Free to the Supply Trade. 


tractive addition to the plumbing sup- 
plies library of catalogs. We would sug- 
gest every jobbing house writing to Wells 


Send Name and Address to Wells Bros’ Co 


, Greenfield, Mass. 


Lambert Mfg. Co., this torch is sold under 
guarantee “your money back if you are 
not pleased.” Send for particulars. 


A CURE FOR FROZEN PIPE; 

The idea of thawing frozen water Bipes 
by means of electricity has been tried ip 
quite a few cities during the recent cold 
snap, when so many service and feed 
pipes were frozen by reason of the frost 
getting down to the city mains. The ex. 
periments have proven so successful that 
Hamilton, Ont. (Canada), city officials 
decided to adopt the same method. 

The current used for thawing the fro- 
zen service pipes is taken from the Cata- 
ract Company’s 2,400-volt overhead cir- 
cuits. By means of transformers it ig re: 
duced to 50 volts and is lowered a sec: 
ond time with the aid of a rheostat, the 
final voltage being dependent on the 
length and section of the pipe to be 
thawed, as well as on the amount of 
current which it is desired to send 
through the pipe. A total capacity of 
280 amperes was provided for, but up to 
the present 200 amperes or less have suf- 
ficed to thaw out the frozen pipe. The 
circuit is made by conections at each 
end of the frozen pipe. In most cases 
a wire is inserted in the main tap in 
the house, and another in the street hy- 
drant. 

The average length of time required to 
start a circulation of water once the nec- 
essary connections are made has been 
found to be a little under ten minutes. 
Most of the time is expended in getting 
from place to place and making connec- 
tions to the overhead circuits and to the 
pipes. The whole apparatus is mounted 
on a one-horse sleigh, and is in charge 
of an experienced lineman. 

When two affected houses are close to- 
gether one wire is connected to the water 
tap in each, and both are relieved at one 
operation. : 

2 


“OF SPECIAL IN TEREST 
TO YOU’’ : 


The Hains, Jones & Cadbury Con, of 
1130 Ridge avenue, Philadelphia, sends 
us a copy of their very attractive leaflet 
which they are sending to the trade, ‘It 
calls attention to their low priced poree- 
lain enameled tub which will enable the 
plumber to meet all competition on — “de. 
pendability and cost. It gives a good 
argument and one that every plumber 
should consider. Particulars will be sent 
upon application to the above-mentioned 
firm. 2 


SANITARY SPECIALTY MFG. 
CO.’S SUPPLEMENT TO 
CATALOG ‘‘C’’ 


The Sanitary Specialty Mfg. Co., of 55- 
57 N. Clinton street, and 24-30 Milwaukee 
avenue, Chicago, have issued a supplement 
to their Catalog “C,’ containing some 
valuable information to the plumber. A 
number of the up-to-date closets carried 
by this company are shown in the supple 
ment connected with the Nethery Hydrau- 
lic Flush Valves, among which may be 
mentioned the “Oceanica,” “Oleta,” and 
“Oroma.” Some of their one-piece lava 
tories are also displayed, showing a num 
ber of new designs. | 

The supplement has some valuable 
tables on pages 11, 12, 13 and 14, which 
the plumber will find to be of ereamy ‘” 
sistance in his work. 

If you already have Catalog “C” you 
will want the supplement. If you have 
not the catalog send for it, and you will 
receive it together with the supplement. 


a 
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Manufacturers 
of Patent 


D. SAUNDERS’ SONS, 


STOGKS and DIES. gees 
TTING OFF att ese tools are 
Sees re 74 06 in. ole aaiey of ie bain and Finish en 


PIPE THREADING MACHINES 
¥ to 18 in.. Hand or Power. Send for Catalogue tc 
32 ATHERTON STREET., - - ° é 


A man with a Reed Standard Pipe Wrench will often screw a 
pipe into place while another man equally as good is adjusting 
a chain wrench, or one that requires adjustment in place. This 
wrench adjusts itself instantly to all sizes of pipe within iis 
capacity, gripping it firmly with the slightest downward pressure 
on the handle. It never slips. The harder you press down the 
tighter it grips, while the slightest upward pressure on the handle 
instantly releases it. The action of the jaws is a perfect ratchet, 
each grip being firm and secure. Send for our catalogue “P” of 
Plumbers’ and Steamfitters’ Tools. 


Reed Manufacturing Co., Erie, Pa. 


Will Please Mention 
This Journal when 


Subscribers 


Specialties 
of the 


TRIMONT MFG. CO., 


ROXBURY, MASS. 


Have all the 
good points. 


QUALITY GUARANTEED. 


YONKERS, N. Y. 


Writing to Advertisers 


JARECKI MFG. CO., 


ERIE, PA. 
BRASS WORK ror STEAM, GAS, 
WATER anp OIL. 


MALLEABLE anp GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS. 


ta Pipe Threading and Cutting Tools. Write 

for catalogues showing the most complete 
line of 14 inch to 16 inches for Hand, Belt, 
Engine, and with Electric Motor Attach- 
ment. We can furnish Bolt Threading 
- - Attachment for these 
r) machines. 


ERI£ 
MALLEABLE 
Unions. 


Copper Packing 


ERI£ PIPE 
y HANGERS, 


Best Made. 


ohe WRENCH 


FOR NICHEL - PLATED PIPE 


TE WARNOCK 


PAT. JUNESS)19G0; i 


“THOUSANDS IN USE”’ 


WARNOCK 


A cinch for polished work 
everywhere. Try one. 


ASH YOUR DEALER 


Warnock Manufacturing Co., 


WORCESTER, MASS. 


ARMSTRONG’S TOOLS, 


Genuine Armstrong Stocks and Dies, 
Pipe Wrenches, Pipe Cutters, Clamp 
Dogs, Vises, Etc. Pipe Threading and 
Cutting Off Machines for Hand or 
Power. 


Catalogue on Request. 


THE ARMSTRONG MFG. Co., 


New York Office, 139 Centre St. Bridgeport, Conn. 


When one man can do as much as 
four, there’s a saving somewhere— 


wi THE FORBES PATENT 
—— DIE STOCK 


one man can cut and thread any size 
pipe up to 12 inches—and do it quick. 


WRITE FOR CATALOG. 


ThE CURTIS & CURTIS CO., 


65 Garden Street, BRIDGEPORT, CONN. 


Excelsior Straightway Back Pressure Valve 


is simple in construction and well made. Being fitted with the 
Jenkins Disc, it is noiseless and never sticks. Gives long ser 
vice, and can be relied upon at all times. Can be quickly thrown 
in and out of use without taking valve apart. . It offers no re- 
sistance to the steam when wide open. 


JENKINS BROS., New York, Boston, Philadelphia, Chicago, London, 
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Don’t Forget 


to tell 


that you saw their 


Advertisers 
Advertisement in 
THE PLUMBERS’ 
TRADE JOURNAL 
when writing them. 


Excessive Pressure 


You can control 
with the Reliable 
Water Pressure Reg- 
ulator, and wien 
you do this, all your 
troubles of water 
hammer,  bursted 
pipes, leaky faucets 
and valves areat an 
end. 


Descriptive  Cir- 
cular for the asking. 


C. Aneshaensel & Co., 


Indianapolis, Ind. 


UR NEW BINDER. A serviceable and ] 


be HABEAS os Ra ES 
handy arrangement for holding THE 
PLUMBERS’ TRADE JOURNAL, Will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 


35 cents. 
—____{ ] RHOADS-WILLIAMS 
oa AUTOMATIC RAW 
SEWAGE SIPHON 
For Sewage Disposal. 
= S 3 Send 
7 ; f for 
Tan a de- 
st |e ake 
liga Oe sy a catalog 
=~ -H_—NY and 
Seer eintons 


Automatic sewage siphons mation 


to handle sewage not acces: \ 
sible to public sewers. 


QUINCY, ILL. 


REVISEDANDENLARGED 
TOWERS 
PLUMBERS’ MANUAL_AND 
TEXT BOOK. 


Elementary and condensed articles on metals’ 
solder, water and its distribution, pumps, hydraulic 
rams, meters, boilers, filtration, electrolysis, friction. 

Drainage, houseandsubsoil. Traps and siphonage. 
Ventilation as applied to plumbing. Fixtures: Proper 
and desirable material for their construction and 
installation. 


Miscellan¢ous Matter, Rules, Ete. 


Plumbers’ dictionary, very convenient. Questions 
and answers suitable for Plumbers License Examina- 
tions. All in compact form. Size 4x6 inches. A 
helpful, reliable and convenient reference book for 
plumbers and apprentices. 


PRICE $1.00 POSTPAID, TO ANY ADDRESS. 
No C. O. D. Orders. 
Address, Plumbers’ Trade Journal) 

Publishing Company, 
61 Beekman St, NEW YORK. 


The Gas Fitters’ Question Book, with Answers 


A book on practical information specially prepared to enable 


any practical gas fitter to answer all manner of questions ap- 


plying to his profession. 


A valuable little book of questions 


and answers and tables that will be found of great advantage. 


Well illustrated. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE OF $1.36. 


THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


Hendrick’s Commercial Register of the 
United States for Buyer and Seller 


Especially devoted to the interests of the architectural, mechanical, 


engineering, plumbing and heatiug 


industries. 


A complete and reliable anual index, containing 350,000 names, 


addresses and business classirications. 


Indispensable as a buyers’ reference for the architect, contractor, 


manufacturer, jobber and retailer. 


1903 Edition for the Year beginning November 1, 1903. Price $6.00. 


THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


“Nothing Succeeds like Success’’ 


as hundreds of plumbers will 


SUCCESS 


Equipped with twoCar: 
borundum Wheels and 
complete polishing out- 
fit, of felt 
wheel coated for use, 
and cloth buffers with 


consisting 


the necessary polishinz 
compound for plumbers 
to polish up rough or 
finished brass. @ @ 


testify to who have used our 


GRINDER 


We ship the machine 
free for1iO daystrial. If 
satisfactory, send us 
$9.00, or if not satisfac: 
tory, ship the machine 
backtous atour expense 

There is not a plumber 
in the United States that 
can afford to be without 


it wvvwwvwvww 


This machine is not a TOY. Cuts the hardest file steel as if it was soft metal. 


LUTHER BROS. CO. 


NORTH MILWAUKEE, WIS. 


SUBSCRIBERS 


Will Please Mention 


This Journal when 
writing to Advertisers 


Books en Plumbing, Heating 
Lighting and Ventilation 


¢ 

To anyone sending one new subscriber to TH 
PLUMBHRS’ TRADE JOURNAL, we will 
with our compliments, any one of the 60c. books 
named below. 

For two new subscribers, we will give either ¢; 
the following books: ‘‘Kitchen Boiler Counections: 
Hot Water Supply,” by Dye; or ‘‘Plumbers’ Text 
Book,’’ by Tower. 

For three new subscribers, we will give either of 
the following books: ‘‘Lawler’s Hot Water Heat. 
ing, Steam and Gas Fitting,” “ST | 


For four new subscribers, we will give either of 
the following books: ‘Steam Heating for Buila- 
ings,’’? ‘“‘Steam Heating Problems,” or ‘American 
Plumbing Practice.’’ 

All new subscriptions must be sent by a paid up 
subscriber to entitle sender to any of above 
premiums. 

Acetylene—The principle of its Generation and 

TSO cu o's « osi0 n'o je aieye, 4) lee jets eteyene eee ++» -$2.00 
Acetylene Gas—Its Nature, Properties and 

Uses, by G. F. Thompson...................$1.50 
American Steam and Hot Water Heating 

Practice; 585 illustrationS..........sseees0. 3.00 
American Plumbing Practice........... 
C. S. Mersick’s Estimating Book....... 
Contract and Estimate Record Book, by B. H. 

JOSSUP:\ereic.s elo sicteminte oo) oleae o-416a)pre/ereee + 1.50 
Dean’s System of Greenhouse Heating, by M. 

Dean .cccecccccscsas ewe slacsles s/n tenn - 2.00 
Drainage and Plumbing, by N. R. Maguire.... 4.80 
Estimate Books for Plumbers and Heating 

Men, by B. H. Jessup; 200 pages..... 
Examination Charts. For Boards of Health 

and Plumbing Examiners. Price per set, in- 

cluding key to each chart..... «ornate pant -. 5.00 
External Plumbing Work, by John W. Hart... 3.00 
Hendrick’s Directory, 1903 and 1904 edition, 

containing a complete list of the manufac- 

turers of plumbing, heating and lighting 
goods. Also a list of plumbers, steam and 

gas fitters in the United States............. 6.06 
Heating and Ventilating Buildings, by Car- 

DONCER” Wiclsiciesis'oatelerele aumiete . eeeeeee 
Heating and Ventilation, Tables and Formu- 

las. By F, Schumann...... a 60 2:0:6 4/0 le etaiateln aie 
Hood on Warming Buildings, by F. Dye...... 6.00 
Hot Water Circulation, by R. M. Starbuck... 8 
Hot Water Supply, by F. Dye.....c..scceeess 
Kitcher Boiler and Water Pipes, by H. Grim- 

SLAW 5s. sue slam ere eee oo 0 0 0 0 'W aarelale 6 ale sateen 
Kitchen Boiler Connections..........ssee+s-++ 1.00 
Lawler’s American Sanitary Plumbing (revised 

second edition) for plumbers....... peste . 2.00 
Lawler’s Hot Water Heating, Steam and Gas 

Fitting  .....000000 000s .6 019 «sels ace = cette 
Lead Burning by the Autogenious Process.... 1.00 
Lectures to Plumbers, by J. W. Clarke..... wee 8.00 
Lighting by Acetylene Gas, Electric Furnace, 

Generators and Burners, by W. BH. Gibbs, 

Mis) Bae csiiss svevesevetoim erokalete kann oigave meee o's bcea Se 
Mechanics’ Companion, by J. M. Scribner..... 1.50 
Modern Sanitary Appliances, by Colyer...... . 2.00 
Modern Sanitary Plumbing, by James J. Law- 

VOM c.ersicics siacovele sinje)sieiajsjelslefoneiereaene Broana: 
Modern Methods of Sewage Disposal, by Geo. 

Bo Waring. Jrisdeve ste s: @ bie o. dteele.e/eletalets eeetotea 2.00 
Modera Plumbing, by R. M. Starbuck; illus- 

Crate oo os. sca saicie'c 0 o:cccievereielninieatane lettin aati 
Plumbers’ Text Book, 300 questions and an- 


swers, by Frank Tower......... eykc ore(d etalenate Pre se) 
Plumbing, House Drainage, by W. P. Buchan, 1.75 
Plumbing, by S. S. Hellyer.............:; Prine 3.) 
Practical Gas Fitting..<..... «ces scasispmisienin nn 
Practical Hygiene, by Currier..............+. . 1.50 
Practical Hints on Joint Wiping, for begin- 

ners in plumbing.....<. cscs ssc simaaeee sxe ee 
Sanitary Engineering of Buildings, by Ger- 

hard. Vol. -I3, cloths. cs:c:c7 israel 5.00 
Sanitary House Drainage; Its Principles and 

Practice, by T. E, Coleman........... ee 
S. E. Hendrick’s Directory for Buyers and 

Sellers <oKtnic.- sorrel de jestione os evslaisieateate osise OOD 
Steam and Gas Fitters’ Price Book, by Brown 

& Green” Co. .)os..2 os sels eines coe sae eee F 
Steam Fitters’ Computation and Price Book, 

by Dean’ Se issecameaeeeceee 0 0 © sia sin eee 3 


Steam Heating for Buildings, by W. J. Bald- 
win 


ee 


Steam Heating Problems..............++00: Pe 0!) 
Steam and Hot Water Fitters’ Text Book, by 
Thomas B. MeNeill........... oie terete rie!) 
The Gas Fitters’ Question Book, With Answers, 
by Albert: Dunbar. .........c.0'e.siseie ene 1.35 
The Steam and Gas Fitters’ Price Book, by 
Brown & Greene Co............- POPE Oca 2 
The Turkish Bath, by R. O, Allsop........... 2 
The Plumber, by S. S, Hellyer...... ove! cinhevela- eal eam 


The Plumbers’ Trade Journal bound volumes 
for the years 1881 to 1904 inclusive, con- 
taining hundreds of sketches of plumbing and 
plumbing devices, practical letters, etc., 
Gachicsciespaios sonics aieie see eve3 wie laters oat tena 4.00 

Questions and Answers on the Practice and 
Theory of Sanitary Plumbing, by R. M. 
Starbuck ...... siaie,ds aieisie este ere sia /a cai iajece Sere 


ANY OF THE FOLLOWING BOOKS FOR 50c. 
Boilers, Incrustation and Corrosion, by F. J. Rowan. 
Domestic Electric Work, by W. R. Wittbecker. 
House Drainage and Sanitary Plumbing, by W. P. 

Gerhard. : 

Hydraulic Tables, by P. J. Flynn. 

Recent Practice in the Sanitary Drainage of Build- 
ings, by William Paul Gerhard. 

Sanitary Condition of Dwelling Houses, by Geo. EB. 

Waring. 

Sewer Gases, Nature and Origin, by De Varona. 

Sewerage and Sewage Purification, by M. N. Par- 
ker, Ph.B. 

The Treatment of Sewage, by Dr. C. M. Tidy. 

The Disposal of Household Waste, by W. Paul 

Gerhard. 2 By aoe 
Water and Water Supply, by W. H. Corfield. 

These books are for sale by THH PLUMBERS’ 
TRADE JOURNAL, P. 0. Box 715, New York City, 
and will be sent to any address on receipt of our 
list price. No books sent ©. O. D. While thes¢ 
books are thoroughly good and instructive reading, 
still we want it understood that we do not recom 
mend any special one. 


UR NEW BINDER. A serviceable and | 


handy arrangement for holding THE 
PLUMBERS’ TRADE JOURNAL, Will be sent 
FREE to any subscriber sending us a - 
new subscription, or sent post paid for ® 

35 cents. 


e 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 487 


on LE ae = <= Boston «= « 


HOT AIK PUMPING ENGINES 


For Domestic Water Supply 


Q: be operated by anyone. Perfectly safe, noiseless, L i | i LH Easy to Clear Out. Size 18X10. 


and always ready for service. Important improve- i = =f ; . e : 
ments patented and NOT FOUND IN ANY OTHER | Suitable for Kitchen Use. 


ENGINE. 
Compare the Denney Improved Ericsson Engine having 


double bearings and connections, heavy cast iron furnace | | i R. Estabrook’ Ss Son Ss, 


with the Old Style Machine with single bearings, spider 
like legs and cheap sheet iron furnace. Buy THE BEST. 


Manufacturers and Dealers in 


BUILT FOR YEARS BY ia Plumbers’ Supplies 


| IMP & MA ican Machin ; 
ial | ollie mato es in SI aha cay ie Cor. First and C Sts. SO. BOSTON, MASS. 
35 Dey Street, New York. 


There are only two Hot Air Pumping Engines 
which have s the test of time; they are the 


RIDER AND THE ERICSSON ENGINES. 


There is only one concern which has stood the 
test of time, and thatis: 


THE RIDER-ERICSSON ENGINE CO. 


Every improvement suggested by our wide ex- 
perience has been adopted. 
Send for catalogue “‘Bs”’ to nearest office. 


RIDER:ERICSSON ENGINE CO., 


38 Warren St., N. Y. 40 Dearborn St., Chicago. 
239 Franklin St. ., Boston. 40N., 7th St., Phila. 
692 Craig St., Montreal,P.Q.22 Pitt St. ‘Sidney,N.S.W. 
Teniente-Rey v1, Havana, ‘Cuba. 


We Manufacture a Complete 


Line of Drainage Fittings: 


Send for Catalogs. 


Ne Mechanical device to get out of order, out silmpe coLstrucu 4 

peoas Ll on a scientific principle. Its water seal cannot be broken by 8})- 
honage. It is Say i and will withstand long evaporation. 

We have examined, tested and used the 


thers S a Ming Trap é and find it ali you claim. Cir- 
Prices and Traps of Jobbers, or 


Broadway. cer Winth Street. WATERVLEIT. N. ¥ 


ZENITH 


Highest Price Gas Rangé 
Cheapest,Gas Range 
; Best Gas Range 


Patented January 13, 1903. 


The most perfect, durable and practical connection between the 
water closet and soil pipe, by its use making the cast-iron system of house 
drainage superior to all others, and dispensing with the LEAD BEND, a 
very weak and objectionable method, owing to its continuous expansion 
under the effects of temperature, its destruction by vermin, corrosion, eto. 

The FLEMING BEND being constructed of cast iron and brass, its 
durability is unquestionable. It is easily connected, making a perfect» 
sanitary connection between the water closet and soil pipe, without the 
use of lead bends, brass or lead ferrules. 


Rough in from 10 to 16 in. THE JOHN DAVIS COo., 


. Tapped pe sites 2 in. ates ie 
Height of bend to floor plates 
Floor-plate extension 21 in. CHICAGO, e e o ILLINOIS, 


New York Agent, Chas. G. Hewison, Room 520 Townsend Bullding, Broadway and 26th St. 


NOMY DIES 
STEEL OR IRON PIPE 
Have all the 
advantages of 
solid dies,cost 
no more, yet 
for gooa 


PERFECT 


Sewer Trap Mfg. Company, 


Owners of the 


LENHART PATENTS 


Running Trap 


reasons cut 
easier and 
wear longer. 


e>, Main Office, 


Fully 
Guaranteed. 


Send for Catalog and Price. sf Stocks and Die; 


F,E.WELLS @SONCO., 


Backwater and Sewer Gas. 12Ridell St. + Greenfield, Mass, 


RANGE AND OLOSET ~ 
WE WANT THE PLUMBERS’ TRADE 


Because they always Recommend the Best Goods in their line 


STEPHENSON MANUFACTURING CO., 


. A, 
‘ Send for oon hy ba bert " OE ep tented M sstsce this Paper. 


IXON’S Graphite Pipe Joint Compound will make tight 
joints that are easy to break, will wholly prevent rust and cost you, first and last, 
much less than red lead. 
Send for Booklet 99D and a sample. 
JOSEPH DIXON CRUCIBLE CO., - - Jersey City, N. J. 
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WASHINGTON, D.C. 


Ypposite U. S. Treasury, one block 
from the White House. Special 
rates for traveling men; hand- 
somely furnished and decorated; 


table best in the city, 


O. G. Staples, Proprietor. 


HOTEL STE. CLAIRE, 


DETROIT, 2 MICH, 


Absolutely fates: 
Fire-proof. EOL 
Plan 
Hot and | $2.50 and $2 
Cold Water } y per day. 
in Every Room. |msihein With Bath, 
$3.50. 


is the Best for Repairing 
PLUMBERS’ PORCELAIN WARE 
Price, 15 cents. 

Major’s 
Rubber Cement, 

Major’s 
Leather Cement, 
/ Same Price 

& wy Sold Everywhere 
Alphonse Major, Proprietor. 


NEW YORK CITY. 


. Milbradt’s Rolling 
Shelf Ladders 


4 are made to fit all kinds of high 
# shelvings. and are guaranteed to be 
satisfactory in every respect. Send 
for catalogue and prices. 


JOHN CALLANDER, 
146-148 E. 8th St., St. Paul, Mian 


GOULDS 


GUN METAL HYDRAULIC. 
TEST PUMP 


For Testing Boilers, Tanks, Pipes, Etc. 


All working parts 
are bronze. A very 
Strong, powerful 
pump. For 
use up to 
1,000 Ibs. 


per sq. ¥ ; 
inch. 


SEND FOR CATALOG 


The Goulds Mfg. Co. 


SENECA FALLS, N. Y. 
16 Murray Street, New York. 
22-24 N. Canal Street, Chicago. 


7 Plumbing Material 


Riggs House Sanitary Specialties 


/ The JAMES ROBERTSON MFG CO,, Baltimore, Md 


Clean Sweep Philosophy — 


“After all,” said an expert, “the many Traps 
offered are all good, but give me the Clean 
Sweep for an all around first class article for a 
lavatory fixture.” The candid opinion of an 
unbiased mind, 

Truth stands on its merits, falsehood often 
makes more noise but lacks the right ring, and 
therefore is easily detected. Keep to the right, 
use good goods, and in the end every plumber 
and architect, consumer as well, will be bene- 
fitted. The use of Clean Sweep Fuller Work 
also shows a discriminating sense of approval that 
go hand in hand with good business judgment. 
They are the kind that make no noise. 

Traps ae sold in England, Germany, Norway, 
Canada and United States. 


Detroit Sanitary Supply Co. 
Sole Manufacturers 
DP ELT RYOsel TM a sC Hee 


“Questions and Answers 


6TH EDITION NOW READY, 
Nearly Double the size of Previous Edition. New IJllustra- 
tions.. Much additional Information. FPrice, $1.00 postpaid. 


“R. M. STARBUCK & SON, ——- Hartford, Conn. 


“Tn all the land, range up, range down, 
Is there ever a place so pleasant and sweet?” 


Wisls 
1000 
ISLANDS. 


There may be somewhere on the earth 
a more delightful region than that of 
the Thousand Islands, but if there is. it 
has not been discovered. It is as fine 
as the Bay of Naples, with no danger 
of being buried in hot ashes. There 
are 2,000 picturesque islands scattered 
along the twenty-five miles of one of 
the most beautiful rivers in the world. 
You can find out a great deal regarding 
it in No. 10 of the ‘‘Four-Track Series,”’ 

: “The Thousand Islands” of the St. 
Lawrence River issued by the 


NEW YORK CENTRAL 


A copy will be mailed free on receipt of a two-cent stamp, by 
George H. Daniels, General Passenger Agent, Grand Central 
Station, New York. 


onthe Practice and Theory 
of Sanitary Plumbing’’ 


Locations for Industries | | 


Erie Railroad—New York to Chicago 
INDUSTRIAL DEPARTMENT 


For information address 

LUIS JACKSON, se 
Industrial Commissioner, Erie Railroad Company 
21 Cortlandt Street, New York. 


THE WAYNE 
WATER HEATER| 


Is the f Also 
Heater euag «Uses 

You Natural — 
Want and 

For pe Artificial 
Gasoline! Gas. 
Success- 

fully 

Tried 
and Easily 


Easily 
Connected, 


A Tested A : Operated. 


Under ay 
All : Easily 


Conditions. . Bought, 


ALBERT ROLF, . 
1026-28 Broadway . FT. WAYNE. IND- 


Atlantic City 


Three Hours 


from 


New York 


VIA 


New Jersey 
Central 


Solid Vestibule Equipment. 
Buffet Parlor Cars. 


Trains aT - - 9:40A. M.—3:40 P. M, 
Sunpays, 9:40 A. M. 


STATIONS: 
Ft. Liberty St., N. R. & South Ferry 


//lus‘r.ted book on application. 
C. M. BURT, General Pass. Agt., N. Y. 


The magnificent through train 
service maintained by the 


“Bic Fou “a 


In connection with the 


New York Central, Boston & Albany 
and Chesapeake & Ohio Ry’s, 


includes Buffet Parlor, Cafe-Library, 
Dining and Observation Cars, an 
Pullman Sleepers 
TO 
Mountains, 
Lakes, oan 
ins West 
ei 
* Nerth. 
Write for rates and felders. 


Warren J. Lynch, ®. P. Deppe, 
Gen’! Pass, &Tkt. Agt. Asst. Gen’l P. &T.A: 
@menmari, Onto. 


SEWER GAS AND BACK WATER 
VALVE AND CLEANOUT 


A Perfect Seal Against Sewer Gas, Back Water 


WX ailicated Te Cament for connecting Bell and 

2 Spigot Cast-Iron Soil Pipe in place of Lead. 
and Vermin Jointsare easily and quickly made. 

HE concave-convex form & Sold in 5, 10 and 25 pound red labeled tins, 


- of the brass clapper, and é ts F =—— 
the manner of seating and supporting it, Ca I _ ; | aT ih 


are important features not found in any 2 E ; kp f 
other back water valve. “ARK 


‘The oscillating clapper makes it self-clean- will repair leaky boilers, piping, etc. It will 


ing and renders it impossible for anything praia fire, Nese steam and Sie rae 
to find lodgment either on clapper or seat. : Sos 73 Sein e aE oa fe i e e sii ° 

Without the clapper it makes one of the “ Sibealgent he 10 an pound blue 
most perfect cleanouts now on the market. Write for prices. 


SMITH & ANTHONY CO., Boston, Mass., U.S. A. SMOOTH-ON MFG. CO., 


STAMBACH @® LOVE, 5O<e52 North Seventh Street, 672-674 COMMUNIPAW AVE., JERSEY CITY, N. J. 
Selling Agents for Philadephia and Vicinity Shieago Office, ° - ° 61 &. Jefferson St., Chleage, Ul. 


Every Master Plumber 
SHOULD HANDLE THE 


PADDOCK WATER FILTER 


Champion HOT WATER 


Combination HEATERS 
THIS HEATER IS MADE FOR USE IN BARBER SHOPS 


RING 

It is efficient. It is durable. SECTION 

It is compact. It is non-rustable. 

It has a large cone-shaped heating surface and Two or 
the heating cone can be easily taken apart for more can 
the removal of scale and other deposit. be used 

WRITE FOR A CIRCULAR AND DISCOUNT. for large 
capacity. 


i, The RANSOM & RANDOLPH CO., re 
515 Jefferson St., TOLEDO, O. 


SECTION 


Can be 
usedalone 
or with 
one or 
more rings 
for large 
capacity. 


The ADAM 
INSTANTANEOUS 
WATER HEATER 


SOLD ONLY TO THE TRADE 
MANUFACTURED BY 
W. J. ADAM, 


JOLIET, ILLS. 
Send for Latest Catalogue 


WE MAKE A SPECIAL 


FITTER FOR CLAY WATERS. 


They fit any furnace and will heat 
portions of the building where hot air 
will not flow. 


Made from 50 to 700 ft. capacity. 
Write-for Prices and Descriptive Pamphlet. 
FRANK D. STOLZ, 


‘156 Webster Ave., ° Chicago. 


Itis designed to be placed in the basement 
to filter the entire supply for any size 
building, steam boilers, etc. 


THE PADDOCK WATER FILTER CO. 


330 Vermont St., Buffalo, N,Y. 
— 


AUTOMATIG GELLAR DRAINER 


Urinals, Water Closets, Platforms, Base. 
S] ate NEW YORK SLATE WORKS, 


493 E. 138th St., New York. 


waren suercy | ; Will automatically force out water 
GIRECT MAIN &P 


from any source in Cellars, Wheel- 
pits, Foundations, Ditches, Pit Exca- 


vations and other places. Ohe paws 
: conan oman gt a ee s ae 
es LIAN D’ESTE COMPANY,|] 7] ALWAys || DEPARTMENT 
oF 24 Canal St., BOSTON, MASS. of UL AN a Aree Ae OF BUILDINGS 
A \) i. NEVER OF GREATER 
MINERAL WOOL| \ / ff | 2éH3 |e 


et eect wae Pine superie © anything aa THE HART-AYERS || FOR SALE BY 


UNITED STATES MINERAL WOOL CO., i PBN Uta fe DEALERS: ONL: 


143 Liberty Street, New York. Ri | BROOKLYN, N.Y. 


C. & D. TANKS AND. SEATS 


IN 
CAST IRON AND COPPER LINED 


TOOLS AND SUPPLIES FOR S/ i . Over Head Tubular and Plain Showers, 


Baths, Steel Copper Lined, Enameline, 
White Metal and Solid Copper. 


Plumbers, Gas~:Steam Fitters {| | WARY HANUPACTERED 3 


COYNE & DELANY, 


303-309 Rodney Street, Brooklyn, N. Y.¢ 
Priceson Request. oe e Telephone 878 Williamsburg. 


96 St. Peter Street, QUEBEC, CANADA 


Vy Ee Re ORE SE ea rg a eT 


apn 


Ibs 
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THE PAYNE 
FROST PROOF CLOSETS 


| Adapted for Cellar and Yard Installation 


Lawson’s Gas Water 
With Thermostatic Valve 


is the most economical and up-to-d; 
_ device on the market for furnish 


| We build 


it for you. LAWSON MANUFACTURID 
222 E. Eighth Ave., | HOMESTEAD, 
Ready to set a ee = 
on trap. ° ae 
fs Extra Heavy Rough Brass Unions” 
It cannot Special Finished Brass Work to Order. * a 
be botched. Brass Castings for All Purposes. a 


NOLTE BRASS CO,, 7°. Jsferon Sto 


Requires SPRINGFIELD, O. 


NO PIT. 


Cannot be- 
come air 
bound. 


1812 SOLDER SECRETS 


It’s an open secret that nine times out of ten, solder branded half and ha 
the assayer’s test. The buyer can be sure he is getting his money's worth only 
which is expensive; or by depending upon the maker's word. 3 

Our solder branded “lg & 14 ’is half new tin and half new lead; nomore, no less, (¢ 
brands are exactly what we say they are. a 


Combination No. 3 


Prices Right Your Guarantee—Our reputation for straightforward dealing covering 
: Our Brands are: WARRANTED BRUCE & COOK % & 3; No 
& COOK, a little cheaper in price, but excellent quality for general us: 3 
Get Our WIPING, which we think a perfect plumber’s solder, though some say i 
Descriptive more lead; REFINED METAL, a cheaper solder, but one that will do good 
Circular. BRUCE & COOK, 190 Water Street, New 


4 


WRITE FOR PRICES AND DISCOUNTS 
Pittsburg Brass Mfg. Co., 


—MANUFACTURERS - 


Penn Ave. & 32d St., - PITTSBURG, PA. Cembination No. 1 Ce llar Drainer | 


Manufacturers of 


High Grade Closet 
Combinations 


(Prices on Application) 


FERGUSON SUPPLY COMPANY, Ltd., | 


-- SUCCESSORS TO OPERATED BY WATER OR STEAM PRES 


dal bates eigen ore pcre at IT IS THE BEST; THEREFORE THE CHEAPEST, It is used 


GRAND RAPIDS, - - - MICH. cipal and U. S. Government Departments, endorsed by leading sani 


and is guaranteed to do what is claimed for itt SOLD TO THE TRA 
Manufacturers and Jobbers of Hign Grade Write for Circular and testimonials. 


Plumbing and Heating Supplies. PHILIP BRAENDER, ~ 47 W. 125th St, Ne 


W.N, McKenna, 73 Chestnut Street, Boston, M 
J. £E. Douglass, 40 Dearborn Street, Chicago, Iil 


THE BRAENDER AUTOMATIC 


ddld JOUVHOSIC 


a 


SALES AGENTS { 


= 


NOW is the TIM 


Sep ESP SINKS y 


cy Plain: Painted (inside and out) 
“S zB Galvanized; 
f) Blue Enameled: Agate (Enamel- ||é 


ed Gray): Crystal (Enameled 
Light Gray: White (Enameled 
blue outside). 4 
ComEination Overflow, 
_ Overflow Protector, 
Strainer Outlet, 
F Plug Outlet 
Air Chambers in Sink Backs 


PLUMBERS’ TRADE JOURNAL 
LALANCE & GROSJEAN MFG.CO. ; 


NEW YORK, CHICAGO, BOSTON. + installed. Requires no pit. 


a good strong flush, Operati 
is perfect. It is the closet th 
the customer wants. 


Write for Prices and Ca 
PHILIP HAAS 
MANUFACTURER and PATENT 
28 South Jefferson St. _ ; 


Supplies 
an : 
Lead Pipe. 


tee 


unt Profits 


< by your list of satisficd fj 
; Ash customers. Paying 
‘Y patronage is not easily 
lost when best materials 

” are used. 


& HARLIN MANUFACTUTING Co., 


iid ah ahead 


Manufacturers ef 
Brass and Iron Goods, 
For Steam, Water and Gas. 


Wisconsin Wrought Iron and Steel Pipe, 
Graphite Plumbers’ and Gas Fitters’ Supplies. 
i ae Se Factory, PATERSON, N J. 


56 & GO JOHN STREET, . NEW YORK. 


stays where put. Heals 


JOHN MADDOCK. 
tw THOMAS MADDOCK, 


ALEXANDER H. MADDOCK, 
WILLIAM B. MADDOCKE, 


& SONS, 
- TRENTON, N. Jd. 
Manufacturers of 
Steamship, Car Builders’ and Plumbers’ Earthenware. 
Sanitary Specialties of Every Description. 


| a SS 4 


JOHN MADDOCK 


ITE COMPANY, 
WISCONSIN GRAPH COALPORT. ‘ 


PITTSBURG, PA. 


Profitable Patent and Trade-Mark for Sale. 


PaTENTED 1896 CopyYRIGHTED 1897, 
Patent ALLowep OcToser, 1903. 


Fits any Basin, and 
has never been 
equaled in simplic- 
ity and selling 
features. 


A simple turning 
handle on the slab 
moves the slide G 
against and under 
the cone Fof basket 
E to open the stop- 
per D. 


The basket pre- 
vents loss of rings 
or jewels, is instant- 
ly cleaned, and re- 
moval of stopper D 
andbasket E with the 
slide G moved back, affords a clear pas- 
sage and clean sweep down to the trap. 

Thousands in successful operation, 
and endorsed by many leading Plumbers. 

The Patent, Trade-mark and every 
thing pertaining to it will be sold with- 


vii 


o4e Rex Basin 2.1 Bath Waste 


out reserve. 
FOR PARTICUI ARS ADDRESS 
Ss. W. LEWIS, 
51 ELDERT ST., BROOKLYN, N. Y. 


We make six dif- 
rent styles of traps. 
ll fittings are of 
ist brass. No stamp- 
ig or bent tubes 
sed. 


The Ellis Automatic Cellar Drainer | 


OPERATED BY STEAM OR WATER PRESSURE, 


HESE machines are superior to all 
other Drainers on the market 
owing to their simplicity of construc- 


PLUMBERS WANTED 
To Use Allbe’s Wiping Cloths 


_ A. B. Cc. 
Herring Bone. Moleskin. Common Tick. 


he CLIMAX tion, capacity, and ability to perform $14x3 and Smaller. 
is best. the duty required, Do not require -15 BgxBig to yer -10 
Manufactured by Strainers; have an indirect action per- “25 15 


In ordering state size of wiping edge first. 
U. S. stamps taken. Of your jobber or 
direct from 
CHAS. A. ALLBE, 
S53 Stebbins St. SPRINGFIELD. MASS, 


UR NEW BINDER. A serviceable and 
handy arrangement for holding TE 
PLUMBERS’ TRADE JOURNAL, Will be sent 


FREE to any subscriber sending us a 
new subscription, or sent post paid for e 
35 cents. 


THE CLIMAX 

PECIALTY CO. 
Seneea Falls, N.Y. 

The largest manu- 
xoturers of plumb- 
‘*s' specialties in the 
‘orl 


mitting the Drainer always to be on at 
full pressure or entirely closed; can be 
adjusted to any desired point. Prices 
on application. 


PATENTED AUGUST, 1901. FOR SALE BY 


THE ELLIS COMPANY, 2156 West 23d St., New York City, 


UR NEW BIND 


. bandy arrangement for holding Tue 

Prompers’ TRADE JOURNAL, will be sent 

FREE to any subsoriber sending us a 
new subscription, or sent post paid for ® 
% cents. 


ER. A serviceable and f 


Wecan handle anything 
in the 


The Koven Galvanized : : 
Iron’? RangeBoilers, Tanks Bie Otis lee aie, 


Brorides. with’ colis, We are Sole Manufacturers Electrical Lines 
and Selling Agents of the 
"H. S. Renton” FLOOR FLANGE 
and ASBESTO-GRAPHITE GAS- 
KET. (Patented.) Solid, Sub- 


stantial. Sanitary. Approved 


for heating water by 


Having acquaintance with the railroads 
and manufactures of agricultural im- 
plements. We wantto get hold of a 
good steel and wrought iron pipe ac- 
count. We have the influence and 
facilities for conducting an immense 
supply business, and desire to hear 
from any one interested sufficiently 
along. the lines we have spoken, to 
have us represent them in territory 
from Chicago West. 


steam, Expansion 
t Tanks, Heavy Sheet 
Iron and Plate Steel 


Work for all 


Shove it over 
Closet Spud 


pur- 
by the Building Departments 
of New York City and Brook 


lyn. 


we poses. 


L. O. KOVEN & BRO., 
Offices go Cliff St,, New York. 


SLANTING PIPE AND == 
e GASKET HOLDER, = 


SRENTON PAT'D DEC. 29, 1903 
a 


ADDRESS 
GD ee. Oe 


Care of The Plumbers’ Trade Journal, 


W.R. OSTRANDER & CO., 


22 Dey St., NEW YORK. 


Manufacturers of 
all kinds 


Fits any Closet 


FEF. N. Du Bois © Co., 


Plumbers’ Supplies, Speaking 
243-245 Ninth Ave., Cor. 25thSt. NEW YORK Tube and 
Fiectric 
Supplies. 
Factory: 


NATER MOTORS FOR ALL KINDS OF POWER, } 4 
1433 DeKalb Ave. GROOKLY® 


a 
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Monument Pottery Co., Fe Wolf Manufacturing Co., 
Trenton, N. Ve (Established 1855.) a 
U.S. A. 


KEK 


MANUFACTURERS OF & t 
Plumbing Goods . 
Of Every Description “2 
Chicago, Illinois, U. S. A. 


Manufacturers of Monument Porcelain. 


KEOX 


(Bah Tubs, Lavatories, Kitchen Sinks, Drinking Foun- Wolff's 
tains, Etc. Also Monument Solid Porcelain Special ‘6S a r’? 
Fixtures for Hospitals, Government Barracks, Etc. 

Special designs made to order. We have ready for Pattern 
distribution Catalogue A, which we would be pleased 
to send upon receipt of application. In this catalogue 


we illustrate a complete line of goods as manufactured 
by us. Address all communications to 


F-3500—(Stop and Waste) 


The above is a new design (Patent applied for) heavy Stop and Waste Cock—not Fe 
in our “F’’ catalogue—made of absolutely new metal, perfectly ground and A 
of the best workmanship throughout. a 


SEND FOR ILLUSTRATED PRICE LIST 


Monument Pottery Co., 


TRENTON, N. J. 


A Strong Line © tne Plumber 
Extra Quality. 
GASKETS 


Season 1903-1904 
GAS NOVELTIES 


MANUPACTURED BY i 
THE CAS TIP & SELF LIGHTER COMPANY. 


Our $3.00 sample lot will be forwarded, upon receipt of price, 03 2 
any dealer or agent for gas burning noveltiés, This charge only 
partially covers the cost of manufacture. Express prepaid. 


THE LIST INCLUDES: 


Self-Lighting Torch for Burners and Stoves 
Self-Lighting Cap and Mantle 

Self-Lighting No Match Burner 

Gas Governor Checks for Stoves and Ranges 
Gregory’s Governor Burners, 2, 3, 4, 5 and 6 ft. 
Aluminum Tips with gas checks 
Aluminum Tips, assorted sizes a 
One Pocket Gas Stove. One Red Hot Disc Heater a 
One “Solid Comfort” Light and Heat Radiator __ 
One New York Gas Lamp with 100C.P.41- 2 inch Me 


Wholesale jobbing prices will accompany samples. Our new ia 
Une of novellies is, without question, the best selling articles ever ta 
offered to the public. Send for Catalogue. ees 


uy = ul! 
tg am 


WE WILL GLADLY SEND SAMPLES ON REQUEST 


MORGAN @® WRIGHT, 
CHICAGO. 


NEW YORK, DAYTON, ST. LOUIS, SAN FRANCISCO. 


Address all orders to 


THE CAS TIP & SELF LIGHTER Co. 


¥ 25 WEST BROADWAY, NEW YORK. 
G. H. Gregory, Manager. 


WRITE US FOR CATALOGUES AND DISCOUNTS: 5s 


We Want Agents to Sells: oe Filters, . : 


HYGEIA FILTER COMPANY, First and Larned Streets, Detroit, 


STEAM AND Hor W. WATER F FITTERS R REVIEW 


Copyright 1904 by J-M Heatberton, 10 cts. a copy $1.00 per year? 


VOR: IV, NO, 11, fi EN] 
MI -MONTHLY, 7 ae 


ae 


THE CENTRAL BRASS- MARUFACTURING, (°MFARY 


CLEVELAND-O 
Highest Grade Plumbers’ Brass Goods 


, Iron Body Composition Mounted Valves 
With Parallel Bronze Seats \ 
For Ordinary and Heavy Pressures. Guaranteed] pg ES opr = | fi er 
Selt-Packing Stem not to leak! (el ae = TH lyou of thes 
With or Without By-Pass at highest] ( garaa Une: = edie | Superiority 
‘ S 


pressure. ' 7 S ALL WY ORK TE 908 = 2 ijolver all 
WRITE FOR CATALOGUE AND PRICES E: Le 


THE ct ENCE ERG ae MFG. CO., 


61 Beekman 8&t. NEW YORK. 


saeeereeey 


Are You Having fe -—-— . What's the matter with 
Trouble | | | = a} 
oe Your | eerie a | = 3 0s THERE ALL RIGHT. 


7 a) j 
Full lo; 


$s : oy | i : Pe ALL THE WORLD’S FAIR BUILDINGS 

so oe << - | Sé ; z ais i Se are being equipped with them. 
TAULTLES: MADE BY 
Known and sold by every See 


MANUFACTURED BY 


J. J. RYAN @ CO., 
CHICAGO. 
New York Representative: 


1S poet eat yp ee Ns a ae Hose Carts, Reels 
THOS. H. HUTCHINSON, | GRAND RAPID: : : 
101 Beekman Street. ee 8 aia é — rs and Hump Racks. 


Who Marufacture all kinds of 


GRAVITY & PRESSURE Oe Uae [Standard Gas Fixture Co., ,%rc5 tgs ony, 


NEW YORK: CONTINENTAL EWEkL TH Meee ER MEER AND BLESSING PATENTS Staple Brass Gas Fixture Fittings, Brackets, Pendants, Etc. 
FOR BUILDINGS OF ALL KINDS REQUIRING CLEAR, BRIGHT AND PURE WATER. 


The New York Continental Jewell Filtration Co., General Contractors 


: (—-a ia 
15 BROAD ST., NEW YORK. 40 W. QUINCY ST., CHICAGO, ILL. va ‘3 NO ALUM 


BONE BLACK ONLY 


The Cummings Filter Co., 


Manufacturers of 


‘ OT WA LED “HEATERS. ill | Pure, Clear.and Soft Water for all Purposes. 
STEAM BOILERS,RADIATORS,| || | Glan @ Sige ee ey 


THEY GIVE_COMPLETE SATISFACTION ‘| lies) [ 8 Wood St., PITTSBURG, PA. 
Send for latest Catalogues S 


S A= mn Offices { 18 South 7th St., PHILADELPHIA, PA 
URNEY H ‘ ‘i Se = 4 )5 ’ TS ae 

mah toe Wl FIFTH AveNuUE, ere pMFG. Ore. = = p = = —— ‘ 024 East 20th St., NEW vORK CI K 
Ew YORK: BOs TOnL SS | Il ‘ 
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30 in. WIDE, 


THE BEST CHINA GLOSS ENAMEL 


FULLY GUARANTEED 


GET OUR PRICE—YOUR ORDER WILL FOLLOW 


; PHILADELPHIA 


No matter what the weather is, 
the ‘‘WINCHESTER’’ Heater is 


Always on Hand 


If your house was warm last 
winter there was a ‘‘WINCHES- 
TER’’ in the cellar. 


SMITH & THAYER CO. | 


BOSTON, MASS. 


NEW YORK OFFICE (Fuller Building.) 


Best Herringbone Ticking—16 ply—75cts. postpaid 
Best Moleskin-heavy-No Rough Edge—§$ 1 postpaid 


With eaeh order we send sample of our 


Special Wiping Cloth Preparation. 
Write for Catalog of our Publications, Tools, ete, 
R. M. STARBUCH, @ © Hartford, Conn. 


5 


WIPING 
CLOTHS 


~ ANY SIZE 


FITTINGS 


“THE OBERLE PIPE SUPPORT 
PAT, MAY 21. 1901 | Gives the Plumber F 


FOR SUPPORTING and Fitter a chance to 
DRAIN PIPES, use the waste wrought 
STEAM MAINS, and cast iron pipe. 

ETC. Can furnish fittin 


Catalogs and discounts © . for any desired pitch 
mailed. 


=a OE, . 0a. ACE, 
Drain Pipe with Oberle Support berle Fittings a 
J. F. OBERLE, Main Office, 780 Secend Avenue, NEW YORK 


Thos. Maddock’s Sons Co. 


TRENTON, i N. J. 


MANUFACTURERS OF 


CARITADY FADTHEAUADE 
ARANETA F Ra IW Wy AY { . 
JIMVEE TUN LVN GE GRIN TRIN 


(RAILWAY AND MARINE EARTHENWARE) 


WE MAKE A SPECIALTY OF CHINA TRIMMINGS FOR BRASS WORK. 


—- 


FARNAN works )“Sist"° 


EVERYTHINC IN per 
Stop AND WASTE Cocks 


PUT INTO THE WHITE HOUSE BY THE U. S. GOVERNME T, 


F. E. CUDELL’ 


S . 
Pat. SEWER-GAS and BAGK WATER TRAP 


Por Wash Bowls, Sinks, Batis and Wash Tubs. 
WEST CLEVELAND, - - - OHIO. 


Read and Ponder 


Then Use The 
Acme Roof Flange. 


No Lead Pot to carry on the roof, as it is complete in 
itself, wlth no joint to run and still makes a perfect 
metal connection the same as if poured. 

Over 200,000 now in use. 
WRITE FOR CATALOGUE, 


: ACME MANUFACTURING CoO,, 
W. Somerville, Mass. ) 


SEALS WITH C? 


P 
’$iS3S.— 


a 
ji CIACSS 
Manhattan Closet 
with 
INETRET Ea ieaya 
FLUSH VALVE 


Plate 2336—E 


ite ee 
Write fo 


lustrated 
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Rethery flush Valves 


TEE 


The highest Quality 
OF 


SANITARY 
PLUMBING 
APPLIANCES 
Are made by 


THE PECK BROS. & COMPANY, 


eo 


Boston 


New Haven, 
Conn. 


New York 


C-137 
Lead and Iron Stop and Waste, Nut and Washer 
Bottom, Tee or Lever handle, right or loft hand. 

No matter how little the customer may know about 
plumbing goods, he is usually too shrewd to go to the 
same plumber twice if his goods have given him trouble. 

Mueller Stop Cocks have the good features of con- 
struction and operation that insure the customer against 
annoyance. The plumber who uses them once ona 
customer’s work can depend upon his continued 
patronage. 


Mueller Stop Cocks have good castings, the machine work on them is first-class 
and the plugs are carefully ground into the body. 

Each Mueller Cock is given a working test with 200 pounds hydraulic pressure, and 
is unconditionally guaranteed. 


Mueller Stop Cocks can be seen on exhibition at 
the MUELLER EXHIBIT, on E Street, between 4th 
and 5th Streets, Palace of Manufactures, World’s 
Fair, St. Louis, April 30—December 1, 1904, 


°* AN ox waterless Te 


When you want THE BEST you want 


Monarch Cocks 
Monarch Bibbs 


MADE IN ALL STYLES AND SIZES. 
Ground Key-Compression-Fuller Work 


The Monarch Brass Co., 


CLEVELAND, 
OHIO-ae" 


REE EERE ES 


This Lavatory 


Dimensions 21 we ow 


can be furnished 
with 
brackets if de- 


by 19 inch. Large 


concealed 


CATALOGUE 

MAILED 

FROM 
NEW YORK 
OFFICE 
ON 
REQUEST. 


oval Basin with 


outlet at back 


sired. 


SSEESSERS 


PLATE 56 


Above illustration shows another of our superior “‘Sout-hern Beauty” one wo 


Piece, Porcelain Enameled Iron Lavat.ories with apron, deep roll recessed 


back, and Jarge shell pat.t-ern soap dish, cast. intergral. 


Write for new booklet showing our complete line of enameled iron ware. 


Ghe Cahill Iron Works, 
CHATTANOOGA, TENN. 


THOS. H. HUTCHINSON, 101 BeeKman St., 
NEW YORK REPRESENTATIVE 


NEW YORK OFFICE: 
St. James Building, B’way and 26th St. 


Triton Radiators 


One Column, 
Two Column, 


° Three Column, 
a Of) Four Column, 
Five Column, Window, 
Wall Radiator. 


Two Column, 
al a q a Two Column, Plain. 
@ 
Trito Three Column, Plain. 
Three Column, Direct-Indirect. 


Perfect. Pin Indirect, 


IN ALL HEIGHTS. CAN YOU BEAT THIS LINE? 


Manufactured by 


‘United States Radiator Co., 


DUNKIRK, N. Y. 


BRANCHES: 
NEW YORK—1519 Fuller Building. WASHINGTON—G68& Corcoran Bldg. 
MINNEAPOLIS—432 Guaranty Building. 


WAREHOUSES: 
JERSEY CITY, N.J. MINNEAPOLIS. MINN. 


in ordering Trenton Potteries Company’s goods. “They 
have the maker’s guarantee that T. P. Co.’s ware won’t 
craze—that the T, P. Co’s vitreous china is REAL vitre- 
ous—that the working qualities of T. P. Co’s closets and 
other fixtures are satisfactory—that every article made in 
any of the six potteries of this concern are in every re- 
spect exactly as represented. 
Are YOU on the safe side P 


Ideal Porcelain Bath—-MONARCH Pattern—No. 15C. 


Trenton Potteries Company, 


Trenton, N. J. | SELLS To JOBBERS EXCLUSIVELY | 


Bo XS 


AS. ST 


. a bs 


FAM» HOT WATER F 


SUSY 
NEW YORK, MAY 15, 1904. 


Handsome Line of Fixtures in the Showroom of the Kenney Mfg. Co. at 36 East 22d Street, New York City. Photograph taken especially for The Plumbers’ Trade Journal 
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JM ECHANICAL DRAWING FOR PLUMBERS 


THE ESTIMATING OF PLUMBING WORK 


TT a ae 


ARTICLE XXII—BY R. M. STARBUCK 


HE two scales of most im- 
portance to the architect 
and, therefore, of most im- 
portance to the plumber are 
those of 14 inch = 1 foot, 
and \% inch = 1 foot. 
Of these, by far the more commonly 
used is the scale of 4. inch = 1 foot, 


TAG. vee. 


which is used for practically all ordinary 
work, the 1% inch scale being used on 
large work. 

These two scales were shown in Figs. 
118 and 119 of the preceding article. 

In Fig. 118 each quarter-inch division 
represents 1 foot, and the total length 
shown represents 28 feet. In Fig. 119 
each eighth-inch division represents 1 


w-—----9J -—--— 


foot, and the total length shown repre- 
sents 56 feet. Thus, in comparing the 
two scales, we find, as might be expected, 
that when equal lengths are laid off on 
each scale, that the given length repre- 
sents on the % scale, just twice the di- 


Fig. 124 


mension on the % scale. In order to 
show in a practical way the application 
of the two scales, we give Figs. 122 and 
128. 

The former shows the work drawn on a 
scale of 14-inch = 1 foot, and the latter 
on a scale of %-inch = 1 foot. 

It will be noticed that while in the 
latter case the dimensions are one-half 


= NEES Se << N 


Fig. 125 


the former, the area covered by the draw- 
ing is only one-quarter as great. 

There is one fact which should be thor- 
oughly understood, and that is, that on a 
scale drawing, the dimensions should al- 
ways be shown in full. For instance, in 
Fig. 122, the actual length of the sketch 


is 41% inches, but it would be entirely 
wrong to place that dimension on the 
drawing. The dimension that should ap- 
pear is the dimension that the 4% inches 
represents on the scale that is being used, 
that is, 18 feet. 

This point may not have needed an ex- 
planation, but it is a fact that very often 


SS, rel ee . nl 


Cie Mecaier eS 
those not used to working a scale, are in- 
clined to make this error. 

Wherever a dimension calls for frac- 
tional parts of a foot, as occurs several 
times in Fig. 122, fractional parts of a 
foot on the scale should be used. 

Those of our readers who are putting 
to use the information given in these ar- 
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Stacks 


NSU SOO 
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Cellar Bottorm 
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ticles, will probably find it almost necces- 
sary to procure a scale for the work that 
we are about taking up. There are two 
styles of boxwood scales commonly in use, 
which we represent in Figs. 124 and 125. 

The triangular scale is the more ex- 
pensive of the two, and has a larger num- 
ber of different scales upon it than the 
flat scale. At the same time, if a flat 
architect’s scale having a quarter and 


eighth scales can be procured, it will an- 
swer all purposes. 

The flat scale has one great advantage 
over the triangular, from the fact that one 
often has to turn the latter several times 
before finding the scale desired, where as 
the flat scale shows plainly at all times. 

Now having looked into the subject of 
the different scales, let us apply it in the 
making of the several plans for a cottage 
house, this being the simplest construc- 
tion that we can use for our purpose. 


Bath Room 
Stace 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW : 


have to resort to a scale even smalle;| 
probably 1-16 inch = 1 foot. | 

The cellar plan we show in Fig, 12¢| 
and such parts of the first and secon, 
floors as contain plumbing work ar 
shown respectively in Figs. 127 and 125 
In addition to the plans, we show in Fig 
129, a very simple elevation of the wor] 
in question. This elevation is of the mos 
rudimentary style, but it gives us g 
much information in the line of plumbin; 
as an elaborate and finished elevation; a] 
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Scale %4& 


Fis. 


@ND. Fioor Puan - 
Secale Veg 


Suppose we have a house to plan whose 
main dimensions are 36 feet x 24 feet. If 
we use a scale of 4% inch = 1 foot, the 
plans will appear 9 inches x 6 inches, 
which calls for a larger space than we 
can afford to give up, although if we were 
laying out this work on a sheet of paper 
rather than on the page of a publication 
where every inch is of value, the quarter 
seale for work of this kind would be far 
preferable. Under the conditions we are 
obliged to show the plans and elevation of 
this work on a scale of % inch = 1 foot, 
and in much of the large work we should 


FAG. v\27. 
Fio0ook aeCan <— 


Cortace YWovuse 
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we require is a knowledge of the distanc 
between floors and the depth of floo 
timbers, and in addition the pitch of th 
roof in order to know the length of th 
vertical line of soil pipe. This elevatio 
is obtained by viewing the house fror 
the front, and it will be seen that in thi 
view the two stacks would appear on 
behind the other. After drawing the ce 
lar wall, to locate the position of th 
stacks in Fig. 129, measure to the left ¢ 
the wall a distance equal to the distance 
on the cellar plan from the foundation t 
the center of the main drain, 
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Did you ever put in a low down closet combination that 
gave you trouble and cost you money to keep in order? 

Would you like to have acloset that you could set up 
and leave with a feeling that you had left behind you a 
first class job, and a well satisfied customer—a closet that 
would advertise your busir ess and bring you new trade? 
Then buy our 


“EXCELLO”’ 


Recessed Front Low Tank Combination. 


12 ounce lining. Shut-offvalvein supply pipe. Saddle seat. 


This is an outfit of very handsome appearance, the lum- 
ber being specially selected and highly finished. Golden 
and Natural Quartered Oak, Dark Cherry and Bird’s Eye 
Maple wood work carried regularly in stock. Other 
fancy ‘woods to order. 


“ HAINES, JONES & CADBURY Co. 


1130-1144 RIDCE AVE. PHILADELPHIA, PA. 
IRON FOUNDRY, NORRISTOWN, PA. 
We Make a Special Price on Outfits for Showroom Purposes. 


NOTICE: 


Users, Plumbers, J obbers and Manufacturers 
OF 


Syphon Jets and Syphon Hoppers. 


United States Letters Patent No. 425,416, granted to Robert Frame and Chas. A. Neff, April 15, 1890, controls 
broadly the siphonic principle in all closets, and as is well known these closets, i. e., syphon jets andsyphon hoppers, 
are the most sanitary and satisfactory closets now on the market. 

The undersigned have secured the exclusive license to manufacture and use,and license others to manufacture and 
use, this patent and licenses under it have been secured by the following named sanitary earthenware manufacturers: 


The Acme Sanitary Pottery Co., Trenton, N. J. The Bellmark Pottery Co., Trenton, N. J. 

The Brian Pottery Co., Trenton, N. J. Camden Pottery Co., Camden, N. J. 

Elite Pottery Co., Trenton, N. J. Fidelity Pottery Co., Trenton, N. J. 

The Great Western Pottery Co., Kokomo, Ind., and Tiffin, Ohio. Ironsides Pottery Co., Bordentown, N. J. 

Keystone Pottery Co., Trenton, N. J. John Maddock & Sons, Trenton, N. J. 

Thos. Maddock’s Sons Co., Trenton, N. J, Sanitary Earthenware. Specialty Co., Trenton, N. J. 
Standard Sanitary Pottery Co., Elizabeth, N. J. The Trenton Potteries Co., Trenton, N. J. 
Universal Sanitary Mfg. Co , New Castle, Pa. The Wheeling Potteries Co., Wheeling, W. Va. 
The Willets Mfg. Co., Trenton, N. J. Mercer Pottery Co., Trenton, N. J. 


No other Sanitary Earthenware Manufacturers than the above are authorized to make or sell syphon jets and 
syphon hoppers, and any person MAKING, SELLING or USING such closets made or sold by any unlicensed manu- 
facturers will be liable to prosecution for past as well as future infringements. 


- ) POTTERIES SELLING CO., 
Trenton, N. J. 
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Mechanical Drawing for Plumbers 
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(Continued from Preceding Page) 


We show simply a single line to desig- 
nate the length of the soil pipe risers. If 


tic. 
Scare %im.=\ gX. 


\30. 


those of our readers who are not used to 
scaling drawings will figure out the dis- 


tance in feet between the several floors and 
the depth of floor beams, it will be good 
practice for them, and this might be done 
also with the cellar plan. 


In Fig. 130 we give two simple sketches 
of the two stacks shown on the cellar and 
floor plans. The same scale that has been 
used on these plans is used on the eleva- 
tions of the two stacks, as far as heights 
between floors, etc., is concerned, but the 
diameter of the pipe, length of fittings, 
etc., is not drawn to this scale; in fact, 
not to any scale. 


It can readily be seen that if this scale 
were followed on the piping the diameter 
of the 4-inch pipe would appear on our 
drawing as only 1-24-inch, which would 
be too small to show well. It will usually 
be found almost impossible to adhere to 
the scale on the piping for the reason just 
given. 

We would advise our readers, as ex- 
cellent practice work, to work out the 
several floor plans on some scale larger 
than that which we have followed, com- 
pleting fully the two floor plans which 
we have shown only partially complete, 
and also completing the work on the ele- 
vations of Fig. 130, by showing the fix- 
tures and all their connections. 

———____@-> #-¢ ~<@____—_ 
SHOWROOM WITH FIXTURES 
UNDER WATER PRESSURE 


The Standard Sanitary Mfg. Co., of 
Pittsburg, will instal in the new -twelve- 
story building, Nos. 35 and 37 West 31st 
street, New York, a show room of model 
bath rooms under water. This will give 
the prospective customer an’ opportunity 
to see the large variety and style that 
is possible in the equipment of bath 
rooms. This show room will be in charge 
of their regular New York representative. 
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§ By PHILIP F. GRACE (GALENA) 


ARTICLE X. 


HE writer has never been much 
further West than two hun- 
dred miles beyond the Mis- 
sissippi, and knows very lit- 
tle about the geology of any 

of the States which slope Pacificwards, 
except what he has read. But Tennessee, 
Alabama, Georgia, Kentucky, Ohio, 
lllinois, and, nearer home, Pennsylvania 
and New York he has been through a 
“little bit” to use an everyday phrase. 

The last thirteen years he has been 
going over the soil of those States, not 
on a Pullman flyer, but from town fo 
town slowly, very slowly, with one object 
in view—to watch the streams which flow 
oceanward, and figure in his own humble 
way how much water runs waste to the 
sea that will one day be needed, and badly, 
too, before the first half of the new cen- 
tury is over. 

Of all the Hastern States the writer has 
_ traveled through, Pennsylvania is the best 
watered, with New York a very close 
second. 

What is meant by Eastern States are 
those on the Atlantic side of the Missis- 
sippi; so Middle and Southern States will 


be put in the same category. Torrents 


and tons of water flow down from the 
mountains, pure as the dew of the morn- 
ing and bright as the proverbial crystal. 
Yet what a sad commentary it 


is for 


The polluted waters of the Susquehanna River 


plumbing folk to know that there is 
scarcely a city or town in Pennsylvania 
which does not border on the lakes, that 
has a decent supply of water. 
Philadelphia, Lord save 
drinks muddy Schuylkill 


the 
water, 


mark, 
after 
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Reading, some miles above, has drawn its 
share and sent its sewage down in the 
same stream for Philadelphians to drink. 
Phi.adelphians, without regard to politics, 
religion or previous condition of servi- 
tude, are putting forth an awful effort for 
a purer supply, but where is the water to 
be brought from? Legislatures, so it 
seems, cannot prevent the people of one 
city a few miles above its neighbor on 
the same stream, from getting first sup- 
ply, and then contaminating the stream 
with its sewage for brothers and -kins- 
folk, perhaps, who live below. — 

These are facts, cold and cruel, but the 
facts are there, nevertheless. Pittsburg 
is as bad off as Philadelphia, getting its 
water from the Ohio below. its southern 
neighbor, Wheeling, and so on away down 
the line. Cincinnati, Louisville, Coving- 
ton, Cairo, Memphis, all get. their water 
in the same manner fromthe old muddy 
Ohio, whose volume has been greatly en 
hanced by the Allegheny, the Mononga- 
hela, Youghiogheny and the Conemaugh. 

The mountain city of Altoona in Penn- 


sylvania gathers its «water from the 
mountains, and torrents flow into its 
reservoir, which is situated near the 


famous Horse Shoe ‘Bend on the main 
line of the Pennsylvania Railroau, in the 
heart of the Alleghenies. 

By the very acme of fate Altoona suf- 
fered much, very much, not long ago, 
from a water famine, on account of a 
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Galena submits his scheme on water supply 


long drought, and water was carried to 
the inhabitants in the tanks of the rail- 
road engines. 

If that sort of thing happened before, 
it is liable to happen again, so the ques- 


tion may be asked with safety, Can Al-- 


toona twenty-five years from now depend 
on her present facilities for her water 
supply? If not, where will the extra sup- 
ply come from? On the assumption the 
city will have a population of three or 
four hundred thousand at the end of the 
first quarter of the new century. 

Surely the water area in the mountains 
will not become larger, for even now the 
mountains and hills are being denuded 
of trees by divers methods. 

Forest burning, caused by sparks from 
the railroad engines, does an untold injury 
and the cutting of hardwood trees for 
railroad ties will eventually be the death 
knell to the water supply of Altoona. 
The Susquehanna River, which supplies 
Harrisburg with fair drinking water, 
while in no danger of running dry, is 
even. at this early day polluted by sew- 
age and waste from mills of all kinds 
along its banks. The blue Juniata we 
used to sing about, where dwelt the bright 
Indian maiden, is not blue any more. It 
connects with the Susquehanna above Har- 
risburg and carries the sewage of Altoona 
with it. 

This may seem rather odd to the reader, 


but even in this enlightened day or age 
the sewage of Altoona is pumped east- 
ward and eventually brings up in a large 
open. 

So it can be put down as a fact that 


Tons of water flow” down from the mountain 


of to-day is the sewage from Altoona, 
which eventually meanders along slowly 
at first and finds force further east, to be 
carried into the early headwaters of the 
famous stream. —~ 7 


What then will become of these cities? 
Artesian wells will not avail, for the rea- 
son that the under strata in many States, 
such as West Virginia, Virginia and Penn- 
sylvania, is and will be impregnated with 
oil, sulphur and gas strains till the end 
of time.~ Lord” help~ the: people of these 
States to-day if they had to depend on 
water such as is pumped from the depths 
of the mines, yet it would still be pre- 
ferable to the water that may be served 
up to the unfortunates* along the river 
towns if building operations continue as 
they are to-day in that country of the 
future. 

Except away up around the headwaters 
of the Susquehanna, a trout cannot be 
snared to-day,-for the reason that the 
streams are polluted, and a stream a trout ~ 
will not live in or become a habitat of is 
of necessity not pure. , . 

Illustrations may be ‘given indefinitely 
regarding the pollution of streams, but 
those used will suffice. ~So again will the 
gauntlet be thrown down and the prophecy 
made that the Great Lakes will one day 
be the source of supply for the majority 
of, if not all, the cities and towns which 
will -use water twenty-five years from now. 

What other resource is there? And 
why are these ideas chimerical? The fact 
that Chicago and other. cities on the lakes 
dump their sewage in them will not be 
a sufficient answer for the reason that 
sewage can be safely disposed of even in 
this way without being thrown back to 
the bosom of the water supply. 

We can learn much. from the English 
regarding the disposal of sewage to pre- 
vent it being sent forth for pollution. The 
fitering process of the liquid portion is an 
assured fact, while the solid matter is 
manipulated and sold at a profit, even for 
fertilizing purposes. So the question re- 
garding the disposal of the sewage may 
be entered as settled. Of course it has 
been the idea of theswriter to lead the 
reader gradually on to the national gov- 
ernmental superintendence of the coun- 
try’s water supply and disposal of its 
sewage, and he wished to put forth the 
best reasoning of his poor brain in favor 
of the scheme or schemes and mentioned ~ 
as best he knew how anything and every- 
thing he could think of in fact. 
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““Josico”’ PORCELAIN URINALS. SLATE URINALS, 


- FIC. 605 

Consists of a Long Single Urinal Stall (without Center Partitions) 114-inch 

Slate Ends and Back with Rabbeted Joints, 2-inch Countersunk Base, 

Polished Brass Wing and Bolts, Polished Brass 34-inch Laving Pipe 

with Loose Key Stop, Galvanized Cast Iron Gutter with Straight or 
Down Outlet Connection. 

Dimensions.—Height, 5 or 544 ft.; depth, 20 inches. 


FIG. 600 
These urinals may be set on floor, in tile, incased in marble or slate stalls. 


Dimensions.—Height over all, urinal only, 4 ft.; width over all, 2 ft.; base, 


from front to rear, 19 inches; at top, from front to rear, 12 inches. 
Measurements are subject toslight variation. Each urinal is made with local é WRITE TO DEPARTMENT R FOR CATALOG AND PRICES 


vent opening, 2x4 inches, at top as shown. 


JOHN SIMMONS CO., 110 CENTRE ST., NEW YORK. 


The B. B. HIGH PRESSURE BALL COCK. 


THE SIMPLEST AND BEST COCK EVER MADE, 


66 - onthe Practice and Theor 
s“Questions and Answers °3)'Siniisry piumnbing” 
6TH EDITION NOW READY, 


Nearly Double the size of Previous Edition. New Illustra- 
._ tions. Much additional Information. FPrice, $1.00 postpaid. 


No Roller- 
R. M. STARBUCK & SON, : Hartford, Conn. special bearing 
: packing lever 
= required on cam 
ce A. ROSENBERG CO.., Baltimore, Md., U.S.A. | | *" reise 
Manufacturers want good “LIVE” Plumbers, who have the Cash, to Sell their Line of PATENTED Sa ing 
join is 
coupling, friction 
which is to 
always lowest 
tight amount 


HAS ONLY ONE: PACKING WHICH IS READILY REMOVED. 
No Hammering. Renewable Seat of best Steam Metal. No Singing or Whistling. 


Pr ee ad 


7:inch Motor with 12:in. j ustabl [ h B B C m 
Brass Fan and Guard, ~ ope eee A oteaee every way while running. e O Ss t On r ass oO p a ny ba 
3 oxe ing. 1.40B d 10.80 B 
to Plumbers s aie Diidberets ye Plumbers 40 Oliver Street, e — — BOSTON, MASS. 


The Kenney Manufacturing Company, 


MANUFACTURERS OF THE 


ror PLUSHOMETER sam. 


DEALERS IN PLUMBERS’ SUPPLIES 


Office and Salesroom: 36 East 22 Street, NEW YORK, 
BRANCH SALESROOM AND WAREHOUSE, 193 LEXINGTON AVE. NR. 32D STREET. 


/ OFFICERS: 
George S. Terry, President. Thomas F, Murphy, Secretary, 
N. Melman Shaffer, Jr., Vice-Pres. & Treas. J. Adriance Bush, General Counsel. 
D. T. Kenney, Consulting Engineer. 


DIRECTORS:—Edmund C. Converse George R. Sheldon, Newton M. Shaffer, M.D., Theodore B. Starr, 
George Terry, N. Melman Shaffer, Jr. _ 


We’re showing lots of plumbers 
HOW TO INCREASE THEIR PROFITS. 


“RUUD” WATER HEATERS 


SELL THEMSELVES WHEN ONCE STARTED 


Each Heaterisa Write us about this 
Standing Advertisement Proposition at once 


NOVEMBER 1st, 1903. 
NOTICE BEWARE OF INFRINGERS. 

x’ THE TRADE AND PuBLic:—We desire to call the attention of the trade to the fact that we are 
axel e A sigh of allthe United States and Foreign patents granted to D. T. Kenney for flushing 
a owed is an intention fully to protect these patents and promptly to prosecute all infringers 
a 3 oc bee S have already been begun in the United States Circuit Court of this District against 
Pepcid ron Works for infringement of the Flushometer patents, and against The Wells 
neh on Company of this city for selling the so-called ‘‘Aquameter’’ valve made by The Fed- 

ompany of Chicago, Suits against other infringers are to follow. 


TELEPHONE—681-Grameréy. THE KENNEY MANUFACTURING COMPANY. 


RUUD MANUFACTURING COMPANY, 
307 Wood St., PITTSBURG, PA. 
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New Century Plumbing-Continued from Preceding Page 


Nothing against tapping the great lakes 
only expense, and what will that be to 
the national government a quarter of a 
century from now, with the population 
almost doubled? The one real objection 
to the scheme would be the objection of 
Great Britain, but then we must all be 


or the Welland Canal would become use- 
less if the future water supply be taken 
from the lakes. Lake Michigan lies after 
all wholly in the United States territory, 
and its waters would suffice for the sup- 
ply of many cities. Besides who knows 
that ere the first quarter of the new cen- 


New Century Plumbing. 


aware of the fact at this time that there 
is much bluster in Britain, but she gradu- 
ally comes around, especially if she meets 
an antagonist even a bit smaller than her- 
self. 

Her objection might be that the use of 
water from the great lakes by nearly all 
if not all American cities would tend to 
lower the water in them to such a stage 
that these waters would not be navigable, 


John Bull Warning Uncle Sam not to tap Lake Ontario 


tury goes we may own Canada, either by 
purchase or conquest. 

So the question of the future supply 
will be continued in the next paper, D. V., 
and the gentle reader willing for the rea- 
son that the subject cannot be dropped 
too suddenly or given the justice due it 
in one or more papers of the series which 
the editor measured off for the writer, of 
course, in regard to space. 


All inquiries and sketches on practical and scientific subjects relating to plumb:z 


ing, heating, and lighting answered in this column. 
No answers given by mail, but published in due time. 


only. 
must accompany each communication. 


HOW TO CONNECT A RANGE BOILER. 


Epitor THE PLUMBERS’ TRADD JOURNAL: 

I desire to set range boiler from 15 to 20 
feet from range in back room on same floor. 
Doors and other obstructions prevent my car- 
rying pipes to and from the range back except 


above ceiling and under floor. How shall I 
connect to secure best results? 


NorMAN EK. SPENCER. 


Write on one side of paper 
Name and address 


In our opinion the setting of range 
boiler as mentioned by N. E. S., is a poor 
arrangement, but, as he states, there is 
probably no alternative. We think the 
plan shown in our sketch will prove as 
good a method as can be adopted under 
the circumstances. 


“POMPEY” TAKES A FALL OUT OF 
DON REX. 


THE PLUMBHRS’ TRADE JOURNAL: 

._In Turn PLUMBERS’ TRADE JOURNAL, Steam 
and Hot Water Fitters’ Review, of March 15th, 
under “Practical Talks by Don Rex,” I am sur- 
prised to see that he would supply horizontal 
boiler, called Fig. 1, with cold water at point 
marked. I think he would wake the dead 
with water hammer. A boiler in that position 
should by all means be supplied with cold 
water as near bottom as possible, in fact at 
point marked draw off would be as good as 
any. 


In his Fig. 2, I think he makes a technical : 
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error when he calls the hot circulating pipe 
hot water feed, and in Fig. 3 he talks about a 
steam flow. 

Many a man has been hung on a technical 


_ error, and a gentleman of such a high sounding 


non deplume as Don Rex (wrecks) should keep 
himself thoroughly posted on such little matters 
as he drifts along through life and avoid dan- 
gerous rocks like that or he might meet with 
more Rex than he can safely handle. 

Of course I may be wrong, also. If I am 
I would like to have your Devil set me right. 

Reading, Pa. ‘““PoMPRY.”” 

“Pompey” takes the “cake.” Evidently 
our good friend has been awaiting an op- 
portunity to get at “Don Rex.” However, 
we think that he is in error, as there are 
hundreds of jobs of the character illus- 
trated in the article referred to, in daily 
use, and the dead seem to sleep on with- 
out the awakening which seems to so 
frighten our correspondent. 

While it is true that “many a man 
has been hung on a technical error,” our 
friend “Pompey” thus far seems to have 
escaped the halter. We feel sure there 
must be method in the madness of our 
correspondent, as it is seldom a criticism 
reaches us -couched in such flowery 
language, and we might mention incident- 
ally that the only time we have known 
“Don Rex” to “drift along through life” 
was through the influence of the “cork 
game” instituted by our friend “Pompey.” 


WE BELIEVE SUBSCRIBER WILL DO 
BETTER BY FOLLOWING OUR 
SKETCH. 


Epitror THH PLUMBHRS’ TRADH JOURNAL: 

Enclosed ygu will find a rough sketch of a 
raidator in a bath room. I want to place a 
1-inch coil in the hot air furnace in the cellar 
to heat water for the plumbing fixtures 
when the kitchen range isn’t burning. The 
reason I want to take the supply to the bath 
room is so that hot water will always be handy 
to the bathroom and not have to draw a lot of 
water from the faucet in order to get hot 
water. Will this work as I have drawn it. 
Notice I am using the city pressure (about 
45 pounds) instead of an expansion tank. If 
this will not work, why not, and how will it 
work? A SUBSCRIBHR. 

Evansville, Ind. 

Subscriber in his sketch does not seem 
to show hot water supply from his boiler 
to fixtures, or the entire connection of 
branch from furnace flow pipe running 
over to boiler, but as far as we can de- 
termine, the work if put in according to 
his sketch would supply his bath room 
with hot water only when furnace was 
in operation. 

We believe the work put in after the 
manner of our sketch will do the work re- 


RBatk Room 
Raarator 


pass orees 
pee xy to 
sue Room 


“‘Subscriber's’’ Sketch. Radiator in Bath Room 


quired and still allow him to supply his 
bath room as he desires. By placing 
valves on the hot and cold pipes from fur- 


nace coil, he can cut out the latter during 
the months when furnace is not in use, 
Another method would be to carry the 
flow pipe from furnace direct from A to 
the radiator, leaving the connection run- 
ning to boiler as it appears in our sketch, 


A Suggestion for “Subscriber.” Our Sketch 


He would then need to carry his hot 
water supply from boiler only to the bath 
room fixtures. This, of course, would not 
give him a circulation such as he asks for, 
on his bath room fixtures. 


A. N. F. DOES NOT GIVE SUFFICIENT 
DATA. 


Epitor TH PLUMBERS’ TRADE JOURNAL: — 

If not too much trouble, I should like to get 
a little information. In my apartments and 
houses I have a 85 horse power return tubular 
boiler of the locomotive type for heating three 
buildings. It is very much cheaper for us 
to burn soft coal. My janitor sits up till 
eleven o’clock and arises at about 6. On a 
cold night the houses will cool off somewhat, 
and it takes longer to get them warm in the 
morning. If I put a reducing pressure valve 
on this boiler and carried 30 pounds of steam 
in the boiler at 11 P. M., do you think it would 
keep 2 pounds pressure on the house lines 
from 11 P. M. to 6 A. M. on a cold night? 
It won’t do it the way it is now. 

If this will not do it, do you know of any 
way to arrange a soft coal self-feeder for the 
boiler so that I may maintain this amount of 
steam for the above time? Any information 
will be greatly appreciated. I presume the 
boiler should have been a fifty horse power 
instead of 35, and then would have no trouble. 

Poultney, Vt. A. N. F. 


A. W. T. does not give data sufficient 
for us to answer his questions very in- 
telligently. He does not state in his com- 
munication how much pressure he carries 
on his system, but if he has a boiler 
which he can carry 30 pounds of steam 
with his radiation all turned on, he has 
certainly got a boiler of sufficient size to 
do his work. We fail to see how the re- 
ducing pressure valve is going to help 
him, and we know of no way to arrange 
a soft-coal feeder for a return tubular 
boiler. We would suggest, however, that 
he use pea coal (anthracite) for his night 
firing, say from 10 p. m. to 6 a. m., and 
soft coal the balance of the time. 


A CONUNDRUM IN LOW PRESSURE. 


THD PLUMBDRS’ TRADP JOURNAL: 

I want to heat with low pressure steam, 
one pipe gravity return system, a court room 
on second ‘floor of court house of following 
dimensions: 46 feet 3 inches by 42 feet 6 
inches, 22-foot ceiling, east and west walls ex- 
posed, office rooms on north and south sides. 
The exposed sides are the 4214-foot way. There 
are three 3-foot x 9-foot windows on east side 
and two 8-foot x 9-foot windows on west side, 


exit door to enclosed stairway to first floor. 
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If This Arrests Your Attention ‘“‘Cop’’ The Idea 


A Howling Success. 


The CHARM Air Regulator 


TOO SIMPLE 
TO GET 
OUT OF 
ORDER 


MADE 


OF 


ALUMINUM 


Mirth Regulator and Laughter Vent 
Patented January 20th, 1903 


Approved by the 


DEPARTMENT OF 
BUILDINGS 


Of Greater New York. 


THE 
Vent that Vents 


Made by 


Aluminum Valve 


arya as a Feather 
The Charm Air Regulator Co., 


966 Myrtle Avenue, 
BROOKLYN,N.Y. 


THE 
JEFFERSON UNION 
ann FLANGE. 


Just what every fitter has often hunted 
for. AUnion THAT IS TIGHT and STAYS 
TIGHT. Built on the right principle to 
sell at the right price. All Dealers. 


JEFFERSON MBG. CO., 


LEXINGTON, MASS. 


PITTSBURG __ 
METER COMPANY 
EAST PITTSBURG, PA 


BUFFALO METER CO. 


MANUFACTURERS OF 


@ater Meters 


290 TERRACE 
BUFFALO, N.Y. 
—— OVER 50,000 IN USE._— 


Painted, Galvanized, Blue, 
Gray and White Enameled 


FLEMING SLATE Co., 
Mills and Quarries 
Poultney, Ut. 


Purple and Green Slate. 
WASH TUBS, SINKS, URINALS, 
EVERYTHING THAT CAN BE MADE FROM SLATE. 


Made in Six Sizes 


“Ghe Cast Iron Sink Must go’’ 


COLUMBUS and 


JOHN TRAGESER STEAM 
COPPER WORKS, 


ESTABLISHED 1850. 


447 to 457 W. 26th Street., New York City. 
——@t-_- 


Manufacturers of 


“American” Galvanized Iron 
Range Boilers, 


Copper Range Boilers. 
and Steel Clad Baths. 


Nickoline German Silver drain boards and 
pantry sinks (square and oval), and all kinds 
of copper, brass andiron work for plumbers, 
Chemical Works, Dye House, Extracts & Es- 
sential Oil Works, Stills for distilling water,etc 


Get. our Figures on Special Work. 


INVARIABLY PROVES THE 
ABSOLUTE SUPREMACY OF 


Hersey YfaTer METERS 


THE TRIDENT 


OUR DISC AND ROTARY METERS 
are cfficially adopted for use in 
Greater New York 


WATER METERS 


Hersey ManufacturingCo. Constructed and Sold by 


NEPTUNE METER CO., 


142 Market St., NEWARK, N.J- 


Telephone 


220 Broadway 
1848 Courtlandt 


New York City 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM, 
CHEMICAL 
POTTERY 


NEW ERA 
WROUGHT 
STEEL SINKS 


Me 
Columbus, Ohio. 110 to 116 Metropolitan Ave., 


Send for Catalogue. Brooklyn, N. Y. 


Questions 


and Answers—Continued from 


Preceding Page 


The very high ceiling with large room and the 
fact that the room will sometimes be used for 
meeting of County Board, when there will not 
be more than ten to twenty people in the room, 
and a temperature outside, in extreme cases, 
10 deg. to 15 deg. below zero, stumps me to 
figure the right amount of radiation to have 


Ceaurt Reom 


once fl 


A Conundrum in Low Pressure.--F. L. B.’s Sketch 


the room comfortable. Can you advise me? 
Walls are 12-inch solid brick. q 

West Point, Neb. Hale: 

Our correspondent does not give us 
complete information. He does not state 
whether the offices at each end of the 
building are to be heated, nor whether 
the first floor is to be heated. 

From the information at hand we sub- 
mit sketch showing the amount of radia- 
tion necessary for the court room and 
the approximate location of the same. 

Assuming that the raised platform or 
judge’s bench is located at the east end 
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A Conundrum in Low Pressure.—Our Sketch 


of the room, we would place two 100-foot 
radiators on this side, locating one in 
each corner. 

On the west side (having three win 
dows) we would place three 80-foot radi- 
ators, locating them about as shown by 
sketch No. 1. -This makes a total of 480 
feet of radiation, which is ample for the 
coldest weather. 

The: large 100-foot radiators should 
have a 2-foot feed and valve and the 80- 


foot radiators and 1% inch feed and 
valve, but the horizontal branch from 
main to riser should be 2 inches, reduc- 
ing at bottom of riser with a 2 x 1% 
inch ell. 

Should the judge’s bench be located on 
the west side of the court room we would 
advise placing two 120-foot radiators on 
that side, located in either corner. 

We submit sketch (No. 2) showing 
how we would pipe the job for the one- 
pipe gravity system. We assume the lo- 
cation of the chimney to be on the east 
side of the building. However, no matter 
what may be the location of the boiler the 
same conditions will apply in running the 
main, which in this case should be 3 
inches in size. 

Give the main a good pitch from the 
boiler to the point where air vent is 
shown on sketch and at this point place 
a 3 x 2-inch ell tapped for air vent and 
drop down to return opening in boiler 
with a 2-inch pipe. No check valve is 
necessary. 

We would refer our correspondent to 
Article III. of the series, by “Don Rex,” 
for such information regarding the pip- 
ing as may be desired. This article ap- 
peared in THE PLUMBERS’ TRADE JOURNAL, 
Steam and Hot Water Fitters’ Review, 
about six months ago. 


THE DIFFERENCE IN COST OF A STBRAM 
AND HOT WATER JOB. 


THE PLUMBERS’ TRADB JOURNAL: 

In your March ist number of this year, in 
the steam fitters’ review, you show the dif- 
ference in cost of a steam and hot water job. 
You seem to figure it at so much a foot. Now 
I would like to know if I can rely on that 
to figure it. JOHN A. BHKKER. 

Garfield, N. J. 

The rules for figuring cost of steam and 


hot water which our correspondent refers 
to are substantially correct. In all work 
of this character it would be impossible 
to give an exact figure, owing to the dif- 
ferent conditions that must necessarily 
exist on different jobs, and it is expected 
that a man will use a certain amount of 
judgment after looking a job over. For 
instance, in deciding the amount of radi- 
ation necessary to hvat a certain build- 
ing he must consider whether the build- 
ing is brick or wood; whether it is in 
a block protected on two sides or whether 
it stands alone in an exposed position, 
and in fact many minor details should 
enter into the subject before rendering 
a decision. So it would be in figuring 
the cost of a job, but there is one thing 
that it is always well to consider: Aftet 
completing the figures, if possible add a 
little to cover emergencies. 

What has injured the business as well 
as the heating men in general, is the 
figuring of a job too low, and the in- 
stalling of work that will barely do 
the work, waking up to the fact when 
it is too late that he has figured too fine. 


CRITICISM FROM OUR READERS IN RBE- 
GARD TO THE IRA RBEYNOLD’S 
ARTICLE. 


Editor THD PLUMBERS’ TRADH JOURNAL: 

How do you propose to get the air out of 
the floor pipe from main to radiators in your 
answer to Ira Reynolds, issue of March 15th? 
As you show it the pipe will not pass the water 
as it is alr trapped. 

Why not take the branch out of side of 
main, or better still, take it off the same tee 
as the riser, as per sketch, then the first 
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risers to upper floors should be taken out of 
side of main—about the center out of 45 de- 


de URSA. ara 
f Bta.gloors 


JoOowr re 


grees—and at extreme ends out of top of main 
to even up the distribution of the flow. 

Detroit, Mich. CoB as 
EpitorR THH PLUMBERS’ TRADE JOURNAL: 

I notice an article in questions and answers 
in your journal of the 15th, and beg to inform 
you that if Mr. Ira Reynolds, of Norwich, N. 
near the main, as this is the high point and 
circulation will stop in the first floor radia- 
tors after a short while. The trouble will be 
caused by air collecting in the 45-degree ell 
Y., connects his first floor radiators as you 
have shown in your drawing, he will find that 
will soon become air bound. Am I not right? 
I would suggest that he would take his con- 


nections for the first floor radiators from the 
bottom of the main, using a 45-degree elbow. 
with this change his plant will work entirely 
satisfactory, according to your suggestion. 
Wabash, Ind. M. C. H. 
EDITOR THH PLUMBERS’ TRADE JOURNAL: 
We enjoy reading the various articles in the 
columns of your valued paper, and have here- 
tofore refrained from entering into any of. the 
discussions, but in perusing the issue of March 
15th, 1904, of your journal, we came across 
an article advising Ira Reynolds how to con- 
nect the radiators on the first floor of a hard- 
ware store. We fear that if the job is put in 
the way you advise he will have to wait a good 
long while for his money (provided he takes the 
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Ceiling 


work, with the payment when finished, con- 
tingent upon a perfect circulation of the job). 

Your sketch shows the connections for ‘the 
feed of the first floor radiators taken off the 
top of the main. This may be all right for 
steam, but will never work on hot water. The 
pipe will become air bound at the highest 
point, which, as shown, {s near the main. 

We would recommend the accompanying 
sketch and know that it will give much better 
satisfaction. HAs its 

Philadelphia, Pa. 


The criticism of our three friends js 
certainly in order. We have nothing to 
say. The error is there, and we are not 
going to unload it on to the “other fg]. 
low,” or attempt to explain it away. 

However, there is one consolation that 
comes to us in the fact that such genera] 
criticism testifies to the interest and at. 
tention that is manifested by the trade in 
THE PLUMBERS’ TRADE JOURNAL'S 
“Queries and Answers” column, 

In taking up the three criticisms, we 
will say that each method will remedy 
the evil that exists. Now, while each 
brings about the right result, and while 
we would not say anything against either 
method, in our opinion the plan submitted 
by Mr. Honeywell will do the work in the 
easiest and neatest way. 


MASTER PLUMBERS’ Asso- 
CIATION OF WINNIPEG, 
CANADA, BANQUET 


Ht Winnipeg (Canada) Associa- 
T tion of Master Plumbers gaye 
their first annual banquet at the 

Fort Garry cafe recently.. Mr. A. J. Ham- 
mond presided, and around the tables 


were gathered many members of the craft 
and their friends. The menu was a sump- 


| 
| 


tuous one, served in style to tempt even 


the most fastidious. 
The toast list was short, but the 
speeches were entertaining and bright. 


The health of the King was drunk with 


every manifestation of loyalty, after 
which “Manitoba” was toasted. 

Mr. John Stevens, in responding to this 
toast, referred to his recollection of John 
Norquay, eighteen years ago, when Winni- 


peg had 18,000 inhabitants, and the proy- 


ince produced a crop of wheat of about 


forty-four million bushels. He compared 
this with its present output, and showed 
that although many had had hard times 
and could well remember them, all were 
making rapid progress to success now. 
Mr. J. Drewe, of the Gurney Foundry 
Co.’s_ staff, responded for the manufac- 
turers and supply houses. He said the 
attendance spoke well of the prosperity 
and remarkable progress made in the 
trade, and of the magnitude and quality 
of work undertaken by the different Win- 
nipeg firms. The history of the growth 
of the Plumbers’ Association corresponded 


with the growth of Winnipeg and the 


great Northwest provinces, and there was 
good reason for being hopeful. Western 
men were enthusiastic because they be- 
lieved there was no country like it—so 
large, undeveloped and capable of sup- 
porting millions. All were hopeful and 
had courage to meet any difficulties that 
might arise. 

Mr. McLaren, of Fairbank Co., also re- 
sponded to the toast. 

Messrs. C. E. Gates and R. H. Lear suit- 
ably responded to the toast of “The 
Craft,’ and Messrs. Newman and Stevens 
humorously replied for the “Ladies.” 

Mr. Thos. Stewart, Mr. B. Steele and 
Mr. Morden gave some excellent vocal 
efforts. Mr. Stewart, by special request 
sang “The Holy City,” Mr. B. Steele ac- 
eompanying. 

(a 


Otto Uhlendorff has disposed of his in- 
terest in his plumbing business on North 
Mill street, Massillon, O., to Smith, Budd 
& Co. The new firm will continue the 
business at the old stand. It includes 
Harvey B. Smith, Frank J. Smith and 
Charles Budd. 
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Competition 


ete may be the life of trade. Most of us would be willing 
[MP ; Se to get along with less though. When you handle the 


meee |“ THATCHER” 


line there is lot of 


Competition Cut Out 


ee Utica Heater Company prides itself upon manufacturing heat- 
ing apparatus which STANDS the TEST OF TIME. 


Our IMPERIAL Boilers embody more Original Features and 
possess more Points of Superiority than any other Boiler ever con 
structed. - 


During the past three years, we have sent IMPERIAL Boilerg 
into every section of this great country, and can refer to thousands of 
pleased customers EVERYWHERE, who depend upon IMPERIAL 
Boilers to protect their homes and their business places from the 
cold blasts of winter. 


We do not make the above assertions in a boasting way, but 
merely state them as established facts—facts, which even our com- 
petitors must admit. 


We issue complete catalogues of IMPERIAL Boilers and 
SUPERIOR Furnaces and would be pleased to mail either to any 
address. 


We belong to no trust or combination and are satisfied with legiti- 
mate profits. 


ist. We never directly or indi- 
rectly do any work ourselves. 


2nd. We protect our dealers. 


3rd. We have a good common 
sense plan for helping our cus- 
tomers land jobs. By doing our 
part to have the owner and archi- 
tect specify ‘‘Thatcher’”. When 
that happens our dealer gets a 
job WITHOUT competition. 


Do the people you deal with now, do 
business that way ? 


If not, you would probably like to talk 
it over with our salesman, 


Drop us a line. He will come. 


Gas e 
I eiarnace lis 


240 Water St., New York City 


i See Coan Utica Heater Co., 
33 Dearborn Street. UTIC A N Y 


WORKHS ; Newarh, N. §. 


; practical Talks on Steam t 
¢ and Hot Water Heating 


re ae ee 
ARTIOLE XVI—BY DON REX 
VAPOR HEATING. 


ITH the Broomell vapor sys- 
tem of heating it is neces- 
sary always to use radia- 
tors of the hot-water pat- 
tern, and in order to have 
the best of success as re- 

gards ease of heating a building and econ- 

omy in the consumption of fuel the radi- 
ators should have as great a length as 
possible; that is, a one or two column 

radiator, or one of the many types of a 

fall radiator, are much better adapted to 

this system than a three or four column 
radiator. 

Because of the fact that all the heat- 
ing is done by the vapor arising from 
boiling water not under pressure (that is, 
the vapor is never above the temperature 
of boiling water, or 212 degrees), it is 
necessary to have a sufficiency of radia- 
tion. As much is required as for hot- 
water heating and a little more than 
this amount is better. 

Any good steam boiler having a low 
water line may be used, or the system 
may be used in connection with steam 
taken from the street mains of a central 
heating plant. In the case of a low-pres- 
sure steam boiler the water line should 
not be less than four feet below the first 
floor joists. 

The particular aim of this article is 
to instruct the fitter how to pipe a job 
for the use of this system, and therefore 
before taking up the manner of running 
the piping it is necessary to understand 
the various appliances used with the sys- 
tem and what is accomplished by their 
use. 

Briefly they are: 

First, the combined receiver, relief ap- 
paratus, pressure gauge and draft regu- 
lator; second, the special radiator valve 
called the “quintuple valve;” third, the 


Vapor Heating. Fig. 3—Special Union Elbow. 


special union elbow; fourth, the conden- 
sing radiator (or coil) and connections. 

Fig. 1 shows the combined receiver, 
etc. This is a round cylinder made of 
cast iron, having an open top with a 
hinged lid cover. On the face of the 
cylinder in a glass water gauge and a 
scale graduated to show ounces of pres- 
sure. On the inside of the cylinder is 
placed a hollow copper ball or float, hav- 
ing a loop or eye on one side to which 
is attached a small brass chain which 
passes up through the center of the 
hinged lid, runs over two or more pulley 
wheels to the damper of the boiler, to 
which the chain is attached. This damper 
should be nicely fitted and adjusted to 
work easily. 

On the right-hand side of the cylinder, 


which we will from now on designate as 
is placed a special safety 


the receiver, 


AIR LINE, 


COPPER FLOAT | 


RETURN TO BOILER. 


ball weight there is a lever which rests 
on the stem of the safety valve and 
which projects into the top of the re- 
ceiver. This lever is sufficiently weighted 
to withstand what little pressure is car- 
ried on the system. All returns on the 
System are connected together into a 
single return pipe, which is connected 
into the receiver on the left-hand side at 
a point near the top. By raising the lid 
of the receiver cover the amount of con- 


RELIEF 
VALVE. 


_ TOSTEAM SPACE 
OF BOILER. 
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my 
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TO DAMPER REGULATOR. 
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Fig. 1—Combined Receiver. 


This is a Round Cylinder made of Cast Iron 


Fig. 2—The Quintriple Valve. Vapor is delivered at foot of Valve, same as Steam in Radiator Valve 


valve of the “pop” variety, but without 
the ball or weight. In the place of the 


SS, 
densation on the job can be seen entering 


the receiver. When the boiler is filled 


with water to the water line, the Wate. 
in the receiver, as shown by the gauge 
should be at “0.” When any pressure j. 
produced in the boiler the water wil] ac 
cumulate in the receiver until ig Over 
comes the pressure in the boiler, wher 
it will return to the boiler by gravity 
Should there be no pressure in the boile; 
the water in the receiver will be Pech 
on a level with the water in the Doiler 
Suppose that the damper has been set SC 
that it will close on a six or eight. “Ounce 
pressure. The float which controls th. 
damper is set at the six-ounce mark or 


Qonnect Crain 
; / Damper 


Fig. 4. Connecting Receiver with Boiler 


the gauge. As soon as the water in the 
receiver reaches that point it will engage 
the float and lift it, causing the damper 
door on the boiler to close. If after the 
damper is closed the boiler continues to 
make steam and raise a pressure, the 
water in the regulator will continue to 
rise and carry the float up until it en- 
gages the lever of the safety valve, which 
it will raise and allow the safety valve 
to open'and relieve the pressure on the 
boiler. When the water in the receiver 
will drop, and should it drop below the 
point where the float has been set the 
damper in the boiler will open again. — 

Fig. 2 illustrates the quintuple valve 
and requires but very little explanation. 
The vapor is delivered under the foot of 
the valve exactly as steam is delivered 
under the foot of a radiator valve. AS 
shown in the illustration, the valve is 
closed. To deliver the vapor to the radi- 
ator the handle of the valve is moved 
around so that one or more of the holes, 
or ports, in the seat of the valve is di- | 
rectly over one of the holes in the body 
of the valve, and as each valve has four 
of these holes, or ports, varying in size 
from one-eighth of an inch to one-fourth 
of an inch, according to size of valve, it 
will be seen that the amount of vapor de 


livered to the radiator may be regulated. 


For convenience in operating, the valves 
are placed at the top of the radiator, 
the radiator being tapped for same at the 
top of one end, and at the bottom of the 
opposite end of the radiator is placed 
the special union elbow. See sketch No. 
3. No air vents are necessary, as the 
continuous suction on the return pipe is 
strong enough to pull all of the air out 
of them and leave a partial vacuum, 
which materially assists the circulation 
of the vapor. 

Above the boiler in the cellar and con- 
nected to the air opening in the receiver, 
there should be placed a condensing radi 


oe | 
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Our Book 


describing the Regulator shown in 
cutand our other devices used to con- 
trol the temperature of hot water 


Is Ready 
DO YOU WANT IT? |} 


o—— » = ¥ 


DIAPHRAGM ~ 
STEAM VALVE 


Davis & Roesch Temperature 
Controlling Co., 


276 New Jersey Railroad Ave. - NEWARK, N. J. 


Manufacturers of 
HOUSE and CAR THERMOSTATS 


HOT WATER REGULATORS 
DAMPER REGULATORS 

a ® DRAFT CONTROLLERS 
PRESSURE GOVERNORS 


VACUUM AIR VALVES 


“GENUINE”? BARNES 
8S-Wheel Pipe Cutters 
Bear Trade-Mark, as per Border 


5 


\ 
Hl 


fi 

) RADIATOR: Oo 
Extensions to suit require- Pa 

ments. Weekly or daily Hh 


charts with various ranges. 


Prices, etc., sent on applica- 


Made in 8 sizes, cutting pipe from 14 
to 12inchesin diameter. 


tion to manufacturers. 


hor 


Helios-Upton Co., 


PEABODY, MASS. 


BARNES TOOL CoO., 
New Haven, Conn., U.S. A. 


bandy arrangement for holding TsE 


UR NEW BINDER. 4 serviceable and 
PLumMBERS’ TRADE JOURNAL, Will be sent f 


FREE to any subscriber sending us a 
new subscription, or sent post paid for ® 
% cents. 


A NEW BOILER 


FOR STEAM OR HOT WATER 


The “RICHARDSON” 


Standard of Excellence 
EMBODYING ALL LATEST IMPROVEMENTS 


RICHARDSON @ BOYNTON CoO., 


a2) 232-234-236 Water St., NEW YORK. 


Front View—Single Boilers 


Front View—Double Boilers 
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Modern Practical Steam and Hot Water Heating 


(Continued from Preceding Page) 


ator or coil. This may be made of sec- 
tions of indirect radiators, or of pipe. 
From the top of the condensing coil or 
radiator and at the opposite end from 
that connected with the receiver, there 
should be a vent pipe, and this should be 
carried down and connected into the 
chimney. This produces a suction on the 
returns equal to the draft of the chimney 
and causes a partial vacuum throughout 
the system. In setting or hanging the 
condensing coil the end toward the re- 
ceiver should be two or three inches lower 


out the building. Mains pitching upward 
from the boiler with frequent bleeders 
may be used with success. We illustrate 
but one style. See sketch 5. The 
branches should be one size larger than 
the riser or upright to the radiator and 
where two radiators are connected on the 
same riser it should in all cases be one 
size larger than would be used for one 
radiator. All of the returns should be 
pitched downward. toward the receiver at 
about one inch in each ten feet and 
should be in all cases “dry” returns and 
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Fig. 5—Don Rex. One Method of Piping a Job for Vapor Heat 


than the vent end, so that any condensa- 
tion in the coil will run back into the 
receiver by gravity. 

Sketch 4 shows manner of connecting 
receiver with the boiler and the reason 
why it is necessary for a height of at 
least four feet from water-line of boiler 
to joists. 

In piping a job for vapor heat any 
good method of securing a dry line will 
prove satisfactory, but a circuit job will, 
we believe, prove better than any other. 
Take all branches out of top of main or 
at an angle of 45 degrees, and the main 
or mains should be run in such a manner 
as to distribute the heat evenly through- 


HERE two or more steam 

W boilers are run on one set 

of piping, they are cross- 

connected, and sometimes 

the fitter has difficulty in 

keeping an equal water line’ in all the 

boilers. Fig. 40 shows two square boil- 

ers cross-connected, as they should be, to 
give the best results. 

Two risers are taken out of the dome, 
both the same size as the pipe leading 
to the steam header. These pipes drop 
down into the header, from the under 
side of which an equalizing pipe is taken 
out and carried back to the return 
header. This helps to equalize the pres- 
sure between the two boilers in the event 
of one boiler being fired heavier than 
the other. It also acts as a bleeder for 


Practical Hints on House Heating 


By Cuarues B. THoMPson, 


of sufficient size to properly carry off all 
of the condensation from the radiators, 
and they should be run at the side of the 
return pipes. 

As the vapor quickly condenses, care 
should be taken to cover all risers, both 
flow and returns, run inside of partitions 
or concealed in outside walls. The steam 
pipes in basement should also be covered. 

With this system the supply pipes may 
be very much smaller than would be used 
for steam heating. The valves are made 
in but two sizes—l-inch and %-inch— 
the larger size being suitable for the larg- 
est radiators. 

(To be continued.) 


PD RA Peg 


ARTICLE XII. 


any water carried over by the outgoing 
steam in quick firing. 


Fig. 40 - Front view of steam boiler connections. 
A, Steam header; B, Equalizing pipe; C, Return 
header; D, Steam mains; E, Return mains; 
F, Angle valves, 


The object in placing the header in 
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front of the battery is for convenience 
in handling the valves. 
The return connection should be made 


Fig. 41. A, Steam header; B, Equalizing pipe; C, 
Return header; D, Steam mains; E, Return mains; 
F, Angle valves. 
as shown in the rear view, Fig. 41. A 
plan view is shown in Fig. 42, with the 
proportionate sizes of the piping. Figs. 
43 and 44 show clearly the details of the 

piping and connections. 
It is a common occurrence to see on 
a battery of boilers check valves on the 


ge 4 Header, 


fa) 


oe Stram DBWeader 
Bronk of Tattery 


Plan view with proportionate sizes 
of pipes 

returns set against the boiler pressure 
to prevent the water going from one 
boiler to the other, but tbe checks in 
such cases do more harm than good, for 
if they prevent the water from going 
out of the boiler they will also prevent 
it coming in, and the boiler with no pres- 
sure against the check will get all the 


Fig. 42. 
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6 Steam Headte 
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Fig. 43. Details of piping and connection 


water of condensation until the column 
of water balances the pressure. If a free 
circulation is maintained between all the 
boilers in a battery by means of equal- 
izing pipes, the water lever will be uni- 
form, with very uneven firing. 

Where hot water boilers are connected 
in a battery, the equalizing pipe is un- 


6 Steam Header =@ 
# Hauslizine 4 


Fig. 44. Details of piping and connection 


necessary and the valves may also be dis- 
pensed with, though a job is more com- 
plete where each boiler can be cut out 
with valves in the event of a break. 


Where there are no valves and onh 
one boiler out of two is required, thie 
water will move slowly through one boiler 
just as though it were a part of the re. 
turn main. When only one of two boilers. 
is run, it is mild weather and the drag. 
of the additional water in the idle boile, 
is not noticeable. 

If the boilers are valved, each boile, 
should have a good safety valve set abou). 
ten pounds above the static head; that is. 
if the water in the expansion tank is 
forty feet above the return of the boiler 


Fig. 45. Front view hot water boiler connections, 
A, Cut off valves; B, Safety valves; C, Flow | 
header; D, Return header; E, Flow pipes. 


there will be at the lowest point of the 
boiler a pressure of 17.32 pounds per 
Square inch. The safety valve should be 
set to open at 27 to 30 pounds. 

If there are no safety valves on the! 
boilers and one boiler is shut off with 


Fig. 46. Rear view, hot water boiler connections. 
A, Cut-off valves; B, Safety valves; C, Flow — 
header; D, Return header; E, Flow Pipes; . 

F, Return pipes. — - | 


the valves and remains idle for some 
time, there is always the danger that a 
fire may be started in it without first 
opening the valves, when the expansion 
of the water would quickly produce a 
pressure that would break the boiler. It 
equipped with a safety valve, under these 
conditions, the pressure would unseat the 
valve and throw out the excess of water, 


as BY 


Prot of Molter 


Fig. 47. Hot water boiler connections | 


giving notice to the operator that he had | 
not opened the main valves. . 

Fig. 45 is a front view of twin — 
boilers cross connected, and Fig. 46 is 4 
rear view of the same. | 

The returns may be connected either 
to the back section or one of the center 
sections—it does not matter which. It 
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When People 
Plan a Home 


you will find it to your advantage to 
show a line of 


Kinnear Radiators 


Made from sheet Steel, Brass, 
Bronze or Copper. Electrically fin- 
ished in great variety of styles to har- 
monize with room decorations. e 


KINNEAR RADIATORS 


are very light in weight, of Guaranteed Durability and are 
adapted for use wherever steam or hot water heating is specified. 


Write for 
Catalogue 


JS 


ERX -§ 
<TQGD STEEL COMPANY 


N¢141 BROADWAY, NEW YORK. 


VACUUM STEAM HEATING SYSTEM 
MORGAN @ CO., CHICAGO. 


THE WILHELMI THE MODERN 
TWO BEST BOILERS‘ 


The “Wilhelmi” is a high-grade copper range boiler 
tested to 250 pounds and guaranteed to stand a working 
pressure of 150 pounds. There can be no better boiler 
made. 

The “Modern” is for use where the pressure does not 
exceed .00: pounds, as that is the guaranteed working pres- 
sure. It is tested to 200 pounds. 

BOTH BOILERS GUARANTEED NOT 
TO LEAK AND AGAINST COLLAPSE 
“Very Attractive Discounts Furnished 


FOR SALE ONLY BY JOBBERS OF PLUMBERS’ SUPPLIES 


HAYES MFG. CO., Paterson, N. J. 


ARE YOU HAVING TROUBLE WITH 
VALYES YOU HAVE BEEN USING? 


IF SO, TRY THE 


CORSET 


They are made of A-1 metal. 

They are assembled by hand. 

They are thoroughly tested. 

We make a complete line of Globe and 
Angle Valves, all sizes in both Standard 
and Competition; also Horizontal and Ver- 
tical Check Valves, both sliding and 
stationary stem. 


Write Us for Prices, They! are Low. 
American Valve & Meter Co.,! 


Cincinnati, O. 
Thos. H. Hutchinson, Selling Agent. 101 Beekman St., New York: 
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Best 

Ohe Largest 

Most Powerful 
Most Reliable 


unzE or Hot Water Specialties 


ON THE MARKET. 


We are the pioneersin COMBINATION HEATING. Our 
system is absolutely successful. 
WRITE FOR CATALOGUE, 
CHARLES SMITH CoMPARNY, 
122 Lake Street, s 2 CHICAGO. 


She GORTON 


SIDE FEED 


BOILER 


For Steam and Hot Water Heating 
Ke Ox 


Send for New Catalogue and Prices 


GORTON @ LIDGERWOOD Co., 
96 Liberty St., New YorK. 


BOSTON. CHICAGO. 


IN SUMMER 


iN WINTER 


Florence Radiator Shields 


A panel of plate glass supported on neat adjustable 
brackets. Price Right. Protection the Best. 


Columbia Heating Co., 40 Dearborn St.., CHICAGO. 
Manufacturers of FLORENCE BOILERS. 
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is generally supposed that the return 
water should enter at the end opposite 


Hot Water Boiler Connections 


Fig. 48. 


the outlet, as in Fig. 47, but experiments 
along that line show that if there is any 


How to be a Chief Plumbing Inspector 


Questions Asked at a Recent Examination For Position of 
Chief Sanitary Inspector for Chicago 


O much has been said and 
written concerning the posi- 
tion of chief sanitary in- 
spector of Chicago, that the 
publication of the questions 

submitted to the applicants who appeared 
in the competitive examination held some 
weeks ago will scarcely fail to be of con- 
siderable interest to the plumbing frater- 
nity of the country. As Civil Service ex- 
aminations are becoming general for those 
seeking employment from departments of 
government,a knowledge of the topics upon 
which the questions are based is essential 
for the applicant to know in order to 
secure a high average. The recent exam- 
ination gave rise to various interpretation 
of the law. First, one may be able to 
answer questions so as to be among the 
eligible, but if without business ability 
he may not be awarded the position; also 
if a veteran of the Civil War and without 
business ability, and second if a non-resi- 
dent he is not eligible for appointment. 
It will also be a matter of public interest 
to the various cities and municipalities of 
the United States to learn the means 
adopted by the Civil Service Commission- 
ers in Chicago to secure the most efficient 
man to fill the important position of chief 
sanitary inspector. 

The examindtion, which was the most 
thorough and complete ever held by the 
Civil Service Commission in this city, was 
divided into four different sessions and 
occupied two whole days. The questions 
embraced nearly everything relating to 
plumbing of a practical and technical 
nature and modern sanitation, and also a 
complete educational test in elementary 
branches. Of the thirty-five applicants who 
appeared for examination only thirteen 
succeeded in passing with an average of 
70 or over. Chas. B. Ball, formerly chief 
inspector of tenements in New York City, 
a sketch of whose career was published in 
THE PLUMBERS’ TRADE JOURNAL some 
weeks ago, and who was debarred from 
the position on account of being a non- 
resident, stood at the head of the list with 
the high average of 92.41. Mr. Ball’s case 
has been appealed to the upper courts, and 
it is still possible that he may hold the 
position which he was compelled to vacate 
by a decision of the Circuit Court. Perry 
L. Hedrich, the present incumbent of the 
office, came next with the good average 


difference in results it cannot be meas- 
ured with special instruments prepared 
for that purpose. 

If the return enters the side of the 
boiler, as shown in Fig. 48, the water 
will enter the opposite side of the boiler 
through the bottom of the front and back 
sections, any movement of any portion of 
the water by expension being instantly 


replaced by water of greater density. 
—o»> 4 <»—___—_ 


M. L. Tisch and L. F. Peters, formerly 
of Wausau, Wis., have opened a plumbing 
shop under the firm name of Tisch & 
Peters at Antigo, Wis. 

The firm of Brandeles & Scholl, of 
Utica, N. Y., have moved their business to 
larger quarters in the Reynolds building, 
corner of Catherine and John streets. 
This firm does a general plumbing and 
heating business, making a specialty of 
automatic sprinkling equipments. 


of 84.29, the other eleven applicants who 
succeeded in passing ranging from this 
mark to 70.78, which was secured by 
Henry Breyer, a master plumber of Chi- 
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ing showing method of running soil, waste, 
vent and re-vent pipes and drains to care for: 

(a) Bath room on third floor. 

(b) Bath room on second floor. 

(c) One toilet room with water closet and 
lavatory on third floor. 

(d) One kitchen sink on first floor. 

(e) One pantry sink on first floor. 

(f) One water closet in basement. 

(g) ‘One set of laundry tubs. 

2. Describe the principle of local and trap 
ventilation as used in sanitary plumbing and 
give reasons for and against trap ventilation. 

3. What is the cause of siphonage in 
traps? 

4. Do you believe that the use of me- 
chanical traps will prevent siphonage, and do 
you approve of their use? If so, under what 
conditions? 

5. What methods are in yogue for test- 
ing plumbing and which are most effective in 
testing before and after fixtures are set? 

6. State the most essential features of a 
sanitary system of plumbing for a house. 

7. What means would you employ to take 
care of a basement that was damp and un- 
healthy from surface water, in order to make 
it dry and healthful? 

8. Enumerate and describe the pipes usual- 
ly employed for soil pipes, drain pipes, and 
small and large supply pipes. State which pipes 
are considered best for soil pipes, and give 
reasons ? 

9. When water closets are placed outside 
of a building, how should they be constructed? 

10. What is the purpose and~best place 
for a catch basin? What attention should 
it have to render it safe? 


CONSTRUCTION BUILDINGS. 


1. A roof having a surface of 80 by 45 


Illustration Showing the Back Part of the Showroom of O. F. Doyle, at St. Cloud, Minn. 
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cago. Following is a list of the questions 
submitted to each applicant, the only list 
being omitted in this article being the 
spelling and arithmetic, which were of 
ordinary schoolboy knowledge: 
ORGANIZATION AND ADMINISTRATION, 


1. What is the scope of work of a Sani- 
tary Bureau, and what is it intended to ac- 
complish ? 

2. What measures, in your opinion, are 
most likely to aid in improving the sanitation 
of a large modern city? 

8. Sketch an outline of an effective sys- 
tem for the work of the Sanitary Bureau. 

4. What, precisely, do you understand by 
the term . “cleanliness,” as applied, for ex- 
ample to streets and alleys, to the school 
house and other public buildings, and to the 
ordinary dwelling house? 

5. How many thorough house to house in- 
spections ought a Sanitary Inspector to be 
able to accomplish in a working day of eight 
hours? 

6. Are there any circumstances likely to 
arise that would justify the Chief Inspector 
in departing from the ordinances and rules 
as fixed by the Department? 

CONSTRUCTION. a. PLUMBING 

DRAINAGE. 
1. Make a drawing of a residence build- 


AND 


feet: Assume a rainfall of 114 inches per 
hour and give sizes and numbers of leaders 
to drain it. 

2. What are the most commonly defective 
features of house construction? 

3. Give the main features that are im- 


‘portant in the sanitary construction of dwell- 


ings; of schools; of public buildings. 
INSIDE SANITARY CONDITIONS. 
VENTILATION AND LIGHT. 


1. What are the sources of discomfort and 
danger in the overcrowding of tenement houses, 
public halls and public conveyances? 

2. State the air supply necessary to a room 
per individual. 

8. Explain plenum and vacuum systems of 
ventilation and describe the manner of caleu- 
lating the same. Aspiration and ventilation 
and their arrangements to be explained in 
detail. 

‘4. How much fresh air is required for a 
hall of rectangular shape having a seating ca- 
pacity of 1,000 persons and how should the 
ducts for the admission and removal of air be 
arranged? 

6. State the requirements of light per room 
for a healthful dwelling; for an office build- 
ing; for a school building. 


GENERAL HYGIENE AND SANITATION. 


1. Explain the germ theory of disease in its 
modern aspects. 


2. What are the most prevalent diseases in 
cities, and by what sanitary measures can 
these diseases be most effectively combated? 

3. What is the latest opinion concerning the 
dangers to health from leaky plumbing and 
broken drains? 

4. What are the dangers of poisoning from 
small quantities of illuminating gas? Ex- 
plain how it happens that numerous cases of 
poisoning from illuminating gas haye hap- 
pened in houses not piped for gas, although 
located upon streets so piped. 

5. Why is it important to secure the drain- 
age of wet places and the removal of stagnant 
water about dwellings? 

6. Should outside privy vaults ever be al- 
lowed in a large city either not connected with 
sewer or connected with sewer? If so, what 
method should be used to render them sani- 
tary? State the dangers to sanitation, if any. 
If not allowed, what means should be em- 
ployed to abolish them where they exist? — 

7. What role do insects such ag flies and 
mosquitoes play in transmission of infection? 

8. How does defective tenement house con- 
struction facilitate the spread and mainten- 
ance of disease? 

9. Why should all rooms in which cane 
closets are placed -be adequately lighted? 
What do you consider is meant by the ex- 
pression ‘adequately lighted?’ Does this mat- 
ter fall within the province of the ve 
inspector ? 
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NEW PLUMBING FIRMS AND 
CHANGES 


The firm of Kenny & Quinlan has 
bought out the plumbing business owned 
by Wm. Hochrein. Mr. Hochrein = 
enter the employ of this firm. 

The F. O. Singer Co., of Baltimore, Ma, 
for conducting the business of heating 
buildings and dealing in heating plants, — 
was incorporated recently by Frank 0. 
Singer, Sr., Clarence A. Singer, George 
W. Singer, Jacob S. Brosius and William 
Sauer. The authorized capital stock is 
$15,000, divided into 150 shares of = 
each. 

Articles of incorporation of the Robert 
Dalziel, Jr., Company were filed recently 
at Oakland, Cal. The directors are Rob- 
ert Dalziel, Jr., Alex Dalziel and Evere' 
J. Brown, of Oakland; John Hodge an 
William Chalmers, of San Francisco. Th a 
amount of the capital stock is $75, 000. 
The object of the corporation is to do a. 
general plumbing business. na 

a a 

A MINNESOTA SHOWROOM— 
THE PLUMBING ESTAB- — 
LISHMENT OF O. F. 
DOYLE, ATST. CLOUD ~~ 

No more hustling or energetic member 
of our trade in the State of Minnesota 
can be found than master plumber O. Be 
Doyle, of St. Cloud, Minn. He is pos 
sessed of a lucrative trade, and, as he 
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states to THr PLUMBERS’ TRADE JOURNAL, 
caters to nothing but the very best qual — 
ity of work. We present an illustration — 
of the back part of his store, together — 
with a picture of Mr. Doyle himself. H: 
store is a model of neatness and som 
of the best of standard plumbing 5008 
are to be found therein. 
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A FULL POCKET-BOOK 


The IDEAL Fitter for 1904 is a very handy pocket list- 
book of IDEAL Boilers, Tank Heaters, AMERICAN Radi- 
ators and Fitting Specialties. Contains much valuable 
and helpful related working data. 

It is a full book for the pocket of the dealer, the sales- 
man, the estimator, the working Steam-fitter. Rightly 
handled it helps to fill the wallet. 


We invite those who need this 
book, or whose names may 
have been overlooked in its 
first distribution to write 


for a copy. 


LAUNDRY HEATERS—4 SIZES. 
TANK HEATERS—14 SIZES. Square and Round Top. 
Cap. 65 to 400 Gallons. 6 Styles. Cap. 40 to 150 Gallons. ; 
No. of Irons, 10 to 25. 


Tested to 100 Ibs. pressure per square inch, and will meet every reasonable requirement, 


Spectal Systems requiring a pressure fn excess of this, the pressure test should be stated. 
— SEND FOR— 
Descriptive pamphlet—giving Dimensions, Capacity and Price. 


MAGEE FURNACE CO., *-*4,S2ia sre 


STEAM AND HOT WATER HEATERS, WARM AIR FURNACES. COMBINATION (WARM 


IDEAL Boilers 
AMERICAN Radiators 


AMERICAN RADIATOR GOMPANY 


89. NUE , 
AIR AND HOT WATER) RANGES, STOVES, ETC. LARGEST LINE UNDER “nme ECT USL OO ee 
New York: 42-44 EK. Twentieth Street. INNEAPOLIs: 2 ourth Street, South. 
ete die UNITED STATES. Burravo: 206 Mutual Life Building. DENVER: 831 Fifteenth Street. 
NEW YORK REPRESENTATIVE —E. N. COKEFAIR, 39 Cortlandt Street, PHILADELPHIA: 622 Arch Street. Sr. Louts: 207-209 N. Tenth Street. 
Western Acency—J,. D. Lorr & Co., 86 Lake Street, Carcaao. WASHINGTON: 1201 G Street, N, W. Cincinnati: 336 W. Fourth Street, 
Boston: 44 Oliver Street. PirrssurG: Farmers’ Bank Bldg. 
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Ve) | Machine 
Has given the aa [| fortesting plumbing 
best satisfac- i) iS Seri et reais one 

tion wherever SUy MN Write for Circular 
a! Ney welts and Price 

used. / Agents Wanted 
Oe eo. co. 

Send for Catalog ———aeese™ Elmhurst, Pa. 


and discounts. 


THE NATIONAL 
HOT WATER 


at i 
HEATER 
When 
Suitable for large or small writing, Tank Heaters 
houses, stores, conserva- mention and Tanks 
vatories, barber shops, : Dept. R. 
hotels, etc. }i > 
Heats water quickly. Cir- ohn Simmons Co., p °’ a 
culation is positive. No 108 Centre St. co = NEW YORK. 1 Ne 7 The season for 


joints inside to leak. 

Also, all kinds of coils and 
bends of iron, brass and 
copper pipe. 


them is now. 


The time _ to 
write us is 
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THE NATIONAL PIPE 
BENDING CO., 
85 Lloyd St., New Haven, Conn. 
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KEWANEE BOILER COMPANY 


KEWANEE, ILL. 
CHICAGO, ST. LOUIS, 
167 E. Lake St. Chemical Bidg. 
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Plumbing News in Philadelphia and Vicinity 
By J. B. COLLADAY 
LW seed ein lank Sl cealan chres tne tn Me aelineh ain aan enna “ated “amenities 


J. P. Whalen, 248 Tioga street, Phila- 
delphia, has received the contract for all 
the plumbing work in connection with 
the sixty-six two and three-story homes 
being built by John Maddock, corner of 
Vine and Robinson streets. 

Architects Rice & McLanahan, 1626 
Walnut street, Philadelphia, have award- 
ed the steam heating contract for the 
club house of the Spring Haven Country 
Club, located at Palmer’s Corners, Dela- 
ware County, Pa., to the Philadelphia 
Steam Heating Co., 1513 Filbert street. 


Storch & Sheid, 1949 Passyunk avenue, 
Philadelphia, have secured the plumbing 
work for the eleven two-story houses and 
stores being erected 12th and Wolf streets 
for William Young. 


The residences 5223 and 5227 Haverford 
avenue, will be altered into stores for 
Alexander Wilson, the plumbing work in 
which will be attended to by A. Ferguson, 
51 N. 56th street. 


Wm. Topham, 5623 Germantown ave- 
nue, Philadelphia, was awarded the 
plumbing contract for the private school 
being erected in Chestnut Hill for Mrs. 
Cc. W. Henry. 


John McCann, 210 West Dauphin street, 
Philadelphia, will install the plumbing 
fixtures in the new department store be- 
ing built at 2403-5-7 Kensington avenue 
for Jacobs & Co. 


George D. Worrell, Mt. Holly, N. J., is 
hard at work completing the contract for 
placing a steam heating plant in one of 
Seaside Park, N. J., prominent hotels. 


Edward Thomson, 1603 Sansom street, 
Philadelphia, has secured a nice contract 
for installing a steam heating apparatus 
in the residence of Dr. J. K. Mitchell, 
20th and Spruce streets. 


Harry T. Siates, 3ist and Spring Gar- 
den streets, will equip the residence of 
William Downing, 3324 Wallace street, 
with a low pressure steam heating appar- 
atus. 


John C. F. Trachsel, 230 Arch street, 
was awarded contract for heating with 
hot water the home of L. K. Miller, 1647 
Howarth street, approximating $500. 


In the $15,000 addition to the Methodist 
Episcopal Hospital, Broad and Wolf 
streets, Ballinger & Perrot, architects, 
have placcd the heating in the hands of 
S. Faith & Co., 2427 Pennsylvania avenue. 


J. A. Bitterling, of Allentown, Penn., 
bas secured the contract for the plumbing 
work in the new $45,000 St. Paul German 
Lutheran Church, 8th and Walnut streets, 
Allentown. The heating has not been let 
as yct. 


Great danger lurks in the air for the 
salesman parading the streets with a con- 
cealed order for goods. The ever faith- 
ful and trusty salesmen have banded 
themselves together and offer without the 


aid of a net a barrel of fine and dandy 
apples to the man allowing them to feast 
their hungry eyes on the much coveted 
slip. Business is simply, well, is very 
poor, and there will be an epidemic of 
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on strike April 1st. The wage scale ex- 
pired on March 31st, and the men and 
their employers were unable to come to 
any, agreement. The strike will not in 
all probability be of long duration. 


The plumbers of Harrisburg, Pa., went 
out on strike April 1st, demanding a day 
of nine hours and an increase in wages 
of 25 cents per day, also a half holiday 
on Saturday with full pay. The masters 


illustration cf the Showroom of the Olean Plumbing, Heating and Lighting Company at Olean, N. Y 


sore eyes if it don’t improve soon. 


Eighty two-story twin hous@s are to be 
built by Pemberton & Co., 57th and 
Thompson streets. James J. Hartnett, 
2340 N. 29th street, has the plumbing 
contract. 


Blyler & Marker, of Chester, Pa., have 
been awarded contract for placing a hot 
water heating system at 1207-9-11 and 
1213 N. 41st street for Rey. Joseph 
Timnes. 


In the cricket pavilion being erected for 
the Haverford College, Haverford, Pa., 
all the latest plumbing fixtures will be 


are disposed to concede the increase in 
wages but object to the Saturday half 
holiday clause. It is not thought that the 
strike will prove to be an extended one. 

W. L. Weaver & Sons, Harrisburg, Pa., 
are the architects for the new M. HE. 
Church and parsonage in Brooklyn, N. 
Y¥., in which the John Douglas closets are 
specified. 


With the exception of the men in one 
shop all the plumbers of Camden, N. J., 
went on a strike the first of the month 
for less hours of work and more wages. 
Two weeks ago the Journeymen Plumbers’ 


‘Union served notice on the master plumb- 


ers that unless an increase of wages, from 
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put in place by Newell & Brother, 1713 
Sansom street, Philadelphia. 


The plumbers of Butler, Pa., went out 


$2.50 to $3 and $3.50 a day of eight hours 
was granted on April 1, they would strike. 
The request was refused, with a single 
exception. At present the plumbers work 


nine hours a day and receive on an ayer. 
age of $38. The strike does not effect the 
apprentice boys. About 100 men are out, 


PICKUPS AND SHORT STOps 
DISCOVERED DURING THE 
RECENT PENNSYLVANIA 
STATE CONVENTION 


The banquet committee are to be com- 
plimented upon the successful arrange 
ments. The following composed this com- 
mittee: Walter Jones, chairman; F, F. 
Uber, S. Louis Barnes, W. S. Clark, — 

THE PLUMBERS’ TRADE JOURNAL ac- 
knowledges with thanks the appreciation 
tendered it by the convention for the un- 
tiring interest it displays in encouraging 
association works. a : 

Every one seemed deeply interested in 
the lady stenographer present. 

We note the absence of one of the regu: 
lars, J. EH. Hyanson, whose death occurred 
about six months ago, who is now suc- 
ceeded by his son in association work. 

There was “Billie’’ McCoach, just as 
prominent as ever, whose advice to J. M. 
Birchall on the board of health question 
caused unlimited applause. 

Did you notice while president Drum- 
mond was reading that lengthy opinion 
from the attorney regarding the charter, 
how correctly he pronounced the legal 
phrases? Guess he devoted some of his 
early school days to the study of legal 
terms. 

Although late to arrive at the banquet, 
Geo. F. Uber was early enough to get in 
with his witty speech. : 

During the convention session it was re- 
ported that Reading and Harrisburg. 
journeymen were still out. They demand 
shorter hours and an increase in wages. 

The salesmen could not be kept out. 
Those present were Jas. B. Colladay, of 
the Philip Carey Mfg. Co., Philadelphia; 
John F. Adams and W. B. W. Bryan, of 
Pierce, Butler & Pierce Co.; O. Pierce, of 
National Radiator Co., Johnstown, Pa.; 
M. J. Beirn, W. B. Gifford, C. V. Haynes, 
and W. A. Bland, of the American Radia- 
tor Co., Chicago; J. Haynes, of C. A. Bless- 
ing, Philadelphia. 


AN ENTERPRISING YOUNG 
PLUMBING FIRM 


The Olean Plumbing, Heating and 
Lighting Company, of 256 North Union 
street, Olean, N. Y., which started in 
business on March 1, 1904, has perhaps 
one of the most up-to-date show rooms 
and best equipped shop in the northern 
part of the state. The show room, which 
is shown in one of the accompanying il 
lustrations, is 20 x 55 feet, and is fitted 
up with modern fixtures and in a most 
attractive manner. The workshop, which 
is located in the rear, is 30 x 75 feet, and 
provided with a steam boiler, pipe cut 
ting machinery, etc. , 

Although in business less than three 
months, this firm has figured on. $12,060 
worth of work, a great portion of which 
they have captured. Among the numer- 
ous contracts they have at present is the 
heating apparatus for the Citizens’ Na 
tional Bank building in their city. 

Messrs. R. E. Hickey and A. T. Do 
lavey, who are actively engaged in the 
business, were formerly with E. L. Kal 
lenback. Both have had a large exP® 
rience in the trade, Mr. Hickey having 
been in the business over ten years and 
Mr. Donlavey over eight years. We wish 
this new enterprising firm every 5 
cess. ; 
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PLUMBING and HOUSE DRAINAGE 


A text book onthe practice of plumbing,with supple- 
mentaty chaptets on house drainage and ventilation, 
with thtee hundred and eighty illustrations. 

By William Paton Buchan. 
SENT POSTPAID UPON RECEIRT OF PRICE, $1.75 


The Plumbers’ Trade Journal, 


61 Beekman St., NEw YORK. 


THE STEAM AND GAS FITTERS’ PRICE BOOK 


Is designed to meet a long felt want of an office price book. 
Experience in this line of business has shown that much valuable 
time has been lost owing to the lack of a complete and compact 
book of prices. Bound in leather. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE, $5.00. 


The Plumbers’ Trade Journal 6! Beekman St., New York. 
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RE BUSINESS} 


FOR THE PLUMBER. c~ 


The farmer of to-day wants the comforts of life. 
He deserves them—-he can afford to have them. 
He wants plumbing in his house. Not every 
farmer is ready for bath rooms, hot and cold water 
and closets, but a good many are, and more would be if they knew 
of a satisfactory system of water supply. 


We Have the Satisfactory System of Water Supply. 

A Kewanee Pneumatic Tank placed in the cellar and connected # 
with well or cistern, will deliver hot and cold water to all parts of 
the house whenever wanted, in any quantity desired. 

| Buried in the ground at the foot of the windmill tower, it is so far 
superior to the elevated windmill tank that no comparison is possible, 


The Pneumatic Tank Does Not Freeze in Winter 


nor deliver luke-warm water in summer. It does not leak. It 
lasts a lifetime. It wil! throw a stream of water over the tallest 
building, thus giving protection against fire, which the elevated | 
tank does not give. 
It enables the man living in the country to have all the advantages of a city 
# water service. E 
The Kewanee Water Supply System opens up to the plumber a new field of 
} business. If you are an enterprising, up-to-date man you want to know about 
it. Send for our illustrated catalogue. It is free. 


KEWANEE PNEUMATIC WATER SUPPLY CO., Kewanee, Ills. [ 
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“Money Saved 


. en 
Is it worth while to save ten 


cents on a valve when you know 

you will be lucky if you don’t have 

a dollar’s worth of trouble with itP 
v v 


Send usa sample order for steam 
brass goods—if you want 
to dodge trouble. 


KINSEY & MAHLER CO. 


aun) PEORIA, * - - ILL. 


KOXGKOKO XOXOXO KOKO XOXE Ke 
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Our Oceanica C 327 with Nethery Flush Valve is 
Perfect in Operation and Entirely Noiseless 


It is not liable to get out of order and it can be easily adjusted for any length of flush. 
Write for our supplementary catalogue on ‘‘Nethery Flush Valve Combinations:” 


Santary Specialty Mfe: Co. 
H. VERBEEH, Drecident and Manager 
Milwaukee Avenue and Clinton Street, Chicago. 


WHEN ORDERING 


NTI-FFREEZING 
CLOSETS 


SPECIFY WITH 
Star Hopper Valves 


The success of a closet depends largely on the valve used. 


Star Hopper Valves have no equal for durability 
and simplicity. 


MERIT MAKES THEM POPULAR 


MANUFACTURED BY 


CRAMPTON-FARLEY BRASS CO. 


HANSAS CITY, MO. 


A RECORD BREAKER OF BROOKLYN. 
OHN J. FLAHERTY, of 313 Seventh 
avenue, Brooklyn, has broken his 

record, inasmuch as he has not 

broken his arm during the past 
twelvemonth. Regularly for the last four 
or five years, perhaps less frequently, Mr. 
Flaherty has been obliged to make trips 
to the “Seney” to have his fractious limb 
put in shape. John’s bones are rather 
brittle, and so I infer his accidents have 
occurred in his signing contracts in so 
snappy a manner. Things have been 
fairly brisk, and with the advent of good 
weather John is sure to put a number of 
good jobs over the plate. 


GOOD SEASON IN THE BRONX. 


Frank E. Walkley, Jr., of 843 East 
136th street, up in the Bronx, tells our 
representative that he has had a splendid 
good season, and notwithstanding strikes 
and lockouts, is holding his own. Frank, 
by the way, is one of the old Star baseball 
players and all around athletes of the 
Bronx. 


PLUMBING INSPECTION SYSTEM. 


W. A. Soles Plumbing Inspection Sys- 
tem, of 1691 Park avenue, has a branch 
establishment at 2511 Highth avenue, and 
is presided over by the genial Billy Soles. 
Mr. Soles is reaping quite a profitable har- 
vest from his system of plumbing inspec- 
tion and is fast obtaining for himself a 
name as an authority on good work. 


PLUMBING CONTRACT NEARLY COM- 
PLETED. 


About June 1 Phil. Riley, of 437 Lex- 
ington avenue, will complete the instal- 
lation of plumbing in the new office build- 
ing at the corner of Sixth avenue and 26th 
street. Leonard Kirke, Lexington avenue, 
near 43d street, has the heating contract. 


PRESIDENT DONOHUE BUSY WITH 
ASSOCIATION MATTERS. 


President Bart Donohue has been ex- 
tremely busy of late calling on local as- 
sociations throughout the State, with a 
view to urging them to become members 
of the State and National associations. 
Judging from his successes of the past 
two months, he will eclipse any report 
made by former presidents. 


MASTER PLUMBERS ARRANGING 
FOR OUTING. 


The Manhattan Association of Master 
Plumbers are preparing for their annual 
outing. A committee will be appointed 
at the next regular meeting, who will se- 
lect a date and look after other necessary 
details. 


SOME GOOD CONTRACTS. 


One of Manhattan’s busiest plumbers in 
New York is Chas. W. Barnett, of 118 


West 26th street. A few of the important 
jobs he is now doing follows: Palm Gar- 
den on Hast 58th street; seven-story 
apartment at 647 Madison avenue; three 
five-story apartment houses at 136th 
street and Seventh avenue; installing 
twenty-eight baths and remodeling com- 
plete, and just completed a $28,000 job at 
the southeast corner of 60th street and 
Madison avenue. 


SNAP TAKEN BY THE JOURNAL'S 
CAMERA AT ALBANY 

The photograph on this page shows two 

delegates of the Manhattan branch of 
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and heating in some of the large build- 
ings to be constructed in the fatal city. 
Of the recent contracts awarded him for 
work in this locality, the plumbing in the 
new Aetna Insurance Building at Hart- 
ford, Conn., is the most prominent. 
Others are: Liberty Theater on 42d street, 
between Seventh and Highth avenues; and 
Dominick & Haff’s, silversmiths, 


street. 


PLUMBERS, GO AFTER IT. 


Bids will shortly be received for the 
plumbing and heating in the new auto- 
mobile livery and warerooms to be con- 
structed at the corner of 62d street and 
Broadway. J. J. Duffy is the contractor. 


NEW SHOP ON FLATBUSH AVENUE, 
BROOKLYN. 


At 115 Flatbush avenue, Brooklyn, 
Alonzo Smith, formerly of Till & Smith, 
has opened a shop, which in a few days 
will be in shape to receive attention of 
what we are sure will be a large number 
of customers. While this is purely a job- 
bing center, it attracts the residents of 


J. Berliner and H. W. Rod of the Greater New York Assn. at the Albany State Convention 


the Greater New York Association who 
attended the Albany convention of the 
New York State Association of Master 
Plumbers last February. They are J. 
Berliner and H. W. Rod. They are snap- 
ped as they are threading a piece of four- 
inch pipe on the Borden Machine Co.’s 
pipe-threading machine in Mr. Fred. 
Howe’s room at the Kenmore, Albany. 


NEW YORK PLUMBERS OPEN SHOPS 
IN BALTIMORE. 


One of New York’s enterprising plumb- 
ers is now also located in Baltimore, Md. 
J. W. Cooney, of 355 West 26th street, has 
just finished his new shop at 746 Saratoga 
street. New pipe machines and motors 
are being installed, and he has already 
submitted several bids for the plumbing 


the Hill section, as well as the restaur- 
ants and theatres, and after a brief ac- 
quaintance, we can safely promise our 
young friend an active time. Lonny’s 
winning manner is sure to result more 
than favorably in this aristocratic neigh- 
borhood. 


MR. CAREY’S GENTLE BLOODHOUND. 


The “best ever” is a sobriquet fittingly 
applied to that good fellow, Daniel J. 
Carey, whose house is very pleasantly 
situated on “Spion Kopf,” corner of Ham- 
burg avenue and Jefferson street, Brook- 
lyn. If a call is contemplated, take my 
tip and make it in daylight. There is a 
startling surprise in store for the after- 
dark visitor in the shape of a Guata- 
koscha bloodhound, which aforesaid load 


new — 
manufacturing warehouse at 547 West 23d 


of sausage stands sixteen hands high 
without being shod. His length varies 
between 8 and 9 feet, dependent only on 
his position of repose or activity. Dan 
gives him a few early morning gallops, 
and the other morning turned him a very 
fast quarter. 


beat the pick of Bill Daly’s barn, Mr. 


i 


Dan assures me he can 


Carey has moved to upper Broadway 


from 596 Central avenue, and, as be 
is always on the jump. 


THE PANETELA PLUMBER OF 
BROOKLYN. 


Twenty-eight days in the month Altre : 
Henry, of Seventh avenue and 9th street, ‘ 
can be found working early and late in — 


his attractive shop or workrooms below, 


The other two or three days, about the 


first, Alfred puts in some very swift licks: 
at home on his bills. His is indeed a fine 
system, and one which has resulted very 
much in his favor. Mr. Henry’s place is 
also headquarters for the finest gas fix- 


tures and electrical lighting effects, and r. 


his clientele number in the hundreds. 


When on parade with his charming wife 
and pretty children, Alfred looks more 
like the advance agent of a prosperity — 
His father is the well-known 


boom. 
manufacturer of cigars, a fact which has 
earned Al the nickname “ Panetela 
Plumber.” This happy chap is always 
brimming over with good nature, and one 
call at his place sets a fellow right for 
the day. 


TALENTED BROOKLYN VOCALISTS. 

Mr. J. T. Matthews, of 288 Division 
avenue, Brooklyn, has emulated the ex- 
ample of the busy bee for a third of a 
century; yet his juvenile appearance 


would seem to belie this statement. His 


popularity improves—like good wine— 
with age, a very good test of which is 
shown by the same names on his books 
which were there 25 years ago. Besides 
his clever workmanship, there are three 


other very good reasons why Mr. Mat- — 


thews should prosper—a portly wife, and 
two charming daughters, both of Svhom 
are talented vocalists. This quartette al- 
ways grace the outing and ball, which 
functions appear to take on more zest 
through their attendance. : 


MR. CLEWS’ FORMER RESIDENCE TO 
BH REMODELED. 


Plans have been filed with the Bureau 


of Buildings for the remodeling of the 


former residence of Henry Clews, banker, 
at 9 West 34th street. The total improve- 


ment, including the plumbing, will cast 


$15,000. 


A HUSTLING BROOKLYN MASTER — 
PLUMBER. : 

The Beau Brummel of the plumbing 
fraternity is to be found, when in, at 
Broadway and Keap street, Brooklyn—4a 
hustler beyond question. Between bust 


ness matters, wedding preliminaries, and 


other affairs pertaining to the social 
world Charlie Mentzinger, is a wonder, 
and certainly excites admiration of all. 
The Hall of Records is one of his many 
contracts, the successful installing of 
plumbing and steam material in which 
would occasion a less blasé craftsman to 
swell up with pride. For a great many 
years, Mr. Mentzinger, Sr., saw to it that 


nothing of value passed this very im- 


posing corner, and now the younger gen: 
eration is keeping up the good work. Our 
best regards to Mr. Mentzinger, Mr. Brani- 
gan and Charlie as well. 
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THE AUTOMATIC ‘Tre DESMOND INJECTOR 


HYDRANTS | CLIMAX GELLAR DRAINER VALVE. Is the Automatic Injector Perfected 
and STREET || Seq eae 
WASHERS |] ep 5 


Superior to 
any other 


TOTAL ECLIPSE 


We make all 
styles of “Mc. 


E will purchase copies 

of THE PLUMBERS’ 

TRADE JOURNAL in good 

‘condition to a limited num- 
ber, paying 


perience, best 
machinery and 
workmanship 

can make 


ONE DOLLAR APIECE 


This is the latest and most improved 
valve of The Automatic Climax Cella) 
Drainer, and will be furnished in all case: 
where the water pressure is heavy. This 
ereiegns valve has been designed to remedy the 
y all Jobbers. liammering which has caused some com 


ESTABLISHED plaint in the old style. 
COMPRESSION SELF CLOSING 


1867 
OHN C. KHUPFERLE, MANUFACTURED SOLELY BY 
AEE C. M. KEMP MFG CoO., Baltimore 


—— FOR — 
NOVEMBER 15TH, 1889 


SEPTEMBER 1ST, 1903 
(Central Edition) 


hese copies must be sent <s 
r T covers a great number of conditions 


that Injectors are called upon to work 

under than any other injector. Strong, 
simple, durable, cheap to maintain, easy to 
operate. Guaranteed by the makers. Made 
in sizes from eight horse power to three 
hundred horse power. 

Why try to do business this year with an 
injector that is constantly reminding you of 
the past year by the way it acts under con- 
ditions it will not work, such as Hot Water, 
High Steam, High Lift, etc. 


BS a: rae @ ) Dry = 3 The Desmond Injector can be relied on. 
The Plumbers’ | ¢ Plumbing Material Weetr ne ig ti 
Trade Journal Lead: 7 tice? AND Sanitary Specialties THE DESEO ES 
61 Beekman St.,. NEW YORK. . 
, / The JAMES ROBERTSON MFG CO,, Baltimore, Md. __U224X% 5 ss ontr0. 


carefully done up, with the 


sender’s name and address ‘‘BENEDICT-NICKEL’’ 
Seamless Tubing 
Never wears brassy because white metal clear through 
Benedict & Burnham Mfg Co., Waterbury, Conn. 
N.Y.253 Broadway.Boston§72 High St. 


marked therecn to 


We Sell Direct to Master Plumbers 


sok OSS OnE Cts 


Columbia Colonial Combination 


. No. 400 
: One of Our Leaders, and acknowledged the BEST money can buy. 


CONSISTS OF 


Our COLONIAL Vitreous China Tank, fitted with N. P. Ball Cock, set flush with 
top of tank (easy of access) and our Columbia Flush Valve. 
Our COLUMBIA Vitreous China Syphon Jet, without Jet Pipe or Ramshorn. 
Pas Our CHICAGO hand polished G. O. Seat and Cover, with heavy hinges. 
Our 3-8 inch N. P. Supply Pipe with Compression Stop. 
Our 2 inch N. P. Straight or Offset Flush Connections, ~ 
Complete with Closet Screws and Washers. 


Entirely our own production, and not a collection of products of 
other manufacturers. 


J PRICE ON APPLICATION. 


* The Columbia Syphon not covered by the Trust, but. by U. S. Patent. No. 755498, issued March 22, ’04, 


Columbia Pottery @ Mfg. Co., Kokomo, Ind. 
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One of the good old-time veteran mas- 
ter plumbers in New York City is Thos. 
‘Hanley, being located for a good many 
years in and around the down-town por- 
tion of the city, that bordering on Uni- 
versity place Mr. Hanley informed a 
representative of THE PLUMBERS’ TRADE 
JOURNAL that he caters almost exclusively 
to the jobbing part of the trade. 


WILLIAM S. ALEXANDER. 


William §S. Alexander, a well-known 
master plumber of the Bedford section, 
Brooklyn, N. Y., whose home was at 917 
Sterling place, was suddenly stricken with 


The Late William S; Alexander 


heart disease while riding in a car on 
April 22, and died soon after. Mr. Alex- 
ander was a young man in the prime of 
life, being only twenty-eight years of age, 
strong and robust, and to all appearance 
had every prospect of living to a good old 
age. He enjoyed the respect and esteem 
of a large circle of friends and acquaint- 
ances, to whom his sudden taking off was 
a severe shock. He had been connected 
with many local social organizations, par- 
ticularly with the Sheepshead Bay Yacht 
Club. The funeral services took place at 
the Church of Our Lady of Victory, at 
which there was a large attendance. 

Mr. Alexander learned the plumbing 
trade with McCormack & Knox, of Brook- 
lyn, and was also with Keagan & Son, of 
Fulton street, as foreman for a number 
of years. He then started in business for 
himself and was very successful, carrying 
on a large jobbing business besides his 
regular contract work. The business will 
hereafter be conducted by his brother-in- 
law. ; 


A young master plumber is Wm. Wil- 
son, now located at 307 W. 117th street, 
Manhattan. Mr. Wilson recently dissolv- 
ed partnership with his old-time partner, 
Smith, and informs us he believes the 
outlook for future seasons to be exceed- 
ingly bright. 


Building Department 
has granted permits for numerous large 
structures. The following is a partial list 
of the more important permits recently 
granted: To H. G. Loomis, owner, for an 
eleven-story brick loft and store at 34th 
street, near Broadway; F. A. Mimitte is 
the architect, and the building will cost 
about $400,000. 

To Matz & Gussaroff, owners, for two 
five-story brick tenements on 109th street, 
near Broadway; Moore & Landsiedel, ar- 
chitects, and buildings to cost $90,000. 

To Home Realty Co., for fifteen  two- 
story brick dwellings on Morris avenue, 
near 166th street, at a total cost of $15,- 
000; M. Zipkes is the architect. Also per- 


The New York 


mit to same for fifteen two-story brick 
dwellings on Grant avenue, near 166th 
street, at a total cost of $150,/00. 


To F. B. Golder, owner, for a six-story 
brick loft and store at 127-133 West 17th 
street, at a cost of $125,000; W. G. Pique- 
ron, architect. : 


To I. & H. Mayer, owners, for six five- 
story brick flats on 143d street, near 
Highth avenue; cost, $192,000; Neville & 
Bagge, architects. 


Thomas J. Roper, of Brooklyn, known 
to fame throughout the country, and now 
occupying a post on Fifth avenue and 58th 
street, has done very well. Tom’s phy- 
sique is an exact duplicate of our friend, 
M. J. Shevlin’s, so that they have beeu 
dubbed the two comics of the plumbing 
trade. Three years ago at an annual 
gathering at College Point, a fat man’s 
race, the event of the day, was pulled off 
at 5 P. M., having as entries only two 
—Brothers Roper and Shevlin. To qual- 
ify, a weight of 250 pounds avoirdupois 
was necessary. They got away at the 
flash, and after one hundred yards of 
wildest excitement, Roper was returned 
the winner. It will be recalled that on 
this afternoon an earthquake was report- 
ed in New York City. The cause of this 
seismic disturbance was later traced to 
Donnelly’s Grove. 


M. J. Shevlin, of Fleet Place, De Kalb 
avenue, Ada Rehan’s friend, is as busy 
as he is good natured, i. e., very. It is an 
entertainment in itself to converse with 
Mike for a few minutes; his fund of in- 
formation, so laughably put, is of won- 
drous proportions. “Ada Rehan’s friend” 
is no jest, as from Mike’s own lips, we 
learn how some years ago, and it is with 
a proper respect for the lady in question 
that we hesitate to cite the date, when in 
Albany, and after a not very pleasant job 
of plumbing requiring Mike’s personal at- 
tention, Ada accosted our jovial friend on 


George W Knowl’s Plumbing Shop, the “Bee 
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the main street, despite his frantic effort 
to duck, and insisted on a vigorous hand- 
shake, much to Mike’s chagrin. Notwith- 
standing this occurrence, she still re- 


mains his friend, and whenever in town 
-M. J. is the first man to be honored with 


a pass for two. Since he shifted his 
peint of attack from Nostrand and Ful- 
ton, the goddess Fortune has smiled plen- 
tifully and often, and we are advised 
that it requires quite a force.to figure up 
profits at the end of each month. Here’s 
to a continuance of his prosperity. 
ose 

William Hess, the hustling master 
plumber of 335 Floyd street, Brooklyn, 
has the contract for the residence of 
Henry Pulterman, at 365 Clinton avenue, 
the price of which is $4,000. He also 
has a number of other orders. 


ELMIRA, N. Y., NOTES 


At a recent examination held by the 
Examining Board of Plumbers the follow- 
ing received certificates and are now quali- 
fied master plumbers: John A. Scoopes, 
J. Van Patten, and Robert W. Havens, all 
of Elmira and who are now about to open 
their shops in this locality. 


That enterprising firm of Flahire & 
Kroul, of 115 West Water street, have 
just about $30,000 worth of plumbing for 
the State in its buildings at, Middletown 
and Ovid, N. Y. 


The Spring trade is now well under 
way and the question of any trouble with 
the journeymen being avoided, every 
plumber is kept hustling to keep up with 
the rush of business. 


The Chemung County Gas Co., who are 
now piping natural gas from Bradford, 
Pa., to this city, expect to complete their 
work by next faill. Every plumber has 
been given a chance at this line of work 
and at the present writing a report is 
current that five new shops will shortly 
open for business with a view of securing 
some of these contracts. The buildings 
along Water street, and some of the main 
streets where the piping has been com- 


Hive,” at 325 Carroll Street, Elmira, N. Y. 


| 


pleted, are now preparing to heat the 
stores and offices in the future with a 
ural gas exclusively, as it costs but 27 | 
cents a thousand feet. | 


Messrs. Corcoran & Parshall, of Bourt 
and Dean streets, are each day adding 
to their prestige. Joe Corcoran is the 
very popular young gentleman for so 
many years associated with John J. Her. 
son, and his partner is the well-known 
son of that successful physician and Bay 
Ridge’s politician, Dr. Parshall, “Since 
the first of November these energetic 
young gentlemen have been putting them 
over the plate in rapid succession, and 
their trade has increased so that it re- 
quires five men, with corresponding num- 
ber of helpers to keep up with their 
orders, They confine their efforts to 
the jobbing end solely. $ 
AN OLD-TIME MASTER 

PLUMBER ? 


We publish on this page a photograph of 
the plumbing shop, the “Bee Hive,” of 
Geo. W. Knowl at 325 Carroll street, El- 
mira, N. Y. George is a popular plumber 
of that city and vice-president of the 
local Master Plumbers’ Association. 

Mr. Knowl commenced his apprentice- 
ship with E. H. Cook & Co., in the early 
seventies. A few years ago he started in 
business for himself and has built up a 
very fine trade. Among the contracts he 
received recently are the plumbing ‘in 
residence of J. L. Dicks, and . 
houses for Mr. Carroll. ie 
SPECIFICATIONS FOR FLAT 

SEAM AND STANDIN 
SEAM TIN ROOFS — 


The American Sheet and Tin Plate Co, 
of Pittsburg, Pa., are sending out a copy 
of specifications written by Mr. ‘John 


-Mcllroy, of Pittsburg, Pa., a practical tin- 


smith. We publish herewith one for flat 
seam roof: : 
First: Use tin of ‘good quality; see 
that the tin is square; notch corners ik 
inch; turn % inch edge; use 7 nails or 
cleats to the sheet; hammer smooth with 
mallet; flux with rosin, using plenty 
rosin; solder with hot soldering copper, — 
soldering on top of seam and soak the 
solder well into seam; use on IC tin 5 
pounds of % x ¥% solder, on IX tin 6 to 7 
pounds per square. See that the rosin is 
well cleaned off after the roof is finished; 
then give the roof one coat of paint made 
of pure English venetian red or pure 
oxide of iron and pure boiled linseed oil 
and a little turpentine; in thirty to ninety 
days a second coat of the same paint, or 
good graphite, using in each case only lin- 
seed oil for a thinner; in one year a third 
coat; after that you will be required to 
paint only once in every three or four 
years. We take no stock in painting 
under side of flat seam roof. If the sheet- 
ing boards are not tongued and grooved, 
there should first be put on a layer of | 
dry felt paper to exclude the air from — 
cracks and joints and to prevent nail 
heads from coming in contact with tin 
roof. If the sheeting boards are old and 
dry, 20 inch by 28 inch plates are pre- 
ferable; if the sheeting boards are wet 
and green, 14 inch by 20 inch plates 
are preferable. Twenty inch by twenty- 
eight inch sheets will give you an aver- 
age measurement on roofs of 385 feet per 
case, 112 sheets 20 inches x 28 inches. 
Average measurement on roof 14 x 20, 112 
sheets 187 feet to box. 
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WASTE 


Competition Goods 


STOP 


Less Time on Cheap 


AND 


Scuily’s 
Stop and Waste Cocks 
are made of the best 
Red Metal; alwaysturn 
easy, and for quality 
and price they can’t 
be beat. 


Cheap Brass Goods 
are like eggs. They 
are all right until you 
want to use them. You 
run no risk with Scully 
Goods. They are un- 


_ conditionally Guaran- 


Scully for Quality 


Tf your jobber does 


not carry these goods 


Write us! 


Scully Closet Ventilator 


Urinal Trap 


The Scully Closet and Urinal 
Ventilators are endorsed and 
used by the leading Architects 
and Plumbers. Write us for 
prices and general information. 


Write for Catalogue and 
prices on Scully Traps. They 
are goods of merit. Give 
them a trial. 


Scully Scully 


High Grade Fuller High Grade Compression 
Goods Goods 


W. J. Scully Ventilator @ Mfg. Co. 


GENERAL OFFICE AND WORKS: DETROIT, MICH. 


BECHER and M.C.R.R. 
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@ Pittsburg and the South @ 


Pragya anitelg ent D pata parent titand 2 ptenrs tell gun se beaten hyd pa hm eat tty teat ee peta mca ll pon nha 9) 
that this worthy “knight of the road” will 
shortly become a Benedict. 


HAS THE PLUMBING CONTRACT FOR 
THE MATTHEW HOTEL. 

T will no doubt please many of his 

| friends to know that Chas. A. 
Fisher, of Allegheny City, has se- 
“cured the plumbing contract for 

the Matthews Hotel on McClure avenue, 
Allegheny. Mr. Fisher is one of Alle- 
gheny’s youngest plumbers, and this is 
one of the nicest jobs he has ever handied. 
Standard goods are being used through- 
out, and Mr. Fisher will make the job a 
credit to himself for good workmanship. 


RECENT VISITOR TO PITTSBURG. 

Mr. Chas. Reed, treasurer of the Reed 
Plumbing Co., of Fairmont, W. Va., was 
in Pittsburg recently on business and 
pleasure. 


A NEW SHOP AT CANONSBURG, PA. 

Brice Bros., of Canonsburg, Pa., have 
recently opened up a new plumbing shop 
at Canonsburg, having embarked in the 
business about May ist. They are using 
a full line of Standard goods, and their 
friends in the business wish them suc- 
cess. 


WILL REPRESENT THE STANDARD 
SANITARY MFG. CO. 

Harry L. Glendenning, one of the best 
known and most capable men in the 
plumbing supply business, has entered the 
employ of the Standard Sanitary Mfg. Co. 


and will represent that company in Hast- 
ern and Central Pennsylvania. Mr. Glen- 


If the rumor 


View of the Handsome Showroom of C. P. McCurdy, Meadville, Pa., Secy. Northwestern Assn. of M. P. 


denning was formerly with the Bailey 
Farrell Mfg. Co. 


TO JOIN THE BENEDICTS. 


Friends of G. C. Mahaffey, of the Stand- 
ard Sanitary Mfg. Co. are getting con- 
siderable fun out of the rumor now afloat 


has any foundation, here’s to “Cliff.” 


PLUMBING A NUMBER OF FINE 
HOUSES. 
Mr. Augustine Keeley, the Rock Bend, 
Pa., plumber, has just landed a very fine 
contract for about $4,000. This embraces 
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the plumbing in a number of very fine 
houses which are about to be built on 
Friendship avenue, Hast End. 


CONTRACT FOR THE NEW SCHOOL- 
HOUSE. 

The plumbing in the new Sheridan 
school house at Sheridan, Pa., has been 
let to the Buerkle Plumbing Co., Second 
avenue, Pittsburg. 


BURGLARS IN A PLUMBING SHOP, 


. John F.. Howe, the prominent plumber 
of Freedom, Pa., sustained about $100 
loss recently by burglars breaking into 
his place and carrying off a lot of re- 
volvers and other material. Mr. Howe 
runs a fine hardware store at Freedom, 
in addition to his plumbing business, 


A NEW CORPORATION AT SPANGLER. 


A charter has been issued to the Spang- 
ler Light, Heat and Power Co., Spangler, 
Pa., which is capitalized at $5,000. The 
directors are T. O. Helfrick, S, B. King, 
and James A. McClain, Spangler, Pa. 


WILL DO A GENERAL PLUMBING 
BUSINESS. 


The Richetts Plumbing and Heating 
Co. has been formed by F. E. McCarrick 
and H. D. Richetts, of Pittsburg. The 
firm has opened a shop at 3908 Fifth 
avenue and established a branch at 616 
Dallas avenue, Homewood. 


PROMINENT MASTER PLUMBER OF 
OIL CITY, PA. 

J. M. Reidy, the large plumbing con- 
tractor of Oil City, Pa., was married ou 
April 28th. Mr. Reidy is probably the 
best-known plumber in northwestern 


IMITATION OF MUELLER GOODS 


We have been apprised that Mueller Brass Goods and the Meller Trade Mark are being imitated, and that through such 


imitations inferior brass goods are being sold in substitution for genuine Mueller Brass Goods. 


Not only do we regard such imitations as a fraudulent practice upon our customers, to induce them to buy goods inferior 


in worth to Mueller goods, but we also hold them to be in violation of our patent and trade mark rights. 


Viewing the matter as such a violation, we are determined to seek out all persons who are offering for sale goods that in- 


fringe either our patents or our trade mark, and to invoke the limit of the law in prosecuting them. 


To this end we hereby give warning to all manufacturers that we are owners of letters patent No. 513,372 (being a patent 


for new and valuable uses in a stop and waste cock), that we have registered and appropriated to our use a certain trade 


mark whose essential feature is the letters ‘‘H. M.’’ and that we shall take advantage of every means accorded by the pat- 


ent laws to protect them against infringement. 


We hereby give warning to buyers of goods that infringe our patents or trade mark that they also are liable and will be 


prosecuted to the full extent of the law. 


In furtherance of this policy of determining our rights, we have instituted two suits of infringement against the A. Y. 
McDonald & Morrison Mfg. Co., of Dubuque, Iowa. 


H. MUELLER MANUFACTURING COMPANY, 


DECATUR, ILL., U.S.A. 
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J. F. ELSOM, PHYSICS @ CHEMISTRY, VENT C AP 


Proprietor. Established 1872. 
SCIENTIFIC LABORATORIES Endorsed by leading sanitary experts and 
OF plumbers in the United States and Canada. 


J. F. ELSOM, Is guaranteed to do what is claimed for it. 
New Albany, Indiana. 
Certificate No. 467, (Supplementary Report.) 


Having received from Ideal Manufacturing Company of Detroit, Michigan, samples of 
the Centrifugal and Centripedal Trap for the purpose of testing its sanitary efficiency, I 
now report upon the tests made. 
The one selected was an Ideal Centrifugal and Centripedal Trap, of brass, nickel 
plated, of the size having one and one-quarter inch connections. 
At various times well established Cultures of 
Bacillus Anthracis, Typhoid bacilli (intestine), 
Tubercle bacilli (Sputem), Actinomycosis (Bovine), 
Glanders bacilli (Horse), Anthrax bacilli (Negro), 
Diphtheria bacilli (Membrane), Leptothrix inominata, 
Bacillus Maximus, Spirillum Sputigenum, 
Indococus Vaginatus, Catarrh (Nasal), 
Leucorrheea, ‘ Cystitis, 
together with their recognized media were each placed, one at a time, in the chamber of . + 
the Trap, and allowed ep seyvelon under the most favorable conditions obtainable, some being Does away with one joint. 
left undisturbed for weeks, and always until their development was complete. When they i 
showed their greatest activity the Trap was connected to a tank, in accordance with the No need for caulking. 
directions, just as it would be ready for use under a wash basin or kitchen sink. Double Hub Pipe not necessary in order to use it. 
The tank having a capacity of 2510 cubic centimeters (10 gallons) filled with distilled . 
water, was placed ten inches above the trap. The tank was flushed and allowed to empty Much easier to put on than any other Vent Cap 
itself. The media, without Cultures, was now placed inside the chamber or buoy of the trap in the market 
and allowed to remain under the same conditions as before, each for the same length of ; 
time as the original test, and upon examination it was found that not in a single instance Its durability and low price recommends it to 
was there the least indication of bacilli of any kind. 
(Signed) J. F. ELSOM, everybody. 
(Chemist, Bacteriologist, Etc. ) 


Ohe Ideal Manufacturing Co., 


DETROIT, MICH. - - “ = WINDSOR, CANADA. 


The FE. & W. System (Write for Catalogue) 


Vent, Revent and Drainage Fittings | 


When you want 
Perfection 
in Plumbing 


Use the 
F.& W. System. 


Look for the 


s TRADE F, & W,, MARK 


Fig. 541 F.& W. Revent G, Long Pat. Fig.557, F.& W.Increaser Fig. 533,F.& W. Revent E, Long Pat. Fig. 546. F. & W. ReventH. 
ADDRESS ALL CORRESPONDENCE TO 


Central Foundry Company 116 B Nassau St., NEW YORK CITY. 


Pittsburg °"4,. 


South—Continued from Preceding Page 


Pennsylvania, and his many friends will 
wish him success and happiness as a 
Benedict. 


WILL EQUIP THE NEW ALLEGIER 
HOTEL. 


Watson Bros., of Brookville, Pa., have 
closed the plumbing contract for the new 
Allegier Hotel at Brookville. They have 
also been awarded the contract for plumb- 
ing the new Presbyterian Church, Brook- 
ville. 


WE CONGRATULATE MR. EAGEN. 


Felix Joseph Eagen, formerly foreman 
for T. H. Ledden, the popular master 
plumber of Ridgeway, Pa., was married in 
April to Miss Cecilia Maloney, of Avoca, 
Pa. Mr. Hagen now has a nice plumbing 
shop of his own, and since starting in 
business about six months ago has been 
very successful. 


A NEW PLUMBING FIRM AT HOME- 
STEAD, PA. 


A charter has been issued to the Law- 
son Plumbing and Heating Co., of Home- 
stead, Pa., with a capitalization of $15,000. 
The company will engage in a general 
plumbing and heating business. The di- 
rectors are: O. P. Lawson, Wm. L. Davis 
and M. S. Hillman, of Homestead. 


BUILDING A NEW APARTMENT 
HOUSE. 

Harry Son, the well-known plumbing 
contractor and member of the plumbing 
firm of Gow & Christy, is building a 
three-story brick and stone apartment 
house at Ambridge, Pa., to cost $15,000. 


2 
§ 


HE Union ‘Trust Company’s 
building at the corner of 

Fourth and Spring streets, is 

the first “skyscraper” to be 

erected in Los Angeles, Cal., which, by 


the way, is one of the tallest twelve- 
story buildings in the world. The plumb- 
ing and steam heating in the building was 


CAPTURED THE $2,800 CONTRACT. 


F. P. Cropp, Patterson avenue, McKees- 
port, Pa., has secured the plumbing con- 
tract for the two Jones houses in the 
East End, Pittsburg, amounting to about 
$2,800. Bailey-Farrell Mfg. Co. will fur- 
nish the goods. 


C. P. McCURDY’S SHOWROOM AT 
MEADVILLE, PA. 


A view is shown in this issue of THE 
PLUMBERS’ TRADE JOURNAL of the com- 
plete and magnificent showroom of Chas. 
P. McCurdy, of Meadville, Pa., who is sec- 
retary of the Northwestern Master Plumb- 
ers’ Association. Mr. McCurdy is one of 
the largest plumbers in the State and is 
very well known throughout the trade. 
In addition to doing plumbing he carries 
on the junk business, in which line he is 
very successful, both buying and selling 
junk in all parts of the United States. 
The fish which is shown in the picture 
was caught by Mr. McCurdy about six 
years ago in Conneaut Lake. The fish 
weighs 35 pounds 6 ounces, and is the 
largest ever captured in those waters. 

Mr. McCurdy has just completed the 
plumbing in the new Dispensary Hospital 
at Meadville, Pa., and has a number of 
important contracts on hand at the pres- 
ent time. 


WITH THE BAILEY-FARRELL MFG. 
CO. AGAIN. 

J. F. Kelley has returned to his old 
position with the Bailey-Farrell Mfg. Co., 
and will travel for the company in cen- 
tral and northwestern Pennsylvania. 
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installed by Mr. Thomas Haverty, one of 
the oldest plumbers in Los Angeles. 

Anyone might naturally suppose that 
in a country where snow and ice are un- 
known, and frost very nearly so, and 
where the sun shines 360 days out of 
every year, that there would be little need 
of a modern steam heating plant or other 
means of heating, but such is the condi- 
tion. The great peculiarity of the cli- 
mate of Southern California is that, so 
long as the sun is shining and one is in 
the sun, one will find it warm, but just 
as soon as you step into the shade or the 
sun goes down, the air is cool and chilly; 
even throughout the nights of the warm- 
est days in summer, one cannot sleep 
with comfort without plenty of warm bed 
clothing. 


In no one line of advancement has prog- 
ress been more marked than within the 
line of sanitary plumbing. In the mod- 
ern, twentieth-century appliances install- 
ed in the Trust Building, Los Angeles 
has in many instances her first introduc- 
tion to features that are destined ere 
long to replace the older methods that 
have been in vogue for many years. 
_The system of steam heating used is 
the overhead feed with the Paul vacuum 
system. This is the first instance in 
which this celebrated system has been 
introduced in Los Angeles, and its advan- 


tages are many. In the way of compress- 
ed air pipes for furnishing compressed 
air for mechanical use, the system is com- 
plete and the best yet devised. The 
Kenney Vacuum Sweeping System, which 
has been installed, will prove a revela- 
tion to residents of this city,-and a great 
sources of gratification to tenants of the 
building, as the offices will be cleaned 
by compressed air nightly without the 
aid of a broom or sweeper to raise dust or 
cause annoyance. Gas has been provided 
in every room for professional men and 
the piping is most complicated and yet 
complete, 

There are 210 offices in the building, 
each one provided with a separate Im- 
perial porcelain lavatory made by the 
Mott Iron Works of New York for this 
job on the order of Mr. Haverty. Toilets 
are of the same character. The plumbing 
is done throughout on the drainage sys- 
tem of galvanized screw pipe and fittings, 
eliminating all possibility of leaky joints, 
such as is quite frequently found in cast 
iron pipe with lead joints. 

Two 3,000-gallon tanks in the attic fur- 
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nish a supply of water under the most 
modern conditions. All lines of supplies 
for each line of lavatories and toilets, for 
both hot and cold water, are controlled 
by the engineer in the basement. The 
hot water circulates constantly and ten. 
ants on the twelfth floor secure hot water 
as instantly as those on the second. The 
system of interior fire hose and piping is 
superior to any yet installed in this city. 
The line of pipes can-be instantly cop- 
nected with valves on the street, through 
which the fire department can force water 
to any floor. These exterior fire pipes are 
used as interior pipes as well, and are 
kept constantly supplied with water from 
the tanks in the attic. ; 

Following closely on the work of the 
structural iron workers, and continuing 
through the various stages of construc- 
tion, the plumbers, pipe men and steam 
fitters from Thomas Haverty’s establish- 
ment have kept pace with the construc- 
tion of the building until to-day its stands 
a monument to the enterprise of the men 
who have made it what it is, and credit 
is due the firm mentioned. 
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ELLINGHAM, Wash.—The con- 
B tracts for the new Carnegie 

Library building in this city 

were awarded by the City Li- 
brary Board to J. H. Tredd for the gen- 
eral contract and to F. B. Charrion for 
the plumbing and the heating fixtures. 
The figures are not given, but it is under- 
stood that both contracts equaled the en- 
tire appropriation of $12,500. 


Portland, Ore.—The contracts for the 
plumbing of the East 28th street school 
in this city were awarded to the Jacob- 
son-Bade Co. They also secured the con- 
tract for the Quinby school. 


The lowest bids for the construction of 
the Georgetown, Wash., new High School 
building were: General contract, George 
Hughes, $13,300; hot air heating, Finley 
& Robb, $3,379; plumbing, Howard 
Stickles, $1,300. 


The city of Aucortes, Wash., is prepar- 
ing to build a new sewerage system. R. 
H. Dimurock, of Seattle, has been secured 
to make the plans. 


Moffatt Bros., of 812 Third avenue, 
Seattle, Wash., have several good jobs on 
hand—four residences on Capitol Hill, 
far better than that of last year, and that 
the amount of local work to be done will 
be exceptionally large. 


McRobert Bros., of 1026 Pike street, 
Seattle, Wash., report trade conditions 
steadily improving, and althongh no 
large jobs on hand at the present time, 
they have six or seven good residences 
jin the course of completion. 


P. J. Glennon, of 712 Third avenue, 
Seattle, Wash., has recently completed the 
$20,000 Buttler Hotel job, in which he 
installed sixty-five standard baths, one 
hundred Standard & Weopee lavatories, 
eighty closets and a large number of Slop 
basins. Also reports the completion of 
the Hamm & Schmitz Oriental office and 


store building, in which he placed twenty 
Cooper closets, six urinals stalls and 
seventy basins. This ran about $7,500. 
He has also just finished the job on the 
Seattle Athletic Club building, composed 
of twenty-two Cooper closets, eight glass 
urinal stalls (Siphon jet Coopers), eighty- 
two basins, ten of Cooper’s needle show- 
ers, three tubs and a plunge 60 x 40 feet, 
at a cost of $8,000. Have just completed 
the roughing in of the job on the Stand- 
ard Hotel building, in which will be 
placed sixty-two baths, 180 basins, 80 su- 
perior siphon jet water closets and 10 of 
Wolf’s urinals, also 12 slop sinks. The 
lavatories will be finished in marble and 
the job will total about $12,000. He has 
just secured the contract for the job on 
the alteration in basement and the addi- 
tional two stories that will be added to 
the Post-Intelligencer building for about 
$3,000. The basement will be occupied 
by a Rathskeller restaurant. Also work 
ing on Mrs. C. K. Gallard’s residence on 
the corner of 17th and Madison, into 
which he will place three baths, four 
closets, six lavatories, using Ideal closets, 
to cost $1,500. He has finished the resi- 
dence for F. S. Stinson, in which he 
used fourteen Cooper lavatories, three 
Cooper bath tubs, one needle bath. All 
were finished in marble. The heating is 
by a Monarch continuous hot water 
heater. Total cost of job, $3,100. He 
also finished the job on the residence of 
A. S. Kelly on Queen Anne Hill, composed 
of three bath tubs, eight lavatories and 
four closets, which, complete, cost $2,500. 


Mr. J. W. Manaway, 2402 First avenue, 
Seattle, Wash., has a contract on hand 
for a six-flat building at the corner of 
Fifth avenue and Blanchard street, into 
which he will place a complete set of fix- 
tures in each, to cost $1,000, at 2500 
Elliott avenue, to be used as a saloon 
and rooming house he will put three 
marble-top low down closets, bath, sink, 
and saloon fixtures, to cost $450. ‘He also 
has four dwellings, running between $200 
and $300 each. 
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ANTED—A POSITION AS TRAV ELING SALES- 

man or in office of plumbing supply house; 

have had eight years’ experience in the business. 
Address P. O. Box 85, New Orleans, La. 


’ 

Wy A8teD—WEOUGHT IRON PIPE COUPLINGS 
black or galvanized; sizes 34 to 6 inch; must be 

in good condition; advise quantity on hand and price 
per pound. Address Manley & Landreth, Joplin, Mo. 


SPECIAL NOTI CES. 


RATES FOR SPECIAL NOTICES. 
ial notices, such as “wants,” “for 
Bige ete. are inserted at the rate of 50 
cents per issue for regular subscribers. To 
non-subscribers the*rate is $1.00 per inser- 
tion, to not exceed five lines. Cash must 
accompany order. 


OR SALE —Several HAND 


ANTED—TO ARRANGE WITH GOOD BOILER: 
and Radiator Company to represent them in 
Philadelphia and vicinity, including South Jersey, 
Delaware and part of Pennsylvania on a salary and 
commission basis; am wel) acquainted with the 
trade, having been calling on them for several years 
Address ‘C, B. J.,” care of The Plumbers’ Trade 
Journal, 61 Beekman St,, New York City. 


KEY GRINDINGIMACHINES 
and a magnetic Separator; in 
first-class order and cheap. 
Address H. Mueller Mfg. Co., 
Decatur, If. 


ANTED-—STEAM AND HOT WATER FITTER 
W who has some knowledge of plumbing, for per- 
manent position in small town in Illinois, Address 
PM. M.” Schiller Building, Chicago, Ill. 


FoR SALE CHEAP—Patterns 
for a full set of DURHAM 
HOUSE DRAINAGE FITTINGS 
—Ells, Tees, F.Y’s, etc. Ifin- 
terested, will send full informa- 
tionandprice. Address‘‘J.S.”’ 
care of The Plumbers’ Trade 
Journal, 61 Beekman St. 


] OAN SELL YOUR PLUMBING BUSINESS, NO 
matter where it is or what it is worth. Send de- 
scription, state price, and learn how. W. M. Os- 
trander, $47 North American Building, Philadelphia. 


LUMBERS’ WOODWORK— 
Wanted by one of the best- 


known selling agents in the East, the 
agency for a good line of plumbers’ 
woodwork—to sell to jobbers only 
on a commission basis. Address 
“J.D. R.,”’ care of The Plumbers’ 
Trade Journal. 


OR SALE—PLUMBING AND STEAM HEATING 
business, in city of 30,000 population, growing 
very rapidly; business will run about $25,000 per 
ear. tock will invoice about $3,500. Address 
‘O. T.,” care of The Plumbers’ Trade Journal. 


OR SALE—A PLUMBING BUSINESS IN SAN 
Mateo, Cal.; one of the finest shops in the State, 
doing a plumbing and tinning business. Reason for 
selling is that. the business has vatike too large for 
one man torun. Address “C.J.M.,” care of The 
Plumbers’ Trade Journal, 61 Beekman Street, N. Y, 


OR SALE—PLUMBING AND TIN BUSINESS IN 

alive town of 2,000; only shop in town; stock 

and tools $1500 cash. Address ‘P. O. Box 168,”’ Ox- 
ford, Ohio. 


ANTED—IN A WESTERN TOWN OF 50,000 IN- 

habitants, 3 first class non-union plumbers in a 

union town. Address ‘P.,” care of The Plumbers’ 
Trade Journal, 61 Beekman St., New York. 


RAVELING SALESMAN—YOUNG MAN WITH 
10 years’ road experience selling plumbing and 
steam goods, wants to represent a good house tray- 
eling in South or Central West, Address ‘‘Sales- 
man,’’ care of The Plumbers’ Trade Journal. 


ANTED—A LIVE YOUNG MAN TO TAKE 
charge of gas, electric light fixtures and collec- 
tions. Apply with reference, state salary required, 
and experience to J.§. Farrell and Company, Indian- 
apolis, Ind. 


ANTED — SUPERINTENDENT FOR STEAM 
and water heating department; must be capable 
of figuring work and writing specifications; man 
with some knowledge of plumbing and electric work 
preferred; recommendations as to ability and habits 
must accompany application; steady position and 
good salary to right man; position now open. Ad- 
ress Alabama Supply Co., 318 N. 20th St., Birming- 
ham, Ala. ‘ 


ANTED—SALESMEN TO CARRY AS A SIDE 
line, on liberal commission basis, a new pipe 
cutter which cuts a pipe without a burr, and auto- 
matic wrenches. Address The Headson Tool & Mfg. 
Co., Lafayette, Ind. 


WANTED_FIRST CLASS PLUMBERS, WAGES 
$6.00, eight hours; state age and experience. 
Address Forbes & Go., 2308. Main St., Butte, Mont. 


STORE OCCUPIED FOR 
the past 30 years as a plumbing 


shop in a hustling New Jersey town 
of over 6,000, now vacated by the 


retirement of the lessee from active 
business, may be rented very reason- 
ably. A first class chance for prac- 
tical plumber to step into an estab- 
lished business with practically no 
competition. Address ‘‘J.W.Acton’’, 
care of The Plumbers’ Trade Jour- 
nal, 61 Beekman Street, N. Y. 


LUMBER’S HELPER WANTS JOB IN A GOOD 
shop where he can finish; have had two years’ 


experience; first class reference. Address Joseph 


Quigley, Anamosa, Iowa. 


OSITION WANTED BY A YOUNG MAN WITH 


several years’ experience in the plumbing sup- 


ply line; inside or outside position. Address ‘‘A.B.C.” 


care of The Plumbers’ Trade Journal, 61 Beekman 
8t.,New York. 


WA4ntep—7wo OR THREE FIRST-CLASS 
plumbers; steady work to the right party; 
married men preferred. Address D. W. Watson’s 


8ons Co., Terre Haute, Ind. 


| HAVE AN ENTIRELY NEW SOIL PIPE FIT- 
ting now ready for the market; would like to 
make arrangement with some one whois in a position 
to handle it and deal it out to the plumbing trade. 
Address *‘Plumbing,’’ Box 484, Shelton, Conn. 


ets! WANTED BY PLUMBER; TWO 
years’ experience; graduate of New York Trade 


School, city or country. Address ‘A. P.8..” care of 
The Plumbers’ Trade Journal, 61 Beekman S8t., New 
York City. ‘ 


Sirens WORK FORFIRST-CLASS PLUMBERS, 
gas and steam fitters. Address Samuel A. Ess- 
wein, Columbus, O. 


Permsene WANTED — ADDRESS G. BRIGGS 
& Son, 268 Main St., Poughkeepsie, N, Y. 


ITUATION WANTED BY PLUMBER, THREE 
years practical experience; have done roofing, 
and good jobber, Graduate of New York Trade 
School; city or country, Address ‘M. C.,” care of 
The Plumbers’ Trade Journal, 61 Beekman St., N. Y. 


\' Poate — FIRST-CLASS STEAM AND HOT 
Water Fitter, that can do good job of plumbing. 
Address P. O. Box 24, North Takoma, Wash. 


ANTED—POSITION AS FOREMAN IN PLUMB- 
ing shop by married man; of 13 years’ exper- 
ience; 5 years in business; best of reference; would 
consider position as salesman on road. Address 
“J. C.,” care of Aurora Plumbing Co., Aurora, Mo. 


youna MAN, 27 YEARS OF AGE, THOROUGHLY 

acquainted -with plumbing and steam fitting 
supplies, wishes inside position; at present employed 
as traveling salesman. Address “Salesman,” care 
of The Plumbers’ Trade Journal, 61 Beekman Street, 
New York. 


UD ES act tte GOOD, SOBER, RELIABLE 

plumbers at once; steady work until the first of 
the year for good workmen. No labor trouble, Ad- 
dress Symms-Powers Co., Sioux Falls, South Dakota. 


ANTED—A FIRST-CLASS PLUMBFR, STEADY 
work for the right man, T. E. Walter & Co., 
Aurora, Il. 


Wit GOOD SOBER NON-UNION PLUM- 
bers and one good sober steamfitter; wages 
50 cents per hour; railroad fare and board paid on 
out of towu work. Apply to Korsmeyer Co., Lin- 
coln, Neb, 


AXe WIDE-AWAKE PLUMBER, WHO IS WILL- 
ing to buy stop and waste cocks in gross lots and 
pay spot cash for the same, can learn where and 
ow to get the same prices that the largest jobbers 
pay. A big saving. Write “‘New Method,” care of 
The Plumbers’ Trade Journal, 61 Beekman St., New 
York City. 


Fok SALE—IN A LIVE TOWN OF 2800 INHAB- 

itants in central Massachusetts, plumbing, 
heating and tin business, with hardware store in 
connection; carried on by pesent owner 17 years. 
This business is in a prosperous condition, and is an 
excellent opening for a good man. Address ‘“X..” 
care of The Plumbers’ Trade Journal, S 


$$ — 
Wee AT ONCE--IN 4 GROWING SOUTHERN 
City, first-class plnmbers; steady work to first- 
class, reliable non-union men. Address P, QO, Box 
265, Greensboro, N. C . 
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ACME No. 15 
Nickel-plated Heater and Shelf 


LIST PRICE, $21.50. 


The Improved 
Douglas-Acme 

and Flush In- 

Stantaneous 
Water Heaters 


equipped with appliances 
possessed by no other 
heaters. 


|} A SAFETY GAS LOCK 
that prevents explosions. 


A DETACHED and AC- 
CESSIBLE GAS 
BURNER 
that can be easily ad- 
justed. Suitable for any 
gas pressure or process 
of make, therepy obtain- 
ing the proper combus- 
tion which predeminates 
in heating water instantly 
and utilizes all the heat 
units. Creates no carbon 
or.soot. 

This is a recognized 
strong feature and ap- 
preciated universally, 


Write for Catalog 


Heats 3to 316 gals. per minute to a temperature of 100 Deg. and Discount. 


Pioneer Makers of INSTANTANEOUS WATER HEATERS, and the 
most complete line in the world. 18 STYLES. 


The Instantaneous Water Heating Co. 
1532159 S. Jefferson Street e e * CHICAGO. 


Hot Water 
OR 


Steam 


*‘*‘Made to heat 
and do it.’’ 


i) Because they have more prime heating surface ex. 
WHY ® posed to the natural fire travel, and this surface is 
properly proportioned to the grate surface. 
The “ RAPID” has lots of individual talking points all its own, and 
good convincing ones, too. When you talk a “ RAPID’ you are not 
talking any other Heater. 
It's a business bringer and a money maker. 
Sold to the trade only at a price that’s right. ; 
Send for catalogue and prices telling allabout it 


RAPID HEATER CO., Limited 
GRAND RAPIDS, MICH. 
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ingenuity of man can be devoted 
is worthy of greater success than 
the work of modern practical plumbers, 
and yet how few, inside as well as out- 
side the ranks, stop to realize the benefi- 
cent character of their work and the prac- 
tical blessing it confers upon humanity, 
through protection from disease, when 
successfully and_ satisfactorily carried 
out. The layman’s idea that anyone hav- 
ing a general knowledge of pipe and fit- 
tings is competent to install a satisfactory 
job of plumbing is rapidly passing away, 
even in remote rural districts, and the 
“tinker” of old has been replaced by the 
educated, intelligent, up-to-date, practical 
plumber, whose better and more scientific 
methods are particularly notworthy. 
Comparatively speaking, the science of 
plumbing is new, that is, of comparatively 
recent growth, so that still further devel- 
opment of apparatus and methods may 
be looked for in the future. No one 
can deny, however, that progress has been 
and is still being made. No one need 
be ashamed because of lack of practically 
satisfactory results, yet what a grand 
field is here presented for improvement 
and invention to utilize for the ameliora- 
tion of mankind such knowledge as mod- 
ern plumbers now possess, supplemented 
by that which might be gained by the 
presentation of papers at local and nation- 
al association conventions, giving the re- 
sults of the experimental researches of 
individual members, and by personal con- 
tact in social intercourse. What may 
yet be accomplished in an educational or 
purely business way through a freer in- 


N OTHING to which the energy and 
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terchange of experience by the plumbers’ 
association as a body or by the members 
thereof individually is, perhaps, but fairly 
conceived. 


NVENTION has profoundly changed 
| industrial conditions, steadily falsi- 
fying all pessimistic predictions, and 
going hand in hand with a relative rise 
in wages and an improvement in the con- 
ditions of working people as a class. After 
having been much discussed in its rela- 
tion to industry, mechanical invention 
has come to be recognized as beneficent, 
though its path to recognition has been 
rough. The welfare and proper recogni- 
tion of the conscientious, practical, up-to- 
date plumber, as inventor as well as en- 
gineer, is largely in his own keeping. 
Every plumber should act well his part, 
and, having the interest of his calling at 
heart, should stand by those movements 
that tend toward possible improvement, 
in any and all directions. 

To be truly successful the plumber must 
be continually pushing and forging ahead, 
and the plumber who listens to the papers 
prepared by brother plumbers, or who 
reads them in a technical periodical 
such as—with all due modesty, Tur 
PLUMBERS’ TRADE JOURNAL—and thereby 
learns what other men are doing, cannot 
help but be stimulated to improve his 
condition, both mentally and financially, 
and as sure as he makes one improve- 
ment he will want to make another. He 
will keep on until he has acquired every 
essential for the best and most success- 
ful operations, and his example will be 
of immeasurable value to fellow members 


of the craft, who will sooner or later 
be forced to adopt the advanced methods 
and practices advocated and followed by 


the truly modern plumber. 
T ers’ association throughout the 

country are exponents of new Ssys- 
tems and new methods, and such conven- 
tions as the National Association of Mas- 
ter Plumbers holds from year to year 
should serve to intensify the enthusiasm, 
as well as to direct in the most product- 
ive channels, the active zeal of its mem- 
bers. The attendants at the convention 
should go home strengthened by a sense 
of support and with ideas clarified. Then 
again, such conventions are not without 
outward effect. By the same means 
through which the conventions focus pub- 
lic opinion they create it; and every ef- 
fort should be made to see that an opin- 
ion favorable to the continued prosperity 
of every member is fostered, for public 
opinion is a mighty power. Upon it 
rest some evils, perhaps, but it is the 
force behind some of our best regenerat- 
ive movements. The continued success 
of many plumbers in the future will de 
pend largely on superior knowledge, and 
it is the men who are constantly trying 
to discover new methods and give them 
to the world, receiving in exchange the 
improved methods of others who win. 
It can be readily understood that if a man 
had an improved method in which he had 
had no competition he would wish to con- 
ceal his methods, and perhaps could not 
be blamed for so doing. Outside of this 
special case, however, it would seem that 
every man’s best interest would be pro- 
moted by making the fullest and clearest 
statement of his improved methods to his 
co-laborers. 


HE members of the various plumb- 


F the promises of Prof. G. A. Bob- 

| rick, president of the Pacific Liquid 
Air and Oxygen Co. come true, he 

will revolutionize our present systems of 
plumbing, heating, refrigeration, ventila- 


-tion, and sewage disposal by means of 


his liquid air and oxygen. Accounts of 
the professor’s sewage disposal plan have 
already appeared in the columns of THE 
PLUMBERS’ TRADE JourRNAL. It is just 
a year since Prof. Bobrick established in 
Los Angeles what was then and is now 
the only commercial manufactory of 
liquid air in the world, and has already 
proved a financial successs. At a meet- 
ing of the Bank Clerks’ Association, held 
recently in the hall of the Southern Cali- 
fornia Music Co. Prof. Bobrick gave a 
demonstration of his sewage disposal plan 
by means of liquid air. During the dem- 
onstration he stated that within a year 
he anticipates being able to furnish 
liquid air for household use for refrigera- 
tion and ventilation purposes at a cost 
much below the cost of ice and possessing 
innumerable advantages over the old 
method. He stated that he expects to 
see the time when at a cost of $5 he will 
be able to run a locomotive hauling a 
passenger train from Los Angeles to San 
Francisco, and at the same time freeze 
out every town between the two cities. 
He proposes at no distant day to be able 
to-illuminate a city at one fourth the cost 
of lighting it by electricity, run an end- 
less quantity of machinery at the same 
time and to sterilize a city’s sewage into 
absolutely pure water by the use of the 
exhaust from the power thus used. 
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NATIONAL CONVENTIONS To 
BE HELD IN 1904 


National Association of Master Steam 
and Hot Water Fitters, Atlantic City, 
N. J., June 13, 14 and 15. 

American Society of Heating and Venti- 
lating Engineers, Detroit, Mich., July 15 
and 16. he. 

National Association of Master Plumb. 


ers. St. Louis, Mo., September 6, 7 and 8. 
—_———— oe ott 5 


NATIONAL ASSOCIATION OF 
STEAM AND HOT WATER | 
FITTERS’ CONVENTION 


The following invitation has been sent 
to manufacturers and dealers on list in 
accord: 

‘We hereby extend to you a hearty in- 
vitation to attend the Sixteenth Annual 
Convention of the National Association of 
Master Steam and Hot Water Fitters, at 
Atlantic City, N. J., Monday, Tuesday, 
Wesdnesday, and Thursday, June 13th, 
14th, 15th, and 16th, 1904; headquarters 
will be at the St. Charles Hotel. 

This association will take especial 
pleasure in welcoming to its convention 
the manufacturers and dealers who so 
honorably stand’ with us in proclaiming 
and practicing trade protection. 

We are desirous, also, that both you 
and our members may have the advantage 
that this occasion affords of meeting each 
other personally, and of discussing mat- 
ters that are working for the best inter- 
ests of each. ; 

Trusting that we may see you at the 
forthcoming convention, we remain, 

Yours very truly, 
NATIONAL ASSOCIATION OF MASTER 
STEAM AND HoT WATER FITTERS. 
By Eias D. SMITH, 
Chairman Board of Directors. 
Henry B. GOMBERS, Secretary. 


| OBITUARY | 


B. F. ELLSWORTH 


B. F. Ellsworth, plumber, of Boulder, 
Colo., died recently after a few days’ 
sickness. Death resulted from an abscess 
of the liver. Mr. Ellsworth was a highly 
respected citizen of Boulder, and has re- 
sided there many years. At the time of 
his death he was 49 years old and leaves 
a widow and two children. Mr, Hlls- 


worth was a member of the Presbyterian 
Church and the funeral was held from 
the family residence and was conducted 
by his pastor. 
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Ohe 


TANH and 
OTHER WASHERS 


Beveled Conn. Waste and O. Washe! 


McShane ana Budde Tanks 


New Items 
For Repair Work 


HIGHEST Quality Guaranteed on Everything 


Regular and Feather-edge Syphon 
Valve Washers 


EVERY SHOP 


should have our complete line of repairs for Bibbs, 
as it will save all Kinds of trouble and money. 


1 1-4.and 1 1-2-inch Plungers 


“GOOD" ADJUSTABLE FULLER STEMS 
Fit any make Bibb, old or new 


i 


The ball can be fastened on any part of stem 


For Standard Tanks 


Eccentrics—Regular, and with extra long end 


Regular and ‘‘ Budde’’ Packers 


BIBB REAMER 


To make perfect seat 
on new or old Bibbs. 


That famous assortment of 
Bibbs, Screws and Nuts 


18 different sizes, separated nicely ina 
partitioned Tin Box containing 144 total 


Lipp Seats, fine quality 


For Low-Down *Tanks 


| 


Gnaranteed Wiping cloths, saturated and 
ready to use 


Screws or Nuts there to fit any Com- 
pression or Fuller Bibb made. You are 
never in trouble when you have this box. 


WHY USE TWO QUALITIES and not 
have the right one when you want it? 
‘‘Good’’ Bibb Washers 


and Fuller Balls are the finest made for 
both hot and cold water, and the full 
company name is moulded on each as 
an absolute guarantee. 


Complete with four fine 
cutters, including 3-8 
to 3-4-inch sizes 


ALL STYLES OF 
WASTE WASHERS 


No. 1 No. 2 
1,1 1-4and11-2in. 1 and 1 1-4in. 


No. 4—1 inch 


No, 5—1 1-4 inch 


Re re 


No. 6 For Wolff Wastes, 
1 1-4 and 1 1-2 inch Basin and Bath 


No. 7—1 1-4 inch 


1, 1 1-4 and 1 1-2 inch 


CLOSET SPUD WASHERS 


BALL COCK CUPS 
“Success” “Birkery”’ “Douglass” 


88-92 Lincoln Ave., 
NEW YORK CITY. 
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MUELLER QUALITY 
‘A wnanufacturer who gives attention to every little point in the manufacture of his goods, puts a quality into them that 
identifies them to buyers even though mixed in with other goods. ; 
Mueller goods have just this sort of attention paid to their manufacture and they are easily identified by their quality. 
And the attention paid to their manufacture is so thorough and uniform in every article, that it is a part of the goods just 
as some patented feature would be, so we call it Mueller quality. 


MUELLER QUALITY GRADES 


Tf the buyer had to buy the most improved and expensive articles in order to get a quality that he could depend upon, 
there would be many jobs that either had inferior goods used upon them in order to get the low price of such goods, or else 
would have a very fine article used with fittings of a lower class in order to get something that could be depended upon, 
and this better article would look out of place with the other fitting. 

Mueller goods are made in quality grades to help the buyer out of the trouble of either using inferior goods to get the low 
price or else using an article that looked out of place with the other fittings. Mueller goods are made in three quality grades, 
Standard, Extra and Special, each suited to a certain class of work and sold at a price that suits the class, yet each grade is 
made so thoroughly it is given an unconditional guarantee to satisfy. 


HOW IT IS POSSIBLE TO GUARANTEE THREE GRADES 


A guarantee of any sort implies perfect satisfaction for the use intended. It does not mean that the article is good for 
everything that you might wish to use it, else a man could be dissatisfied if his barn paint would not answer for his wife’s 
china painting. It is entirely in the use as intended. 

It is just as possible to guarantee a Standard Grade Compression Bibb to satisfy, even though its very size and weight 
make it incapable of standing extreme pressures that would be safe with the Special Grade, as it is possible to guarantee a 
Gas Cock and yet not have it capable of standing pressures that a Water Cock of the same pipe style would stand. It is 
entirely in the use with these goods also, and Mueller goods are unconditionally guaranteed to satisfy in any use to which they 


should be put. 
If Mueller goods didn’t fill every use aS well as other goods, their features of Mueller quality and quality grades would not do the buyer much 
good, but the Mueller wnconditional guarantee is the protection offered the buyer as to how we succeed in satisfying all uses, and the Mueller trade © 


mark is on each article, so if it fails the buyer knows where he got it. 


H. MUELLER MANUFACTURING COMPANY, DECATUR, ILL, U.S.A. 


MUELLER COMPRESSION WORK 


: Since the detailed attention that is paid to the making of an 

STANDARD CRADE BIBB . article is what makes it have an individual quality, the Cap 

AX ae Packing of the Standard Grade Compression Bibb is reason 

; for claiming that these Bibbs have Mueller quality. In place 

of the usual string of cotton or the piece of cork, the Mueller 

Standard Bibbs have a formed piece of Packing that has cloth 

insertion and is lubricated. This means a water tight stem 
joint and is a feature of only Mueller Bibbs. 


The design of Mueller Standard Grade Bibbs is neat and compact, the 
metal is carefully proportioned for the necessary strength of parts. 


They have a plain handle, a low eap with the formed packing, and the seat 
washer of special durable composition. | 


Each bibb has the Mueller trade mark rolled above the nose, is tested with 
200 pounds hydraulic pressure, and is unconditionally guaranteed. 


The grade of the bibb is shown by the word “Standard” rolled beneath 
the trade mark.. 


WHERE TO USE STANDARD CRADE BIBBS 


Standard Grade Bibbs are intended for use upon jobs where the fittings 
are all of a common class, as in houses built for low rentals, yet requiring 
modern conveniences. Also for rough, cheap work that does not require 
anything except a shutting off device. 


H. MUELLER MANUFACTURING COMPANY, DECATUR,ILL, U.S.A. 
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MUELLER COMPRESSION WORK 


If the Body Threads of a Compression Bibb are down only 

a few threads from the top of the body, when the Seat is finally 

EXTRA GRADE BIBB compressed only one thread or maybe two will have to stand all 

of the strain of compression. Mueller quality is proved by the 

attention given this feature, and the Mueller Extra Grade 

Bibbs are made with long Body Threads so that the strain of 

compression is distributed over several threads and as a result 

the threads wear longer and the Bibbs will not chatter as the 
stem is compressing the washer. 

The design of Mueller Extra Grade Bibbs is a little larger in every way 
than the Standard Grade Bibbs. The casting of the water way through the 
body is such that full pipe area is given through the seat opening and upon 
a turn and a half of the stem, a full stream of water will pass through the 
Bibb. 

The Extra Grade Bibbs have a fancy handle, a trifle longer than the 
that a stuffing box will give, though the Stuffing Box pattern can be had 
Standard Grade. The combined cap and stuffing nut give the same protection 
upon specification. 

The seat washer is of special composition suitable for either hot or cold 
water, and contains no element that will injure the seat when compressed 
upon it. 


THE KIND OF JOBS EXTRA BIBBS 
SHOULD BE USED UPON 


Each Bibb has the Mueller trade mark and grade rolled above the nose, is 
tested with 200 pounds hydraulic pressure and is unconditionally guaranteed. 

Extra Grade Bibbs should be used upon jobs where all of the fittings are 
selected with care and the builder is particular that only good material is 
used. This grade will satisfy such people, 


H. MUELLER MANUFACTURING COMPANY, DECATUR, ILL., U.S.A. 


MUELLER COMPRESSION WORK 


A Seat Washer that lifts right away from the seat gives a 
better water flow and is all round more satisfactory that an un- SPECIAL GRADE 
certain opening and closing because the seat washer is loose or Pe 
is spread out and catches on the body or seat as it is raised. — 
The attention given this point produced a stem base in the form 
of a brass cup into which the Seat washer is sunken. This 
brass wall around the Seat Washer is a feature of attention 
that Mueller goods alone show—simply another point of 
Mueller quality. 

The Mueller Special Grade Bibbs are heavier than any existing style of 
bibb. They will give a flow of water that is positively full pipe connection 
area, and they have the metal to stand the heaviest pressures in use in any 
cities. 

These bibbs have a fancy handle and the combined stuffing nut and cap 
with the conical cloth insertion washer. 

Each bib bears the Mueller trade mark above the nose and also the word 
“Special” to identify its grade. A test of 200 pounds hydraulic pressure 
proves their actual working qualities, and they are wnconditionally guar- 
anteed to satisfy. 


JOBS THE SPECIAL GRADE 
ARE SUITED FOR 


When there is a job comes along where the builder wants everything to be 
the limit, the only bibb to look at is the Mueller Special Grade. This does 
not mean that it sells for its weight in gold, but simply that it has so many 
new and superior points that it is alone in its class, And then there are 
places where it is wise to use a bibb that will stand great pressure, for which 
places this bibb is also alone. 


H. MUELLER MANUFACTURING COMPANY, DECATUR,ILL,, U.S.A. 
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Market Quotations 


For The Trade 


Edited by C. C. RIGGS. 


Pie Iron.—A dull condition of business 
has been experienced thus far this month. 
Practically no new orders have been placed 
and there has been no contracting for 
supplies for the third quarter of the year. 
The call for shipments on old purchases 
also has been of a listless character. The 
tone of the market has been easy and 
reflecting the dullness of business there 
has been some yielding of prices, especially 
for southern iron. It is figured that the 
present output of pig iron is at the rate 
of 18,000,000 tons per annum; this, it is 
believed, exceeds considerably consump- 
tion and that therefore some of the fur- 
naces who have no regular outlet will be 
forced to go out of blast before the close 
of the year. The U. S. Steel Corpora- 
tion, it is stated, it at present turning out 
pig iron at the rate of about 190,000 tons 
per week. Early in June this will be in- 
creased to about 200,000 tons a week, or, 
say, 10,000,000 tons a year. This is about 
60 per cent of the entire capacity of the 
country for making pig iron. 

Copprer.—A fair volume of business has 
been transacted, and the feature has been 
the continued full export movement, esti- 
mates of the foreign shipment for May 
being increased from 10,000 tons to 15,000 
tons. Contracts for moderately good 
lines, especially for electrolytic, have been 
made with the home trade and full prices 
have been reported paid. Independent 
producers, it is understood, have their 
output for May-June fairly well sold up 
and the general market is reported as 
showing a good healthy undertone. 
Prices quoted for carload lots at 13% to 
135é¢c. for Lake; 131% to 134¢. for electro- 
lytic; 12% to 18c. for casting; smaller 
quantities sell at prices from 14 to % per 
pound above these quotations. 

Pie Tin.—London interests, it is under- 
stood, have continued to operate on the 
bear side of the market. The Chinese 
syndicate has been a sturdy buyer and is 
credited with owning two-thirds of the 
spot stock in London. Prices have sag- 
ged slightly, the local market showing a 
tendency to follow closely after the Lon- 
don market. Prices quoted at this writ- 
ing were 27.80 to 27.85c. for carload lots 
and 28.50 to 29c. for smaller quantities. 

Pig LeaD.—A quiet market has been ex- 
perienced but spot supplies have continu- 
ed limited and prices have not changed 
from 4.60 to 4.65c. for carload lots and 
5 to 5.25c. for smaller quantities. Round 
lots for shipment from the West are of- 
fered at 4%c. 

SPELTER.—Western advices have report- 
ed a weakening market, and locally there 
has been a falling off in the demand with 
prices barely maintained on the basis of 
5.20 to 5.25c. for carload lots and 6 to 
6%c. for smaller quantities. 

NIcKEL.—Only a small run of orders 
have been reported; prices have been un- 
changed at 40 to 47c. for round lots and 
50 to 60c. for smaller quantities. 

Pier.—No large orders have been re- 
ported placed for either cast iron or 
merchant pipe. There has been, how- 
ever, a fair volume of business transact- 
ed in ordinary sized orders, manufactur- 
ers meeting with a sufficient demand to 


hold the market to a fairly sturdy basis. 
Prices quoted have been unchanged at 
$28 per gross ton for 6 to 10 inch and 
$27 per gross ton for 12-inch and up- 
ward; these prices were being shaded for 
round lots. _ Lead pipe and sheet lead 
have only a moderate sale; prices have 
not changed. Quoted: Lead pipe, 5 to 
5%4c. per pound; sheet lead, 54 to 544c 
per pound; tin lead pipe, 10c. per pound, 
and block tin pipe 33 to 34c. 


Bowling in 


New York City 


The regular schedule of the Plumbing 
and Steam Supply League has been clos- 
ed. There are two postponed games to 
ve bowled, the result of which will be 
announced later. On Monday, May 9th, 
the two games between the John Sim- 
mons Co. and THE PLUMBERS’ TRADE 
JOURNAL were rolled off. The results 
were as follows: John Simmons, 707 and 
707 and THE PLUMBERS’ TRADE JOURNAL 
809 and 826. 

The standing of the teams are as fol- 
lows: 


Wass: 
EEN Ge DUS BOIS COs a sreieeinets 12 12 820 
John Simmons Co. ......... Le OOo 
As olarROr kins sicratece a aycxeecieete 14 10 788 
Asherottm Mie Cow tei iy = Ge El 
Metals WOrkeressciisers siren 15 9 859 
Metropolitan Supply Co..... 9 15 757 
Plumbers Trade Journal.... 17 7 985 
C. S. Locke & Smith........ a Stal cay 
Js A MUPPAY; waecictecrelseiaatelevs 7 Ab. 768 
H. P. Read Lead Works.... 10 14 822 
Colwell Lead Co............ TRS keys S7ches 
Ronalds & Johnson Co...... 11138769 


—— 


THE EASTERN TRADE GOLF 
TOURNAMENT TO OPEN 
JUNE 7 ° 


The meeting of the Eastern Trade Golf 
Association will take place on the links 
of the Nassau Country Club at Glen Cove, 
L. I, on June 7th. The conditions will 
be the same as heretofore, and there will 
be a number of prizes offered. 

In the fall of 1902 the Hiastern Trade 
Golf Association was formed by a number 
of manufacturers and jobbers of heating 
and plumbing material, and the first 
meeting was held at Fox Hills Golf Club, 
Staten Island, N. Y. The tournament in 
every way was very successful, as have 
been those held since at Garden City 
Golf Club, Garden City, L. I., and Knoll- 
wood Country Club, White Plains, N. Y., 
all prominent eighteen-hole courses. The 
play has been conducted in such a man- 
ner as to give players of all classes equal 
opportunity. A number of prizes for 
each class are always provided, some by 
club members and others donated by the 
members. 

The Nassau Country Club, where the 
next meeting will be held, is known as 
the finest course in the East. The last 
amateur championship, as well as the 
final contest last year between the Eng- 
lish team and the All American team, 
was held here. 

The officers of the association are: 
President, R. R. Jennings; vice-presi- 
dent, F. H. Simmons; secretary, W. S. 
Appleton; treasurer, F. C. McLain, and 
captain, F. B. Barrett. 


Applications for membership may be 
sent to secretary Walter S. Appleton, 949 
Broadway, New York. 

a 
NEW OFFICERS FOR THE JOS. 
DIXON COMPANY 


The annual meeting of the stockholders 
of the Joseph Dixon Crucible Company 
was held at the company’s main office, 
Jersey City, N. J., Monday, April 18, and 
out of a possible vote of 7,345 shares, 
there were 7,126 shares voted for the re- 
election of the old board, consisting of 
Edward F. C. Young, John A. Walker, 
William Murray, George T. Smith, Ed- 
ward L. Young, George E. Long, and 
Joseph D. Bedle. President E. F. C. 
Young; vice-president and treasurer, John 
A. Walker; secretary Geo. EH. Long, were 
re-elected by the directors. Judge Joseph 
D. Bedle was also re-elected as counsel. 

—_———_>_>-4+--—_—___—_———_ 


HAS RECEIVED PATENT ON 
URINAL 


David Craig, of Boston, has just receiv- 
ed his patent on a urinal. The design 
of the earthenware is unique, being mas- 
sive and handsome in character. The 
feature of the urinal is that it is at- 
tached to the wall by the use of Craig’s 
patent convoluted joint which allows the 
earthenware to be lifted off at any time, 
for cleansing or removing obstructions, 
without the necessity of removing a bolt, 
screw or nut. The local vent is large and 
the entirety meets with the approval of 
architects and sanitary engineers where- 
ever it is shown. Quite a number have 
already been specified. 

SS Ee 


- ON THE MOVE AT WHITE 
PLAINS, N. Y. 


Business is on the boom at White 
Plains, N. Y., and Messrs. Fowler & Sel- 
lars seem to be the successful bidders 
for a large share of work in their town, 
as well as Valhalla. They are also in- 
stalling some fine plumbing work in the 
Bolger residence. Although a short time 
in business, they are thorough, and up 
to date plumbers, having been employed 
for several years by Charles P. Sherwood. 

Speaking of Mr. Sherwood reminds us 
of the fact that he too has a plumbing 
shop, but devotes the most of his time to 
the hardware business, and a glance in 
his store will convince you that it is the 
finest of its kind that can be found. We 
understand that he is one of the directors 
of the New York Carved Mounding Co., 
of N. Y., a company just recently formed. 

—_———__e 9+t so ————_ 
GOOD PROSPECTS AT 
RAWLINS, WYO. 


Parties engaged in the plumbing and 
heating business at Rawlins, Wyo., are 
looking forward to a good season’s busi- 
ness. Quite a number of business homes 
and residences are either under construc- 
tion, or more than likely to be construct- 
ed. 

—_——r > 04+ _——_ 
NESBITT A BUSY PLUMBERAT 
SEABRIGHT, N. J. 


On several jobs at the Highlands of the 
Navesink, N. J., the people thought the 
proper plumber to do the work was E. S. 
Nesbitt, of Seabright, N. J. He has some 
good contracts on hand, among them be- 
ing the Litchenstine residence, and a 
thorough overhauling of the plumbing 
work in the Hotel Normandie. 
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COUPLE NEW “‘GOOD” ITEMS 


A very handy tool the Good Mfg. Co., 
of Lincoln avenue, New York City, are 


_ now making is their washer cutter. It is 


made of fine tool steel, hence the blade 
can be sharpened when necessary, and it 
has a fine nickel-plated finish. It will 
cut washers up to 5% inches in diameter 
and is made for cutting leather, rubber, 
cloth insertion and mica. It is one of 
those handy time-saving tools, invaluable 
around a shop. Another new item made 
by the same company, but in an entirely 
different line, is a rubber soap dish. It is 


made of nice white rubber, and its desir- 
ability is at once apparent, being noiseless 
and overcoming all danger of breakage 
of either the dish or bowl. ‘These are 
only two of the many new items the Good 
Mfg. Co. have added to their line recently. 
Our readers should write for particulars. 
——_—_—_——__#—»>-8-4—_______ 


ELECTION OF OFFICERS 


At a recent meeting of the Baltimore, 
Md., Master Plumbers’ Association, the 
following officers were elected: 

President James Trainor, First Vice-Presi- 
dent Allen W. Beam, Second Vice-President 
Arthur Slagel, Recording Secretary W. J. 
McCrea, Financial Secretary Chas, Frederick, 
Treasurer D. N. Sullivan. 

Sergeant-at-Arms Chas. Eidman. Board of 
Directors: W. H. Rothrock, H. C. Bowman, 
W. B. Alford, Thos. B. Boland and C. F. 
Olrecth. The following delegates were elected: 
N. H. Rothrock, John Trainor, James Trainor, 
Chas. H. Frederick, Hon. James Durham, Allen 
W. Beam, L. B. Mitchell, August Hidman, P. 
T. Barry, W. McCrea, B®. Zimmish, John Pierre, 
Wm. E. Alford, D. N. Sullivan and Samuel 
Bennett. 

Mr. Wm. H. Mitchell, chief inspector, 


was elected as guest of the delegation. 


———————— oF 
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Boot.h’s Pressed Steel Roll Rim Bath Tub | 
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~~ oe ee ours 
Patent Applied For 


A sample order will convince you of the merit of this Tub over all other Steel Tubs, 
and a great many Cast Iron Tubs. Order at once. Prompt shipments assured. 


FURTHER PARTICULARS AND PRICES ON APPLICATION. , 


MANUFACTURED BY 


CLARENCE H. BOOTH, 


247-263 Guoin Street, DETROIT, MICH. 


PATENTED 
“Cannot be Syphoned”’ 
WILL NOT FOUL 


Numerous Syphonage Tests by Health 
Boards throughout the country have fully 
demonstrated the superiority of the‘‘SURE- 
SEAL” over all other types and styles of 
Traps on the market. 


By 
thea 


SPST 
Bi NIN rrr eanrage Z 
PT THAN IN SS 


Write for our new Illustrated Booklet. 


t 


No, 14. Lead Basin or Sink Trap 


THE SURE-SEAL TRAP CoO. INC. 


| Providence, R.I., U.S.A. 


= 
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THE PLUMBING SITUATION IN CUBA 1 


By GEORGE KNAPP of Boston 


ee pee ca eee ed ee a a ae ene EO 


Mr. George Knapp, general manager of 
the plumbing department of the Smith & 
Anthony Co., spent three weeks in Hay- 
ana and Matanzas, Cuba, this winter and 
was particularly interested in the situa- 
tion of the plumbing interests there. In 
speaking of his visit and the things he 
saw there he said “It would be foolish to 
even talk of going to Havana with a first- 
class plumbing establishment. They are 
not ready for it. It is true that the Am- 
ericans have done much, very much, to 
put the city in some sort of sanitary con- 
dition, and I don’t want to detract the 
least mite from the work that they have 
accomplished. A part of the city has a 
sewerage system and work is now being 
pushed upon the balance but it will be 
some years before the Cubans know what 
really good plumbing is. Some of the 
new and larger factories have heen plumb- 
ed by American workmen after American 
plans and style, but by far the greater 
portion of the old buildings that have had 
plumbing installed have been equipped 
with old style and what we consider ob- 
solete goods. It seems to me that the 
manufacturers have used Cuba as a good 
place to dump their old stock. This is 
liable to work to our detriment later, as 
the Englishman or German are gradually 


THE EXECUTIVE BOARD, OHIO STATE 
MASTER PLUMBERS’ ASSOCIA- 
TIONS, MEETS. 

The first meeting of the Executive 
Board of the Ohio State Association was 
held at Zanesville Saturday, April 23d. 
The meeting was called by President H. 
P. Cahill, of Akron, and was attended by 
every member of the Executive Board, 
as follows: H. P. Cahill, Akron: Wm. 
Girkin, Toledo; Eb. Ellen, Cleveland; A. 
S. W. Huffman, Columbus; Richard Muf- 
phy, Cincinnati; James R. Fitton, Bell- 
aire, O.; and James L. Riley, Dayton. 
Secretary Ellen presented the report of 
the Committee on Constitution and By- 
Laws, comprising a revised constitution 
and by-laws of the national corporation. 
The new constitution was adopted and 
will be printed in book form for distribu- 
tion. 

While in Zanesville the Executive Board 
endeavored to effect a local association 
of master plumbers in that city, and it is 
expected that a permanent organization 
will be announced very shortly. 


THE MASTER PLUMBERS OF CLEVE- 
LAND GIVE A MAY PARTY. 

About ninety’ master plumbers and 
their ladies gathered at rooms on the 
third floor of the Chamber of Commerce 
Building Tuesday evening, May 3d, for 
the second series of social occasions given 
by the Master Plumbers’ Association. A 
very pleasing program was provided by 
the Entertainment Committee, compris- 
ing vocal and instrumental music, pro- 
gressive pedro, dancing and refreshments. 
Punch was passed during the card play- 
ing, after which the tables were spread for 
light refreshments, At the conclusion 
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getting in by showing and selling up-to- 
date goods and when this trade is lost it 
will be hard to get back. As to the 
shops now there I called on several just 
to get an idea of what was going on more 
than with any notion of trying to make 
sales as I was having a vacation. I will 
not forget the first shop I visited very 
soon. The owner was out leaving his 
wife in charge. She couldn’t speak Eng- 
lish, so that I could not make many in- 
quiries but I could use my eyes. The 
stock on hand consisted mostly of one 
tin bath tub, two or three length of cast 
iron pipe and mightly little else unless 
you would take into account the smell 
and the dirt. The stock was stored in a 
dilapidated old shed and might just as 
well have been exposed to the weather, 
and a pig and some chickens shared the 
room. Later I did find some better shops 
and even went to examine some work. 
It showed up better than no conveniences 
at all but would be condemned in any 
town in New England before the job was 
completed. Of course I did not have suf- 
ficient time to make a complete study 
and would hardly like to set up as an au- 
thority on conditions there, but as I said, 
it seems to me that they are just pass- 
ing through the initial stage of plumbing. 


of this part of the program the room was 
cleared for dancing, which lasted until 
midnight. The result of the pedro con- 
test was announced by Eb Ellen of the 
Entertainment Committee as follows: 
First gentleman’s prize, a handsome sil- 
ver smoking set, won by George Stewart; 
second gentleman’s prize, a stein, won 
by E. H. Benhoff; gentleman’s booby 
prize, a red lobster paper weight, won by 
Phillip Pickett; first ladies’ prize, a hand- 
some silver berry spoon, honors divided 
between Mrs. Charles Seifried and Mrs. 
Peter Dunn, awarded to Mrs. Peter Dunn; 
second ladies prize, a china plate, honors 
divided between five ladies, awarded to 
Mrs. E. M. Jones; ladies’ consolation 
prize, a frog-shaped mustard dish, won 
by Mrs. George W. Stewart. The evening 
was a very pleasant one, and this new 
feature of entertainment recently inaug- 
urated by the association has at once be- 
come extremely popular as shown by the 
large attendance on this second occasion. 


MASTER PLUMBERS ATTEND THE 
MEETING OF THE BUILDERS’ 
EXCHANGE. 

A personal invitation was extended to 
all the members of the Master Plumbers’ 
Association to attend the quarterly meet- 
ing of the Builders’ Exchange, held on 
Monday evening, May 2d, in the Chamber 
of Commerce Building. The subject of 
special interest to the master plumbers, 
as well as all the building trades, was 
the report of Chairman E. H. Towson, 
of the Executive Board Building Trades 
Employers, who gave a complete history 
of the board since its organization. The 
report was listened to with great inter- 
est, showing much good accomplished 


84 per cent. efficiency 


NO VENT PIPE REQUIRED 
He 


MR. PLUMBER;— 

You don’t get caught when you seli a “RAPID” by wasting time 
trying to find a place to runa vent pipe, that you had not figured 
on when you made the price. No defacing walls or decorations. 

It’s chuck full of new and distinctive features all its own; any 
one of which are good, convincing, meritorious talking points, that 
wi.l readily appeal to your customer, making the “RAPID” not 
only the easiest Heater to Sell, but the easiest to install. 

It’s a business bringer and a money maker. 


List Price only $25.00. . 


Complete with nickel-plated shelf, bracket, etc., as shown in cut. 
FULLY GUARANTEED. LIBERAL TRADE DISCOUNTS. 
WRITE FOR CATALOGUE AND PRICES NOW. 


RAPID HEATER COMPANY, Limited 


Grand Rapids, Mich. 


Automatic 
Cock Grinders 


subject to purchase. We guarantee as ac- 
curate grinding as by hand with far greater 
economy. Machines made in any number 
of spindles. 


WRITE 
NOW 
FOR 


CATA- 
LOG 
AND 


PRICES. 


2049 N. 2d Street, 
Philadelphia, Pa. 


Te Turner Machine Co. 


Iron Enameled Baths. 
Porcelain Baths. 


xe—_—_—___—_———————__ 
Marble Lavat.ories, 
Porcelain Lavatories. 


J 


High and Low Tank 
Closet Apparatus. 


Shower Baths 


AND 


Sanitary Fixtures of Every Description 


ae pigs q . : . , Po z 


*“SENEGA” Low Tank Gloset Apparatus 


Nason Manufacturing Company, 


71 Fulton Street, NEW YORK. 


ae 


E extend you acordialinvitation 
to visit our new show-room 
and inspect the line of modern San- 
itary Fixtures and appliances which 
we exhibit. 
Everything up-to-date—methods, 
fixtures and salesmen. 


oe —_____—_—___——_@ 
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“UTIGA”’ Low Tank Gioset Apparatus 
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Recent plumbing and drainage contracts 
in St. Louis have been awarded to the 
following firms: 

Fink & Schuster Plumbing Co.—The 
Brown Shoe Factory Bldg. at 12th and 
Russell avenue for $3,000. They have 
also several contracts at the World’s Fair 
Grounds, including the “German Village” 
and the “Tyrolese Alps” concessions. 

Houser & Doerner Plumbing Co.—Hight 
flat buildings for J. G. Zimmerer at 3726 
to 3820 Juniata street; a single flat for 
Frank J. Hall at 514 Hall Race. They are 
completing several buildings in the Tower 
Grove district and in Lindell Place. 


Geo. Redenheiser has contract for 
plumbing in B. F. Grewes’ flat building at 
3420 California avenue. 


Whitney Plumbing Co. have the Grand 
View Hotel, a temporary structure at Clay- 
ton and McCausland avenues, requiring 
forty bathrooms. This company has about 
completed the Epworth League Hotel, a 
permanent building with approximately 
$15,000 worth of plumbing and have also 
several small contracts in Fair territory. 

Lohefiver & Kiernan.—Three flat build- 
ings for Alex. Fleming at Kings Highway 
and Ridge avenue, and a residence for 
John Boyd at 4234 Page avenue. They are 
busy with considerable overhauling work. 


McLundie & Co.—Five flat buildings for 
Catherine Scates located at 2622 to 2632 
S. Jeffersonsavenue. This is a new con- 
tracting firm. 

John Stuckenberg: Installing new fix- 
tures in the Empire Brewing Co.’s plant 
at Sarah street and Wabash Railroad 
tracks and busy completing a large num- 
ber of South Side contracts started earlier 
in the year. 

C. F. Starck Plumbing Co.—Four resi- 
dences for the Fair Building Co. at 5111 
to 5127 McPherson avenue; eleven resi- 
dences for Alfred Boyle, 4914 to 4936 St. 
Louis avenue; two residence buildings for 
Fair Building Co. at 5042 to 5044 McPher- 
son avenue. This firm is unusually busy 
with contract work. 

Abel-Gehard Plumbing Co.—Completing 
a mammoth semi-public toilet room at 
the Union Station and fitting plumbing 
in the Wabash depot at World’s Fair 
Grounds. 

Hoban Plumbing Co.—Six residence 
buildings for the Harney Heights Invest- 
ment Co. at 2328 to 2344 Geraldin avenue. 
They are also busy with plumbing and 
drainage of several World’s Fair conces- 
sions. 

Jas. Kelly.—Flat building for Andrew 
Fitzpatrick at 1328 Goodfellow avenue. 

St. Louis Plumbing Co.—Residence for 
E. Zuelke at 3931 Parnell street; residence 
for C. B. Grot at 4459 Cottage avenue; 
residence for M. O’Donnell at 4133 Olive 
street. 

J. A. Wilke—Lothman Cypress Co. 
warehouse, 2d and Angelica streets. 

Edward Fluerry & Co.—Residences for 
Geo. W. Mitchell at 5411-29 Vernon ave- 
nue; two residence buildings for John 
Powers at 5615-19 Bartmer avenue. 

Henry J. Meyer.—Residence for Albert 
Wenzlick at 3640 Flad avenue. j 
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F. W. Meier.—Apartments for Gerar- 
deau Building Co. at 3204-6 Neosho street. 

Edward C. C. Reisel.—Store and flat 
building for Adolph Brettler at 2617-19 
Cass avenue; single flat for M. Tiemann 
at 4417 N. 21st street and a flat building 
for H. C. Ottensmeyer at 3966 Shaw ave- 
nue. 

W. J. Tyler.—Two flats for IF’. Hollings- 
head 1331-3 Arlington avenue. 


John F. Corrigan.—Residence for How- 
ard O’Fallon, 4543 Berlin avenue. 

Charles Doherty.—Cistling’s World’s 
Fair Hotel, a temporary building, owned 
by Tobias Polster, and located at 545 Clara 
avenue; residence for Royal Investment 
Co at 4619 Lenox place; residence 
for Federal Investment Co. at 5077 Wash- 
ington avenue; residence for A. A. Fisher 
at 5095 Cabanne avenue, and residence 
for Mrs. Mollie Kennedy at 5122 Vernon 
avenue. 

Edwin Ettinger.—Store and flat building 
at 4067-9 Lincoln avenue for Mary Il ar- 
ley. Busy completing Staedlin Bros. Ho- 
tel and on concession work in World’s 
Fair territory. 


Quinn & Smith.—Five store buildings 
at Jefferson & Olive stree®s for John 
Mudd. 


Phillips Plumbing Co.—Flat for Wm. 


Abbot at 3720 Botanical avenue, and over- ~ 


hauling residence at H. Pipe at 3907 
West Pine Boulevard. 

Julius Hoeffner Plumbing Co.—F lat for 
A. C. Hanmueller at 2209 Salsbury street, 
and for Albert Hanmuller at 2211-13 
Salsbury street. Also the new warehouse 
building of Beck & Corbitt Iron Co. at 
1236-8 N. Main street. 

Ryffel & Ratz.—Store building for Cor- 
nelia Tilford at Broadway and Franklin 
avenue; addition to Hotel Rossi at 15th 
and Market streets; six flats for J. W. 
Kinsey at 4352 to 4866 Page Boulevard. 


Of course there will be a multitude of 
idle mechanics and laborers after the 
present rush is over, or by June 1st at the 
latest. If these men remain here the 
labor market will be glutted, but inasmuch 
as a majority of the outsiders temporarily 
located here are habitual travelers, it is 
safe to say they will seek new fields of 
operation. The outlook in the real estate 
and building lines indicate sufficient activ- 
ity to keep the normal number of St. 
Louis workmen busy until late in the 
year. 

Quite a few outside master plumbers 
are constructing work here, but they have 
not been much in evidence around our 
exchange or in local plumbing circles. The 


. Hanley-Casey Co., of Chicago, hold mem- 


bership in the St. Louis local, and are 
active in Association affairs generally. 
The small courtesy of registering with us 
doesn’t cost anything and is really a mu- 
tual benefit. 


Architect J. L. Weis is preparing plans 
for a six-story commercial building at 
Fourteenth and Prince streets for Thos. 
Dunn, the wealthy real estate owner. The 
building is intended for the furniture 
trade, will be fireproof, and possess fast 


freight elevators. The cost will approxi- 


mate $100,000. 


The old Holland Hotel, at Thirteenth 
street and Washington avenue, has been 
leased to R. W. Collins, who will remodel 
and modernize the structure and equip 
it with all the requisites of a first-class 
hotel. 


One of the energetic master plumbers 
of St. Louis is Theo. Bonroe, located at 
212 and 214 North 10th street. Mr. Bon- 
roe has been successful in business and 
has catered to an excellent class of trade. 
We have the good fortune to be able to 


present a photograph of himself, his wife 
and Theo. Bonroe, Jr., who one day hopes 
to be able to step into his father’s shoes 
and continue the business in a profitable 
way, permitting his father of course to 
take things easy and enjoy himself in 
his declining years. 


ee A 


° New England . 
Plumbing News 
@ and Gossip ¢ 


On at a eat 
TO SHOW THE B. B. SPECIALTIES. 


RESIDENT HICKMOTT, of the 

P Boston Brass Co., makers of the 

celebrated B. B. ball cock, is on 

his usual spring trip through 

New York and Pennsylvania showing the 

B. B. products. He will extend it this 

time, probably reaching Chicago before he 
turns homeward. 


NEW PLATING PLANT INSTALLED. 


The F. W. Webb Mfg. Co. have recently 
installed a complete new plating plant, 
and now have facilities unexcelled in 
this city for the rapid handling of fine 
plated work for plumbers. 


. suburb of Boston. 
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ALL APPLICATIONS FOR BUILDING 
PERMITS MUST BE SIGNED 
BY THE OWNER, 


Probably no order of recent date has 
caused more discussion than that pro- 
mulgated by Building Inspector Mulcahey 
of Boston, requiring all applications for 
plumbing permits to be signed by the 
owner of the property on which the work 
is to be done, Master plumbers are pretty 
well loaded with formalities, and this 
would seem to add to their time-losing 
burdens. However, there is another side 
to be looked at that is worth more than 
passing attention. One of the evils that 
crept in under the old regime was the 
practice of taking orders for work from 
irresponsible parties, tenants or others, 
who would seek to unload the burden of 
payment on the owner, who could and 
often did repudiate the matter by saying 
that he knew nothing about it and had 
authorized no work done. Liens were 
thus barred and civil suits are apt to be 
long and most unsatisfactory affairs. Now 
his signature will stop effectually all 
pleas of ignorance. There is, too, a cer- 
tain amount of satisfaction in actually 
having to meet the owner and have him 
know the man who is attending to the 
sanitary portion of his building. This 
can be made to be worth all the time and 
trouble that it may take to find the man 
in a great number of instances. The 
adherents of the new order will tell you 
a lot more of good things to come from 


‘it, while those opposed are equally ready 


to point out objections. However, in the 
matter of advertising features alone, it 
would seem that the “game should be 
worth the candle.” 


PLUMBERS AT MALDEN, MASS., ON 
STRIKE. 

After harmony for nearly eight years 
the journeymen plumbers of Malden have 
struck for an eight-hour day and $3.50 
pay. Their pay has been $3. Forty odd 
men went on strike and with the excep- 
tion of one shop that granted the increase 
the plumbing business was at a standstill 
for two or three days in that thriving 
It seems an ill advis- 
ed time for any strike in the plumbing 
line in New England. The winter has 
been so long and severe that building op- 
erations of any character were almost 
impossibilities and “freeze up jobs” were 
about all of the business for the past four 
months. These as a rule are not money 
makers for the master plumbers and any 
move on the part of either master or man 
that would tend to deter the prospective 
builder is certainly to be deplored. It is 
to be hoped that an early adjustment of 
the difficulty will be found and consum- 
mated. 


POPULAR SALESMAN OF BOSTON. 

Tim Collins, the popular salesman of 
the Dalton-Ingersoll Co., is summering at 
Winthrop Beach, as has been his practice 
for some years. Tim has his luck with 
him whether fishing for fish or fishing 
for orders. 


THE PLUMBING AND HEATING 
CONTRACTS. 

David Craig, of 70 Broad street, has 
the contract for installing the plumbing 
and Bradley & Chatman the heating sys- 
tem in the new residence of O. H. Story, 
at Chestnut Hill, Brookline,.a very large 
and handsome home. 
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"WE ARE HELPING YOU 
ALL THE TIME 


TO SELL 


Humphrey Crescent Instantaneous 
Water Heaters ) 


BETTER 
SEND 
TO-DAY 
FOR 

CATA- 
LOGUE 
AND PRICES 


OW we are 

to run a 
series of adver- 
tisements in the 
best magazines, 
starting with the 
April 
We refer all in- 


numbers. 


quiries to you 
To take full ad. 
vantage of this 


extensive public- 


Every 
Heater 
Guaran- 
teed 


ity, every Plumb- 
er should have 
one or more 


heaters in stock. 


Looks Just Like the No. 1. 


The No. 5 Fire Pot 
is just like the No. 1 ex- 
cept that it is smaller. It 
is the best Fire Pot on 
earth, No. 1 excepted. Do 
not be deceived by makers 
or jobbers who have ‘‘some- 
thing just as good.”” Insist 
upon having a No. 5 and 
see that it bears our name, 
which means your money 
back if you are not pleased. 
All first-class jobbers supply 
at factory price. Our cata- 
log, which contains infor- 
mation of great value, is 
free. 


CLAYTON & LAMBERT MFG. CO., 
Detroit, Mich., U.S. A. 


ADVANCE 
Vent Top Fitting 
This makes a ccm- 
plete and suitable 
finish to vent. 

For sale by Jobbers of 
PLUMBERS’ SUPPLIES. 


Manufactured by 
ABENDROTH BROS. 
Port Chester, N. Y. 


Is Steel Pipe Giving You Trouble 


in the threading. Ifso, why don’t you try our dies as an anti- 
dote? The way we make a die gives us a chance to use a 
much higher quality of steel for chasers than do any of our 
competitors—and it’s quality which tells in the longrun. If 
your supply house doesn’t keep our dies in stock, write us, 
and if you are rated, we’ll send you one prepaid, subject to 
trial. Write for catalogue ‘“‘P”’ of Steamfitters’ Tools at the 
same time. 


Reed Manufacturing Company, Erie, Pa. 
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THE RIGHT IDEA 


HAVE A 


NATURO mn your Show-room 


4 oOo 


YOU WANT THE BOOKLET, TOO. ASK FOR IT. 


SELLING AGENCIES: 
New York, N. Y., 
John Simmons Co. 
Boston, Mass., 


F. W. Webb Mfg. Co. 


Philadelphia, Pa., 
Walls & Pearsall. 


Pittsburgh, Pa., 
Bailey-Farrell Mfg. Co. 


Kansas City, Mo., 
U. S. Water & Steam Supply Co. 


San Francisco, Cal., 
Geo. H. Tay Co. 


Halifax, N. S., 
Wm. Stairs, Son & Morrow. 
Wilmington, Del., ; 
Speakman Supply & Pipe Co. 
Balt.imore, Md., 
Jas. Robertson Mig. Co. 
ashington, D. C., 
John Mitchell, Jr. 
St.. Johns, N. B., 
T. McAvity & Sons. 


MADE BY 


H. MuckKenhirn, Salem, N. J. 


“RUNNING WATER in your COUNTRY HOME 


* , 6 
Rife HYDRAULIC poratct automatically by thi 
RAMS 


deliver a Constant flow in your 
* cost of maintenance. no attention. 


house any distance or height. No 

1 We make a specialty of equipping coun- 

try places with complete water works systems, extending to stable, green- 
house, lawn, garden, fountain, etc. > 126 Liberty St. 
Rife Ram Co. ad: 


Catalog and guaranteed estimate free New York 


Time and Steam cost money. 
Leaky steam joints waste them fast. 


JENKINS ’96 PACKING 


which is absolutely guaranteed, saves both. Insist on hav- 
ing packing stamped with Trade Mark as shown in the cut 
if you would have the genuine. 
JENKINS BROS. 
Boston, PaiLADELPHIA, 


New York, CuHiIcaGo, Lonpon. 
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PETER MUNN, 
Editor 


CHICAGO 


News and Gossip From Plumbing, 
Heating and Lighting Trades 


J. H. PARKER, 
General 
Western 
Representative 


,. CHICAGO'S CHIEF PLUMBING IN- 
SPECTOR. 


FTER one month’s_ service: as 
chief sanitary inspector, Chas. 
P. Ball has been forced to re- 


linquish his position, in com- 
pliance with a decision rendered by Judge 
Hanecy, of the Circuit Court, and Perry 
L. Hedrich, of Chicago. who passed with 
second honors in the Civil Service ex- 
amination, has been duly certified to the 
place and installed as chief sanitary in- 
spector. 

Mr. Hedrich, who is a member of the 
Western Society of Engineers, is a com- 
paratively young man and has had con- 
siderable experience in sanitary engineer- 
ing problems and also in designing and 


supervising plumbing and drainage sys- 
tems. After a civil engineering course, 
he was graduated from Cornell College, 
Mt. Vernon, Iowa, in 1898, and in the 
same year was appointed city engineer 
for Mason City, Iowa. During his in- 
cumbency in this position, which lasted 
until the following year, he devoted 
special attention to sanitary engineering, 
although his duties consisted principally 
in municipal engineering work. He also 
supervised all plumbing plans and had 
charge of all sanitary inspections and 
tests and was the author of Mason City’s 
plumbing ordinance. Subsequently he 
was engaged in railroad work with the 
Illinois Central Railroad and Chicago & 
Northwestern Railroad in the capacity of 
civil engineer and sanitary expert. He 
had charge of the elevated coach yard 
construction for the Chicago & North- 
western Railroad in 1902, and from that 
date until his appointment as chief in- 
spector was sanitary engineer for the 
McCormick Reaper Works in Chicago, 
during which time he supervised and 
planned the construction of some of the 
extensive plumbing and sewerage systems 
built by that concern. While not a prac- 
tical plumber. -Mr. Hedrich thoroughly 
understands plumbing construction as in- 
terpreted by the present ordinances gov- 
erning the Bureau of Sanitary Inspection, 
and hopes as chief inspector administer 
the duties of the office in such a manner 
as to re-establish confidence and efficiency 
in this important branch of the public 
service. 


A BUSY CHICAGO PLUMBER MOVES 
HIS SHOP. 

Jacob Adler has recently changed the 
location of his plumbing shop from 3519 
State street to 211-35 C street, near Grand 
Boulevard, which in many respects he 
considers quite an improvement over the 
old place. It is seldom that Jake has not 
sufficient work on hand to keep a num- 
ber of men busy, and the present season 
of the year is no exception to the rule. 
At present he has the contract for the 
plumbing of six houses at 64th street and 
Lexington avenue, a fine residence at 50th 
street and Woodlawn avenue, in addition 
to considerable overhauling and repair 
work. 


SPRINKLER FITTERS ON STRIKE IN 
CHICAGO. 


For the past few weeks the sprinkler 
fitters of this city have been on strike 
on account of the refusal of their em- 
ployers to grant them an increase in 
wages from $4 to $4.50 per day, the same 
as is paid to the plumbers and gas fitters, 
with whom they are affiliated in the Pipe 
Trades Council. The concerns affected by 
the strike are the Manufacturers’ Auto- 
matic Sprinkler Co., the General Fire Ex- 
tinguisher Co., the Kellogg-Cameron-Mc- 
Kay Co., and the Niagara Fire Extinguish- 
er Co. 


OLD-TIME PLUMBING INSPECTOR 
ILL. 


R. G. Dunlap, one of the plumbing in- 
spectors of the Sanitary Bureau, has been 
incapacitated for duty during the past 
few weeks owing to an attack of nervous 
prostration, and is now at his old home 
in Canada in an effort to regain his 
health. As plumbing inspector, Mr. Dun- 
lap has covered the territory on the west 
side from Madison street to Chicago ave- 
nue for the past ten years, and is re- 
garded as one oaf the most efficient and 
conscientious inspectors of the sanitary 
department. 


WILL SPEND SEVERAL MONTHS IN 
CALIFORNIA. 

A. K. Mose the successful northwest 

side plumber, whose plumbing shop is at 


824 West North avenue, has left Chicago 
to join his wife and family in California. 
He will spend some of his time visiting 
Pasadena, San Francisco and other points 
of interest in the West before returning 
home several months hence. 


SEEING CHICAGO. 

Among recent trade visitors in Chicago 
were Wm. Schober, Morris, Ill; S. J. 
Madden, Mendota, Ill., and W. E. Good- 
man, of Milwaukee, Wis. 


CHAMPION “JIMMY” BRITT CALLS 
ON THE TRADE. 


In passing through Chicago on their 
way to New York City to fulfill a theat- 
rical engagement, Champion “Jimmy” 
Britt and his brother stopped off long 
enough to pay their respects to some of 
the local plumbers, out of deference to 
their father, J. E. Britt, the well-known 
master plumber of San Francisco, who 
has quite a number of friends among 
the trade in Chicago, as well as in other 
parts of the country. “Jimmy,” who is 
somewhat partial to the members of the 
craft, on account of being in his father’s 
plumbing shop a good deal, considers 
there is no people on earth like the 
plumbers, and never fails to call upon 
them in his travels. While waiting the 
arrival of the champion at the headquar- 
ters of the association in the Schiller 
building, his brother, who has a bright, 
refreshing way of expressing himself, en- 
tertained a number of the local plumbers 
by relating some pleasing anecdotes con- 
cerning the fighting qualities of the 
“head” of the Britt family, from whom 
his celebrated brother “Jimmy” inherits 
not a little of his splendid grit. Both boys, 
who were escorted while in town by 
Charlie Boyd (who by the way is quite 
an admirer of the pugilistic art), prom- 
ised to call and see the Chicago plumbers 
on their way home some weeks hence. 


CHICAGO ASSOCIATION DECIDES 
TO REMAIN IN THEIR OLD 
QUARTERS. 

The Chicago Master Plumbers’ Associa- 
tion, after making all arrangements to 
move to the Chamber of Commerce build- 


Showroom of Frank P. Schuster, 234 North Clark St., Chicago. Mr. Schuster is Seated at His Desk 
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ing, have decided to remain in their olq 
quarters in the Schiller building, where 
they have signed up a three-year lease, 
Instead of having two connecting rooms, 
as formerly, they will have two separate 
rooms on the seventh floor, one of which 
will be used as the secretary’s office, and 
the other as a committee and assembly 
room. The association will still retain 
the hall of the twelfth floor of the build- 
ing for meeting purposes, although it is 
more than likely that the meetings which - 
are now held each month will be changed 
from the evening to the afternoon. 


NOW WITH THE INTERNATIONAL 
HEATER CO. a 

Jos. Fieldhouse, until lately city sales- 
man for the Columbia Heating Company, 
has accepted a similar position with the 
International Heater Company, 48 Dear- 
born street, who carry a general line of 
boilers and heating supplies. Joe will call 
on the architects, with whom he has a 
wide acquaintance, and will also travel 
for his new firm in the adjacent States, 
Illinois, Michigan and Wisconsin, 


HAS SOME GOOD PLUMBING CON- 
TRACTS. 

One of the busiest plumbers in the city 
just now is C. J. Stein, whose plumbing 
shop is at 479 State street. He has con- 
siderable work in all parts of the city, 
both residence and flat buildings on the 
south, north and west sides. The only 
section of the city in which Mr. Stein has 
not a number of important contracts is 
on the east side, that bounded by the lake, 
upon which enterprising citizens have not 
yet started to build. He has gone as 
close to the water’s edge as it was pos- 
sible to go, however, and is doing some 
fine residence work along the lake front 
on the south side of the city. H has in 
all about $50,000 worth of new work on 
hand, which will keep him busy for 
several months. 


JOE LINDLEY UP FOR SHERIFF AT 
KOKOMO. 

Jos. Lindley, of the plumbing firm of 
Lindley & Lindley, Kokomo, Ind., has re- 
cently been nominated for sheriff of How- 
art County, Ind., on the Republican 
tacket, which in this district is considered 
equivalent to election. Mr. Lindley is 4 
well-known plumber of Kokomo, and, 
while we have no authority for so stating, 
we presume he will utilize his official 
capacity when elected to bring into cus- 
tody any of his fellow craftsmen who take 


work too low in his section of the 
country. 
AN UP-TO-DATE CHICAGO PLUMBING 


SHOP. 

Shown on this page is a picture of the 
interior of the handsome plumbing shop 
of Frank P. Schuster, 234 North Clark 
street. The show room is large and is 
equipped with an excellent display of gas 
fixtures and well stocked with a fine as- 
sortment of up-to-date plumbing goods. 
At his desk in the foreground is seated 
Frank himself, busy figuring a set of 
plumbing plans for a job which will 
probably be awarded to some other 
plumber who most likely omits some im- 
portant item in the specifications. Mr. 
Schuster, who comes from a family of 
plumbers, his father being now the oldest 
living plumber in Chicago, has one of the 
most attractive and best kept plumbing 
shops on the north side, where he has 
built up a large and lucrative business. | 
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MASTER PLUMBER ELECTED 
TO THE CITY COUNCIL 

John M. Dougherty, the well-known 
master plumber of Ottawa, Ill., is to be 
congratulated upon his election as a mem- 
ber of the City Council of Ottawa. Be- 
sides conducting a large and successful 
plumbing business Jack devotes some at- 
tention to politics as a public spirited 
citizen, and is a member of the County 
Central Committee of his party in this 
State. As an able counsellor and past 
president of the Illinois Master P:umbers’ 
Association, it is but natural he should 
have attained prominence in other direc- 
tions, and it will no doubt be a source of 
gratification to his many friends in the 
plumbing business to learn of the honor 
which has recently been conferred upon 


him in his home city. 
---—-— 8 


GOOD NEWS FROM MORRIS, 
ILLINOIS 


Wm. Schober, of Morris, Ill., was re- 
cently a visitor in Chicago. He states he 
has all the work he can possibly attend 
to just now and considers the prospects 
for the coming season extremely good in 
Morris. He has recently been awarded 
the contract for a hot water job amount- 
ing to $2,400. 

eS, 5 6 
MR. BEGGS OF CHICAGO IS 
RECOVERING SLOWLY 


Thos. Beggs, who has been laid up at 
his home for the past few weeks with an 
acute attack of Bright’s disease, is pro- 
gressing favorably toward recovery. His 
recent illness has left him extremely 
weak, and it will be some little time before 
he will be able to give his personal at- 
tention to business. Mr. Beggs conducts 
a plumbing shop at 81 East Randolph 
street and does considerable overhauling 
and repair work in the downtown dis- 
trict. 


0 te 
OBTAINING THEIR LICENSE 
FOR EXAMINING BOARD 


The Board of Plumbers’ Examiners has 
been kept busy during the past few weeks 
examining applicants and passing upon 
their qualifications as master plumbers. 
The list includes the names of some old- 
time plumbers, who claim to have heard 
of the existence of the board for the first 
time, it being taken for granted that they 
neglected to read the repeated notices they 
received from the board to appear for 
examination. The following is the list 
who recently secured State certificates, 
the last nine named being plumbers who 
have engaged in the plumbing business 
within the past few months: J. G. Brill, 
480 South Halsted street; John O’Hare, 
5004 State street; J. A. Jandos, 930 West 
22d street; Jos. H. Levy, 143 16th street; 
Jas. H. Duggan, 3256 Indiana avenue; Jas. 
J. McKittrick, 4723 South Halsted street; 
L. V. Harkins, 644 North Clark street; 
R. J. Ne!son, 200 West Van Buren street; 
A. J. Gordon. 63 South Halsted street; 
J. W. Tumalty, 2251 Cottage Grove ave- 
nue; J. H. Deveney, 2403 Indiana avenue; 
Peter B. Willems, 164 Lincoln avenue; 
N. A. Wing. 6057 State street; Nic. Hal- 
pin, 346 West 47th street; P. H. Huber, 
5519 Jeffer-on avenue; Jas. F. Dore, 412 
Blue Is’and avenue; Robert B. Innes, of 
Innes & Glennie, 3124 Cottage Grove ave- 
nue, Albert Von Hitzen, 554 South Morgan 
street; J. F. O'Dowd, 104 Franklin street; 
Wm. Jenkins, 148 Washburn avenue; Mar- 
tin Keeley, 3806 Elmwood avenue; Chas. 


J. Kevarik, 145 West Harrison street; 
O. N. Dressel, 324 South Albany avenue; 
Michael Riordan, 1490 Ogden avenue, 


Dh Vip enn etter I 
f Plumbing News From 
Colorado and 
Adjacent Territorities 


Peper 2pm eVmnemifs 


The plumbers of Cheyenne, Wyo., are 
very much encouraged over the prospects 
for the coming season’s business. Several 
nice business blocks will be erected, be- 
sides many medium-sized residences. 


Carthy & Dumbeck, of Salt Lake City, 
secured the heating contract for the La- 
fayette public school building of their 
city. The contract price was in the neigh- 
borhood of $14,000. 


It is reported that Midgley Bros., of 
Salt Lake City, have been awardefil the 
plumbing contract for the new govern- 
ment post office of their city. 


C. P. Pfeiffer, of Denver, has secured 
the contract for installing the heating 
plant in the new McMann building to be 
erected at the corner of 16th and Glen- 
arm streets. 


In a suit filed by the citizens against 
the authority recently in the District 
Court of Boulder County, Colo., the as- 
sessments for the proposed sanitary sew- 
erage system, in Longmont, Colo., are 
alleged to be wholly illegal and void. 

The estimated cost of the system is 
$80,781. The council is accused of hay- 
ing refused to hear the protests of the 
citizens, notwithstanding 80 per cent. ob- 
jected to the sewer. The plaintiffs claim 
the system will not benefit their prop- 
erty, and that as a matter of fact the 
council illegally included practically the 
entire city in the district. 


It is reported that P. J. Moran, of 
Salt Lake City, will receive contracts 
from said city for sewer and water main 
extensions to be made this year. The 
Board of Public Works met recently and 
opened the bids submitted for these im- 
provements. Mr. Moran’s bids were 
found to be the lowest, and the work will 
be awarded to him. Three other bidders 
submitted estimates for the work, but 
Mr. Moran’s bid was $34 less than the 
next lowest bid on the water mains con- 
tract, and on the sewer mains his bid 
was $834 less than the next lowest bid. 
Mr. Moran‘s bid for the water mains was 
$24,324, and for the sewer improvements 
$20,072. 

This is the second time that bids have 
been received for these improvements. 
Bids were asked for last fall, but owing 
to some ill feeling that existed between 
some of the city officials none of the 
bids were accepted. The lowest bids sub- 
mitted at that time were those of Ken- 
nedy & Co., of Chicago. It was claimed 
that one of the bids had been substituted 
in transmission from the city engineer’s 
office to that of the “Board of Public 
Works. The bids recently submitted by 
Mr. Moran are still less than the bids of 
Kennedy & Co., which were turned down. 


For the purpose of securing an abund- 
ant supply of pure mountain water the 
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citizens of Fort Collins, Colo., voted last 
summer to take the city water supply 
from a point on the Poudre River seven 
miles nearer the mountains than at pres- 
ent. The water is to be conveyed through 
an 18-inch main and the contractors have 
promised the new supply by the first of 
July. 


The taxpayers of Boulder, Colo., re- 
cently voted to issue bonds for the exten- 
sion of the water system. The vote in 
favor of the bonds was almost unanimous. 


It is proposed to heat the city of Glen- 
wood Springs, Colo., by means of water 
from the hot springs, which will be piped 
to every part of the town. An abundant 
supply of hot water is said to be available. 


The extension to the sewer system of 
the city of Grand Junction, Colo., is now 
about completed. An ordinance was re- 
cently adopted by the city cotincil com- 
pelling all parties located on the exten- 
sion to connect with same. 


It has been stated that the plumbers 
of Denver are doing more work for glory 
than profit these days. It is difficult to 
account for this state of affairs, in view 
of the fact that there is an increase in 
building operations. 


The Henry Electric Equipment Com- 
pany, owners of the Henry patents for 
self-lighting railroad and street cars by 
electricity, will erect a large factory in 
Denver, it is reported, for the manufac- 
ture of their electric appliances. It is 
said the first investment will involve the 
expenditure of $200,000, and the plant 
will be enlarged as the growth of the 
business may require. 


Plumber George F. Julian, of Tuscon, 
Arizona, left recently for Benson, Ari- 
zona, with a force of plumbers and gas 
fitters to equip the Hotel Banks in that 
city with everything required, including 
an acetylene gas plant. 


PLUMBING NEWS FROM THE 


NORTHWEST 
North Yakima, Wash.—Plans are now 
in the course of construction for a new 
complete sewerage system. 
Moscow, Idaho.—J. C. Broad, of Spo- 
kane, has secured the contract for the 


completion of the main sewers for $7,700. 
He was also given the contract for the 
erection of the disposal works for $6,965. 

Seattle, Wash.—The Kellogg-Mackay- 
Cameron Co., of 1106 Third avenue, job- 
bers of heating and plumbing supplies, re- 
port that the outlook for this summer is 
one in West Seattle, and a number of 
smaller contracts. 

Spokane, Wash.—The Griffith Heating 
and Plumbing Co. have secured a build- 
ing permit for the erection of their new 
two-story brick storage warehouse. 


The Improved ‘*Triumph’’ 
Water Lift. 


The Ohio Pump & Brass Company, of Columbus, 
Ohio, claims for their Improved “Triumph” Water 
Lift that itis the simplest constructed Water Li t 
in existence; that it will last longer and require 
less attention and repair than any other; and that 
it will give perfect satisfaction, if correctly in- 
stalled. 

From some of the complimentary letters received 
by the company the following extracts have been 
taken: 

“We have used your Improved ‘“‘Triumph”’ Water 
Lifts, on both direct pressure and tank jobs, and 
we find that they give entire satisfaction. 

‘“‘We take pleasure in recommending your pump 
to the trade, believing it is second to none.” 

Fisher bros. & Blair, Columbus, Ohio. 

“We have put in several Improved “Triumph” 
Water Lifts for parties who were disgusted with 
all others they had tried. 

‘“‘We have never had any trouble with them at 
all, and have never been called to give them any 
attention since they were iastalled, and we assure 
you with this experience that we shall use no other.’’ 

Caswell & Co., Indianapolis, Ind. 

“Regarding Water Lifts, we will state that we 
have used every known make of water lifts, and 
we find by experience, that your Improved ‘‘Tri- 
re gives the most satisfactory service of them 
all. 

“During the last four years we have installed 
two hundred and eighty (28°) of your Water Lifts, 
and we are so well ‘pleased with the same, that we 
now use your lift exclusively ” 

ColumLus Plumbing Co., Columbus, Ohio. 


Try one and be convinced. Order from your 
jobber, or direct from 


THE OHIO PUMP & BRASS CO. 
Oak and 18th Sts., Columbus, Ohio 


The Central Chandelier Co., 


Manufacturers’ of and Dealers in 


GAS and ELECTRIC FIXTURES 


512? Fulton Street 


Sena .or New Catalog 


Mention Plumber's 


CHICAGO. 


Trade Journal] 


KRAUSHAAR BRASS MFG. COs Si Lotiis 
CAS AND ELECTRIC FIXTURES. 


CATALOGS ON APPLICATION. 


ao VACUUM HEATING > ane 


JAS. A. TRANE VACUUM HEATING CO., 4 


La Crosse, Wis, 


Fastern Office: Vacuum Heating Co. 429 Heed Bldg., Phila., Pa. 
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Wearing Properties of Cast Iron Pipe for Water Supplies 


Epiror THE PLUMBERS’ TRADE JOURNAL: 

We wish you would make some inquiries in 
your city as to the wearing properties of iron 
pipe for water supplies. 

You will find in many places that from hot 
water, especially, iron pipe rapidly corrodes 
and oxide of iron is formed, inside of the pipe 
fills and many times holes are eaten through. 

In this city it was thought for a long while 
that sulphauric acid in the water caused it, 
but the city chemist says that the acid is only 
in small proportion and is not free. Ile 
claims that water when heated sets free the 
oxygen which forms the oxide of iron. The 
fact. is, however, that many times cold water 
eauses it nearly as quickly as hot. The life 
of pipes in this city is from six to nine years. 

A large office building here has been obliged 
to consider the question of renewing the en- 
tire water piping system. Many of the large 
pipes, 14% inch in diameter, are closed solid 
with the oxide of iron and in numerous places 
are so pitted that many of the holes shall 
soon leak. We are satisfied it is not a case of 
electrolysis nor is it due to the use of alum 
or other chemicals in house filters. 

The chemist says that the water here is 
about as good as it is in other cities. As iron 
pipe has been used so extensively in cities like 
Chicago and New York, we -believe it would be 
of general interest to have members of our 
trade give their views. Particularly would 
we like to have the opinion of some competent 
authority in your city. 

WELDON & KmLiuy COMPANY. 

Pittsburg. 


Complaints have been received from 
plumbers in various parts of the country 
relative to the corrosion, pitting and ob- 
struction of iron water pipes used in 
house plumbing. These conditions are 
due to chemical properties inherent in 
iron and the difficulty occurs with all 


natural waters in all parts of the country. 
The theory has been advanced that sul- 
pburio acid in the supply might be respon- 
free sulphuric would, 


sible; of course, 


re) 


247 Centre Street, 


Cascade Portable Shower Bath 


Mitchell 


rapidly destroy iron pipe. Free sulphuric 
acid, however, does not occur in natural 
waters except perhaps in mine waters, 
and the presence of even a small amount 
of the free acid would render the water 
totally unfit for use for ordinary pur- 
poses. The process which leads to corro- 
sion and consequent obstruction of iron 
pipe is the simple one of oxidation of the 
iron. 

In air or oxygen, free from moisture, 
iron suffers no alteration, nor does it de- 
compose pure water when free from air 
even at the boiling temperature. When, 
however, air and moisture act simultane- 
ously on iron, the process of oxidation is 
a rapid one. The rapidity of oxidation 
is enormously increased by the presence 
of even traces of free acid. These favor- 
able conditions occur to a marked degree 
when iron pipe is used for the conveyance 
of natural waters. All natural waters 
contain in solution, oxygen, derived from 
the air, and nearly all contain carbonic 
acid in notable amounts. Increase of 
temperature facilitates most chemical re- 
actions as it does that of oxidation of 
iron; consequently the reaction of hot 
water pipes is likely to be more rapid 
than that of pipes used for cold water. 
Pipes which are periodically emptied of 
water are likely to corrode more rapidly 
than those which are kept constantly fill- 
ed, for the reason that when they are 
emptied of water, air enters, and the con- 
ditions most favorable for oxidation oc- 
cur, namely, moisture, and a supply of 
oxygen. 

Galvanizing retards the oxidation of 
iron pipe. This action is usually ex- 


Largest, best 
and cheapest 


PORTABLE 


in the market 


SOME OF ITS DISTINCTIVE FEATURES 


Adjustable Bracket—24 1-2 inch Ring, 6 1-2 inch Shower Head, Metallic 

Bulb and Bulb Yoke. It is made throughout of 3-4-inch N. P. Brass 
All other Portable Shower Baths are made of 1-2 inch 
Tubing. A Jot of your customers will buy this Shower if you will 
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plained as an electrolytic one; zinc being 
electro-positive to iron and therefore pro- 
tecting it from chemical action. 


It frequently happens that a very poor 
grade of gavanized pipe is used and with- 
out the knowledge or intent of the plumb- 
er. These poor lengths in a system are 
usually the most affected by oxidation 
and pitting. When a length of pipe is 
found upon which it is difficult to cut 
clean threads or where the pipe is crush- 
ed during the operation it would be well 
to lay the length aside as unsound. The 
extensive use of galvanized iron pipe in 
house plumbing in New York City dates 
back about twenty years. It was the 
generally accepted opinion at that time, 
that the pipe would last under favorable 
conditions about 20 years. But in those 
days galvanized iron pipe was used more 
particularly for the conveyance of the 
water supply. I have been advised by 
one of the first and largest users of iron 
pipe in New York that a large percentage 
of the work installed by him 15 or 20 
years ago is still in good condition. On 
the other hand, some work done about 9 
years ago must now be renewed. It is 
some hot water pipe which was tapped 
by carrying the pipe from the boiler down 
to the cellar and up on the opposite side 
of the house. Of course this retarded cir- 
culation and caused a rapid change in 
temperature at that point when hot water 
was drawn from the line, the carbonic 
acid in the water attacking the iron at a 
higher point, and depositing it in the 
form of oxide in the trapped portion of 
the pipe until said pipe was closed. 

The writer has frequently removed sec- 
tions of iron, water and vent pipes, in 
various parts of the city that were com- 


SHOWER 


Tubing. 


speak to them about it. 


A DESCRIPTIVE ILLUSTRATED PAMPHLET WILL BE MAILED, IF YOU REQUEST §¥. 


@ Van Meter Company, 


This Adjustable Bracket enables you 
to put the Shower up on awainscoated 
wall without putting a block ef wood 
behind the bracket. 


pletely closed by oxidation and hundreds 
of galvanized iron boilers in use in flat 
houses have been so pitted after 10 years 
usage that they were utterly useless. The 
rapid destruction of the boilers may he 
accounted for by the frequent emptying 
and the admission of air to the boilers 
combined with moisture while not * 
use, during the vacancy of the premises, 
There seems to be no effective remedy at 
hand to overcome the difficulty and unless 
a remedy is speedily found the use of 
galvanized iron pipe must soon be aband- 
oned on all large contracts. In the recent 
construction of one of the largest and ~ 
finest hotels in the city nothing but brass 
pipe was-_used for soil, waste, vent and 
supply lines. The owner evidently did 
not want to take any chances, for while 
the first cost of brass pipe is very great 
it is without doubt almost indestructible 
and may in the end (everything consid- 
ered) prove to be the cheapest. 

Notrr.—The chemical explanation as set 
forth was furnished me by a well known 
chemist and can be relied on. 

—______@_ 0 4~»____—_. 

The Homestead Heater and Manufact- 
uring Co., Homestead, Pa., has been in- 
corporated, capital $50,000; directors, 
Emil W. Neu, Joseph A. Weber, John M. 
Marshall, David R. Edwards, Homestead; 
Robert Georgi, Pittsburg. 


H. J. McEvoy (incorporated) of New 
York City, N. Y., plumbing. Capital $10,- 
000. Directors: H. McHvoy, H. J. Me- 
Evoy and H. E. Doris, of New York. 


The Lawson Plumbing and Heating Co. 
of Homestead, Pa., is a new corporation; 
capital $15,000; directors, O. P. Lawson, 
William L. Davis, M. S. Hillman, Home- 
stead. 


NEW YORK. 
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just as critical and ex- 

acting as you like, your 
conclusion will be that our 
Low Down Glosets are 


BUILT RIGHT, 
LOOK RIGHT, 
WORK RIGHT, 


every one of the fourteen 


“HAMILTON GEM” Styles 


She Sanitary Mfg. Co. 


Hamilton, Ohio. 


You can guarantee them, Mr. Plumber! 


Made of Ralecied lumber with 
heavy irons on corners and 
around top. Spring Lock. 

Size inside 12 in. high, 16 in. 
wide, 36 in. long. 


WH.A 
NDERSON & Sons; 


Baa TROIT MICH. 


Will save the price ($7.50) 
in care of Tools. 3 


W.H. ANDERSON & SONS, 


St. Aubin Ave. & Guoin St. 


DETROIT - - - MICH. 


J.P, STAMBACH 


STAMBACH & LOVE, 
Plumbers’ Supplies=2>4 Sanitary Specialties 


50 and 52 North Seventh Street, PHILADELPHIA. 


ROBERT LOVE 


Extra Heavy Rough Brass Unions 
Special Finished Brass Work to Order. 
Brass Castings for All Purposes. 


NOLTE BRASS CO.., 28-30 W. Jefferson St., 


SPRINGFIELD, O. 


Xe de he 


fete. Perfectio” 
Waste is adapted for 
use with any Patent 
Overflow Basin, and 
has been designed to 
take the place of the old 


style Chain and Stopper, 
which is not only un- 
sightly, but very un- 
sanitary. 


Me de Ke 


Showing Waste attached to Round or Oval Patent Overflow Basin 


MANUFACTURED BY 


Speakman’s Niagara Showers 


ees aah hiceiemmenemis: 
DE AREE EXD) tt 


To insure receiving 
the genuine NIAGARA 
SHOWER see that each 
one is marked Niagara. 


Basin Waste 


oe Ne Ne 


Lhe. *‘Periectio, 1s 
simple in construction 
and can be adjusted to 
fit any size Slab and 
Basin. 

It is well made and 
extra heavy throughout; 
and is without doubt, 
the most sanitary waste 
on the market. 


Xe Ne Ne 


i THOMAS H. HUTCHINSON. 


For Sale by ; THE KENNEY MFG. CO., 36 E. 22nd St., New York, 


THE JOHN SIMMONS CO., 110 Center St., New York, 


JOHN A. MURRAY, 625 Sixth Avenue, New York. 


are in useinall parts 
of the United States 
andin many foreign 
countries. Our 
customers continue 
to send us addition- 
al orders for them, 
with instructions to 
“ship quick.” 


Why not order one 
for your show- 
room, it will sell 
others. 


$25.00 list 
$22.50 list 


Or without 
Shampoo, 


Complete as_ shown, 
including check valves. 


Write for Discount. 


The curtain is of White 
Duck, which can be kept 
white and clean. 


Speakman Supply 
& Pipe Co. 


Wilmington, Del. 


NEW YORK OFFICE: Presbyter: 
ian Building, Fifth Ave. and 
20th St. 


Albert G. Weber, Representative. 


wW Wilks 
Hot Water Heater 


AND 


Steel Storage Tanks 


Best in use. 
All Steel 

No Coils. 

No Flues. 


No Cast Iron 
Sections. 


Send for 
our new 
catalogue 


S. WILHS MFG. CO,, 


35th and Shields Ave. - CHICAGO, ILL. 
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FIRST PAPER. 


‘ Reflections—By the Judge 


iar Aaa aa Pusat aaa teed alae ns celina Ae one sien anna 


HE golden summer time will soon 
i be with us in reality. Spring, 
with its sunshine and breezes 
rioting over growing verdure 
and the beautiful new colors of 
all things animate, is with us even now. 
Nature proclaims it to the senses, and if 
these are so sadly sordid or blunted as 
to be unimpressionable, then your morn- 
ing paper will deliver the message through 
the medium of the ‘Poets’ Corner” and 
the “Crop reports.’ Some “spring poe- 
try” is worth its price, whatever that may 
be, sets your heart strings to musi¢ and 
renews the youth and yirility- of other 
days. The other kind recalls the long ago 
with equal vividness, leaving a feeling of 
nausea not altogether unlike the one you 
experienced in your first-memorable intro- 
duction to my Lady Nicotine. But this is 
digressing, from the evidence of spring I 
particularly wish to call attention to the 
advent of the small army of traveling 
salesmen, the “drummers” on the season's 
initial business “round-up.” 


Did you ever refiect upon the important 
relations which the drummer bears to the 
trade in general? I do not mean social 
relationship, nor have I any concern in 
his being either a good fellow or a cad, 
but simply to view in the abstract the 
power for good resting with him in his 
business relationship with us, providing 
he is properly equipped mentally and mor- 
ally to conform to modern ideas of what 
should constitute a salesman. I want to 
show that the drummer who is alive to his 


position is the medium equally close to the 
manufacturer and the consumer through 


_whom ideas, advice and deductions may be 


expected to take form and crystallize into 
realistic evidence of progress. It will be 
necessary to speak also of our drummers’ 
employers, for we must not forget that 
the selling of goods begins primarily with 
he who initiates the business. There is 
a demand for the articles he is selling and 
there is also competition not only in the 
selling price of his goods, -but in the 
quality of them. He must study why 
North and South’s goods meet with such 
universal favor even at an advance in 
price over his own. He must get his 
customers’ views, discuss them with his 
employers. Merely taking an order does 
not hold trade, and the success of sales- 
manship is not established until an initial 
order is repeated and the opening account 
made permanent. He must make himself 
thoroughly conversant with the making 
of the goods themselves and with the 
duties and methods of every man who han- 
dles them from the raw material to the 
finished product. Right here is often to 
be found the whole secret of the peculiar 
popularity of a rival’s goods—in the as- 
sembling and shipping of the various parts 
that form a whole. I have often favored 
a house that I could rely upon shipping 
honest outfits completely assembled even 
to the tiniest screw, carefully packed and 
properly marked to the exclusion of 


others who could doubtless undersell it, 
but whom experience had taught me were 
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careless in these minor matters that, all 
other things being equal or nearly so, 
are after all the real business builders. 
It is just such matters that impress 
new customers with the desire to con- 
tinue purchasing of you and that make 
old customers proud to handle your goods 
and to advertise them in that particular- 
ly excellent way we have of using them 
and talking for them, honestly and sin- 
cerely wherever and whenever we can. 
To make a market for any particular line 
of goods, brains must be put into the 
work, ideas developed, old methods im- 
proved if possible, and money judiciously 
spent in advertising through right chan- 
nels. All this with the one end in view 
that you produce a commodity that our 
drummer does not have to eternally damn 
his own individual career by lying about. 


Again, I say, the live and conscientious 


salesman who studies his waves and en- 
joys the respect and trade confidence of 
his employer and the consumer alike, 
practically controls the goods being made 
and sold on the lines I have discussed, 
and thus through him we can look for 
better goods and therefore a better trade. 

For the drummer who sells an honest 
article, who tells the truth and who is 
alive to the needs of a progressive trade, 
I have both respect and love. The judge 
in his advancing years wishes him and 
his tribe increasing business and num- 
bers. For the drummer whose claim on 
our orders rests principally on his being 
a good fellow and a free dispenser of 
liquor and cigars with money represent- 
ing profit on goods that have ruined 
many an honest man’s reputation I shall 
have something to say when I am not 
calling attention to the trade value ol 
the ideal salesman. 


THE BORDEN CO’S NEW 
PLANT 


The Borden Co., of Warren, 0., manu- 
facturers of pipe threading machinery, 
have moved into a new plant, the plant 
which was formerly occupied by the Pack. 
ard Motor Car Co., now located in De- 
troit. Their new plant consists of three 
modernly-constructed factory buildings, 
200 x 90 feet, 100 x 100 feet, and 30 x 89 
feet. They have already doubled their 
capacity and are now making arrange- 
ments to equip plant with with a full 
line of pattern making tools for the manu- 
facture of their own patterns. : 


They have recently shipped a line of 
their pipe machinery and new “Solid-Aq- 
justable” die hand stocks to the World’s 
Fair at St. Louis, and are inviting their 
friends to visit them during the summer 
at Block 12, Aisle 2, Machinery Hall, 
where they will endeavor to look after 
their comfort. One of their salesmen 
with an assistant will always be in charge 
of the exhibit. 

——__@ )e ¢~<.—_____ 


GOOD FISHING IN MAINE 


The notice regarding fishing in Maine which 
appeared a few days ago was somewhat mis- 
leading. The ice has not yet left the greater 
part of Maine’s lakes and rivers; in fact 
Sebago and some of the smaller ponds and 
rivers are the only places where ‘‘open water” 
has been reported. However, with the advent 
of warm weather, it will not be long before 
the Rangeleys, Moosehead and the other large 
lakes are ready for the fisherman, 


The Boston & Maine Railroad Passenger De- 
partment, Boston, will send a beautiful illus- 
trated descriptive booklet, “Fishing and Hunt- 
ing,” also a book giving the “Fish and Game 
Laws’ of Maine, New MHampshire, Massa- 
chusetts, Vermont, New Brunswick, Nova 
Scotia and Newfoundland upon receipt of two 
cents in stamps. 
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FTER the successful light ex- 
hibition, when the audience 
had just left for their homes, 
my ebony-hued teamster, 
porter and man of all work— 

when “two bits” was in sight—rushed 

into the hall and excitedly asked for a 

match, saying he had only one and “that’n 

dun blewed out.” In the act of handing 
him a match, with no thought of his pur- 
pose, I noticed he held, partly concealed 
behind him in one hand, something that 
looked like a big ‘“‘weineeworst,’ and 
asked if he was going to have a barbecue 
or a sausage and give a banquet. ‘““Needah, 
boss,” said Braxon, “just a little flah 
works celabrashun on ’count o’ the new 
light, sah,’ and he quietly and proudly 


Yl 


Jus’ a Li’l Fiah Works Cel’brashun, Sah 


exhibited to me a big cannon cracker, 
that needed only the application of the 
match I had just furnished to make a re- 
port like the explosion of a man-o’-war’s 
gun. 

Shades of Mephistopheles! 

Who would expect to discover a cleverly 
conceived trick like this in a quiet little 
burg in old Alabama! 

A vision of Braxon holding my match, 
lighted, to the fuse of that young cannon, 
a couple seconds of sizzing and the fire 
ran up to the giant powder that lay in the 
belly of that sausage-looking, reddish- 
coated buster; then the unearthly roar 
breaking the stillness of the night; then 
the entire population running back to the 
hall they had just left in peace and quiet, 
expecting to see the debris of a “terrible 
explosion,” ete., ete. 

It gave me stage fright for a second, 
but only for a second, and, catching that 
innocent native by the collar I demanded 
that “fiah works,’ which was last seen 
soaking in the rain barrel used as our 
water supply tank, and the good people of 
the town were allowed to retire in quiet- 
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Troubles and Triumphs of a Light Salesman 
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ness to dream of the pretty thumbnail 
flame that sparkled and twinkled, star- 
like in the distance, through the hall win- 
dows as a promise of better lighted night 
hours soon to come. 

Now, Mr. Editor, there is a little Eng- 
lish blood in my veins—though admitted 
that it is pretty thoroughly Yankeeized, 
by three generations—but shade my 
lustre! if I wasn’t surprised to learn from 
Braxon, on applying the pumps, that my 
English friend and the electric man had 
given that unsuspecting “coon” the big 
cracker, and primed him with the diabol- 
ical impression that he was doing me a 
great favor by firing that infernal Yankee- 
ized Chinee device as a herald of victory. 
That would have had a very bad effect 
to say the least, as it would certainly have 
helped the people to imagine all sorts of 
dire results that “might happen,’ and, 
though it would have been known soon 
afterward that it was but a joke, yet 
would have started the calamity cranks 
and made us a lot of hard work, keeping 
us busy nailing fake illusions while the 
other fellow made hay. 

’Twas a kindly wind that blew out 
Braxon’s only match! 

After fixing up things at the hall and 
going to the tavern, I heard Mack with 
a party in. the “guest room,” adjoining 
the bar, and recognized the voice of one 
“Sandy” Jarvie, whom Mack had discov- 
ered here and introduced to me as his 
old Scottish friend of former days in 


Mobile, but was now running a little farm - 


and growing pecans and fruit just out- 
side of town, while he lived in the town 
and was a member of the lawmaking 
board of the village. 

Being a little nervous over the little 
Fourth of July business they had tried 
to ring in on us, I did not feel like doing 
anything in the way of a literary effort, 
but the way of the drummer of light is 
one of all hours and the house wants to 
hear from me (to know where they can 
send me expense money, I presume), so 
I must write them a letter. 

The gasoline lamp had evidently been 
working overtime or been neglected, and, 
as Tod explained, had just “done gone 
out,” but had not taken the odor from 
its heated oily parts with it when going, 
and the air in the room was stifling, 
while the two wax candles were doing 
substitute work in giving a light two 
candle power strong to the belated guests, 
throwing their rays over the cheap hotel 
paper as I told my troubles in ink to the 
house. Not the most pleasant conditions 
for an extended correspondence, so I cut 
it short and got away to my room before 
the occupants of the G-room adjourned. 


When Mack and I met next morning in 


our regular caucus to whit our ideas, I 
told him of the scheme our competitors 
had attempted to work off and throw the 
town into a fever of fear of acetylene. 
Mack was mad, and in a language more 
forcible than elegant declared he would 
“ditch” their little trolley line scheme 
before another day passed. 5 

We pulled lines hard all day and as the 
council was to meet that night to decide 
on the question of a franchise, we had to 
locate our friends and furnish some ma- 
terial for them to use in routing the 
enemy. 


N the expansive prairies of 
the corn-growing State of 
Illinois one would not ex- 
pect to find a manufactur- 

ing building in a smail 
town so crowded and short of space as to 
require stowing away the light-producing 
apparatus in a corner overhead, as shown 
in the accompanying sketch. 

But we consider the recent advent of 
acetylene and its more recent popularity 
with the manufacturer, who built his 
factory or -works when there was no evi- 
dence of, or even a well-founded sus- 
picion of a gas lighting system being 
brought before the public that would 
prove its superiority to all other lighting 
systems, in such a snort time, and that 
could be brought to the manufacturer out- 
side of the larger cities economically. 

Thus it was that an enterprising ma- 
chinery manufacturer in the Prairie State 
became convinced that his little town 
was too slow in adopting modern lighting 
methods and that acetylene was the most 
economical compared in efficiency with 
electric and gasoline lighting, and that it 
was the one light of all lights for his 
skilled mechanics to work by when the 
Western sun had crept over the horizon. 

The size of plant required, the fixtures, 
piping, burners, etc., had been decided 
upon readily; when the question of lo- 
cating the generator loomed up like a 
London fog and became a more and more 
dense problem with continued efforts to 
solve it. “Here” it would freeze up; 
“there” is was too near the flame of some 
fire; “no space’ at another point, and 
“yonder” it would not do. 

But a man having enterprise and genius 
enough to build up a successful manufac- 
turing business in the West was not to 
be defeated in getting an apparatus for 
making gas located, and after considering 
all points of safety, convenience and ap- 
propriateness and every other plausible 
place, here, there and yonder, built a 
platform floor about 614 feet above the 
floor proper, in the hallway entrance that 
divides the works from the office. Such 
a location, in many instances, would have 
had many objectionable features and no 
distinct advantages to recommend it, but 
in this one case the position proved to be 
in harmony with the conditions. The 
water supply for the works is drawn from 
a large tank on the roof of the machine 
works near the office building, and, though 
the roof of the works is lower than the 
office building roof, it is high enough to 
allow a water supply pipe to be brought 
into the covey generator room over the 
top of the water chambers of the gen- 
erator, thus solving the water supply 
question in regard to the generator. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW . =e. 


Mack’s friend, Sandy Jarvis, was a 
ready volunteer to hold up the acetylene 
cause in council, and when we had re. 
hearsed our day’s work to him and told 
him of the narrow escape we had from 
being the victims of a practical joke that 
showed the disposition of our competitor 
to cause undue apprehension of acetylene, 
he declared he had enough ammunition to 
“r’r’run them agr’round and bottle them 
up there!” More later. ieee 

Yours for light, 
C. ARBoN, Salesman, 

Mobile, April, 1904. : 
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The generator, being well elevated, has 
the warmest place in the building on a 
cold winter night, and is kept above 
freezing temperature quite easily by al 
lowing the door to adjoining rooms, that 
are heated in the daytime, left open. 
Being located distant from any of the 
fires and 20 feet away from and well 
above the nearest flame light and near a 
ventilator through the roof, the location 
is well taken in point of safety from 
accident by fire or accidental ignition. 
To provide against damage by overflow 
or leakage, a galvanized steel pan is 
placed under the generator, extending on 
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Showing How Residue is Discharged Into a 21-2 

Inch Pipe Running under Floor i 
all sides and connected with the residuum 
pipe running to the drain. = 

The residue is discharged into a 2%4- 
inch pipe running from the residuum cock | 
under the platform floor back to the par- 
tition wall between the office and works, 
and down inside the partition and out 
under the office to a cesspool (a barrel 
sunk in the ground) outside of the build- 
ings. From the cesspool the water runs 
off into the drain, holding the lime for 
use if wanted. - 

To facilitate handling the carbide 4 
small pulley elevator is arranged to lift 
it to the platform in a pail, from which 
it is poured into a “standing” funnel. 
The funnel is then placed on the car- 
bide chamber and fed into the holder by 
drawing a slide valve in the tube of the 
funnel. 

Though the apparatus is above the level 
of any of the lights in the buildings, 
the lights work perfectly under the regu- 
lar average pressure at the burners, this 
pressure being maintained by a little ex- 
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tra pressure on the gasometer of the 
generator. 

Summing up: The labor in attending 
is the same as in any other plant, except 
a slight exertion in getting the carbide 
to the elevated position. The matter of 
attention in other respects is nominally 
the same and the plant is located in a 
safe, convenient and appropriate out-of- 
the-way location, and has been giving ex- 
cellent daily service for the past four 
years. Where there is a will for the 
light, there’s always a place for the gen- 
erator. 

———_o_- 0 4—>_______—_ 
ACETYLENE AT CHICHA- 
MAUGA,. A$35,000PLANTFOR 
THE U. S. GOVERNMENT 


Contracts have been recently let for the 
installing of a large acetylene lighting 
plant at Chickamauga Park for the light- 


firm are equipping a large factory in 
Chicago for the manufacture of their 
Pilot carbide-feed and water-feed gen- 
erators and Williamson non-automatic 
generators. The factory will be com- 
pleted June 1, 1904, and is claimed the 
largest acetylene apparatus manufactur- 


ing plant in the country. 
> > et << 


ACETYLENE AT ST. 
FAIR 


It seems very strange that the officials 
of the Louisiana Purchase Exposition at 
St. Louis should not have provided for a 
separate building for a special exhibit of 
acetylene. Such a feature would have 
added materially to the interesting ex- 
hibits, both because of the use of acety- 
lene as a light and because acetylene has 
been discovered and has come to be a 
decided commercial success within the 
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Williamson Generator, to be Installed at Chickamauga Park, by Acetylene Apparatus Co., Chicago 


ing of more than seventy buildings, in- 
cluding the government barracks, admin- 
istration buildings, officers’ houses, etc., 
and sixty-three street lamps to illuminate 
the thoroughfares. 

The generating apparatus requires a 
capacity of 2,000 cubic feet per hour, 
which will be supplied by a non-automatic 
generator, with a 7,000 cubic feet stand- 
ard tank and holder. 

The plant will be equipped with a wet 
station meter and the most approved gas 
filtering apparatus for drying and screen- 
ing the gas before it enters the mains. 

Four miles of main pipe will be laid 
to convey the gas under ground, and the 
buildings will all be equipped with most 
modern piping and fixtures. 

The Acetylene Apparatus Mfg. Co., of 
Chicago, were the successful bidders, se- 
curing the contract on basis figures that 
will make a total cost of $35,000, and will 
instal the Williamson generator. This 


last five or six years, and was entirely 
unknown at the time of the World’s 
Columbian Exposition in Chicago. AS a 
matter of interest and education, a new 
discovery which has become well known 
and commercially successful in so short 
a time would seem to be a very desirable 
feature of a world’s exposition. 

While there will be no special building 
for acetylene, generators will be exhibited 
in mechanical operation in the Manufac- 
tures Building and a number of buildings 
in and near the grounds will be lighted 
with acetylene. 

While it is to be regretted that there 
will not be a large and concentrated ex- 
hibit, it is not to be wondered at that 
there should be some objection to an ex- 
hibit of acetylene light within the Fair 
grounds at a point where the pure white 
light would be contrasted strongly with 
the yellow tinge of the electric light which 
will be used for outside decorations. 


OSTER PIPE THREADING 
TOOL FOR HAND AND POWER 


In the manufacture and sale of tools 
and machinery of this class, the Oster 
Manufacturing Company has made re- 
markable progress, considering the very 
few years they have been in business. 


The Oster pipe-threading tools have 
come to be universally regarded as the 
standard of excellence, and the manu- 
facturers advise us that their produce 
may be found in every part of the civi- 
lized world. Their stocks and dies are 
widely adjustable to variations in size 
of pipe and fittings. The extreme range 
of adjustability makes possible the thread- 
ing of a larger number of sizes of pipe 
with one tool than is possible with any 
solid or split die. 

Where Oster stocks and dies are used, 
steam-tight joints are always secured. 
The dies and guides are operated by con- 
venient cam movements and may be eas- 
ily removed from the work without run- 
ning back over the finished thread. 


A feature of the Oster tools is their pat- 
ent fulcrum clamp, which is positive and 
is guaranteed to hold the dies firmly in 
place. Being easily set and released by a 
thumb-screw, it is extremely convenient 
to use, and neither wrench nor hammer is 
needed for its operation. The dies may 
be readily removed without the use of 
serew driver or other tool, and may be 
sharpened by grinding on a grindstone. 


Dies and guides are self-centering and 
adjust to all sizes within the range of the 
tool, thus doing away with bushings and 
reducing the weight of the tool. The 
guides are so made that a perfect center 
of the work to the dies is always assured. 
Oster tools are furnished with a cutting- 
off blade which is a simple lathe tool fed 
by a thumb-screw, and cannot get out of 
order; when dull it may be sharpened by 
grinding. Another excellent feature of 
Oster stocks and dies is their patent 
gauge or stop, a simple device which en- 
ables the operator to cut duplicate threads 
without number. It is a great time-saver 
and is a feature belonging exclusively to 
Oster tools. 

In stationary machines for threading 
and cutting pipe by hand or power, the 
Oster Manufacturing Company manufac- 
ture a complete line cutting and thread- 
ing all sizes of pipe from one-quarter inch 
to six inches. 

The machines are all equipped with 
Oster patent expanding die heads, adjust- 
able to all variations in fittings. The vise 
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an automatic pump which is run by a 
system of gears, requiring no belt to drive 
it. The pump lifts the oil from a reser. 
voir within the base and floods the cut- 
ters, the oil returning to the reservoir 
through a strainer. The pan is sufficiently 
large to catch all oil and chips, and the 
entire machine is so designed that the 
minimum of labor will keep it in first- 


class working order at all times. Hach 
power machine is supplied with a ratchet 
attachment, so that it may be operated by 
hand without change of equipment. 

The manufacturers state that while 
their business has never been better and 
they are selling their output as fast as it 
can be made, they can yet promise prompt 
delivery. They invite correspondence 
from users of pipe threading machinery 
of all kinds, and will be pleased to fur- 
nish catalog upon request. Address the 
Oster Manufacturing Company, 71 Hast 
Prospect street, Cleveland, Ohio. 


—_—_——o 9+ —_——————_ 
GOULD MANUFACTURING 
CO.’S EXHIBIT AT THE 
EXPOSITION 


The Gould Mfg. Co., of Seneca Falls, N. 
Y., have an expensive and comprehensive 
exhibit at the St. Louis Exposition. This 
company is known throughout the world 
for its production of pumps and pump- 
ing apparatus af all kinds, as well as hy- 
draulic machinery. The exhibits will be 
under the personal supervision and direc- 
tion of Norman J. Gould. 

The products of their triplex pump 
works are exhibited in the Machinery 
Hall and in the Steam, Gas and Fuels 
Building, and the sand pumps are ex 
hibited in the Horticultural Hall. The 
exhibit in the Machinery Hall consists of 
their complete line of pumps for every 
kind of service, including pumps adapted 
for general water service, oil refinery 


i = 


Ordinary Stocks from No. 0 to 4 1-2, Manufactured by the Oster Mfg. Co. of Cleveland, Ohio 


centers the pipe accurately, insuring ab- 
solutely straight threads. 
The power machines are equipped with 


work, paper mill pumps, and pumps 
adapted for boiler feeding and a number 
of other types. 
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IF YOU ARE 
HAVING TROUBLE 


With tank linings giving out 

an account of the action of 

water or electro.ysis, you 

can overcome it by using 

our acid, alkali, and electric 

proof lining, guaranteed for 

.2years. It costs no more 

than lead and will not give one-half the trouble, and weighs 
less. It is no experiment. 

Send for descriptive circular of this and our new style bent tanks. 


Findeisen @ Kropf Mfg. Co., 


Main Office and Factory, 
21st Place and Rockwell Street, CHICAGO. 


This Hlustrates Our 


New 
Lavatory 


It has 1 3-4-inch under 
roll rim, D shape bowl. 
Size 12-inch x 15-inch 
and 8-inch back, 


Send for our latest catalog 
of ENAMELED GOODS 
just from the press. 


OUR NEW ENAMELING PLANT SUPPLEMENTS OUR FACILITIES FOR TURNING OUT 
A FULLY COMPLETE LINE. 


We Will Appreciate Your Correspondence. 


Humphryes Mfg. Co., - — mansfield, o. 


GENERAL 
MANUFACTUR- 
ERS OF 


PLUMBING 


and 
STEAM 
BRASS 
WORK 


And Jobbers of 


PLUMBING 
SUPPLIES 


Eastern Agents: 
0. CHAN. WELLS, 
and 
WM. A. LOCKE, 
100 William Street, 
New York, N, Y. ® 


J.REGESTE RS’ SONS C0., Baltimore, Md. | 


When you think of 
Pipe Threading Machinery, think of 
The Borden Geared Solid Die Stock 


There are other kinds 
But this is 
the Pipe Machine 
that brings 
RESULTS 


Borden Company, 
; Warren, Ohio. 


Send for Catalog “B” 


Porcelain Enameled 
One Piece Sink 


with heavy roll rim, 12 inch back, and 
heavy cast iron bronzed brackets. 

ENAMELED INSIDE ONLY; ex- 
terior bronzed, size 18x30 inches— 
other sizes special. 


The Chasmar-King Supply Co. 


CHARLOTTE, N. C. - SAVANNAH, GA. 


Write these firms for catalogues and 
mention The Plumbers’ Trade Journal. 


Advertisers in The Plumbers’ Trade Journal can have their catalogs and trade 
literature reviewed with our compliments in these columns by sending first copy 


off press to our New York office. 


We _ have received from the American 
Radiator Company, of Lake and Dear- 
born streets, Chi- 
pocket for handy 
reference, and il- 
lustrates and de- 
scribes not only 
the large assort- 
ment of Ideal boil- 
ers, tank heaters 
and American 


| 
IDEALFITTER ||- 


: 


cago, a copy oft 
the Ideal Filter 

for 1904. 
AMEEIcANPAoUTORCnPune This little book 
is made especially 
- to carry in the 
radiators heretofore shown in former 


editions, but also several new types of 
goods as well as some very valuable im- 
provements to the regular line. Illustra- 
tions and data pertaining to their line of 
Ideal coke boilers and some new patterns 
of plain and ornamental radiators are set 
forth in this book for the first time. The 
goods described comprise types and sizes 
for about the entire range of heating 
necessary for all regular and special pur- 


poses. 
The book also describes and lists many 
highly improved heating specialties. 


Also a revised and amended telegraphic 
code, which is very complete. It has been 
prepared with great care to serve the pur- 
pose of prompt communication with the 
least possible expense. A large number 
of tables of related data have been added 
to the text matter of the book with a view 
to assisting the dealer in quickly comput- 
ing necessary mathematical calculations. 
Our readers may obtain a copy by writing 
to the American Radiator Company, of 
Chicago. 


The Ideal Mfg. Co., of Detroit, Mich., 
sends us a copy of their 1904 catalog, il- 
lustrating their line 
of Ideal gas ranges, 
hot plates and inde- 
pendent water heat- 
ers. Particular at- 
tention is called to 
their new _ range, 
which is shown on 
page 21, and which 
has proved a wonder- 
ful seller. It was 
brought out to meet 
the demand for arange similar to their 
Common Sense ranges, but at a more mod- 
erate price. The top cooking surface, in- 
cluding end shelf, is 24 x 30 inches; 
fitted with three single burners, one giant 
and simmering burner. The extreme 
height to cooking top is thirty-one inches 
and width is 55 inches. When desired, 
this range may be furnished with their 
Independent water heater. One of the 


A” 
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CAS RANGES 
ANO HEATERS 


features of this range is the elevated oven 
and boiler. Our readers should send for 
a copy of this catalog to the above firm. 


SPEAKMAN’S NIAGARA 
SHOWERS 


In this issue of the JourNAL will be 


completeness and keeping the selling 
price at a popular figure with the trade, 
the Speakman Supply & Pipe Co., of Wil- 
mington, Del., have made customers for 
this shower in every portion of the Unit- 
ed States. 

The trade have found this a very ready 
seller among their showroom fixtures. 

The Speakman Supply & Pipe Co. can 
make immediate shipment of these show- 
ers at all times from stock. A full de- 
scription and prices will be sent upon ap- 
plication to this firm. 


a 


THE FAN SYSTEM OF 
HEATING 


The American Blower Co., Detroit, 
Mich., is installing the “A B C” fan sys- 
tem of heating in the new shops of the 
Olds Gasoline Engine Works, at Lansing, 
Mich. 

The heating apparatus is arranged to 
provide for an addition 130 x 4388 feet to 


rary 


Niagara Shower, Manufactured by The Speakman Supply & Pipe Co., Wilmington, Del. 


noticed an illustration of Speakman’s Ni- 
agara Shower, which is now a standard 
fixture with the plumbing trade. 

By maintaining the high quality of this 
fixture, attending to every detail of its 


the main portion, and to maintain an 
average temperature of 65 degrees Fahren- 
heit throughout present structure, with 
the exception of offices and paint shop, 
which are to be heated to 70 degrees, 


The apparatus consists of four units, 
each made up of an “A B C” sectional 
base heater, having a capacity of 3,250 
lineal feet of one-inch pipe, to which is 
attached an “A B C” full-housed steel. 
plate fan. 

_—_—_—e 4+ 


‘A STRONG LINE FOR THE 
PLUMBER 


Upon request from:any of our readers 
Morgan & Wright, of Chicago, will send 
samples of their Fuller balls, gaskets, or 
bibb washers. 

The Fuller balls are made in three 
grades; the one for cold water is made 
of a strong, durable stock that does not 


chip or wear easily. The hot water 
Fuller ball is made of black stock—used 
in bibbs where water is of a warm tem- 
perature. They have a specially com- 
pounded stock for excessively hot water, 
which maintains its resiliency under any 
degree of heat and does not harden 
readily. 

The bibb washers are made in two 


grades for hot and cold water, and are of 

specially compounded stock. The Mack 

basin and bath gaskets are made of a 

stock that does not dry out or bre 

easily. 5 
—_————_—_>_ 9-94 ——___—. A ; 

A BUSY PLUMBER AT CEDA 

RAPIDS 


The plumbing trade at Cedar Rapids, 
Iowa, has been active this spring. One 
of the busiest plumbers of the, Parlor 
City is J. H. Fenton, whose portrait is 
published on this page. Among the num- 
erous contracts signed is one for the 
plumbing in the new public library 


building at 2334; two double residences 
on First avenue and Tenth street for W. 
O. Johnson; steam heating a double store 
building for F. Kopp. The severe winter 
has shown the public the necessity of a 
good heating system and Mr. Fenton ex 
pects to be a busy steam fitter this year. 
His motto is “Everything up-to-date.” 


, 
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Don’t Forget 


to tell Advertisers 
that you saw their 
Advertisement Se} 
THE PLUMBERS’ 
TRADE JOURNAL 


when writing them. 


Excessive Pressure 


You can control 
with the Reliable 
Water Pressure Reg- 
ulator, and when 
you do this, all your 
troubles of water 
hammer, _ bursted 
pipes, leaky faucets 
and valves are at an 
end. 


Descriptive  Cir- 
cular for the asking. 


C. Aneshaensel & Co., 


Indianapolis, Ind. 


handy arrangement for holding Tue 


UR NEW BINDER. A serviceable and 
PLUMBERS’ TRADE JOURNAL, will be sent ! 


FREE to any subscriber sending us a 
new subscription, or sent post paid for @ 
35 cents. 


RHOADS-WILLIAMS 
AUTOMATIC RAW 
SEWAGE SIPHON 
For Sewage Disposal. 


a 


Send 
for 

de- 
scrip- 
tive 
catalog 
and 
intor- 
mation 


Automatic sewage siphons 
to handle sewage not acces- 
sible to public sewers, 


Nedetn dors 


QUINCY, ILL. 


REVISED AND ENLARGED 


TOWER’S 


Plumbers’ Manual 
and Text Book. 


Elementary and condensed articles on metals, 
solder, water and its distribution, pumps, hy- 
draulic rams, meters, boilers, filtration, electro- 
lysis, friction. Drainage, house and subsoil, 
‘raps and siphonage. Ventilation as applied to 
plumbing. Fixtures: Proper and desirable 
material for their construction and installation, 


MISCELLANEOUS MATTER, RULES, Etc. 


_Plumbers’ dictionary, very convenient. Ques- 
tions and answers suitable for Plumbers’ License 
Examination. All in compact form. Size 4x6 
inches, A helpful, reliable and convenient refer- 
ence book for plumbers and apprentices. 


PRICE $1.00 POSTPAID, TOANY ADDRESS. 
NO C.0 D. ORDERS. 
ADDRESS 


Plumbers’ Trade Journal 
Publishing Company, 
61 Beekman St., - New York 


The Gas Fitters’ Question Book, with Answers 


A book on practical information specially prepared to enable 


any practical gas fitter to answer all manner of questions ap- 


plying to his profession. 


A valuable little book of questions 


and answers and tables that will be found of great advantage. 


Well illustrated. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE OF $1.36. 


THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


Hendrick’s Commercial Register of the 
United States for Buyer and Seller 


Especially devoted to the interests of the architectural, mechanical, 
engineering, plumbing and heatiiig industries. 

A complete and reliable anuual index, containing 350,000 names, 
addresses and business clausiiications. 

Indispensable as a buyers’ reference for the architect, contractor, 


manufacturer, jobber and retailer. 


1903 Edition for the Year beginning November 1, 1903. Price $6.00. 


THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


“Nothing Succeeds like Success” 


as hundreds of plumbers will testify to who have used our 


SUCCESS GRINDER 


Equipped with two Car: 
borundum Wheels and 
complete polishing out: 
of felt 
wheel coated for 


fit, consisting 
use, 
and cloth buffers with 
the necessary polishing 
compound for plumbers 
to polish up rough or 
finished brass. @ @ 


We ship the machine 
free foriOdaystrial. If 
satisfactory, send us 
$9.00, or if not satisfac: 
tory, ship the machine 
backto us atour expense 

There is not a plumber 
in the United States that 
can afford to be without 


it wewvwvwe 


This machine is not a TOY. Cuts the hardest file steel as if it was soft metal. 


LUTHER BROS. CO. 


NORTH MILWAUKEE, WIS. 


SUBSCRIBER 


Will Please Mention 
This Journal when 
writing to Advertisers 


Books on Plumbing, Heating, 
Lighting and Ventilation 


To anyone sending one new subscriber to THH 
PLUMBERS’ TRADE JOURNAL, we will mail 
with our compliments, any one of the 50c. books 
named below. 

For two new subscribers, we will give either of 
the following books: ‘‘Kitchen Boiler Connections; 
Hot Water Supply,’’ by Dye; or ‘‘Plumbers’ Text 
Book,’ by Tower. 

For three new subscribers, we will give either of 
the following books: ‘‘Lawler’s Hot Water Heat- 
ing, Steam and Gas Fitting.” 

For four new subscribers, we will give either of 
the following books: ‘‘Steam Heating for Build- 
ings,’’ ‘‘Steam Heating Problems,’’ or ‘‘American 
Plumbing Practice.”’ 

All new subscriptions must be sent by a paid up 


subscriber to entitle sender to any of above 
premiums, 
Acetylene—The principle of its Generation and 
WB © udu cana noe belle ve tneee coe pecan eee 2.00 
American Steam and Hot Water Heating 
Practice; 6585 illustrations........:.s.cr.cces 3.00 
American Plumbing Practice............ss+.00. 2.50 
C. S, Mersick’s Estimating Book............++ 1,25 
Contract and Estimate Record Book, by B. H. 
POSSUD Maisie cerccieiaaets aicloteldreicle.ate: cteverma ain steneteiateners 1.50 


Dean’s System of Greenhouse Heating, by M. 


DO aM Nasinve ve nares v clsele sleisece o s/o are cys mero alsinistemmene 2.00 
Drainage and Plumbing, by N. R. Maguire.... 4.80 
Estimate Books for Plumbers and Heating 

Men, by B. H. Jessup; 200 pages........... 2.0 


Examination Charts. For Boards of Health 
and Plumbing Examiners. Price per set, in- 
cluding key to each: chart... .cccssriccewicctaccs 5.00 


External Plumbing Work, by John W. Hart... 3.00 
Heating and Ventilating Buildings, by Car- 

MCHLEL In cieisle:vivie's's viete: 6 o1o1t/s:alp olsictviaiely ola oie cin piiaials 4.00 
Heating and Ventilation. Tables and Formu- 

Lass By Bo SCHUMANN isis sicie siecle s ane cicinle s/t 1.50 
Hood on Warming Buildings, by F. Dye...... 6.00 
Hot Water Circulation, by R. M. Starbuck... 3.00 
Hot Water Supply, by F. Dye.............0e- 1.00 
Kitchen Boiler and Water Pipes, by H. Grim- 

SIV WVU ais afl Wein ielnisie'w) o/alalelalccslele/ala)s)albiaia (settle lalel alas 40 
Kitchen Boiler Connections.............-++-0+ 1.00 
Lawler’s American Sanitary Plumbing (revised 

second edition) for plumbers............... 2.00 
Lawler’s Hot Water Heating, Steam and Gas 

Hitting wih: halteo aces eece eee eee eee 2.00 
Lead Burning by the Autogenious Process.... 1.00 
Lectures to Plumbers, by J. W. Clarke........ 3.00 
Lighting by Acetylene Gas, Electric Furnace, 

Generators and Burners, by W. E. Gibbs, 

IVC He Hi settsrercielais eioleiaicrsis, ist sisieversle->.s's) nism sidiatane/vralalns 1.50 
Mechanics’ Companion, by J, M. Scribner..... 1.50 
Modern Sanitary Appliances, by Colyer....... 2.00 
Modern Sanitary Plumbing, by James J, Law- 

TEP DP dojfete/ciatas sa ticlelpe Wl olassleie vis slelolole sists bis sie efel Scale 5.00 
Modern Methods of Sewage Disposal, by Geo. 

Bi AWW APING. Tie. c:cicte o.ccclela(alnce'pleleiediorcietsjelsislelsiaia 2.00 
Modern Plumbing, by R. M. Starbuck; illus- 

BVA CCM ale cpetmvaeloso icicle slain 0 o/nis oe eiwialerereletsieleretete 3.00 
Plumbers’ Text Book, 300 questions and an- 

swers, by Frank Tower......ccccsccscewscsce 1.00 
Plumbing, House Drainage, by W. P. Buchan, 1.75 
Plumbing, by S...S) Hellyer cc cciccccnsivicweicirs 1.50 
Practical Gas Fitting...........0.0- Ae .. 1.00 
Practical Hygiene, by Currier.........+-..+5 1.50 
Practical Hints on Joint Wiping, for begin- 

ners: in plumbing... <<. csc ce cc cc cscs eseiclags .25 
Sanitary Engineering of Buildings, by Ger- 

hard. e VOLS Ts Cloth We ctore cic cicivic.s cinibisiarsielnioisty 5.00 
Sanitary House Drainage; Its Principles and 

Practice, by TL. EB. Coleman... 3s... -.-ise eles 2.40 
Steam and Gas Fitters’ Price Book, by Brown 

Se Green GOs s aereiew cos Ue cce islet saleteercale eeaverrene 5.00 
Steam Fitters’ Computation and Price Book, 

Dy DORN, ic)s aistaitialeleip isle laie/als sinio\eo wicle orotlafenatotete 3.00 
Steam Heating for Buildings, by W. J. Bald- 

WATE ya eteisterehe/eiate Mdisidl cigiciela/aia afatets (oie skis mtaeatamciaiey stele 2.50 
Steam Heating Probloms.........cs00c0sce0e0. 1.50 
Steam and Hot Water Fitters’ Text Book, by 

Thomas He) MCNelNs ceiac cm \s\< vie slalelsis + cree eee 1.00 

The Gas Fitters’ Question Book, With Answers, 

Dy Albert); DUnDar aac cscssiesiielels sisiee mrs bretents 1.35 
The Steam and Gas Fitters’ Price Book, by 

Brown & Greene C0. .....ccccccccesscvessece 5.00 
The Turkish Bath, by R. O. Allsop........... 2.50 
The Plumber, by S. S. Hellyer.............4. 5.00 
The Plumbers’ Trade Journal bound volumes 

for the years 1881 to 1904 inclusive, con- 

taining hundreds of sketches of plumbing and 

plumbing devices, practical letters, ete., 

GACH se iateielvier elect a en eivie:d\e,d.c'e ale vive vleiela',sisleseisiaiarete 4.00 
Questions and Answers on the Practice and 

Theory of Sanitary Plumbing, by R. M. 

Starbucksyectcviacices asic oeis-« cimeinves Csisle ata tote 1.00 


ANY OF THE FOLLOWING BOOKS FOR 50c. 


Boilers, Incrustation and Corrosion, by F. J. Rowan, 

Domestic Electric Work, by W. R. Wittbecker. 

Gas Fitting ‘and Lighting, by William Paul Ger- 
hard. 

Youse Drainage and Sanitary Plumbing, by W. P. 
Gerhard. 

Hot Water and Steam Cooking Apparatus, by F. 
Dye. 

Hydraulic Tables, by P. J. Flynn. 

Mechanics of Ventilation. 

Recent Practice in the Sanitary Drainage of Build- 
ings, by William Paul Gerhard. 

Sanitary Condition of Dwelling Houses, by Geo. BD. 
Waring. 

Sewer Gases, Nature and Origin, by De Varona. 

Sewerage and Sewage Purification, by M. N. Par- 
ker, Ph.B. 

The Treatment of Sewage, by Dr. C. M. Tidy. 

The Disposal of Household Waste, by W. Paul 
Gerhard. 

Water and Water Supply, by W. H. Corfield. 
These books are for sale by THE PLUMBERS’ 

TRADE JOURNAL, P. O. Box 715, New York City, 

and will be sent to any address on receipt of our 

list price. No books sent C. O. D. While these 

books are thoroughly good and instructive reading, 

still we want it understood that we do not recom- 

mend any special one, 
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Cremer temermentanrecnnad) 
A) New Plumbing Shops b) 


and 


Trade Information 
Wea ans ies ciaatinaiaiehe am eacier © 


Edward G. Osgood has opened a plumb- 


ing shop at Bellows Falls, Vt. 

Fred H. Thompson, formerly of Mont- 
pelier, Vt., has opened a plumbing. shop 
at Vergennes in the same state. 

W. A. Bradbury, formerly of Bushnell, 
Ill., has bought a half interest in the 
plumbing business of John A. Bean at 
Macomb. 

B. Layman is the successor to the 
plumbing business formerly carried on 
by the firm of Dixon & Layman at Fair- 
mont, W. Va. 

J..C. Wigert has purchased the Wi- 
gert & Bradbury plumbing shop at Bush- 
nell, Ill., and will hereafter conduct the 
business himself. 

J. B. Thompson, of the firm of Furman 
& Johnson, has bought the interest in the 
business of his partner and will continue 
the business himself at 217 Franklin 
street, Tampa, Fla. 

John W. Nichols has opened a plumbing 
shop at Anamosa, Iowa, and informs this 
JOURNAL that he would like to receive 
catalogs and price lists from manufactur- 
ers and supply houses. 


The Kohne Brothers Company have 
been incorporated at Camden, N. J., by 
Charles C. Kohne, Andrew D. Culley and 
William L. Wiley, with a capital of $10,- 
000, to conduct a plumbing business. 

J. H. Mead Company, of New York 
City, have been incorporated, with a capi- 
tal of $25,000, by Josiah H. Mead, Clar- 
ence E. Mead, and James R. Perine, to 
manufacture gas and electric fixtures. 

Turner Brothers are a new firm in the 
plumbing business at 16 Cahannet street, 
Taunton, Mass., composed of William J. 
Turner and David Turner, who were form- 
erly in the employ of W. R. Park & Co. 

The L. F. Meyer Plumbing Company 
have organized at Milwaukee, with a capi- 
tal of $5,000, to acquire the plumbing 
business of Louis F. Meyer. The incor- 
porators are Louis F. Meyer, John Nelson 
and Gustave Krueger. 

James Stannard, formerly of the firm 


of Hibbard & Stannard, South Manches- — 


ter, Conn., has purchased the plumbing 
steam heating and stove business con- 
ducted at that place by Thomas P. Ait- 
kins. 

The Gerlach-Bolton Company have been 
incorporated at Troy, N. Y., with a capi- 
tal of $5,000, by Charles Gerlach, E. A. 
Bolton and Matilda F. Gerlach. The 
new company succeed to the plumbing 
business formerly conducted by Skillman 
& Gerlach. 

R. J. O’Crowley, of Newark, N. J., has 
moved his plumbing establishment to 
new quarters at 12 Bridge street. Mr. 
O’Crowley has a larger workshop and 
showroom and with increased facilities 
will be able to take care of his increasing 
trade. 


IF YOU HAVE TO MAKE 

APOLOGIES 
for the heater you have put in, you paid 
too much for that heater. It will not lead 
to future business. Be wise in time and 
sell only ‘‘Winchesters.” They satisfy. 
Made by Smith & Thayer Company, Bos- 
ton, Mass.—Advy. 


THINKS A WHOLE LOT OF THE PLUMBERS’ 
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TRADE JOUR- 


NAL AS AN EDUCATOR 


THE PLUMBERS’ TRADE JOURNAL: 

Your gentle reminder that another year 
has rolled around, and that another wheel 
of Uncle Sam’s coin is needed to help 
THE PLUMBERS’ TRADE JOURNAL along, 
has been recieved. A prompt answer to 
the call is herewith forthcoming. We 
could not well do without THE PLUMBERS’ 
TRADE JOURNAL. Although confining our 
sphere of business to that of heating and 
lighting, many helps are gleaned from 
your journal which, without it, they 
would cost many times the price of THE 
PLUMBERS’ TRADE JOURNAL to obtain them. 
Your masterly mode of answering queries 
propounded are features that are not 
overlooked in our perusal of THE PLUMB- 
ERS’ TRADE JOURNAL. The time was some 


years ago that the plumber, steam and 
gas fitters were considered the worse 
class of time killers that there were in 
existence, but that was the time when 


these tradesmen were only supposed to 
do as their forefathers had done—work 
with the hands only. But note the up-to- 
date fitter must employ the mind to do 
his work or he gets left. We are still 
in our little one-horse shop on State 
street. It isn’t much to look at either, 
outside or in, but we are still getting our 
share of the trade, and are busy all the 
time. We earnestly wish THE PLUMB- 
ERS’ TRADE JOURNAL a prosperous year. 
It is doing a noble work as an educator 
in its line of business, and if there is 
any tradesman who does not subscribe 
and pay for it and then read it he cer- 
tainly is something of a back number. 
Now thanking you for listening to our 
jumpbled up talk for this little while, will 
again wish all success. Inclosed find our 
donation for THE PLUMBERS’ TRADE JOUR- 
NAL for the year to come. 
DuBois, Pa. J. C. DE Mort, 


STRALEY, HASBROUCK & SCHLOEDER, 


John A. Straley 
Louis B. Hasbrouck 
C, Augustus Dieterich 


Counselors-At-Law 
Solicitors of American and Foreign Patents 


257 BROADWAY, NEW YORK,N.Y. 


PATENTS 


and 
Patent Causes 


Patents, Designs, Trademarks, Labels and Copyrights. 


755,036. Automatic Siphon-valve. Ar- 
thur O’Brien, Chicago, Ill., assignor to 
Arthur H. Rugg and Thomas G. Mc- 
Culloch, Chicago, Ill. Filed Jan. 23, 
1902. Serial No. 90,911. (No model.) 


753,861. Steam-trap. Joseph G. Duck, 
Milwaukee, Wis., assignor of one-half 
to John G. Thompson, Milwaukee, Wis. 
Filed May 2, 1902. Serial No. 105,592. 
(No model.) 


755,254. Ventilating-pipe for Sewer Sys- 
tems. Frank Struhs, Grand Rapids, 
Mich. Filed Aug. 7, 1908. Serial No. 
168,691. (No model.) 


MSs SESS Ye) 
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Chancey C. Hed- 
Filed July 7, 
(No model.) 


755,000. Valve Device. 
berg, Des Moines, Iowa. 
1903. Serial No. 164,598. 


755,498. Water-closet. William Kulow, 
Kokomo, Ind., assignor to Columbia 
Pottery and Manufacturing Company, 
Kokomo, Ind. Filed Sept. 18, 1903. 
Serial No. 173,685. (No model.) 


Filter. 
and Louis F. Boillot, Volnay, 
Filed Dec. 1, 
(No model.) 


753,453. Louis 
Chagny, 
near Pommard, France. 


1902. Serial No. 133,457. 


F. Voindrot, 


st nee Te 


Among the Plumbers — 
and Steam Fitters 


ai prnard prem yrontnelt feat} 


Derhammer & Meecham, of Otsego, 
Mich., are installing the plumbing anq 
heating systems in the new Crisue Block 
at Plainwell. 


The Board of Education of Rock Islana, 
Ill., awarded the contract for the installa- 
tion of new heating plant at the Irving 
School, Twelfth street and Ninth avenue, 
to the firm of Allen, Meyers & Co., who 
had the lowest of the bids submitted, 
$3,740. The specifications call for a 14 
foot Herbert smokeless furnace and the 
Johnson regulator for the automatic con- 
trol of the heat and ventilation, The 
plant will be installed during the sum- 
mer vacation. 


The Heating, Plumbing and Metal Be 
partment Company, of West Coxsackie, 
N. Y., is a very busy firm. At present 
they ace between seven and eight thou: 
sand dollars worth of contracts and the 
prospects for more work are very bright. 
P. C. Antonides is the- ear man- 
ager of this company. 


A LETTER TO THIS JOURNAL 


Editor of THz PLUMBERS’ TRADE Journat: 

I have read with much interest Mr. 
J. J. Sullivan’s article on “The Trough 
System of Water Closets,” published in 
THE PLUMBERS’ TRADE JOURNAL, Sream 
AND Hor WATER FITTers’ Revinw of ‘May 
ist. It is a valuable contribution to the 
records relating to “School Sinks,” as it 
is written by an experienced inspector of 
the department of health, familiar with 
the tenement house conditions in the city, 
and alive to the evils which the aaioo! 
sink produces. 

Your journal evidences its sound post. 
tion on sanitary matters by encouraging 
the publication of articles of this char- 
acter, and in endorsing the tenement 
house laws requiring the removal of = 
insanitary appliances. 

The records of every tenement how se 
commission, appointed to investigate the 
conditions of New York tenements, have 
contained reports from inspectors and ex- 
perts calling attention in no uncer! j 
terms to the foul condition of the si 
sinks, and their dangerous influene 
the public health. ‘ 

Many years ago laws were enacte 
hibiting further construction 

“sinks,” but no action was taken req 
ing the removal of the thousands o 
sinks still in use, until the Tel 
House Commission of 1900, rec 
the necessity of a drastic remedy 
vitally dangerous evil, secured the 
sage of the tenement house laws 
ing the complete removal of all 
sinks before January 1, 1904. 

THE PLUMBERS’ TRADE JOURNAL, 
AND Hor Water FIrters’ REVIEW can 
further serve the cause of public hea 
recording the success of the tenen 
house department in enforcing the law 
lating to school sinks, and by publishi 
from time to time the records of 
number of these sinks removed, and 
number remaining, since the creatio! 
the department. é 


ALBERT L, Weesi 
Civil and Sanitary Engineer, New : 
City. 
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Beauty. w 


These 
Essentials 
are fully 
met in our 
up-to-date 
plant. 


THE WHEELING 
POTTERIES 60., 


RIVERSIDE DEPARTMENT 
Wheeling, W. Va., 
WES: A: 


WRITE US. 


PEDESTAL URINAL SELP-ACTING 
24 192 inch high 


29 inch back 


Never-Split Seats 


are true to their name. They NEVER SPLIT because each 
joint is secured by a bolt let in at the ends, with nuts 
inserted from the bottom, together with two wood dowels. 
No amount of heat or dampness subjected in ordinary 
use will cause the joints to part. 
This seat is worthy your investigation. 


WRITE TO-DAY FOR CATALOGUE AND PRICES. 


NEVER-SPLIT SEAT CO., 
ENVOAINS VILLE, IND, 


20 OF ST. LOUIS MODERN SCHOOLS 


BESIDES MANY PUBLIC INSTITUTIONS THROUGHOUT THE COUNTRY 
. «+ ARE EQUIPPED WITH. . 


fh fN selson Ventilated 


Individual 
Ws Bowl Latrines and Urinals 
Waa 
NEW SYSTEM & PERFECT SANITATION 


ARCHITECTS ARE INVITED TO WRITE FOR 
**Nelson’s Blue Book on Sanitary Appliances’’ 
JUST PUBLISHED 


N.0. NELSON MFG. CO., — St. Louis. 
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ATTENTION 


HEALTH BOARDS, PLUMBING INSPECTORS, ARCHITECTS, PLUMBERS AND 
JOBBERS INVESTIGATE THIS. YOU WILL FIND IT PERFECT 


HERE IT IS 


The ‘“‘POSITIVE”’ Anti-Syphon 
Trap is Self-Cleansing 


PATENT PENDING 


A veritable WATER-SPOUT when in use. 
MADE EITHER IN ALL BRASS OR LEAD, WITH BRASS INLET AND OUTLET 


The dome is made either of solid cast metal, or glass, and when of glass the dome is covered 
with N. P. stamped brass casing from bottom of dome to top of trap seal, thus making it possible 
to watch the scouring action and verify our claims, viz.: that it will carry off everything that 
can pass through plug or strainer, including matches, coffee grounds, etc. Other anti-syphon 
traps have hidden partitions through which trap sealcan leakinto waste pipe, and sewer air 
leak into room in case of defect, without the knowledgeof the occupants. The Positive has none. 
The result of years of experiment to produce a trap with the minimum of anti-syphon construc- 
tion and the maximum of scouring action and freedom from secret partitions, and easy access 
toclean, The triumph of the twentieth century in the art of plumbing. 


Manufactured by 


The Ohio Brass & Iron Mfg. Co., 


CLEVELAND, OHIO. 
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THE THOMPSON SMOKE 
TESTING MACHINE 


The accompanying illustration shows 
the Thomson S. P. smoke machine for 
testing plumbing. It is made by the 
Thomson Mfg. Co., at Elmhurst, Pa., a 
company incorporated for the purpose of 
manufacturing this valuable tester, which 
has been on the market and in use by 
many leading plumbers and sanitary en- 
gineers for about six years. 

This machine, the invention of Mr. 
T. N. Thomson, sanitary engineer, prin- 
cipal of the International Correspondence 
Schools of Sanitary Engineering, Scran- 
ton, Pa., is composed of a set of double 
action bellows and a smoke generator. 
The bellows are made of specially pre- 
pared leather and rendered moisture 
proof. ‘They connect to bottom of gen- 
erator by a brass breeches pipe and 
special brass fittings. A stop cock, a, 
shuts off the bellows from the generafor. 

A movable, perforated grate supports 
the fuel (generally greasy cotton waste). 
The mouth of the air pipe is protected 
by an inverted dish. When the machine 
is in operation the cover is sealed in 
water, aS shown. 

The operation is as follows: Secure 
about a pail full of old greasy cotton 
waste for fuel (save all your old waste 
for this purpose); or use tarred roofing 
felt rolled up in narrow strips on edge. 
Pour water into space around fire box, 


lift off cover, ignite some oily waste, 
spread same over fire box grate, work 
bellows handle; when fire has properly 
caught, fill box full of greasy waste and 
replace cover, continue pumping, and a 
dense volume of smoke will flow from 
machine in a steady stream. 

To Test With the Machine.—Connect it 
to the fresh air inlet or to any vent out- 
let above the roof. A batch of clay or 
soft putty is best adapted for this connec- 
tion. Blow smoke into the drainage sys- 
tem until it shows at every outdoor open- 
ing in dense volumes, then close all these 
openings airtight; continue pumping, and 
when the desired smoke pressure is on 
the system the cover will float in the 
water, as shown in the cut. 

If blowing is continued this cover will 
act as a safety valve and smoke will blow 
from under it to the atmosphere, thus 
preventing the seals of the traps from 
being forced. The cover is specially made 
to furnish the right pressure, and it con- 
sequently takes the place of a pressure 
gauge. 

When cover floats close the cock, if the 
drains are tight, the cover will continue 
to float, and the operator will not need 
to leave the machine, for he will know 
that the plumbing is tight. 

If the drains leak at any place the 
cover will slowly descend, and the speed 
with which it falls will indicate the ex- 
tent of the leak, which can easily be 
discovered by observing smoke flow from 


it. Smoke is very penetrating and will 
show through the smallest leak, even with 
the slightest pressure. When the test is 
finished, simply turn the machine upside 
down and shake out the fuel. 

Any of our readers who desire more 
information on this subject should write 


to the Thomson Mfg. Co., Elmhurst, Pa. 
ooo 


THE BISCHOFF LAWN FENCE 


The attention of the plumbing trade 
generally is called to the advertisement 
of Fred F. Bischoff & Co., of Chicago, in 
this issue, and also to the accompanying 
cut illustrating the use of the Bischoff 
lawn fence which that firm is now push- 
ing with vigor. 


The fence is new in de- 


sign and material, and the fact that a 
wide, popular demand exists for it is 
shown by the success with which it is 
being marketed. 

This fence is of the best Bessemer steel 
tubing, 15% inches in size, with all malle- 
able castings iron castings, making it un- 
breakable. 

The wood piles used in the construction 
of the fence are of the best selected Nor- 
way hard pine, 2 feet long by 4 inches 
Square, and driven into the ground with 
great force, making a permanent founda- 
tion. 

The base of the fence is also of Nor- 
way pine, 2 x 5, which is to lay even 
with the ground, enabling the grass to 
be cut without injuring a lawn mower. 
All of the wood construction is painted 
with creosote liquid, which preserves the 
wood for years. The posts are three feet 
apart, and 22 inches in width from base 
to top rail. The entire fence is enameled 
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in black with a high gloss finish. 

Until a short time ago the manufactur- 
ers confined their business efforts to Chi- 
cage, and met success, but having lately 
increased the capacity of their plant they 
are prepared to go after outside business. 
Believing that the plumber is the right 
man to handle the fence, it is the in- 
tention of this company to go forward 
establishing agencies in every town and 
city in the United States. 

The plumber receiving the agency will 
be allowed to procure at a nominal cost 
a section of the fence fitted togther that 
it may be placed in the show window or 
on the floor of the shop to serve as a 
model. The advantage of this offer should 
be apparent to every wide-awake plumber, 
as the agency will be exclusive in each 
town, and the advertising space contract- 
ed for in the leading plumbing and build- 
ing publications of the country insure a 
steadily growing demand. 

Messrs. Bischoff & Co. will be pleased to 
furnish terms to interested plumbers as 
well as advertising matter, etc. 

—______ » @4 4 _____ 
THE SEPTIC RESERVOIR FOR 

THE DISPOSAL OF SEWAGE 


The N .O. Nelson Mfg. Co., of St. Louis, 


Mo., have been using a Septic reservoir © 


for the disposal of sewage at their plant 
at Leclaire, Ill., for the past few years. 
They have found it so satisfactory that 
they decided last year to place the sys- 
tem on the market, feeling certain that 
the plumbing trade would benefit through 
the additional trade which its use would 
create. 

For instance, there are a number of 
small towns which .have water works, 
but have no public sewer system. In 
these towns there are always two or 
three public buildings, such as hotels and 
leading stores, which would be glad to 
install water closets and other modern 
conveniences inside of their buildings if 
they could dispose of the sewage without 
creating a nuisance to their neighbors. 

There are also isolate public institu- 


1 


tions, insance asylums, poor houses, fa: 
tories and school buildings located wher 
they have water supply but no means c 
disposing of their sewage. All of thes 
institutions would gladly instal th 
modern conveniences inside of thej 
buildings if they understood that it wa 
possible to dispose of the sewage in a 
inoffensive manner. 

This is what the Nelson Sewage Di: 
posal System accomplishes, and they hay 
during the first season in which the sy; 
tem has been in the market made quit 
a number of installation, all of whic 
have given complete satisfaction. 

Among these installations was a sey 
age system for a United States army posi 
one for a Chautauqua Assembly ground: 
one for a hospital, another for a hote 
and other for smaller service, such a 
residences, store buildings, etc. This j 
really a remarkable record and the suc 
cessful working being an assured fact 
every plumber should write to the N. C 
Nelson Mfg. Co., St. Louis, Mo., for thei 
circulars and make it his business to ge 
some of the new contract work which th 
use of this system renders possible. 


NEW PLANT OF THE 
AMERICAN RADIATOR CO. 


On this page we publish an illustratio. 
of the new Bond plant of the America 
Radiator Company at Buffalo, N. Y., whic 
was placed in full operation during th 


~ past year. 


This plant is furnished with powe 
by electric energy generated by the water 
head of Niagara Falls and conveyed by 
wire to the plant, where it is transforme: 
into mechanical activity by proper elec 
trical apparatus. The plant produce: 


Ideal boilers and tank heaters exclusively 
——_ 9 o 4 2 ___——- 


The contract for heating and plumbin: 
the new Corliss building at Third stree 
and Kitson avenue, Grand Forks, N. B 
has been awarded to B. O. Paulsness, fo 
$1,119. The other bidders were Spriggs 
Bros., $1,223, and Frank L. Dixon, $1,158 


te 


New plant of American Radiator Co. Buffalo, N. Y., which is furnished with power by electric energy generated by water head of Niagara Falls 


Se 
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PIPE TAP and REAMER 
ADJUSTABLE WRENCHES 


Little Giant? 


THESE ARE MADE IN 
THREE SIZES 


No. 20 Holds taps 1-4 to 1-inch 


ye allied ** 1 to 2 inches 


Mee << ig 4g We also are manufacturers of the Celebrated “LITTLE GIANT” 
PIPE THREADING SCREW PLATES 
SEND FOR DESCRIPTIVE 


CATALOGUE “P.” WELLS BROS. COMPANY, - Greenfield, Mass. 


3 ‘The 
S.M. @ S.ROOF FLASH 


Costs less than any other. Saves Time! Saves Money! Made entirely 


The BARRETT 
Pipe Forcing Jack 


PATENTED 
of Lead. No other tool but hammer needed on the roof. 


ASK ABOUT THEM. FOR forcing or pulling pipe 


horizontally under ground. 
Saves ditching and _ refilling 
in making service connections or 


in placing pipe under streets, 
sidewalks, lawns, etc. 


Forces pipe at an average rate 
of ONE FOOT PER MINUTE. 


Does not telescope the coup- 
lings. 


Saves an enormous amount of 
expense, labor and inconvenience. 


Used by many of the most 
prominent gas and water com- 
panies in the United States. 


H Soil Pipe. 
Fits any roof,made for Standard and Extra Heavy P Send for Special Circular “P” 


Manufactured by the and further information. 


NATIONAL BRASS MFG. CO. 


617-19:21 Adams Street, 
KANSAS CITY, KANS., U.S. A. 


PRICES ON APPLICATION. 


Made only by 


The DUFF MFG. CO., 


Works: Allegheny, Pa. PITTSBURG, PA. 


a 
2h it a AND 
a ELISE | 0 STRAPS 


LLL LE LLL H 0 0 " S 
Lennox Improved IN 


Tapping Machine 


Tested at 225 pounds 
pressure 


EW) 


eae 


MANUFACTURED BY 


LENNOX MACHINE COMPANY, 


Marshalltown, Iowa. 


obtain. Send in your diagram for estimate 


of cost, and information. Berger Bros. Co., 
WHITE MFG CO., Sinise s 


For tapping Water both 
Se oder. ey SPECIAL OFFERING!) jpaiteable 
° Hy 1 ‘ 

Sent on 20 days trial to ey | S an inducement to have you light your W and A 
responsible parties. 7 s premises with our Air Light System rougnt, 
Send for Prices / e and to further demonstrate its superiority, Ne tupertent 

and Catalog ] if we will ship to any responsible party, a light- pieces in our goods. 
> F ] oll ing plant, payable in monthly installments. sey the best 

aetrade feeedaice XZ ty —- We guarantee these Lighting Systems to that can be had. 
ie produce the cheapest and best light you can Send for catalog. 


Manufacturers. Philadelphia 
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SHOWROOM OF THE KENNEY 
MFG. CO., NEW YORK 


While publishing from time to time 
cuts of attractive show rooms of various 
manufacturers and jobbers, we must not 
overlook that of the Kenney Mfg. Co., of 
35 E 22d street, New York City. The cut 
shown on the front page of this issue is 
from a photograph recently taken of the 
display of plumbing specialties handled 
by the Kenney Mfg. Co. While the floor 
space is not extensive, still the display is 
equal to that of any other show room in 
this locality. Although the company 
make a specialty of the “Flushometer,” 
which is their own exclusive patent, still 
the purchasing plumber is allowed a wide 


eA 


MGA “000 


NE 


Plar of direct pressure showing check valve system 
devised by the Kenney Mfg. Co. and approved 
by the Dept. of Buildings of New York 


range of selection from foot baths and 
sitz baths with various style of supply 
and waste fixtures; also shower baths 
with porcelain receptors and other recep- 
tors, with rubber curtains of different 
styles, for residences, hotels and public 
baths. 

This enterprising firm, in order to com- 
piy with the demands of their trade, re- 
cently annexed the warehouse located at 
193 Lexington avenue, Manhattan, which 
is in charge of H. Hanford Husted, who 
was formerly with the Colwell Lead Co., 
of 51 Centre street, New York. The sec- 
retary, Thos. F. Murphy, once a promi- 
nent and leading master plumber in Man- 


ers of flats and apartment buildings. 


hattan, is working on a number of patents 
which: he expects will be completed in 
time to be published with their new cata- 
log. This firm will establish a number of 
branch stores in Greater New York, and 
hope to announce within a short time the 
opening of the Bronx branch. 


ELECTRIC PUMP CONTROL 
WITHOUT WIRING OR 
SWITCH IN ROOF TANKS 


There has been placed before the 
plumbing trade by the Thomas P. Ford 
Company, New York, an improved method 
of governing the height of water in roof 
tanks supplied by electrisc pumps. It 
consists of the Ford rheostat regulator, 
and the usual switch at pump, the regu- 
lator, being actuated by water pressure, 
and a Ford balance tank valve of the 
regular pattern fitted, however, with a 


Brooks centrifugal house pump _ is 
specially adapted for city houses where 
Michael Riordan, 1490 Ogden avenue. 

the water from the street mains does nof.. 
rise sufficiently high to supply the upper 
floors with the necessary amount of water. 
The pump consists essentially of a shell 
containing a revolving circular piston. 
This piston does not come in contact 
with the shell at any place, thus avoid- 
ing frictional contact and wear. Water 
is drawn through an opening in the center 
of this shell and is by the piston given a 
centrifugal motion,. which drives it 
through the discharge pipe. The pump 
is something entirely new, and for ef- 
ficiency and economy of operation is 
claimed to be unequaled. It is intended 
to be operated in connection with a motor. 
The booklet will be mailed promptly to 
subscribers or others mentioning THE 
PLUMBERS’ TRADE JOURNAL, by the manu- 


FORD PATENT BALANCED 
TANK VALVE # FLOAT CHAMBER 


jaa’ 1 a 


U 
a 
poor KA 


THOS P FORD CO 
NEW YORK 


Electric pump control without wiring or switch in roof tank. Made by Thos. P. Ford Co., N. Y. 


special float chamber to allow of any 
desired variation in the high or low 
water lines between the stopping and 
starting times of the pump. 

The advantages claimed by the man- 
ufacturers are (1) the elimination of wir- 
ing through the building and switch in 
tank, and (2) the benefit derived from a 
positive pressure device. The Ford con- 
troller is entirely a pressure machine, 
working on the excess water pressure de- 
veloped by the closing of the tank valve. 

A postal to the office of the above con- 
cern, 82 Centre street, New York, will 
bring any desired information on the 
subject. 


THE BROOKS HOUSE PUMP 


Wm. H. Cook & Co., manufacturers of 
“Brooks centrifugal pumps,’ 752 Monad- 
nock building, Chicago, are introducing 
to the public the Brooks house pump 
through the medium of a neat little book- 
let recently issued by them, which fully 
illustrates and explains its value to own- 
The 


facturers, Wm. Cook & Co., 752 Monad- - 


nock building, Chicago, III. 


e- e024 => —— 


THE CUMMINGS FILTER 


The New York offices of the Cummings 
Filter Co., of Pittsburg, Pa., are now lo- 
cated in their commodious suite at 20 
East 20th street, where they can display 
their famous Cummings water filter to 
better advantage. The cut herewith 
shown is an exact reproduction of the 
Cummings water filter when installed and 
ready for use. It consists of two cylin- 
ders connected by one valve or manipu- 
lator, which operates the filter. The cylin- 
ders, tops, bottoms and bases, are of the 
very best charcoal iron and made heavy 
enough to withstand any water pressure. 
All the pipes, valves and fittings are of 
brass. The diaphragms are made of hand- 
rolled brass; two of each being bolted into 
the tops and bottoms three inches apart 
and perforated with quarter-inch holes a 
quarter of an inch apart. MHaving so 
many perforations the flow of water is not 
interfered with in the least and is dis- 
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tributed in hundreds of small stre; 
which is an efficient means of stirring 
filtering bed when being washed out. 
space between the diaphragms is fi 
and closly packed with sea gravel, w 
confines the filtering bed in the eylinc 
Animal charcoal is the only materia] 1 
for filtering and a special grade is m, 
factured and used in these filters, 
There is no alum or any other ct 
ical used in the Cummings filter; ; 


Sia 


JS 


ht 


guaranteed to deliver an uninterryy 
flow of soft, clear and pure water at 
times, under all conditions, and with 
decrease in pressure. 
The New York branch was former]; 
481 Fifth avenue. Mr. A. M. Rose is 


agent for New York and vicinity. 
—_ eee 
CHICAGO REMOVAL NOTIC 


The National Filter Co., of Chic: 
have removed their regular office 
works to Dearborn, Van Buren str 
and Custom House Court, where they h 
more room and better facilities for tr: 
acting their largely increasing busines 

On account of the rapid increase 
their already extensive business the C! 
Smith Co., of Chicago, will move to #1 
new quarters at 01 Hast Lake street 
the Dicky building, where they will h 
greater shipping facilities. 

The Chicago Faucet Uo., of Chicago, 
have found their old place too small 
their increasing business and were fol 
to move into more commodious quar 
at 200 South Clinton street. | 


s 


AN INTERESTING BOOK F' 
PLUMBERS 

The U. T. Hungerford Brass & Co] 
Co., 505 Pearl street, N. Y., i-sues a 
scriptive price list entitled “Bras 
Bronze—Copper Pipe and Fittings 
Plumbing Purposes.” The book is 
tractive in appearance and contains m 
information in the way of price 1 
tables and weights and measures, Us! 
rules, etc., of value to architects, sanit 
engineers and dealers in plumbing and 
gineering supplies. The company. 
be glad to mail copies of the booklet 
those interested in the subject upon 
ceipt of application. 


NOW LOCATED IN THEL 
~ NEW BUILDING 


Lindsay & Company, of Chicago, 
sending out a handsome circular to 
trade, stating that they are located 
their new building at 95 and 197 Mi 
gan street, and invite the trade to 
and inspect their line of goodss E 


ees — 


Herman Hauf, of Wilmington, Deh, 
received the contract to instal the plu 
ing in the Schlittler Cafe on King st 
near Fourth. He will also instal 
heating system in Schlittler’s residenc 


a. 
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Manufacturers 
of Patent 


D. SAUNDERS’ SONS, 


STOGKS an 


ding Pi; toéin. The larger sizes have CUTTING OFF attachment. These tools are Lighl, 
oo ane are of Superior Design and Finish. Also 


PIPE THREADING MACHINES 


14 to 18 in.. no or Power. Send for Catalogue tc 


32 ATHERTON STREET., - - - - YONKERS, N. Y. 


Why Do People Have the 


Monarch Automatic Instan- 
taneous Water Heater? 


It supplies them with hot water when it’s wanted. 

It only burns gas when water is being drawn. 

It gives an unlimited supply, 1 gallon or 1,000 gallons. 
It has no storage or any boiler to connect to. 

It heats water in less than a minute. 


Made for Hospitals, Hotels, Flat Build- 
ings, Fire and Police Departments, Res- 
idences or any place where hot water is 
required. 


Write us for Information, and get New Catalogue. 


Monarch Water Heater Company, 
306 Wood St., PITTSBURG, PA. 


J. WALLACE, 356 Fourth Ave., New York 
T. CORTIS, 22 West St., Boston, Mass. 


L. ROBT B CAVERLY,504-506 10th St.Washingtn 
D. 

W. A. KRAMER, Builders’ Exchange, Phila..Pa_ 

J 

G. 

B_ 


CA PHILLIPS,.o z Grand Av.,Kansas City,Mo 

C.L WHITTEMORE, 1.09 Olive St. St.Louis, Mo 

H. EDWARD MAHL, 1206 Main St. Hartford,Conn 

A. BURKLEY, 318 Equitable B’ldg,Louisvilleé G B. LARIMER, 1759 Stcut St.. Denver. Colo. 

S. WILEY, 18 E. Van Buren St, Chicago, Ill. P. E..H_ISEL, 409 Plum St., Cincinnati, O. 
GEORGE H. TAY CO., 49 First St,, San Franc'sco, Cal. 


LANDRETH, 285 Prospect St., Cleveland 


Will Please Mention 
This Journal when 
Writing to Advertisers 


ers 


Specialties 
of the 


TRIMONT MFG. CO., 


ROXBURY, MASS. 


Have all the 
good points. 
QUALITY GUARANTEED. 


541 
JARECKI MFG. CO., 
ERIE, PA. 
BRASS WORK ror STEAM, GAS, 


MALLEABLE anp GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS, 


Write 


Pipe Threading and Cutting Tools. 
for catalogues showing the most complete 
line of 14 inch to 16 inches for Hand, Belt, 
Engine, and with Electric Motor Attach- 
ment. 


We can furnish Bolt Threading 
@ machines. for these 
machines. 


ERIE 


MALLEABLE 
UNIONS 
Copper Packing 
ERIE PIPE 
HANGERS, 
Best Made. 


Goulds Water Lifter 


“NEW DUPLEX’ 


Perfectly Automatic. 
Stops and Starts as Water is Us: d 
No Storage Tank Needed. 


~ Further information upon request 


She Goulds Mfg. Co. 


Works and Main Offices: 
SENECA FALLS, N. Y. 
16 Murray Street, New York. 
The Gould Co., 22 & 24N.Canal St., 
Chicago. 


HREADING- 
‘TOOLS or EVERY: 


- HAND AND 
~ DESCRIPTION: 


POWER 
- 33 USE.: 
WaT E.PROSPECT ST. 
CLEVELAND, 0. 


-FOR PIPE -°°- 
“AND BOLTS -:- 


THE OSTER MF'.C0. 


When one man can do as much as 
four, there’s a saving somewhere— 


wou THE 


FORBES PATENT 
DIE STOCK 


one man can cut and thread any size 
pipe up to 12 inches—and do it quick. 
WRITE FOR CATALOG. 


TRE CURTIS & CURTIS CO. 


65 Garden Street, BRIDGEPORT, CONN. 


Genuine Armstrong Stocks and Dies, 
Pipe Wrenches, Pipe Cutters. Clamp 
Dogs, Vises, Etc. Pipe Threading and 
Cutting Off Machines for Hand or 
Power. 


Catalogue on Request. 


THE ARMSTRONG MFG, CO., 


Mew York Office, 139 Centre St, Bridgeport, ont 


Our Wrench isin use wherever nickel work is done 
Our NEW STRAP VISE (better than blocks) isjustout, 
ASK YOUR DEALER! 


WARNOCK MANUFACTURING CO., 


Worcester, Mass. 
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THE CRAWFORD ADJUST- 
ABLE RUNNING TRAP 


The Brown-Wales Co., of Boston, man- 
ufacturers of the Crawford specialties, 
call attention to the Crawford adjust- 
able running trap, which is shown on 
this page. In the construction of this 
trap great care has been taken to avoid 
all pockets ~wherein foul matter might 
find lodgment. It has a deep seal and 
can be used either with or without the 
back water valve. 

Being in two sections, is easily adjust- 
ed, thereby reducing the number of fit- 
tings formerly required to meet the line 
of soil pipe. 

Every trap is carefully tested and war- 
ranted tight. The back water valve and 


trap screws are of special design and 
extra heavy, no rubber gaskets or wash- 
ers being used. 

The trap screw on the sewer Side is 
so placed as to be always under water, 
thus preventing the escape of sewer gas, 
which occurs in top screw traps. The 
back water valve has a full-sized open- 
ing and a drop of one and one-half inches 
from outlet of valve to water line of 
trap, which prevents any accumulation 
of foreign matter and insures free ac- 
tion. 

The trap screws being so located that 
it is a simple matter to clean out the 
drain, either from the house or sewer 
side. A copy of this booklet will be sent 
for the asking. 

a A 


AEWANEE PRIVATE WATER 
WORKS 


Mr. L. E. Jordan, an_ enterprising 
plumber of Lake City, Minn., sent the 
Kewanee Pneumatic Water Supply Co. the 
following letter, received from one of his 


customers: 

LAKE CITY, MINN. 
MR. L. E. JORDAN, 
City. 

Dear Sir—The Kewanee Air Pressure Tank 
installed by you in my cellar last summer has 
far exceeded my expectations; being a_ re- 
liable water supply, a good fire protector and a 
great convenience. 

The tank is 36 inches in diameter by 12 feet 
long, and furnishes well water for house and 
barn uses. In the house the water is used in 
kitchen for drinking, cooking, etc., and also 
for two closets in toilet rooms. At the barn 
we supply two horses and one cow. 

This water, when being drawn, passes 
through a water lift which pumps soft water 
from the cistern into a soft water tank. This 
tank delivers the soft water to heater in 
kitchen, and it is then passed along to three 
lavatories and a bath tub. 

I pump the water into the tank with a 
gasoline engine once or twice a week, which 
takes about twenty minutes. 

In conclusion, will say that I cheerfully 
recommend this system to the public. 

Yours truly, 
GRANVILLP CLARK. 

The Kewanee pressure tank is coming 


into general use for supplying water to 


the country residences, hospitals, asy- 
lums, etc. This system enables plumbers 
to extend their business by placing plumb- 
ing in buildings beyond the reach of city 
water mains. It is manufactured by the 
Kewanee Pneumatic Water Supply Co., 
Kewanee, I1l., from whom prices can be 
obtained by mentioning Tur PLUMBERS’ 
TRADE wOURNAL. 


ee —~>—_ 9-0-4 —~<@— 


THE GURNEY “BRIGHT 
IDEA’’ BOILERS 


The Gurney Heater Manufacturing Co., 
of 74 Franklin street, Boston, Mass., call 
particular attention of the trade archi- 


The horizontal arrangement of the 
heating surfaces is also the most conven- 
ient and practical form for the free cir- 
culation of water and quick vaporization 
of steam, since it presents the water to 
the action of the fire in the most effective 
manner, viz.: in a connected series of 
small parts or streams through which 
the water or steam escapes, unobstructed 
by cross-currents as rapidly as ‘it forms. 

The rocking and dumping grates of 
the Bright Idea Heaters and Boilers are 
both efficient and easily operated, the 
shaking movement removing the ashes 
very evenly from the bottom of the fire. 
Should a grate bar be burned out at any 


Gurney “Bright Idea” Hot Water Heater and Steam Boiler, made by The Gurney Heater Mfg. Co. 


Kewanee Water Supply Tank installed for Granville Clark Esq., Lake City, Minn. 


tects and heating engineers to their 
Bright Idea hot water heaters and steam 
boilers which they believe will commend 
themselves to any one familiar with the 
requirements of first-class heating boiler. 

The heating surfaces. of these boilers 
consist of specially designed horizontal 
cast-iron water tubes (having  dia- 
phragms in them), which are screwed 
into each half section and exposed at 
right angles to the direct heat of the fire. 
Positive circulation of the water is as- 
sured in the tubes, combined with ample 
fiue passages for the perfect combustion 
of the gases, thereby making the most 
powerful and effective heating surface it 
is possible to produce in a heater. 


time, it can be easily disconnected and a 
new one placed in position through the 
fire-door, without disturbing the remain- 
der of the grate. While the Bright Idea 
Steam Boilers are intended especially for 
low pressure heating, they are also well 
adapted for work requiring a steam pres- 
sure of from 30 to 40 pounds to the 
Square inch, their design and construc- 
tion being of the best description, the 
highest grades of iron only being used, 
and each boiler finally subjected to care- 
ful inspection and test of 100 pounds hy- 
drostatic pressure per square inch. 
Write to the Gurney Heater Mfg. Co., 
of the above address and ask for a copy 
of their ‘‘Bright Idea” leaflet, just issued. 


y ba 2 ‘ 
.) 
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INCREASED SALES OF TE 
TRIUMPH WATER LIFT 


The Ohio Pump & Brass Co., of Colu 
bus, O., have reason to be proud of { 
sales record of their Improved “Triump 
Water Lift for the first three (3) mont 
of the present year. 

Last year (1903) was a record break 
for sales of this lift, the increase bei 
50 per cent. over the preceding ye: 
The following is the actual record f 


CISTERN SUCTION 


WASTE 
1904, so far: January water lift sales i 


creased 30 per cent. over January, 19( 
February water lift sales increased 1 


per cent. over February, 1903. Mar 
water lift sales increased 331-3 per cer 
over March, 19038. : : 
This company has not a single sale 
man on the road. They attribute the 
increase in sales to the merits of the 
improved water lift, coupled with its lo 
price, and the advertising that they a 
now doing. If you are interested in wat 
lifts, write them for further informatio 
mentioning Tise PLUMBERS’ TRADE Jou 


NAL. 
ae ee 


HAVE ADD DA BOILER AN: 
RADIATOR DEPARTMENT 


Samuel Sloan & Co., of 67-71 Exchan: 
street, Rochester, N. Y., have announce 
to the trade that in connection with the 
other wholesale lines, they have added 
boiler and radiator department and wi 
carry a complete stock of steam and hi 
water heating specialties. This depar 
ment will be under the management « 
Mr. H. S. Welsh, who has been ident 
fied with the steam and hot water heatin 
trade for the past twelve years. Samu 
Sloan & Co. have arranged for the e 
clusive sale of the Model steam and h¢ 
water boilers manufactured by the Mod 
Heating Co., of Philadelphia, Pa., for th 
territory in central and western Ne’ 


York and northwestern Pennsylvania. 
—__+_ 0+ -__—_ 


RED CROSS PIPE JOINT 
CEMENT 


The Geo. Owen & Co., Ltd, of 9 
Liberty street, New York, are sendin 
out some very attractive and interestin 
circular matter calling attention to thei 
meritorious Red Cross pipe cement, whic 
is used in making screwed joints fo 
steam, gas or air pipes. This cement ha 
been thoroughly tried and the steadil 
increasing sales show that it is takin 
with the trade. The Red Cross Cemen 
is a new product, the result of a long 
continued search. An effort to find 
material which would make a tight join 
and be proof against the action of chem 
cals and elasticity. 

Our readers may obtain further info 
mation and prices by writing to the abov 
firm. 


> #+——___—_ 
M. C. Vandiver, of Atlanta, Ga. ha 

started work on the Sulback Hotel 4 

4th and Walnut7streets, in that city. 
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DENNEY IMPROVED 


RIDER & ERICSSON 
HOT AIK PUMPING ENGINES 


For Domestic Water Supply 


AN be operated by anyone. Perfectly safe, noiseless, 
and always ready for service. Important improve- 


ments patented and NOT FOUND IN ANY OTHER 
ENGINE. 

Compare the Denney Improved Ericsson Engin» having 
double bearings and connections, heavy cast iron furnace 
with the Old Style Machine with single bearings, spider 
like legs and cheap sheet iron furnace. Buy THE BEST. 


BUILT FOR YEARS BY 


American Machine Co. 
WILMINGTON, DEL. 


RUMSEY PUMP & MACHINE CO., 


NEW YORK AGENTS, 
35 Dey Street, New York. 


Thera are only two Hot Air Pumping eat 
which have A the test of time; they are the 


RIDER AND THE ERICSSON ENGINES. 


There is only one concern which has stood the Wy 
test of time, and thatis: 


THE RIDER-ERICSSON ENGINE CO. 


Every pe erent suggested by our wide ex- 
perience has been adopted. 
Send for peices “Ba” to nearest office. 


RIDER:ERICSSON ENGINE CO., 


35 Warren St., N. Y. 40 Dearborn St., Chicago, 
239 Franklin St, Boston. 40N. 7th St., Phila 
692 Craig St. ,Monireal, P.Q.22 Pitt St. ‘Sidney, N.S.W. 
Teniente- Rey v1, Havana, ‘Cuba, 


No Mechanical device to get out ot order, vue suupre cuMstrucus . 

aoe ne on @ scientific principle. Its walter seal cannot be broken by 8)- 
the It is Say i and will withstand long evaporation. 

th er S$ Say fr! We have examined, tested and used Pore 


a Sites Manufacturing Co., 


Prices and Traps of Jobbers, or 
Broadway, cer inth Street, WATERVLEIT, WN. Y¥: 


Ze N.IT H 


Highest Price Gas Rangs 
Cheapést, Gas Range 
Best Gas Range 


at 
i hun Y 


RANGE AND OCLOSET 
WE WANT THE PLUMBERS’ TRADE 


WwHY? 
Because they always Recommend the Best Goods in their line 


STEPHENSON MANUFACTURING CO., 


oo A A, 
Send for Descriptive Oatcisgnn ees eee xs cate this Paper. 


Subscribers 


Sewer Trap Mfg. Company, 


Running Trap 


LTR «FANS 


TEE ECTRIC PANS 


lal, 
‘for Direct Current pas and for Ceiling, 


Column. Wall. and Desk 
nat Wa TER IANS, 
sO FORDESK COL ATE PRICE 


"ILLUS TRA TED CATALOGUE — ~ 
PRICES AND DISCOUNT SENT ALL ATMO ADDRESS 


igen OM APPLICATION. RS D.L. BATES é@ BRO 


oe 17 KENTON ST, DAYTON, OHIO, US.A, 


RECESSED 
DRAINAGE 
FITTINGS 


For Durham and Other Wrought fron 
Drainage Systems 


Made Black, Tarred or 
Galvanized 


Write us for Catalogue of Steam and Plumbing Goods 


THE 
JOHN DAVIS 
CO. 


CHICAGO, ILL. 


Will Please Mention 
This Journal when 
Writing to Advertisers 


ECONOMY DIES 
FOR ere OR IRON PIPE 
rae Have all the 
advantages of 
solid dies,cost 
no more, yet 
for good 


PERFECT 


Owners of the 


LENHART PATENTS 


<I> Main Office 
== mn : 
61 Beekman 


Street, 
New York. 


Style B reasons cut 
easier and 
wear longer. 

Fully 
VS Guaranteed 
Send for cules and Price. sf Stocks and Die; 
F,E. WELLS @SON CO., 
12 Ridell St. 2 Greenfield, Mass. 


DIXON’S GRAPHITE PIPE JOINT COMPOUND 
makes the tightest joints that remain free from rust, and come 
apart easily at any time. | 
Write for Booklet 99-D and a sample. 
JOSEPH DIXON CRUCIBLE CoO., = - 


Jersey City,N. J. 
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Riegs House 


WASHINGTON, D.C. 


Opposite U. S. Treasury, one block 
from the White House. Special 

rates for traveling men; hand- 

somely furnished and decorated; 


table best in the city, 


oO. G. Staples, Proprietor. 


HOTEL STE. CLAIRE, 


DE TIROlIs, - MICH. 
Absolutely ese 
Fire-proof. led eo 
Plan 
Hot and m.| $2 50and $: 
Cold Water per cay. 
in Every Room rs With Bath, 
z ~ $2.50. 


William P. Seyer G& Co., Proprietors, 


Tieusagd jsiaga reuse 


ALEXANDRIA ‘BAY, N. Y. 


Finest and largest hotel on the St. Lawrence 
river: all modern conveniences; new plumbing; 
electric lights; cuisine vnexcelled. 

G. Dewltt, Maiager- 0. G. Staples, Proprietor. 


Milbradt’s Rolling 
Shelf Ladders 


# are made to fit all kinds of high 
f shelvings. and are guaranteed to be 
satisfactory in every respect. Send 
for catalogue and prices. 


JOHN CALANDER, 
146-148 E. 8th St., St. Paul, Mian 


UR NEW BINDER. A serviceable and 
handy arrangement for holding TrE 
PLUMBERS’ TRADE JOURNAL, will be sent 


FREE-to any subscriber sending us a 
new subscription, or sent post paid fcr @ 
35 cents. 


___ THE KOVEN GALVANIZED 
IRON” RANGE BOILERS, TANKS 


provided with 


coils, for heat- 


ing water by 


steam. Expan- 


sion Tanks, 
Heavy Sheet 
Iron and Plate 
Steel Work for 
all purposes. 


L. O. HOVEN @ BRO., 
Office: 50 Cliff St., New York. 
Works: Jersey City, N.J. 


A SUITABLE LOCATION 


is easily found for the erection ofa plant of any nature if you consult the 
Industrial Department of this Company, aud unusual inducements and 
financial assistance will be given by numerous towns in our territory. 


WANT a Home, an Orange Grove, a Farm? 


You can locate just what you are seeking in the pages of our monthly 
magazine, which is handsomely illustrated and sent free «n request. 


J. W. WHITE, Grand Industrial Agent, Portsmouth, Va. 


SEABOARD AIR LINE RAILWAY. 


Clean Sweep Philosophy — 


“After all,” said an expert, “the many Traps 
offered are all good, but give me the Clean 
Sweep for an all around first class article for a 
lavatory fixture.” The candid opinion of an 
unbiased mind. 

Truth stands on its merits, falsehood often 
makes more noise but lacks the right ring, and 
therefore is easily detected. Keep to the right, 
use gcod goods, and in the end every plumber 
and architect, consumer as well, will be bene- 
fitted. The use of Clean Sweep Fuller Work 
also shows a discriminating sense of approval that 
go hand in hand with good business judgment. 
They are the kind that make no noise. 

Traps are sold in England, Germany, Norway, 
Canada and United States. 


Detroit Sanitary Supply Co. 
Sole Manufacturers 
Die TRO late Mle Can. 


“Free froin the care. which wearies and annoys, 
Where every hour brings its several joys. 


“AMERICA’S 
SUMMER 
RESORTS.” 


This is one of the most complete publications 
of its kind, and will assist those who are won- 
dering where they will go to spend their vacation 
this summer. 


It contains a valuable map, in addition to much 
interesting information regarding resorts on or 


reached by the 
NEW YORK CENTRAL LINES. 


A copy will be sent free, upon receipt of a two cent stamp, by 
George H. Daniels, General Passenger Ageut, Grand Central 
Station, New York. 


Locations for Industries 
Erie Railroad—New York to Chieago 
INDUSTRIAL DEPARTMENT 

For information address 

LUIS JACKSON, 
Industrial Commissioner, Erie Railroad Company 
21 Cortlandt Street, New York. 


THE WAYNE 
WATER HEATER 


Is the Also 
Heater RS 
You Natural 
Want and 

For Artificial 
Gasoline! Gas. 


Success- 

fully © 
Tried 
and Easily 

A Tested Operated, 


Und i 
a = Easily 
Bought. 


Easily | 
Connected. | 


Conditions. 


ALBERT ROLF, 
| 1026-28 Broadway : FT. WAYNE. IND- 


America’s Famous Resort 


Atlantic City 


Three Hours 


from 


New York 


VIA 


New Jersey 
Central 


Soiid Vestibule Equipment. 
Buffet Parlor Cars. 


TRAINS AT - - 9:40 A. M.—3:40 P. M. 
Sonpays, 9:40 A M. 
STATIONS: 


Ft. Liberty S8t., N. R. & South Ferry 
//ustrated book on application. 
C. M. BURT, General Pass. Agt., N.Y. 


The magnificent through train 
service maintained by the 


“Bic Fou es 


In connection with the 
New York Central, Boston & Albany 
and Chesapeake & Ohio Ry’s, 


includes Buffet Parlor, Cafe-Library, 


Dining and Observation Cars, and 
Pullman Sleepers 


TO 


Mountains, 
Lakes, 
East, 4 
West, 
North. 
Write for rates and folders. 


Warren J. Lynch, &. P. Depre, 
Gen’! Pass. &Tkt. Agt. Asst. Gen'l P. &T.A: 


Grea ari, Ome. 
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-2J.B.CAMPBELL BRASS WORKS. 


ERIE, PA. 


SMOOTH-ON JOINTS. 


A silicated Iron Cement for connecting Bell and 
Spigot Cast-Iron Soil Pipe in place of Lead. 


One-Half the Price of Lead. 


Joints are easily and quickly made. 
Sold in 5, 10 and 25 pound red labeled tins. 


SMOOTH-ON MFG. CO. 


572-574 Communipaw Ave., JERSEY CITY, N. J. 


A SAMPLE ORDER 
OF. OUR 


, Patent S~- W Cocks 


will convince you that 
they are what you want 


If your Jobber cannot supply you, 
Write Direct.. 


CHICAGO OFFICE: . 61 N. Jefferson St., Chicago, Til, 


Every Master Plumber 


SHOULD HANDLE THE is the Best for Repairing 


PADDOCK WATER FILTER THIS HEATER IS MADE FOR USE IN BARBER SHOPS hint stable peptic 
rice, 15 cents. 
i is efficient. It is durable. Major’s 
t is compact. t is non-rustable. > T= 
It has a large cone-shaped heating surface an TCE Rubber Cement, 


the heating cone can be easily taken apart for oY TN Major’s 
the removal of scale and other deposit. Wes) E He Leather Cement, 


WRITE FOR A CIRCULAR AND DISCOUNT. & Nas” Same Price 
: Sold Everywhere 


Il The RANSOM S RANDOLPH co., ee Major, Proprietor. 


515 Jefferson St., TOLEDO, O. NEW YORK CITY. 


The ADAM W.R. OSTRANDER & CO., 


INSTANTANEOUS AeA AS 
WATER HEATER Selon 


SOLD ONLY TO THE TRADE 


Capacity three gallons 


WE MAKE A SPECIAL 
FITTER FOR CLAY WATERS. 


Itis designed to be placed in the basement 


to filter the entire supply for any size MANUFACTURED BY Ei ec tri c 
building, steam boilers, etc. W. =]: A D Al M, Su pplies 
THE PADDOCK WATER FILTER CO. JOLIET, ILLS. Ati 


330 Vermont St., Buffalo, N,Y. Seni for Latest Catalogue 


1433 DeKalb Ave. GROOKLYSE 


Urinals, Water Closets, Platforms, Base. 


NEW YORK SLATE WORKS, 


493 E. 138th St., New York. 


TIME AND MATERIAL accurately kept with one-third less Bookkeeping, by 


DAILY TIME AND CHARGE SLIP 


ESTIMATED Costs of all Contracts kept uniformly by 


CONTRACT ESTIMATE RECORD She ADOPTED 
All Material traced, and Pe aaeirsiete te in shape for simple A Y R E iS ey an 
CONTRACT ACTUAL COST RECORD I N L E T 
Bound into eee ay san arpa age at a very reasonable price. DEPARTMENT 
——— a — BOOKLET AND PRICE LIST. , ALWAYS 
‘ }. P. JORDAN, Beto uarine ENGINEER, ae Se nvoon ENE BURR ALO Ney SRS \ ; “INLET. OF BUILDINGS 
es i “ NEVER OF GREATER 
\ Yi, A FOUL AIR NEW YORK. 
MINERAL WOOL| \) @ | see 


For covering Steam and Water Pipes is superior to anything a 7 THE HART-AYERS FOR SALE BY 
in the Market. Samples and Circulars Free, | Vi PLUMBING CO., Ra TERO ONLY 
UNITED STATES MINERAL WOOL Cco., / 4th Aveand Degraw St., ¢ . 


_I43 Liberty Street, New York. eee N Ee maf = 


The U. S. eee Pressure Ball-Cock 


Valve is balanced. 

Will not hammer even under pul- 
sation at a pump. 

Has renewable seat of best steam 
metal. 

Is perfectly noiseless. 

Full sized area. 

Good in any place for high or low 
pressure, 


C. & D. TANKS AND SEATS 


IN 
CAST IRON AND COPPER LINED 


Over Head Tubular and Plain Showers, 
Baths, Steel Copper Lined, Enameline, 


White Metal and Solid Copper. 
MANUFACTURED BY 


COYNE & DELANY, 
303-309 Rodney Street, Brooklyn, N. Y.¢ 
Priceson Request. e e Telephone 878 Williamsburg. 


Guaranteed. 


Senpv SamMPLe ORDER. 


JULIAN D’ESTE COMPANY, 24 Canal Street, BOSTON, MASS. 
PLLA eager ee eee eee 
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THE PAYNE 
FROST PROOF CLOSETS 


Adapted for Cellar and Yard Installation 


We build 
it for you. 


Ready to set 
on trap. 


It cannot 
be botched. 


Requires 


NO WITs 


Cannot be- 
come. air 
bound. 


Prices Right. 


Get our 
Descriptive 
Circular: 


Combination No. 3 


WRITE FOR PRICES AND DISCOUNTS. 


Pittsburg Brass Mfg. Co., 


—MANUFACTURERS - 
Penn Ave. & 32d St., ° 


PITTSBURG, PA. 


Cumbination No. 1 


Manufacturers of 


Combinations 


(Prices on Application) 


FERGUSON SUPPLY COMPANY, Ltd., 


SUCCESSORS TO 
Ferguson-Marcellus Co.. Ltd. 


GRAND RAPIDS, - - ° MICH. 
Manufacturers and Jobbers of Hign Grade 
Plumbing and Heating ‘Supplies. 


Wrought Steel, SINKS 
_ a, Kitchen and Pantry 
Plain: Painted (inside and out) 
Galvanized; 

Blue Enameled: Agate (Ename].- 
ed Gray); Crystal (Enamelec 
Light Gray; White (Enameled 
blue outside). 

Combination Overflow, 
Overflow Protector, 
Strainer Outlet. 
Plug Outlet. 
Air Chambers in Sink Backs. 


for Catalogue and mention 
PLUMBERS’ TRADE JOURNAL 


LALANCE & GROSJEAN MFG.CO. 


NEW YORK, CHICAGO, BOSTON. ‘ 


Cast Iron 
Soil Fipe 
Cast Iron 
Water Pipe 
l] Plumbers’ 
jj) Supplies 


and 
Lead Pipe. 


High Grade Closet 


= See 7 iy 


Lawson’s Gas Water | 


With Thermostatic Valve | : 


is the most economical and up-t ite 
device on the market for furnishing — 
hot water for household purposes — 


Write for Catalog. < 


LAWSON MANUFACTURII 
222 E. Eighth Ave., HOMESTEAD 


PRACTICAL VALUE 
in tank valve operation is obtained with | 


The Ford 


HIGH or LOW p 
Paty 

no strain upon leve 
Warranted _ satis 


vA every respect 
_ pressures, 
as Operates with 
ae UZ , tk ise 
) 2S Made in sizes 


THOMAS P, FORD COMPANY, 82 Centre St., New 
BOSTON: Edward P. Brock & Co.,104 High St. RHILADELPHIA: 142 


_, :dald JouvHOsIC 


OPERATED BY WATER OR STEAM PRESS 


IT IS THE BEST; THEREFORE THE CHEAPEST, It is use 
cipal and U. S. Government Departments, endorsed by leading sanitary 
and is guaranteed to do what is claimed for it. SOLD TO THE TRADI 
Write for Circular and testimonials, Ps 


“PHILIP BRAENDER, ~ 47 W. 125th St, New 


W. N, McKenna, 73 Chestnut Street, Boston, A 
SALES AGENTS on E, Douglass, 40 Dearborn Street, Chicago, Tit, 


NOW is the TIME 
Frost Proof — 
Water Close 


to show their merits. 4 


Put in a HAAS’ CLOSEI 
Compare it with others you have 
installed. Requiresno pit, Has 
a good strong flush, O peration 
is perfect. It is the closet that 
the customer wants. . 22 


Write for Prices and Ca 
PHILIP HAAS 
MANUFACTURER and PATENTE 
28 South Jefferson St., = D ytoy 


‘ount Profits 


by your list of satisficd 7) 


PLUMBERS WANTED 
To Use Allbe’s Wiping Cloths 


& HARLIN MANUFACTUTING Co., 


ae P oe cicnotead) 
eT, : aying Manufacturers ef _ A. ° Cc. 
v7] aie " aS ty Herring Bone. ; Moleskin. Common Tick. 
‘fe Jost when best materials Brass and Iron Goods, STE hae errant er 
! are used. 3143316 to 4x5 


For Steam, Water and Gas. 


f «25 15 
In ordering state size of wiping edge first. 


Wisconsin Wrought Iron and Steel Pipe, tbe Sieben age yours jobbers oe 
Graphite Plumbers’ and Gas Fitters’ Supplies. Seam ent a Le oe Bey 
Pipe Joint $3 Stebbins St. SPRINGFIELD. MASS, 
P Factory, PATERSON, N J. 
Paste 


56 & GO JOHN STREET, NEW YORK. 


UR NEW BINDER. A serviceable and 
handy arrangement for holding TBE 
PLUMBERS’ TRADE JOURNAL, Will be sent 


FREE to any subscriber sending us a 
new subscription, or sent post paid for e 
35 cents. 


stays where put. Heals 
, [leaks and eracks. 
—_——.wne 


Write for samples and JOHN MADDOCK. ALEXANDER H, MADDOCE. 


Trinh prices. » THOMAS MADDOCK. WILLIAM B. MADDOCK. 


WISCONSIN GRAPHITE COMPANY, 
PITTSBURG, PA. 


JOHN MADDOCK & SONS, : 
COALPORT, ~ - - « TRENTON, N. J. 
Manufacturers of 
Steamship, Car Builders’ and Plumbers’ Earthenware. 
Sanitary Specialties of Every Description. 
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Bilis Automatic Cellar Drainer 
OPERATED BY STEAM OR WATER PRESSURE, 


We make six dif- 
ferent styles of traps. 
All fittings are of 
cast brass. No stamp- 
ing or bent tubes 
used, 
Ghe CLIMAX 
is best. 
Manufactured by 
THE CLIMAX 
SPECIALTY CO. 
Seneca Falls, N.Y. 


The largest manu- 
facturers of plumb- 
ers’ specialties in the 
worl 


HESE machines are superior to all 

other Drainers on the market 
owing to their simplicity of construc- 
tion, capacity, and ability to perform 
the duty required, Do not require 
Strainers; have an indirect action per- 
mitting the Drainer always to be on at 
full pressure or entirely closed; can be 
adjusted to any desired point. Prices 
on application. 


PATENTED AUGUST, 1901. FOR SALE BY 


THE ELLIS COMPANY, 236 West 23d St., New York City, 


PATENT APPLIED FOR 


GALVANIZED IRON COVERS 
FOR LAUNDRY TUBS. 


The only all iron cover made, ab- 
solutely no part wood. 

Strong, Durable and Attractive. 

This cover makes the laundry tub 
perfectly sanitary. 

Prompt shipments on regular sizes. 


RECULAR SIZES 
2134 in. x 4 ft. with 4 in. back strips 
24in. x 4 ft. with 4 in. back strips 


EXTRA SIZES 
made to order on short notice. Send 
for full information and prices. 


GREASON MANUFACTURING CO., 


108 W. 99THST. NEW YORK,N.Y. 


} 


We are Sole Manufacturers 
and Selling Agents of the 
“H. S. Renton” FLOOR FLANGE 
and ASBESTO-GRAPHITE GAS- 
KET. (Patented.) Solid, Sub- 
stantial. Sanitary. Approved 


RESIDENCE OF J, MC MEANS, CHICAGO 


Wide Awake Plumbers 


who want achance to make extra 
Money are everywhere selling 


Shove it over 
Closet Spud 


Profitable Patent and Trade-Mark for Sale. ] 
Ghe Rex Basin 2.X Bath Waste 


PaTeNTED 1896 CopyYRIGHTED 1897. 
Patent ALLowep OcToser, 1903. 


Bischoff Lawn Fence 


by the Building Departments 
of New York City and Brook 
lyn. 


We make the work complete, ready to set. 
Notice style of fence from above illustration. 
Handsome, durable and easily set, 22 in. 
high. All Bessemer steel except post heads 
which are malleable. Finished in a weather- 
proof black enamel. You can undersell 
wooden fencing, which will rot out in a 
few years. 


Fits any Basin, and 
has never been 
equaled in simplic- 
ity and selling 
features. 


: A simple turning 
handle on the slab 
moves the slide G 
against and under 
the cone Fof basket 
E to open the stop- 
per D. 


The basket pre- 
vents loss of rings 
or jewels, is instant- 
ly cleaned, and re- 
moval of stopper D 
andbasket E with the 

slide G moved back, affords aclear pas- 

sage and clean sweep down to the trap. 

Thousands in successful operation, 
and endorsed by many leading Plumbers. 

The Patent, Trade-mark and every 
thing pertaining to it will be sold with- 
out reserve. 

FOR PARTICULARS ADDRESS 
Ss. W. LEWIS, 
61 ELDERT ST., BROOKLYN, WN. Y. 


SLANTING PIPE 
SEZ GRSKET HOLDE 


Exclusive Agencies.—We want the 
best plumber or steam fitter in each town 
and city to represent us. We will protect 
you. We are advertising extensively and 
refer all inquiries to you. We don’t bid 
against you and we don’t allow price cutting. 


Fits any Closet 


 F.N. Du Bois © Co., 


Plumbers’ Supplies, 


WRITE TO-DAY for full information and 
secure agency for your town. Agents out- 
fit consists of sample length of fence, printed 
matter, etc. A HANDSOME CATALOGUE 
FREE. 


243-245 Ninth Ave., Cor. 25thSt. NEW YORK 


-FRED. F. BISCHOFF & CO,, 
677 Grand Ave., . . CHICAGO, 
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L. Wolff Manufacturing Co.,||| Monument Pottery C 
| \ PI agar o AEeER Trenton, N. J., 
% A ods ( Agaeke 3 

: "of Fiery Descriptlvk Se ea 


Chicago, ee a S. A. 


<a 


KEGH 


Manufacturers of Monument Porcele 


KOO 


Bath Tubs, Lavatories, Kitchen Sinks, Drinking Founs. 


Wolif’s 


‘sStar’’ OG tains, Etc. Also Monument Solid Porcelain Special 
Fixtures for Hospitals, Government Barracks, Etc, 


Pattern cy Special designs made to order. We have ready for 


distribution Catalogue A, which we would be please 
to send upon receipt of application. In this catalogu 
we illustrate a complete line of goods as manufacture 
by us. Address all communications to 


F»3500—(Stop and Waste) 
The above is a new design (Patent applied for) heavy Stop and Waste Cock—not shown 


Monument Pottery C 
in our “F’ catalogue—made of absolutely new metal, perfectly ground and : 
of the best workmanship throughout. TRENTON, N. Je 


SEND FOR ILLUSTRATED PRICE LIST 


To the Trade | | Reliable Line the Pia 


EXTRA QUALITY 
Season 1903-1904 GASHETS 


GAS NOVELTIES 


MANUPACTURED BY 
THE CAS TIP & SELF LICHTER COMPANY. 


Our $3.00 sample lot will be forwarded, upon receipt of price, to 
any dealer or agent for gas burning novelties, This charge only 
partially covers the cost of manufacture. Express prepaid. 


THE LIST INCLUDES: 


Self-Lighting Torch for Burners and Stoves 
Self-Lighting Cap and Mantle 

Self-Lighting No Match Burner 

Gas Governor Checks for Stoves and Ranges 

Gregory’s Governor Burners, 2, 3, 4, 5 and6 ft. 
Aluminum Tips with gas checks 

Aluminum Tips, assorted sizes 

One Pocket Gas Stove. One Red Hot Disc Heater 

One “‘ Solid Comfort” Light and Heat Radiaior 

One New York Gas Lamp with 100 C.P.41-2inch Mantle 


Wholesalé jobbing prices will accompany samples. Our new 
fine of novellies is, without question, the best selling articles ever 
offered to the public. Send for Catalogue. 


Address all orders to WE WILL GLADLY SEND SAMPLES ON RE 


THE CAS TIP & SELF LIGHTER Co., ||| MORGAN @, WRIGH™ 


25 WEST BROADWAY, NEW REISS 
G. H. Gregory, Manager. CHICAGO < 
NEW YORK DAYTON ST. LOUIS SAN FRANCISCO | 


WRITE US FOR CATALOGUES AND DISCOUNTS. 


WE WANT AGENTS 10 SELL .&,, FILTERS .& 


HYGEIA FILTER COMPANY, First aud. Derped Streets Detroit, . 


ERS FRADE JOURNAL 
REVIEW 


Copyright 1904 by J-M Heatberton, 10 cts.a copy $1.00 per year? 
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SSCESE 
GUARANTEED COCKS 
A\\ Whatever we sell you is covered by our ABSOLUTE GUARANTEE. 
We pattern, cast, finish and pack with exceptional care: we know metals and mixtures, 
oe we guarantee our workmanship and finish, and we protect our guarantee. 
AK A cock may be ruined in a hundred different ways—do not expect us to right that—but 
AX any fault of ours we cheerfully make good. 
UN Not one cock in a thousand comes back for this cause. 
i That possible thousandth cock means progress. - . 
THE CENTRAL BRASS MANUFACTURING COMPANY, 
CLEVELAND. 


. Iron Body Composition Mounted Valves 
With Parallel Bronze Seats 
For Ordinary and Heavy Pressures. 
Selt-Packing Stem 
With or Without By-Pass 
WRITE FOR CATALOGUE AND PRICES 


THE KENNEDY UALUVE MFG. CO., 


61 Beekman 6&t. © 2 NEW YORK. 


All Patts Renewable Without. Removal. From the Piping 


-SEAT GLOBE i 
Ks SPRINS TRADE MARK AWANGIE Var 
Ce" crosBy S« 2% STEAM ~<“Yes 


A trial will 
convince 
you of thei 
superiority 


Guaranteed 


oi oo — > SGAGE AND GFROSBY/ Valve co. > 
gnest! (Ha UpS BOSTON CHICAGO —<AGD 

ASS A NEW Y ORK Gook o'ver all 
LL OTHERS FOR VAWE J | others. 


pressure, 


—— 


Are You Having 
Trouble 
With Your 
Fuller Work? 


If so try the 


“FAULTLESS” 


Known and sold by every jobber. 


MANUFACTURED BY 


J. J. RYAN @ CO., 


CHICAGO. 


What's the matter with 


STOP—-ER! 


Using the Old Style Rubber Plug, and try the 
WOLVERINE STOPPER for Basin and Bath, 


WIRT’S 
S HUMP RACKS? 
Gs THERE ALL RIGHT. 


THE MOST 
SANITARY 
STOPPER ON 
THE MARKET. 


MADE IN ONE 
PIECE, THE RING 
BEING MOULDED 
IN THE RUBBER 


ALL THE WORLD’S FAIR BUILDINGS 
are being equipped with them. 


MADE BY 


Wirt@HnoxMfg.Co. 


22 and 24N. 4th St. PHILADELPHIA, PA. 
Who Marufacture all kinds of 


Warranted to Stand Hotand Cold Water 


WOLVERINE BRASS WORKS, 


GRAND RAPIDS - MICH. 


New York Representative: 


THOS. H. HUTCHINSON, 
101 Beekman Street. 


Hose Carts, Reels 
and Hump Racks. 


Mea eS eC Lat [Standard Gas Fixture Co., aSuse wieder’ ys. 


CONSTRUCTED UNDER THE WELL-KNOWN MANUFACTURERS OF 


NEW YORK, CONTINENTAL, JEWELL, HYATT, WARREN, NATIONAL AND BLESSING PATENTS Staple Brass Gas Fixture Fittings, Brackets, Pendants Etc. 
FOR BUILDINGS OF ALL KINDS REQUIRING CLEAR, BRIGHT AND PURE WATER. 


The New York Continental Jewell Filtration Co., General Contractors =r | 
15 BROAD ST., NEW YORK. 40 W. QUINCY ST., CHICAGO, ILL. y > a a= ’ NO ALUM BONE BLACK ONLY 


The Cummings Filter Co., 


Manufacturers of 


The Cummings Filter 


Pure, Clear and Soft Water for all Purposes, 


Filters made in all Sizes 


STEAM BOILERS, RADIATORS, 
0 THEY, CINE, COMPLETE SATISFACTION 


GURNEY HEATER MFG. Co., 
ve 7 


N-Y: BRANCH Ill FirtH AVENUE, FRANKLIN STREET, 
- N s BOWTORL. 


| 8 Wood St., PITTSBURG, PA. 
Offices { 18 South 7th St., PHILADELPHIA, PA. 
| 20-24 East 20th St., NEW YORK CITY. 
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Less talk, less exertion, less annoy- 
ance, less expenditure of time, is the 
lot of the fitter who sells the ““Win- 
chester.” Every one helps to sell 
more the following season. It is like 
investing money to install one. For 
steam or water. Smith & Thayer Com- 
pany, Boston, Mass. 


New York Office, Fuller (Flatiron) Building, Cor, 
Broadway and Fifth Ave. 


Best Herringbone Ticking—1 6 ply—7 5cts. postpaid 
Best Moleskin-heavy-No Rough Edge—S$ 1 postpaid | 
iW TP I NG With eaeh order we send sample of our ‘ 


Special Wiping Cloth Preparation. 
CLOTH S Write for Catalog of our Publications, Tools, eto, 
~ ANY SIZE R. M. STARBUCH, oe - Hartford, Conn. 


THE OBERLE PIPE SUPPORT FITTINGS 


RAT: MAY 207190? @ = Gives the Plumber iw. Wee 
FOR SUPPORTING and Fitter a chance to y Te 
DRAIN PIPES, 
STEAM MAINS, 
ETC. 
Catalogs and discounts 
mailed. 


| 7 use the waste wrought 
#, and castiron pipe. 

Can furnish fittin 

mM. for any desired pitch 


gel 


——— ae Ce RIES 
Drain Pipe with Oberle Support Tank Support é 
Jj. F. OBERLE, Main Office, 780 Secend Avenue, NEW YORK 


THOS. MADDOCK’S SONS CoO., 


TRENTON, N. J. 


st THE COLONIAL 


8 in. ROLL RIM. 


——S 


THE BEST CHINA GLOSS:ENAMEL. 
ay . 


FULLY GUARANTEED 


GET OUR PRICE—YOUR ORDER WILL FOLLOW (24x30) 


FLECK BRos. Co., Vitreous Lavatory. 


. PHILADELPHIA : se ; PA. We make a specialty of bone china bath 
/ sets, viz: Mug, Vase, and Soap Dish. 
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FARNAN works jst"? 


MUELLER BRASS FERRULES 


The greatest strain upon a ferrule is at the point 
where it is calked into the soil pipe. 

Mueller Ferrules are made extra heavy 
at this point. The plumber can calk tight 
ce ae enough to make a good safe 

joint without fear of leaving a 


Mueller 
Ferrules are 


rg SEAL. wii © 


PUT INTO THE WHITE HOUSE BY THE U.S. GOVERNME 1 
lq WITHOUT WATER 


F. E. CUDELL’S 


y Pat. SEWER-GAS and BACK WATER TRAP | 


For Wash Bowls, Sinks, Batis and Wash Tubs. 
WEST CLEVELAND, - - * - OHIO. 


Read and Ponder 


Then Use The 
Acme Roof Flange. 


No Lead Pot to carry on the roof, as it is complete in 
itself, wlth no joint to run and still makes a perfect 
metal connection the same as if poured. 
Over 200,000 now in use. 
WRITE FOR CATALOGUE. 


7) 7 ACME MANUFACTURING Co,, 


W. Somerville, Mass. ) 


coustructed 

of red brass metal, which is 
specially alloyed for its strength 
and clean molding qualities. 
They are made in all styles 


and sizes. The ferrules illus- : 
trated herewith are the reducing, plain, with trap 
screw, and with vent coupling. 

Each ferrule bears the Mueller trade-mark, is 
tested with hydraulic pressure and is unconditionally 


guaranteed. 


Mueller Ferrules are on exhibit in 
the Palace of Exhibit, World’s Fair 


H. MUELLER MFC.CO., DECATUR, ILL.,U.S.A. 


A DIRECTORY 


OF THE 


Master Plumbers of the U. S. 


together with list ot manufacturing tirms and supply 
houses in our trade. The most complete issued. 


Published by HENDRICKS, Price, $6.00 


SOLD BY 
She PLUMBERS’ TRADE JOURNAL, 61 BeeKman St.. New York. 


SPECIAL—The greatest Instruction and Information 
on Plumbing and Heating. 


E desire to make a clearance sale of a limited number of bound volumes which 
W we have of Toz PLUMBERS’ TRADE JoURNAL. These volumes have been sell- 
ing for $4.00 apiece. They are splendidly bound and contain the most up-to- 
date and thorough information on practical plumbing and heating that is published. 
There are many drawings of new work and illustrations of old that can be obtained 
in no other way than through these bound volumes. For the next THIRTY DAYS 
we will dispose of a limited number, as we state, at the uniform price of $2.00 APIECE, 
postage paid to any address in the United States. 


We have 50 volumes of 1893. 
17 1897. 
40 1899, January to June. 
40 1899, July to December, 
25 1901, January to Juue. 
25 1902, July to December. 


We have also copies of other volumes which can only be sold at the regular retail 
price of $4.00 a volume. 


THE PLUMBERS’ TRADE JOURNAL - . 61 Beekman Street, New York City. 


PLATE 60 
LARGE SCALLOPED APRON LAVATORY 


Manufactured by 


THE CAHILL IRON WORKS, 
CHATTANOOGA, TENN. 


NEW YORK OFFICE AND WAREHOUSE, 101° BEEKMAN-STREET. 
THOMAS H. HUTCHINSON, MANAGER. 


Triton Radiators 


One Column, 
Two Column, 


: Three Column, 
a 0 Four Column, 
Five Column, Window, 
Wall Radiator. 


Two Column, 
au augu Two Column, Plain. 
r) 
Trito Three Column, Plain. 
Three Column, Direct-Indirect. 


Perfect, Pin Indirect, 


IN ALL HEIGHTS. CAN YOU BEAT THIS LINE? 


Manufactured by 


United States Radiator Co., 


DUNKIRK, N. Y. 


BRANCHES: 

NEW YORK—1519 Fuller Building. WASHINGTON—68 Corcoran Bidg. 
MINNEAPOLIS—432 Guaranty Building. 
WAREHOUSES: 

JERSEY CITY, N.J. MINNEAPOLIS. MINN. 


Burnham 
Boilers 


THEY ARE THE MOST RELIABLE, DURABLE AND ECONOMICAL. 


CHICAGO 
AGENTS: 
Chicago 
Heater & 
Supply Co,, 
33 Dearborn St, 


NEW ENGLAND 
AGENT: 
J, W. Rowe, 
40 Summer St., 
Somerville, 


Chicago, III. aie fey & CY Mass. 
woe Ae Dy) GSEs woe 


CATALOGUE 
MAILED 
FROM 
NEW YORK 
OFFICE 
ON 
REQUEST. 


QUICKLY SET, 
TIGHT 
JOINTS, 
AND 
EASILY 
MANAGED. 


woe SS el woe 


Lord @ Burnham Company, 
Horticultural Architects and Builders and Manfacturers of Heating and Ventilating Apparatus 


NEW YORK OFFICE: GENERAL OFFICE AND WORKS: 
St. James Building, B’way and 26th St. Irvington-on Hudson, N. Y. 


ON THE SIDE OF SAFETY 


Plumbers who use them know that they are always safe 

in ordering Trenton Potteries Company’s goods. They 

have the maker’s guarantee that T. P. Co.’s ware won’t 

craze—that the T. P. Co’s vitreous china is REAL vitre- 

ous—that the working qualities of T. P. Co’s closetsand — 
_ other fixtures are satisfactory—that every article madein 
“any of the six potteries of this concern are in every re- 

spect exactly as represented. 

* Are YOU on the safe side P 


A. 


Ideai Porcelain Bath MONARCH Pattern No. 15C. 


Trenton Potteries Company, 


Trenton, N. J. | SELLS TO JOBBERS EXCLUSIVELY | 


f 
r] 


4, Sth 


, MAY 3, 


. By The Plumbers’ Trade Journal Publishing Co. 


ASSOCIATION HELD AT LOS ANGELES 


a bpp tP? €i 


¢ — st 


F 


NEW YORK, JUNE 1, 1904. 


PHOTOGRAPH OF DELEGATES AND FRIENDS AT THE FOURTH ANNUAL CONVENTION OF THE CALIFORNIA MASTER PLUMBERS’ 


Published at 61 Beekman Street, New York City, N.Y. . . 
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MECHANICAL DRAWING FOR PLUMBERS 


THE ESTIMATING OF PLUMBING WORK 
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ARTICLE XXIII—BY R. M. STARBUCK 


EFORE leaving this part of 
our subject, there is one 
system, the plumbing for 
a country residence, which 

aS it is desirable to take up. 

This work is different from city work 

in’ several respects, and we believe it 


ting out a plan of the attic simply to 
show this one point. 

On the cellar plan also, we have located 
the cesspool 50 feet from the house. Ac- 
cording to the scale it will be found much 
closer than that, but where such a dimen- 
sion is given it is always to be followed, 


al oe a aS 2i5 
ane 


ACS 


of the venting. 


will be of benefit to consider such a sys- 
tem. 

For such a country residence we show 
in Figs. 131, 132 and 133, the second and 
first floor plans and cellar plan respect- 
ively. 

The cellar plan shows some difference 
from the same plan for city work, from 
the fact that on this plan, the locations 
of well, cesspool, ete., is shown. In the 
second floor plan, we show in dotted lines 


aude oor Cla 
Deen ae 


FAG.AB\. 
the storage to be located 
attic. 

We have adopted this method in prefer- 


ence to going to the extra trouble of get- 


tank in the 


Blevation of Plumbire-Courtry Mouse 


(ar- WIN AS, ywaed AW 


Fic. \35. 


and no attention paid to the distance that 
the regular scale would give. Fig. 134 
gives a plain elevation of the residence, 
with relative heights of top of well and 
cesspool, and this figure becomes neces- 
sary in laying out an elevation of the 
work such as Figs. 135 and 136 show. 
Fig. 135 is an elevation showing the 


Fst 
<Soe (ae 
Fisc.\3a2z. 
drainage portion of the plumbing system 
drawn to a larger scale than the plans, 
and even though larger, it is not large 
enough to show plainly the many small 

details of the work. 

There is nothing to be said about this 
work which will show any decided differ- 


that as a general thing, work in the coun- 
try is not done under the regulations of 
a plumbing.ordinance, and for that reason 


GR 


wit 
il 


Our readers well know 


in a majority of cases the work is put 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


| 
| 
3 


without venting, though the country 
dent is gradually being convinced that 
should have as good and as sanitary w. 
in his house as his city brother, 

Acknowledging that work of this k 
has to be done, we show this plumb 


FSrowanre bevel 
of Dow o% Well. 
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% Lewation | 
FiG.\34. Scare C=. 
system invented, and as a _ precaut 
against syphonage, show drum tr: 


under the fixtures instead of the ordin: 
strap, which is more susceptible to 


phonage. 


On such work, the style of trap sho 


or one of the modern anti-syphon tra 
we believe far preferable to the S trap 
It will be noticed that in accordai 
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PLATE 11 1-2 L. 
LUXURIA TUB WITH ‘“‘REGAL”’ PORCELAIN FEET AND COMBINATION SUPPLY FIXTURE THROUGH RIM 


This is only one sample of the many high rrade outfits which we are prepared to supply. When 
you are in the market for anything specially fine, we shall be glad to receive your inquiries. 


Haines, Jones & CapBuRY Co. 


Main Offices and Showrooms, 1136 Ridge Ave., Philadelphia, Pa. Iron Foundry, Norristown, Pa. 


NOTICE: 


Users, Plumbers, Jobbers and Manufacturers 
OF 


Syphon Jets and Syphon Hoppers. 


United States Letters Patent No. 425,416, granted to Robert Frame and Chas. A. Neff, April 15, 1890, controls 
broadly the siphonic principle in all closets, and as is well known these closets, i. e., syphon jets and syphon hoppers, 
are the most sanitary and satisfactory closets now on the market. 

The undersigned have secured the exclusive license to manufactureand use,and license others to manufacture and 
use, this patent and licenses under it have been secured by the following named sanitary earthenware manufacturers: 

The Acme Sanitary Pottery Co., Trenton, N. J. The Bellmark Pottery Co., Trenton, N. J. 

The Brian Pottery Co., Trenton, N. J. Camden Pottery Co., Camden, N. J. 

Elite Pottery Co., Trenton, N. J. Fidelity Pottery Co., Trenton, N. J. 

The Great Western Pottery Co., Kokomo, Ind., and Tiffin, Ohio. Ironsides Pottery Co., Bordentown, N. J. 

Keystone Pottery Co., Trenton, N. J. John Maddock & Sons, Trenton, N. J. 

Thos. Maddock’s Sons Co., Trenton, N. J, Sanitary Earthenware Specialty Co., Trenton, N. J. 
Standard Sanitary Pottery Co., Elizabeth, N. J. The Trenton Potteries Co., Trenton, N. J. 


Universal Sanitary Mfg. Co., New Castle, Pa. The Wheeling Potteries Co., Wheeling, W. Va. 
The Willets Mfg. Co., Trenton, N. J. Mercer Pottery Co., Trenton, N. J. 


No other Sanitary Earthenware Manufacturers than the above are authorized to make or sell syphon jets and 
syphon hoppers, and any person MAKING, SELLING or USING such closets made or sold by any unlicensed manu- 
facturers will be liable to prosecution for past as well as future infringements. 


POTTERIES SELLING CoO., 


Trenton, N. J. 
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Mechanical Drawing for Plumbers 
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(Continued from Preceding Page) 


with Fig. 134, our elevation shows the 
well located above the cesspool, which 
should be demanded in order to lessen 
the danger of leeching of the contents of 
the cesspool into the well. 

In Fig. 136 we give another elevation, 
showing the water supply for the house 
with windmill pumping to the storage 
tank. 

This and the drainage system elevation 
are generally combined in one drawing, 
but on such a small scale -greater clear- 
ness is obtained by keeping them sep- 
arate. 

Thus far in this series we have done 
more work in connection with the drain- 


age end of plumbing than with the water 
supply. 

This. needs attention before we bring 
our series to an end, and will therefore 
next claim our attention. 

It -will be a good plan for those inter- 
ested, to. work out the two elevations 
which appear in this article, using, how- 
ever, a much larger scale, for the use of a 
small scale makes this work of such a 
puttering nature that it becomes very 
tiring, and furthermore, a larger scale 
would allow of showing small details, 
such as fittings, wiped. joints, etc., and 
these little points go a long way to make 
an attractive drawing. 


(To be continued.) 
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ARTICLE XI 


OW then, since the gauntlet 
has been thrown down that 
by the end of the twentieth 
century nearly all cities of 
the United States and 

Canada will be getting their water sup: 

ply from the Great Lakes, let it be picked 

up and thrown back at. the writer by 
many or few, as the case may be. 

Not only that, but eventualy the waters 
of the Great Lakes will be used for 
irrigating purposes, as well, for the rea- 
son there will be enough to supply every 
acre in the country—that is, for a while 
until comes the end, which in the writer’s 
estimation will be at the ending of the 
twentieth century. 

The good book tells us there shall be 
signs in the moon and in the sun and the 
stars, and on the earth, and bids us get 
ready and prepare. 

Well, aren’t there signs in the sun and 
in the moon and in the stars and on the 
earth at this writing? 
~ Just stop and gaze on the sketch of the 
Island of Martinique, where occurred one 
of the greatest cataclysms of modern 
times by the eruption of Mt. Pelee, which 
had been lying dormant for centuries. 

In almost the twinkling of an eye a 
beautiful city was doomed, and barely 
one of its inhabitants escaped. Thirty 
thousand destroyed by the awful sulphur- 
ous vapor in a few moments St. Pierre 
cannot be rebuilt for the simple reason 
that the river which flowed and brought 
drinking water to the inhabitants, sup- 
plied nourishment to the wonderful and 
gorgeous flora in the Botanical Gardens, 
has dropped out of existence. 

The city is buried under many feet of 
lava, boulders and other debris, and a 
new city might be built on the old founda- 
tion but for the want of a water supply. 
Twentieth century engineers and plumb- 
ers will not by any means depend on the 
average rainfall to supply water to the 
inhabitants of any contemplated city. 

The melancholy position of Brooklyn, 
which depends on the rainfalls for its 
supply, and stores its water gingerly in 
every sort of a hole in the ground, will 
deter them. 

After all a reservoir is nothing but a 


hole in the ground, whether artificial or 
natural, simply. water-tight or as near 
tight as the engineers try to plan or the 
wily contractor cares to make. 

Brooklyn has two reservoirs, the main 
one at Ridgewood and the other at Pros- 
pect Park. 

A water tower has been built within 
recent years. Sad commenting but a 
fact nevertheless that the water tower 
was not thought of until more than thirty. 
years after the introduction of water into 
Brooklyn. : 

It is one of the simplest of problems, 
and cost cuts no figure in its erection; 
anything to give people relief who could 
get no water above a certain story any 
hour of the day. 

In New York, while the new reservoir, 
or conduit rather, gives more water, still 
the same trouble is encountered as of 
old—won't flow high enough. 
days, holidays and evenings, when the 
enormous supplies which feed the many 
steam boilers a few decades ago were cut 
off for the time being, the water would 
make its appearance like a welcome 
visitor, only to disappear and be mourned 
for like said welcome visitor. 

Not so with Brooklyn, which has few 
manufactories for its size, and the town 
will always remain what it was destined 
for—a bedroom for New York folk after 
toil in the big city. 

New York to-day is sadly off in its 
prospects for a plentiful supply for the 
first quarter of this new century. It is 
not a horse car city now, and faint gas 
lights do not flicker along the main 
thoroughfares to “light up the weary 
traveler’s way.” 

It is an electric town, and very much 
so. It never sleeps, as it did in the past; 
everything is ablaze at night and the 
multitude of electric lights make even 
Old Sol hide his face in shame sometimes. 

It takes water and lots of it to feed 
the boilers which run the engines to 
generate the mysterious current, and 
where will it come from in the future? 
We all know where it comes from now, 
but it is not the present that is being 
treated of. ; 

It was not the editor’s idea in getting 


On Sun- , 
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these articles written to talk of present 
plumbing. 

“Bright minds are continuously think- 
ing out something or many things which 
will bring our craft ‘away up to the 
“frontest” seat,’ when it has been ’way 
back and sitting down so long.” 

Soon as said bright things are thought 
of by said bright minds, they are forth- 
with chronicled in the columns of the 
journals devoted to our craft, or, art, 
rather, and either glory or riches awaits 
the inventors. Many of the _ so-called 
bright things fall flat, and it would take 
a pretty big graveyard to hold the buried 
hopes of those bright minds, and it might 
be added it would take a pretty big junk 
yard to hold the material products of 
those same bright minds. 

Still if each and all of them had suc- 
ceeded, water, water, water would be 
needed to supply them, and if all fixtures, 
appurtenances, nondescripts bad or good 
in the plumbing were to be set up in 
New York, so much the worse for that 
town, for more water would be used in 
supplying them. 

Croton dam, engineers claim, will sup- 
ply New York City with water for a cen- 
tury to come. 

That it is massive and the best product 
of engineering skill, none will deny. Its 
projectors and designers claim it will 
withstand any convulsion of nature, and 
God grant their predictions be verified. 
Still in these days, when whole islands 
sink into the ocean, as did the one oft 
the coast of Sumatra a few years ago, 
carrying more lives even with it than 
were recently lost at St. Pierre, one must 
hope the engineers are not mistaken. 

Speaking of horrors, reservoirs and 
strong dams, the horror that overtook 
Johnstown, Pa., in 1889 can be mentioned 
here appropriately. The dam built at 


South Fork, twelve miles away from the 
city, was not used, as many supposed, as 
a reservoir for city water storage pur- 


must accompany each communication. 


COIL STEAM HEATING. 


THE PLUMBERS’ TRADE. JOURNAL: 

I am very much interested in the series of 
articles on steam and hot water heating by 
“Don Rex.’’ In the issue of February 15 of 
THE PLUMBERS’ TRADE JOURNAL, page 164, Fig. 
6, wouldn’t the steam coil be just as effective 
if the fan was connected at “B’ instead of 
“C”? I suppose it is connected at ‘“‘C” on 
account of expansion. But if the flow pipe 
is only 5 or 6 feet long, is it necessary to 
allow for expansion? 

On enclosed sketch of steam coil is it neces- 
sary to use a feeder at all, and if so, what size 
pipe should be used? This coil, as per sketch, 
was installed, with many others, on a large 
heating job which came under my notice. The 
pipes were run as shown and of same sizes of 
pipes. 

What are some of the reasons for an un- 
steady water line on low pressure steam 
jobs? : 

Should it be necessary to carry from 12 to 


All inquiries and sketches on practical and scientific subjects relating to plumb: — 
tng, heating, and lighting answered in this column. 
only. Noanswers given by mail, but published in duetime. Name and address 


poses, but as a pleasure lake for some 
wealthy citizens of Pittsburg. It was 
nearly three miles long, and the waters 
which flowed over the dam went to waste 
for the reason that they reformed the 
Conemaugh which meandered to join the 
Monongahela and Allegheny at Pittsburg 
to be lost in the mud and slush of the 
Ohio at Wheeling. : 
The engineers said that dam was so 


New Century Plumbing—Martinique, where 
Occurred one of the Greatest Cataclysms of 
Modern Times % 
x 
strong that an extra convulsion of nature 
would only cause it to smile. Yet a few 
days of incessant rain on the mountains 
and in the valleys did the terrible work, 
and the rest is melancholy history. — 
One who writes prophecies must of 
necessity deal in futures, but an unwrit- 
ten law of prophecies allows him to occa- 
sionally refer to the past, and advantage 
is herewith taken of that law. 5 
(To be continued.) 


Write on one side of paper 


15 pounds steam pressure to heat a well-con- 
structed brick building, used as a factory, 
where the average temperature is from 65 to 
70 degs. Fahr.? The building is nearly all 
one story in height, part of it is two. There 
is angle radiation in each room. But in order 
to heat the end room properly the first floor 
gets too hot. The boiler is located in south 
end of first floor, and second floor part of 
building is in north part, fully 200 feet from 
boiler. 


Isn’t it quite essential that the main re- 
turn have a uniform fall toward boiler? On 
the job in question I know that it is up and 
down hill and at point furthest 1rom boiler 
it is at least 6 inches lower than at the point 
midway between. 

‘Now, I fully relaize that I haven’t entered 
into all of the details on this job so as to 
enable any one to give any definite answer, 
but all I care about is in a general way; 
that is, what are likely to be the reasons; 34 
should like to send you a complete sketch of 
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—where the air is strongly impregnated with salt, poor tin is most 
unsatisfactory. Architects, builders, contractors and roofers will find in U. S. 
Eagle NM (new method) ternes and in @ ternes the best roofing material to 
resist this rust-producing atmosphere; most satisfactory in results; easiest to 
work because of their perfect black plates, their very heavy coating of pure 
tin and new lead, and the thorough hand work that produces them. 


U.S. Eagle NM 


(NEW METHOD) 


a MIE Ternes 


are so much superior to all other brands, we would like to place a sample in the hands 
of every architect, contractor and roofer who is not acquainted with this great ad- 
vance in roofing. Free, prepaid, on request. Our products are tor sale by 
all tirst-class wholesale metal houses. 


“‘A Fifty Year Roof,” a manual of terne manufacture and hand- 
book of roofmaking—an art booklet—free, if you write to 


Ww. C. CRONEMEYER, Advertising Agent, 


AMERICAN SHEET & TIN PLATE CO., Frick Building, Pittsburg, Pa. 


The B. B. HIGH PRESSURE BALL COCK. 


onthe Bees and Theory 
THE SIMPLEST AND BEST COCK EVER MADE. 


66 > 
Questions and Answers °2ioPrecticgand Theor 
6TH EDITION NOW READY, 
Nearly Double the size of Previous Edition. New Illustra- 
tions. Much additional Information. Price, $1.00 postpaid. 


No Roller- 
R. M. STARBUCK & SON, = Hartford, Conn, special bearing 
: packing lever 
. required on cam 
che A. ROSENBERG CO., Baltimore, Md., U.S.A. ps aan 
Manufacturers want good “LIVE” Plumbers, who have the Cash, to Sell their Line of PATENTED : ae ing 
join 
coupling, friction 
which is i 
always owest 
tight amount 


HAS ONLY ONE PACKING WHICH IS READILY REMOVE D. 
Ne Hammering. Renewable Seat of best Steam Metal. No Singing or Whistling. 


7-inch Motor with 12:in. Bracket Fan adjustable Desk Fan adjustable | h B B C m y 
Brass Fan and Guard. every way while run: every way while running. € OS t on r ass O p an f 
$6.25 Boxed ning. $11.40 Boxed $10.80 Boxed 


to Plumbers to Plumbers to Plumbers 40 Oliver Street, « ° ° BOSTON, MASS. 


The Kenney Manufacturing Company, 


MANUFACTURERS OF THE 


moe FLUSHOMETER sm 


PEALERS IN PLUMBERS’ SUPPLIES 


Office and Salesroom: 36 East 22 Street, NEW YORH, 
BRANCH SALESROOM AND WAREHOUSE, 193 LEXINGTON AVE. NR. 320 STREET. 


OFFICERS: 
George S. Terry, President. Thomas F. Murphy, Secretary, 
N. Melman Shaffer, Jr., Vice-Pres. & Treas. J. Adriance Bush, General Counsel. 
D. T. Kenney, Consulting Engineer. 


DIRECTORS:—Edmund C. Converse. George R. Sheldon, Newton M. Shaffer, M.D., Theodore B. Starr, 
George Terry, N. Melman Shaffer, Jr. 


WE’RE SHOWING LOTS OF PLUMBERS 
HOW TO INCREASE THEIR PROFITS 


“RUUD” UWATER HEATERS 


SELL THEMSELVES WHEN ONCE STARTED 


Each Heater isa Write us about this 
Standing Advertisement Proposition at once 


NOVEMBER 1srT, 1903. 
NOTICE BEWARE OF INFRINGERS. 

To Tue TRADE AND PusLic:—We desire to call the attention of the trade to the fact that we are 
now the owners of all the United States and Foreign patents granted to D. T. Kenney for flushing 
valves. It is our intention fully to protect these patents and promptly to prosecute all infringers 
ofthesame. Suits have already been begun in the United States Circuit Court of this District eT 
The J, L. Mott Iron Works for infringement of the Flushometer patents, and against The Wells 
& Newton Company of this city for selling the so-called ‘‘Aquameter’’ valve made by The Red- 
eral Company of Chicago, Suits against other infringers are to follow. 


TELEPHONE—681-Gramercy. THE KENNEY MANUFACTURING COMPANY. 


RUUD MANUFACTURING COMPANY, 
307 Wood St., PITTSBURG, PA. 
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the job as installed, but I am not enough of 
an artist to make a plan, as it is a pretty 
good sized job, requiring 5,000 feet direct 
radiation. There are quite a good many things 
which I believe could be improved upon, 

The owner wouldn’t listen to me when I 
suggested that he .have a heating engineer 
make a plan of this job. As it was, the archi- 
tect(?) figured out the radiation for each room 
and located same. The manner of piping the 
job was left entirely to the steam fitter. I 
think the owner will find out in time that 
there is a great deal that might be improved 
upon. It was a competition job. The other 
fellow got it, and I am not swre over it either, 
as I would rather it be the other fellow who 
did it, when it doesn’t work satisfactorily. 

Troy eeNe Y MARTIN WILLIAMS. 

We are pleased to know that the arti- 


cles by “Don Rex” are of so much inter- 
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ext to our correspondent, and will state 
that he will continue to furnish our read- 
ers with talks on the many interesting 
parts of practical steam fitting. 

With reference to the coil shown by 
Fig. 6, page 164 of the February 15th is- 
sue of the JOURNAL, the coil shown would 
no doubt prove just as effective if fed at 
“B” instead of “C,” but for a coil of this 
character exceeding perhaps fifteen feet 
in length we would prefer to feed it on 
the “short” end, as shown by the illus- 
tration referred to. This not only on ac- 
count of expansion, but also for the rea- 
son that the air in the coil may be ex- 
pelled better and more completely than 
would be the case if fed at “B.” 

On our correspondent’s sketch, which 
we publish, a bleeder, as shown, is en- 
tirely unnecessary. In fact, we do not 
see how the coil shown can work prop- 
erly if our understanding of the sketch 
is correct. The steam probably circulates 
through this bleeder more easily than 
through the coil itself, and thus shut off 
the water of condensation at the return 
end of the coil, as we understand by the 
sketch that the return from the coil is 
connected into the bleeder above the water 
line of the boiler. It is better to dispense 
with the bleeder and pitch the coil slight- 
ly toward the return end and let what- 
ever condensation there is in the flow run 
through the coil and out of the return 
end. 

The coil, aS shown, is wrongly vented. 
It should be vented at the return end, as 
shown by Fig. 6, Art. X., already re- 
ferred to. 

The reason of an unsteady water line 
on a low-pressure steam job is sometimes 
due to faulty boiler construction, or if the 
piping is properly constructed is no doubt 
due to grease or oil in the water at the 
boiler. All low-pressure boilers should be 
thoroughly blown off at least two or three 
times soon after the job is completed and 
fired, or until it is free from all oil. The 
piping on a low-pressure job may be done 
in such a manner that a vacuum or suc- 


tion will cause the water to leave the 
boiler and lift into the mains. 

It should not be necessary to carry 12 
or 15 pounds pressure to heat the build- 
ing referred to. No doubt in this case, 
due to clogging of the condensation in 
the returns it is necessary to carry this 
pressure in order to free the returns of 
water. The main return pipe should have 
a gradual fall toward the boiler. Air 
pockets will form in a return run up hill 
and then down, and this not only at 
times holds back the water of condensa- 
tion but causes a false water line at the 
boiler. 

We are sorry that our correspondent 
cannot submit a sketch of the entire job 
referred to, as it would no doubt prove 
highly interesting as an example of a 
freak heating job, and as he suggests, the 
owner no doubt will in time discover that 
the job may be very much improved. As 
there is over 5,000 square feet of radia- 
tion on the job it is probable that the 
amount of fuel used could be decreased 
one-quarter or one-third and the saving 
thus effected would in a short time pay 
for remodeling the plant. 


HOW THIS STHAM JOB MAY BE 
IMPROVED. 


Tur PLUMBERS’ TRADE JOURNAL: 
I have been awarded the contract to put a 
new boiler on a system now in a house where 
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extra money on the job, but if you can suggest 
a way that I can improve the working without 
much extra expense I will appreciate it. In 
the sketch I show only two branches. There 
are five branches similar to these. The pipes 
are all amply large and have a good pitch. 

Ley cde: 8 

In compliance with R. J. B.’s request 
we publish his sketch and also a sketch 
showing how it can be greatly improved. 

In the job as it is, one very bad feature 
is that the water of condensation is oblig- 
ed to drop directly into the steam dome 
instead of returning into the bottom of 
the boilers as it should. By putting in 
the pipes leading to, the bottom of the 
boilers, as shown in the second sketch, 
obviate this trouble and give the boilers a 
steady water line. 

If there are several branches they can 
be connected together below the water 
line. If Mr. Berry will connect the new 
boiler, as shown in sketch, we feel confi- 
dent he will find enough improvement in 
its working to amply repay him for the 
extra expense. 


WHO KNOWS ANYTHING ABOUT MAKING 
A “SIPHON ?” 


EpirtorR THE PLUMBERS TRADE JOURNAL: 

In your issue of September ist, 1903, I 
saw an article from James Donovan, Middletown, 
Conn., on his experience with a siphon. I have 
been looking for more. I had similar experi- 
ence and I know of others the same way. I 
ran a 8-4 inch pipe about 200 feet from a well 
with the outlet 5 feet below top of water in 
the well. It would run two or three days and 
stop. I closed the outlet to a 1-4 inch hole 
and that did not change it any. I thought the 
pipe was tight. When I charged the horizontal 
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Sketch of Steam Heating Job by R. J. Berry Showing the Present Arrangement of the System 


the old boiler has given out. I enclose a 
sketch showing how it is now piped. It is an 
old style one-pipe system and has never given 
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pipe with water it would leave about four feet 
of air in the upright pipe, but when the outlet 
was opened it would run all right and the air 
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Our Sketch of R. J. Berry’s Job, Showing the Correct Arrangement and Installation of the System 


very good satisfaction ag the water line is 
very unsteady and there sometimes is water 
in the radiator. I do not want to spend much 


would come out and water would run again 
about so long. One man I know had a common 
pump at outlet to start water. Are there 
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any secrets that we have not learned about 
this matter? C. G. CHAMPLIN, 
South Ferry, R. I. 


A QUESTION ON COIL HEATING, FROM 
IOWA. 


EpiItorR THE PLUMBERS TRADE JOURNAL: 
Will you please tell me how much radiation 
it will take to heat a room which is used for 
a sweat-room plastered? It is in a basement 
and has all glass surface to ceiling. I de. 
sire to get the heat to 130 degrees Fahrenheit, 
It must be heated within one hour’s time, | 
have a coil on ceiling of 193 feet of one #nch” 
pipe connected to an Ideal hot water heater 
with safety valve. I do not get the required 
temperature with five pounds pressure, Do 
you think steam will heat it faster? There 
is no chimney within 90 feet of room. J in- 
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Fig 1. Coil Heating. Mr. Nichols’ Sketch 


close sketch showing the disposition of the 
work. J. W. NICHOLS. 
Anamosa, Ia. 
We believe that J. W. D. has but little 


more than half the amount of radiation 
which he should have to get the results 
he desires. He should have at least 50 
feet more than he now has. We are in- 
clined to think that another very import- 
ant point has been overlooked in arrang- 
ing for the heating of this room, and that 
is the ventilation. This enters largely 
into the matter of successful heating, as 
it would require much more power to 
heat an unventilated room than one that 
was properly ventilated. We would sug- 
gest that air from the lower part of thé 
room be taken through vent tubes, thus 
removing the cold strata which lies at the 
lower part of room, which at the same 
time allows the heated air above to fall. 


Fig. 2. Coil Heating. Our Sketch 


He says that he has no room for more 
radiation, but before he heats his room 
we fear he will have to find a way of add- 
ing radiation. We should think this 
might be done on the sides of the room. 
We show in sketch No. 2 a style of coil 
for which much greater efficiency is 
claimed than the ordinary coil gives and 
this might be used to advantage in the 
present case, as many coils being used 
as desired. There is no question that 
steam would give quicker results on this 
work. 


THE SQUARE FEET OF RADIATION 
FIGURED OUT. 


Eprror THE PLUMBERS TRADE JOURNAL: 
Having read Tum JourNAL for many years 
and always with pleasure, I would like to ask 
a question, which I hope will be answered. 
Could any one explain in a simple and ac 
curate method how to figure out the number of 
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If This Arrests Your Attention ‘‘Cop’’ The Idea 


A Howling Success. 


The CHARM Air Regulat.or 


TOO SIMPLE 
TO GET 
OUT OF 
ORDER 


JOHN TRAGESER STEAM 
COPPER WORKS, 


ESTABLISHED 1850. 


447 to 457 W. 26th Street, New York City. 
—_ne-—- 


Manufacturers of 


“American” Galvanized Iron 
Range Boilers, 
Copper Range Boilers. 
and Steel Clad Baths. 


THE ) Nickoline German Silver drain boards and 

Vent that Vents pantry sinks (square and oval), and all kinds 
of copper, brass and iron work tor plumbers, 

Made by Chemical Works, Dye House, Extracts & Es- 
sential Oil Works, Stills for distilling water,etc 


Patented January 20th, 1903 
Approved by the 


DEPARTMENT OF 
BUILDINGS 


Of Greater New York. 


Aluminum Valve Hangs Light as a Feather 


The Charm Air Regulator Co., 


966 Myrtle Avenue, 
BROOKLYN,N.Y. 


Get. our Figures on Special Work. 


THE TEST OF SERVICE 


INVARIABLY PROVES THE 
ABSOLUTE SUPREMACY OF 


Hersey YfaTer eters 


THE 9 
JEFFERSON UNIO 
ann FLANGE. 


THE TRIDENT 
WATER METERS 


Constructed and Sold by 


NEPTUNE METER CoO., 
142 Market St., NEWARK, N. J. 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM, 


OUR DISC AND ROTARY METERS 
are cfficially adopted for use in 
Greater New York 


Hersey ManufacturingCo. 


Telephone 220 Broadway 
1848 Couvrtlandt New York City 


Just what every fitter has often hunted 
for. AUnion THAT IS TIGHT and STAYS 
TIGHT. Built on the right principle to 
sell at the right price. All Dealers. 


JEFFERSON MBG. CO., 


LEXINGTON, MASS. 


PITTSBURG \_ 
—— = 

METER COMPANY 
EAST PITTSBURG. PA’ 


= BUFFALO METER CO. 
eee Water Meters 
3G 290 TERRACE 
Mees BUFFALO, N. Y. 
dd Over 50,000 in Use, 


Gray and White Enameled 
COLUMRBUS and 
NEW ERA 
WROUGHT . 
STEEL SINKS 


He Kilbourn @ Jacobs Mfg.Co. 
Columbus, Ohie. r 


CHEMICAL 
POTTERY 
WORKS, 


FLEMING SLATE co., 
Mills and Quarries 
Poultney, Ut. 


Purple and Green Slate, 
WASH TUBS, SINKS, URINALS, 


EVERYTHING THAT CAN BE MADE FROM SLATE, 


110 to 116 Metropolitan Ave., 
Send for Catalogue. Brooklyn, N. ¥. 


Made in Six Sizes 
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square feet of radiation a person can con- 
nect to a certain coil in stove or furnace? For 
example: How many square feet of radiation 
can be connected to a coil which contains 


five square feet of heating surface? 
Cc. L. ENGL. 


Mayville, Wis. 
In asking the above question, we fear 


C. D. E. does not appreciate how many 
different conditions may prevent giving 
a correct answer. 

Not knowing the conditions under 
which he is to apply his five feet of heat- 
ing surface, we would not dare say that 
more than twenty-five feet could be heat- 
ed, while we can conceive of conditions 
that would allow of heating 40 feet, al- 
though the latter figure would require 
conditions especially favorable. 

The consideration of such questions as 
this would necessarily be extensive, and 
we would refer our correspondent to re- 
cent articles in the JouRNAL by “Don 
Rex” and C. B. Thompson, in which will 
be found tables from which heating can 
be estimated, and in which the different 
phases of the question are fully explained. 


FEELS THAT ALL TRAPS SHOULD BE 
VENTILATED. 


EDITOR THE PLUMBERS TRADH JOURNAL: 

I notice a question by ‘‘Subscriber” in your 
valuable JouRNAL of March Ist, asking the 
necessity of venting traps. In my experience 
I deem the venting of traps a necessity, not 
only as a preventative against siphonage, but 
also against corrosion which will take place 
in traps that are not vented. Decay is cer- 
tain to take place through chemical action. 
The most perfect ventilation must be main- 
tained. A trap that is well ventilated will 
last five times as long as a trap that Is not. 
The confined carbonic acid gas which cor- 
rodes the lead and soon causes the surface of 
a trap above the water line to become a mass 
of oxycarbonate of lead which is deposited in 
white scales. FRED. H. TRAINOR. 

Charlottetown, P. BH. I. 

We believe that our friend has the 
right idea regarding this particular ad- 
vantage to be gained from ventilation. 

While he has given it a little more 
credit that could result from a compara- 
tive test, we certainly believe that 
through ventilation the life of the plumb- 
ing system is materially lengthened. The 
carbonic acid gas which exists in consid- 
erable quantity in all sewers is without 
question detrimental to the metals which 
go to make up the plumbing system, and 
when confined is of course much more 
destructive. 

While traps of certain makes may be 
said to be non-siphonable under any ordi- 
nary test such as would arise in actual 
use, the matter of ventilation, as our cor- 
respondent observes, will give valuable 
service outside of the matter of preven- 
tion of siphonage. 


HOW A WESTERN PLUMBER BELIEVES IN 
VENTILATING PLUMBING FIXTURES 
—A GOOD CRITICISM. 


To THe PLuMBHRS’ TRADE JOURNAL: 

In an old copy of THm PLumBmRS’ TRADE 
JOURNAL (July 15th) I noticed a drawing illus- 
trating the “American system of plumbing”; 
this drawing I believe was to be reproduced 
in a book on plumbing, to be published in 
Germany. At the time this drawing appeared 
in your paper I gave it very little notice, but 
recently the matter was brought to my notice 
again, and I decided to write you this, my 
criticism of the drawing. 

This drawing may represent the “American 
System” as far as New York City is con- 
cerned, but the American system extends for 
a few miles beyond the City of New York, even 


as far as the Golden Gate of California, and 
with your permission I would like to present 
you with a drawing which I have prepared 
showing how that job should have been done, 


Risenwasser- 


are too far apart to allow of connecting both 
wastes into one trap. For instance, when the 
further wash tray is discharged all the dead 
air and gas in waste pipe will be forced into 
room through sink strainer. I would remedy 
this according to drawing No. 2. 
“WESTERN PLUMBER.” 
San Francisco, Cal. 
The drawing which our friend from the 


HAUSKANALISATIONS 
UND 
WASSERLEITUNGS-~ 
ANLAGEN 
Ameritonischen 
Systems 
I 


ABFLUSS 


une 
SAmMmELACHRE 
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WASCHEREINIGEN 


Fig. 1—System of House Drainage by Adolph Hopp, Germany, Published in July 15, 1903 Issue 


according to a Western plumber’s idea of the 
“American System.” 

Referring to drawing No. 1, the 4-inch clean- 
out at L I would extend through foundations. 

The single basin on third floor, Fig. 2, does 
not require crown venting. 

The water closet does not require crown 
venting, the two fixtures being top fixtures. 

The sink should enter waste into stack, 
through a 4x2 “Y,” as at “M,” drawing 
No. 2. 

The 4-inch running trap and fresh air inlet 
I would discard altogether. (This being a 
broad subject I will not attempt to discuss it 
here.) 

The traps on yard drains I would discard 
and forma trap with a % bend or sanitary tee, 
as at “D” and “HH” in drawing No. 1, with 
cleanouts at 1 and 2. For instance, what is 
to prevent these traps from syphoning when 


West pulls to pieces in such a heartless 
manner, we published without criticism, 
simply giving to Mr. Hopp the credit 
which he deserved for a well executed 
drawing, and leaving its criticisms to our 
readers. 

This work has now been taken in hand 
by one of the shining lights of the trade, 
who evidently doesn’t care to have us 
know that he has any other name than 
that of “Western Plumber.” 

Overlooking his gentle pass at the thriy- 
ing little village of New York, we will 
take up his criticisms in the order in 
which they are handed out. 

No. 1.—He states that the cleanout L 


Fig. 2—How a Western Plumber Believes in Ventilating Plumping Fixtures, and Showing Changes Made 


fixtures on first, second or third floors are 
discharged? Rain water leaders are seldom 
permitted to be connected with the sewer 
system in this part of the country, but if 
connected would not approve of same being 
constructed of sheet iron. They should require 
standard soil pipe. The wash tray and sink 


at the end of the main drain should ex- 
tend through the foundation. A cleanout 
to be of use should be accessible at all 
times, and therefore it appears to us 
would serve its purpose much better if in- 
side the cellar wall. = 
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Nos. 2 and 3.—The single lavatory and 
the water closet on the third floor do not 
need crown venting. Considering that the 
lavatory is connected through the roof, 
our critic has ground for his statement, 
and we do not believe that the water 
closet if unvented is liable to syphonage, 
although many of the best ordinances 
would require it to be vented. However, 
in Fig. 1 our correspondent shows a con- 
nection on the lavatory which amounts 
to the same thing as the crown vent 
which he criticises. 


No. 4.—It would certainly be better to 
connect the sink into a 4 x 2 Y than the 
sanitary tee, although being on a vertical 
line there is no great objection to the use 
of the latter. We much prefer the method 
shown in Fig. 2, however, to the “im- 
proved” method of Fig. 1. 


No. 5.—While preferring the use of 
main trap and fresh air inlet, we will 
allow that there are good arguments 
against their use. No. 6.—The discarding 
of the traps on the yard drains, which 
also act as traps on the rain leaders, is 
advised. The traps on the yard drains 
should be close to the drainage well, to 
be sure, but ‘Western Plumber’s” im- 
provement is not desirable, as we look 
AUeLGs 

In order to constitute a trap there must 
be a good supply of water in his drain- 
age well, and if this does not happen to 
be the case there is no trap, and then 
there is direct communication with the 
sewer. This danger would not occur if 
our friend would consent to the use of the 
main trap. 

As to the syphonage of the two traps of 
Fig. 2, in a residence of this descrip- 
tion the flow of waste through main stack 
from upper floors would not cause syphon- 
age. : 

No. 7.—Rain water leaders should not 
enter the sewer system. Wither our corre- 
spondent means to empty this drainage 
onto the ground, or else he means to put 
in a separate system of surface sewers. : 


We believe if properly installed, the en- 


trance of rain leaders into the house 
Grain is O K, and serves to flush out the 
Grains. If inside the building, the rain 


leaders should certainly be of cast iron — 
pipe, but extra heavy rather than stand- 


ard, but if outside the cast iron pipe is 


usually carried only a few feet above the 


ground. 

No. 8.—We do not believe the sink and 
wash trays should ever be connected into 
one trap, no matter how close together 
they may be. ; 


In concluding this part of our subject, 


we must acknowledge that while we do 
not doubt out friend’s plumbing ability, 
we much prefer the system shown by Mr. 
Hopp. ; 
Now as to Fig. 1, the result of our 
“Western Plumber’s” deliberations, we ob- 
ject to entering the waste of his fixtures 
into tees rather than Ys, to the connec- 
tion of the waste of lower sink into the 


main vent, to.the running of long lines 


of vent from the yard drains, of so small 


a size as 114 inches, and to the entrance 


of his bath tuw into the end of the waste 
line, rather than into a Y with end clean- 


out. 
—_——_e 92+ o> ————_ 


The firm of Loser Bros., of Denver, was : 


the lowest bidder on the plumbing work 


for an eight-apartment house to be bunt 


by Thomas Daley of that city. 
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a ECLIPSE 


HYDRANTS 
and STREET 
WASHERS 


Superior to 
any other 
We make all 
styles of “Mc- 
Namara’’ pat- 
tern Hydrants. 
Allour goods 
strictly. first- 
class, high 
grade and best 
made. As per- 
fect as long ex- 
perience, best 
machinery and 
workmanship 
can make 
them. 
Write your 


Dealer for 
Prices. 


Carried instock 
by all Jobbers. 


ESTABLISHED 
COMPRESSION 1867 SELF CLOSING 


JOHN C. KUPFERLE, 
ST. LOUIS, MO. 


PLUMBERS WANTED 
To Use Allbe’s Wiping Cloths 


A. 
Herring Bone. 
15 


5 Cc. 
Molessin. Common Tick. 


814x8 ey) Smaller, 
514x316 | to 4x5 


15 
In ordering state ice of wiping edge first. 
U. 8. stamps taken. Of your jobber or 
direct from 


CHAS. A. ALLBE, 


$3 Stebbins St. SPRINGFIELD. MASS, 


UR NEW BINDER. A serviceable and 
handy arrangement for holding THE 
PLuMBERS’ TRADE JOURNAL, Will be sent 


FREE to any subscriber sending us a 
new subscription, or sent post paid for 
35 cents. 


Looks Just Like the No. 1. 


$4.50 Net 


_ The No. 5 Fire Pot 
is just like the No. 1 ex- 
cept that it is smaller. It 
is the best Fire Pot on 
earth, No. 1 excepted. Do 
not be deceived by makers 
» or jobbers who have *some- 
© thing just as good.” Insist 
upon haying a No. 5 and 
see that it bears our name, 
which means your money 
back if you are not pleased. 
All first-class jobbers supply 
at factory price. Our cata- 
log, which contains infor- 
en of great value, is 
ree 


CLAYTON & LAMBERT MFG. CoO., 
Detroit, Mich., U.S.A. 


Accurate, 


Range 
0° to 500° 


Enamel 
Diais, 


Durable, 


Easily 
Read, : 
Cases 
4 inches. 


Manufactured Exclusively by 


HELIOS-UPTON CoO., 


PEABODY, MASS. 


4 Ree Utica Heater Company prides itself upon manufacturing heat- 
ing apparatus which STANDS the TEST OF TIME, 


Our IMPERIAL Boilers embody more Original Features and 
possess more Points of Superiority than any other Boiler ever con: 
Structed. 


During the past three years, we have sent IMPERIAL Boilerg 
into every section of this great country, and can refer to thousands of 
pleased customers EVERYWHERE, who depend upon IMPERIAL 
Boilers to protect their homes and their business places from the 
cold blasts of winter. 


We do not make the above assertions in a boasting way, but 
merely state them as established facts—facts, which even our com- 
petitors must admit. 


We issue complete catalogues of IMPERIAL Boilers and 
SUPERIOR Furnaces and would be pleased to mail either to any 
address. 


We belong to no trust or combination and are satisfied with legiti- 
mate profits. 


Chicago Agents: 
CHICAGO HEATER & SUPPLY CO. 
345 Dearborn Street. 


Utica Heater Co., 


UTICA, N. Y. 


The DESMOND INJECTOR 


Is the Automatic Injector Perfected 
BEST ON EARTH 


T covers a great number of conditions 
that Injectors are called upon to work 
under than any other injector. Strong, 

simple. durable, cheap to maintain, easy to 
Operate. Guaranteed by the makers. Made 
in sizes from eight horse power to three 
hundred horse power. 

Why try to do business this year with an 
inj-ctor that is constantly reminding you of 
the past year by the way it acts under con- 
ditions it will not work, such as Hot Water, 
High Steam, High Lift, etc. 


The Desmond Injector can be relied on. 
Write for Booklet, etc., giving partic- 
ulars of the Desmond Injector. 
THE DESMOND-STEPHAN 
MFG. CO., 


URBANA, . . . OHIO, 


w Wilks 
Hot Water Heater 
AND 


Steel Storage Tanks 


Best in use. 
All Steel 
No Coils. 
No Flues. 


No Cast Iron 
Sections. 


Send for 
our new 
catalogue 


Ss. WILKS MFG. CO,, 
35th and Shields Ave. - CHICAGO, ILL. 


PERFECT 


Sewer Trap Mfg. Company, 


Owners of the 


LENHART PATENTS 


Running Trap Main Office 
| 61 Beekman 


DA perfect seal against 


Backwater and Sewer Gas. 
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THE MORGAN VACUUM SYSTEM. 


HE Morgan system was one of the 
first of the patented methods of 

; vacuum heating, and has been 
so thoroughly tested and tried 


out and the results achieved so 
good that we feel it should be given a 


Kio 


Z 


Fig. 1 


prominent place in our talks on vacuum — 


and vapor heating. 

Mr. D. F. Morgan, one of the old 
_¢ neers in the heating trade, who always 
had a penchant for inventing, applying 


Fig. 2 
and testing methods calculated to ad- 
vance the welfare of the heating fra- 


ternity, became convinced some years ago 
that vacuum heating was the coming 
thing, and we have the results of his 


Fig. 3 
testing and experimenting in the Morgan 
system of to-day. 

This system is built on the regular 
principles of vacuum heating, as no mat- 
ter in what form the results are ob- 
tained the principles of vacuum heating 
remain the same, and having explained 
them fully in our former articles we think 
it unnecessary to explain them again. 
The apparatus used and the method of 
piping is somewhat different from that 
used by any other system. 

The Morgan vacuum system is provided 
with a mercury seal (see Fig. 1), through 
which is driven all air as it is expelled 
from the system. The lower end of the 
air pipe or tube is submerged in mercury 
to a depth of one-half inch. The lower 
part of the seal (see Fig. 1) is nearly 
three times the diameter of the vertical 
pipe containing the air tube. The pur- 
pose of this is that the mercury is held 


Fig. 4 


in a thin shoot through which air passes 
upward into the exhaust as it is expelled 
from the system. This air will be forced 
upward through the mercury easily, but 
no air can pass downward through it 
into the bottom of the air tube, as air 
will not pass downward through a liquid 
more dense than itself. Sufficient mer- 
cury is provided to fill the center tube 
to a height of thirty inches (full atmos- 


pheric pressure) and still cover or seal 
the bottom of the air tube. The opening 
for exhausting the air near the top of the 


Fig. 5 —A, Generator; B, Radiators; C, Steam Supply; D, Air Pipes; F, Mercury Column; G, Damper Regul. 
tor; J, Lever Controlling Dampers; K, Check Valve; M, Loop; O, Retarders; P, Drip from Mercury Column 


seal is placed in such a manner that the 
mercury cannot be carried out. by the 
escaping air. ; 

No air vents are used with this system, 


called a “retarder,” 
2 and Fig. 3. 


as illustrated by Fig, 


Our readers must not get confused as 


to the terms applied to certain parts of 
a vacuum system by the owners of the 
various systems. The terms “exhaust- 


ers,” “retarders,” etc., etc., as applied to 


Fig. 6—The Regulator should be Attached above the Water Line of Boiler to the Longest Return Main 


but in their stead there is connected to 
each air vent opening a small device 


each system cover a certain part of each 
apparatus and in each case we illus >. 
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RAINBOW PACKING is Universally Used—The Perfect Packing. 


REMARHABLY RELIABLE, UNEQUALLED AND UNIMITABLE. 


Can’t Blow ge . >. Rainbow Packing is Manutac- 
Rainbow Packing Out ge He aS WW, tured ONLY by the 


ear or limitations: Peerless Rubber Mfg. Co. 


Get. the Genuine. Look for the Trade Mark. Three rows of Diamonds, with the word Rainbow in each Diamond, ext-ends the full lengt-h of each roll, 
Patented and Manufactured Exclusively by 


PEERLESS RUBBER MANUFACTURING COMPANY. 


16 Warren 8t. 16-24 Woodward Ave., 400-412 Common St. and 201-207 re eater 8t., 202-210 S. Water Bt., 1221-1223 Union Ave., 17-23 Beale St., and 18-24 Main St., 634 Smithfield 8t- 
NEW YORE DETROIT, MICH. NEW ORLEANS, L CHICAGO, ILL. KANSAS CITY, MO. SAN FRANCISCO, CAL. PITTSBURG, PA, 


Our Book 


| i = describing the Regulator shown in 
— ——. cutand our other devices used to con- 
pe } trol the temperature of hot water 


Is Ready 
DO YOU WANT IT? 


a 


Davis & Roesch Temperature] 
Controlling Co., 


276 New Jersey Railroad Ave. - NEWARK, N. J. 


| DRAIN PIPE 
Manufacturers of 


HOUSE and CAR THERMOSTATS 
HOT WATER REGULATORS 
DAMPER REGULATORS 
DRAFT CONTROLLERS 
PRESSURE GOVERNORS 
VACUUM AIR VALVES 


| 
Ia 45 = 
Wt ot 


The Difference in Cost 


Pe erie hima her ‘with _ between cheap outfits and Caldwell Outfits 
ip oe umber with | | is slight. The difference in service is great, 
around top. Spring Lock. | ew ace 8 + SONS, | 


Size inside 12 in. high, 16 im. |i! || T<\| Caldwell Tanks and Towers 


wide, 36 in. long. i Be ; 
~ Mab ; x<\ b may cost slightly more than inferior grades, 


Will save the price ($7.50) a?) oe t ><) but the saving, effected by the absence of re- 
in care of Tools. . A“ pairs soon pays the difference. Cheap out- 
fits go to pieces ina few years. Caldwell 
Outfits last a lifetime. 


Ww. H. ANDERSON & SONS, 


St. Aubin Ave. & Guoin St. 


Detect: oe. ~. ae _ F. Caldwell Co.,  couwisvine, ry. 


Send for Catalogue and Price List. 
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(Continued from Preceding Page) 


and explain the part, for the reason that 
although similarly named they are totally 
unlike each other. 

The retarders used on the Morgan sys- 
tem are so constructed that the air passes 
freely through them and also allows the 
passage of steam or water, but at a greatly 
reduced velocity. This permits every part 
of the system above the mercury seal to 
fill with steam. 

With this system is furnished a dam- 
per regulator, and this is one of the 
most important parts. It consists of a 
copper drawn cylinder, being encased in a 
brass casting similar in form to the or- 
dinary diaphragm casting as used on a 
low-pressure steam job, excepting that 
in this case the plunger abuts against 
the lower side of the diaphragm rubber. 
Through a slot in this plunger and resting 
on a roller bearing is inserted the lever 
the fulcrum, to which the lever is at- 
tached, rests on ball bearings. On this 
lever is placed an adjustable weight, 
which by removing back and forth on the 
lever permits of a greater or lesser de- 
gree of heat. 

Fig. 4 shows a detailed sketch of this 
regulator. Note the arrangement on the 
inside of the cylinder. This is a brass 
casting having an inlet and an outlet 
through which the hot vapor is admitted 
to the cylinder, expanding the air and 
thus causing a downward movement of 
the rubber diaphragm against the plunger 
causing the damper to close. As the air 
in the cylinder cools it contracts and 
allows the lever to open the drafts. The 
regulator is so sensitive that it is not 
only possible to govern the steam in the 
apparatus, hur it may be arranged to heat 
as many loops in each radiator as is de- 
sired. 

This regulator should be attached above 
the water line of boiler to the longest 
return main (see Fig.’ 6), and this re- 
turn main should be vented through the 
retarder shown on the side of the regu- 
lator. In placing this regulator when 
constructing a job'the best results, that 
is, the greatest range of temperature, may 
be obtained by balancing the check and 
draft doors of the boiler—that is, run a 
chain over two pulleys (see Fig. 5) and 
attach to each door, adding enough weight 


to the lighter door to balance the heavier ~ 


one. Also connect the chain to regulator 
lever aS shown by sketch. 

Fig. 5 shows the method of construct- 
ing a Sing‘e pipe job and Fig. 7 shows the 
two-pipe job. Both sketches are lettered 
in such a manner as to require no fur- 
ther explaining. 

Fig. 6 shows a somewhat exaggerated 
drawing of the connections to boiler, etc., 
on a single-pipe job, and illustrates the 
manner of venting the short return main, 
as well as the manner of venting the 
Jong return main through the cylinder of 
the regulator, as already referred to. 

The piping, as shown by Fig. 7, gives 
an illustration of how easily this system 
may be applied to the regular style of 
two-pipe work such as was done for so 
many years, and which to-day is largely 
in use. No work is necessary above the 
basement in remodeling such a job ex- 
cept for the loop and plugging up the air 
valve opening in each radiator. 

The loop above referred to is shown 
by letter “M” on Fig. 5 and Fig. 7. This 


lop governs the amount of pressure which 
may be carried on the job, and it should 
be extended to as great a height as pos- 
sible in the building; the chimney flue, 
light shaft, elevator well, or any conveni- 
ent space will answer. One pound pres- 
sure raises a column of water 27 inches; 
five pounds a little more than 11 feet. 
Thus to be ab!te to carry a pressure of 


Fig 7 -A, Generator; B, Radiators; 

Column; G, Damper Regulator; J, Lever Controlling Dampers; K, Check Valve in Air Return; M, 

Loop; O, Retarders: P, Drip from Mercury Column; Q, Upper Connection or Supply to 
Regulator; R, Lower Connection or Return from Regulator 


five pounds the loop should be at least 
12 feet above the water line, or higher 
is better, as care must be taken that the 
water of condensation is not lifted over 
the top of the loop into the mercury seal. 
Note the connection from bottom of loop 
to boiler and the check valve shown by 


letter “K.” This check valve prevents 
the loss of steam over the lop by causing 
the water from the steam that is con- 
densed in the air pipes to remain in the 
return from the air main, the steam being 
condensed by this water thus permitting 
only the air to escape. 

All joints and the stuffing boxes of all 
valves must te tight. To those of our 
readers who contemplate putting in any 
one of the vacuum systems we would em- 
phasize that if you wou'd be entirely 
successful make every joint and every 
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to the required height. An air pipe was 
run from the tank one-third the distance 
from the bottom and carried to the boiler 
within sight of the operator, where it 
was equipped with a safety valve, 


In fitting the system the safety yalye 


Section o 
Sreenhortse 


/Decbron tkrougk Boiler Sked | 


= — —- 30gt.-- - - ---— -> - Soh 
€) Wressure Gauee 


F Sajety Valve 


C, Steam Supply Pipes; D, Return Pipes; E, Air Pipes; F, Mercury 


valve absoluteiy tight. Of course, it is 
possible to get some vacuum on a job 
made as tight as any ordinary heating 
job, and therefore this vacuum system 
will benefit any plant whether tight or 
not, but the best results are obtained 
where every joint has been made tight. 
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w Practical Hints on House Heating 
By CHARLES B. THOMPSON 


| Wann sie heeeed ‘bent Deetiines tenes 4 gemeln Daoetinet intel samen aa ae anak tat) 


ARTICLE XIil. 


CERTAIN group of 
houses were piped for water 
heating, the circulation to be 
maintained with a pump from 
{ a central water heating plant, 
but before the pumping plant was com- 
pleted cold weather set in and something 
had to be done or all the plants would be 
ruined. There were about 2,500 square 
feet of pipe surface in the green houses 
and the pipes were all much smaller than 
usual because of the forced circulation 
to be used. The main flow and return 
pipe was 38 inches, which will give an 
idea of the size of the piping, and the 
distance the water had to travel was 400 
feet out and 400 feet back; that is, the 
green houses were 400 feet long and the 
pipes entered at the extreme end. 

The heating engineer who was consult- 
ed had a boiler shed built outside the 
green houses and ran the pipe from the 
boiler 30 feet vertically to an expansion 
tank, thence down to the green house 
floor and connected there with the 3-inch 


green 


main which ran along the floor until the 


Fig. 49 


was opened until the entire system was 
filled with water up to the air pipe. After 
it was heated the safety valve was again 
opened and the surplus yolume of water, 
due to expansion, drawn off. This left 
an air cushion for the air to expand 
against and the pressure could safely be 
run up to 20 pounds, above which the 
valve would open and relieve the pres- 
sure. A sketch of this installation is 
shown in Fig. 49. 

In practice the apparatus worked well, 
better than was expected, owing to the 
very small pipes, many of which were 
*%4-inch, but, notwithstanding this appar- 
ent handicap the circulation was suffi- 
cient all through the buildings to keep 
them at the desired temperature. 

In heating greenhouses with water the 
main riser should run first to the highest 
possible point to the expansion tank; 
from that point pitch down to the coils, 
as shown in Fig. 50: 

The idea prevails with some that hot 
water will circulate only when the mains 
pitch up from the boiler. This theory is 
all wrong for if that were so, how would 
the water ever get back to the boiler? 

Many years ago Chas. Hood stated that 
in hot water heating the most rapid cir- 
culation would be obtained by running 
the boiler flow to the highest point first 
and then dropping to the heating surface, 
and recent practice proves that Mr. Hood 
knew what he was talking about. 
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Fig.50 —In Heating Gree: houses with Water Main Riser Should run first to Highest Possible Point to Tank 


various coils were reached, where it rose 


nother illustration of the ie 
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When People 
Plan a Home 


you will find it to your advantage to 
show a line of 


Kinnear Radiators 


Made from sheet Steel, Brass, 
Bronze or Copper. Electrically fin- 
ished in great variety of styles to har- 
monize with room decorations. 


KINNEAR RADIATORS 


are very light in weight, of Guaranteed Durability and are 
adapted for use wherever steam or hot water heating is specified. 


Write for 
Catalogue 


\ \ | 
OOD STEEL COMPANY 


N° 41 BROADWAY, NEW YORK. _ 


—- . - 


VACUUM STEAM HEATING SYSTEM 
MORGAN @ CO., CHICAGO. 


THE WILHELM! WILHELM! THE | THE MODERN | 


TWO BEST BOILERS 


The “Wilhelmi” is a high-grade copper range boiler 
tested to 250 pounds and guaranteed to stand a working 
pressure of 150 pounds. There can be no better boiler © 
made. i 

The “Modern” is for use where the pressure does not 
exceed 100 pounds, as that is the guaranteed working pres- 
sure. It is tested to 200 pounds. 

BOTH BOILERS GUARANTEED NOT 

TO LEAK AND AGAINST COLLAPSE 
Very 
FOR SALE ONLY BY JOBBERS OF PLUMBERS’ SUPPLIES 


HAYES MFG. CO., : Paterson, N. J. 


Attractive Discounts Furnished 


ARE YOU HAVING TROUBLE WITH 
VALVES YOU HAVE BEEN USING? 


IF SO, TRY THE 


CORSET 


They are made of A-1 metal. 

They are assembled by hand. 

They are thoroughly tested. 

We make a complete line of Globe and 
Angle Valves, all sizes in both Standard 
and Competition; also Horizontal and Ver- 
tical Check Valves, both sliding and 
stationary stem. 


Write Us for Prices, They are Low. 
American Valve & Meter Co., 


Cincinnati, O. 
Thos. H. Hutchinson, Selling Agent. 101 Beekman St., New York 


STEAM AND HOT WATER FITTERS’ REVIEW 507 


Slow Combustion Implies Economy; = <== 
Rapid Combustion, Extravapance. <<<===~ : 
| 


PBREFYYPYPr 


Series 15-31-—7 Sizes. 
Sq. ft. Water Rad., ° $00 to 1450 
Sq. ft. Steam Rad., - 180 to 875 


Series 019-019—5 Sizes. 
Sq. ft. Water Rad., e ‘ 600 to 1800 
Sq. ft. Steam Rad., 350 to 1100 


A ere ee er 


Know that their Facing pcs Speeety safe propositions 


And it’s safest. to one $a the safe side. 
SEND FOR PAMPHLET, 


MAGEE FURNACE CO., 2235 Usien St. Boston. 


Western Agency: J. D. LOTT & CO., 86 Lake Sireet, CHICAGO. 
Steam and Hot Water Heaters, Warm Air Furnaces. Combination (Warm Air and Hot 
Water) Ranges, Stoves, Etec. Largest Line Under One Name in the United States, 


SIDE FEED 


BOILER 


For Steam and Hot Water Heating 
Ke Be 


Send for New Catalogue and Prices 


GORTON @®, LIDGERWOOD Co., 
96 Liberty St., New YorHK. 


BOSTON. CHICAGO. 


— 
IN WINTER 


Florence Radiator Shields 


A panel of plate glass supported on neat adjustable 
brackets. Price Right. Protection the Best. 


Columbia Heating Co., 40 Dearborn St.., CHICAGO. 
Manufacturers of FLORENCE BOILERS. 


IN SUMMER 
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Modern Practical Steam and Hot Water Heating 


(Continued from Preceding Page) 


heigut to increase circulation is shown 
in Fig. 51, where the feed for a basement 
radiator is taken from a riser at the sec- 
ond floor. If there is a third floor radia- 
tor convenient that is a still better place 
to feed from. 

An installation which may be classed 
as a freak is shown in Fig. 52. This rep- 
resents a store where there is no base- 
ment and no place for an expansion tank. 
In this case the tank is placed on the 
floor near and connected to the heater 
near the bottom. When the apparatus is 
filled with water the air is drawn off the 
main at the highest point by the air line 
which is provided with a pet cock to be 


to the city water mains and using them 
for an expansion tank. One reason is, 


RWMeturr 


at axting 
wYPipe 


WAtck wp 


Ve ARorougkhy 
Coverea 


Fig. 51—Another Illustration of Value of Height to Increase Circulation is Shown Here 


closed when the air is all extracted. The 
tank will fill part way with water and 
compress the air in the top of the tank, 
which acts as an elastic cushion when the 


because when the water gets very hot it 
will back up into the mains and no cold 
water can be drawn from the pipes in the 
neighborhood and another reason is that, 


Toraim Gock 
wy 


Fig. 52—A, Pressure Gauge; B, Safcty Valve Piped to Funnel D; C, 60 to 100 Gal. Range Boiler; D, 
Funnel to Receive Overflow of Water; E, Starting Pipe 


water expands with heat. 

An apparatus of this kind should only 
be placed in careful hands, who will look 
after it and see that the safety valve is 


Oir dxappea- 
Yeo Cixrcurlatioxr 


(Water bime 
wrem trenxre 
1 ro Static 


kead 


ot Water 
%& ANC OARS 


Slow Pipe 
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Fig. 53 
kept in good order so that it will operate 


before the pressure gets excessive. This, 
however, is a better plan than connecting 


in the event of a break and cut off in the 


city mains, the heating apparatus is left © 


___ Water Ibevel _ 
| eeeeeeereemee |B 
US oetiar ° 
' Hot Wate 
Yaar 


Fig. 54 
without water and more than likely crack- 
ed sections will be the result. 
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Fig. 58 shows the wrong way to take 
a feed pipe off a main to a hot water radi- 


Waser vo 
Upper dloor 


oly 
Kc Sectioxr of 
Mot Water 


Fig. 55 


ator on a lower level. If there are no 


water lines above the main and connected 
to same the water will not rise above the 
line marked “water level.” If, however, 
the pipes extend to a second or third 
floor above, the static head of the water 


will compress the air, and if the head is 


great enough, will make room for a small 
flow of water in the air trapped pipe. 
The method, however, is entirely wrong, 
The branches in such cases must be taken 
off, as shown in Fig. 54 or Fig. 55. By 
either of the latter methods the air will 
vent into the higher levels. In the same 
way ceiling coils and indirects should be 
vented into a riser where they are above 
the main rather than to equip them with 
air valves, which are likely to be neglect- 
ed. q 
(To be continued.) 
ee ee 

John H. Nichols has opened a shop at 
Anamosa, Iowa, and will do a general 
plumbing, heating and tinning business, 
He informs THE PLUMBERS’ TRADE Jour- 
NAL that he would like to receive catalogs — 


from manufacturers and supply houses. 


” OHIO PLUMBING NEWS AND GOSSIP @ 


EDITED BY CHESTER M. HARRIS, CLEVELAND, O. 


R. F. McMahon & Company, 371 Wade 
Park avenue, have been awarded several 
good contracts recently, including a hand- 
some ten-suite terrace on Superior street 


near Willson avenue; a two-story brick 


building containing eight store rooms and 


eight living apartments with baths, a new 
residence on Genesee avenue for George 
Stormout, and a_ six-suite apartment 
building on Hough avenue, near Genesee 
avenue. 


Eckert Bros., Akron plumbers, have 
been awarded the contract for the plumb- 
ing and heating in the new business block 
being erected in that city by R. T. Dob- 
son. The building will be five stories 
high and equipped for a mercantile busi- 
ness. . 


William G. Stewart, plumber 2770 Su- 
perior street, secured the contract last 
week for a new eight-suite apartment 
building to be erected on Harkness ave- 
nue, near Euclid avenue, for William 
Schmehl. It will be a four-story block 
with baths and bath room fixtures for 
eight suites and laundry outfit in’ the 
basement, 


The first meeting of the executive board 
of the Ohio State Association of Master 
Plumbers was held at Zanesville, O., on 
Saturday, April 23d. The meeting was 
called by president H. P. Cahill, of Ak- 
ron, for the purpose of organizing and 
laying out a campaign of work for the 
year. It is the intention of President Ca- 
hill to make this year one of activity and 
accomplish as much as possible in the 
way of organization and strengthen the 
State Association by increasing its mem- 
bership. The committee on constitution 
and by-laws, of which R. B. Moodie, of 
Dayton, is chairman, submitted a revised 
draft of the constitution and by-laws, 
which conformed as nearly as possible to 
the constitution and by-laws of the Na- 
tional Corporation of Master Plumbers. 
The adoption of this constitution will 
bring the national and State organiza- 
tions in closer harmony and be of much 
assistance in carrying on the work of 
each organization. 


John J. Comerford, of the R. F. Mc 
Mahon & Company, plumbers at 371 Wade 

Park avenue, reports a choice contract 
just secured. It is for installing the 

plumbing in the new ten-suite terrace 
building to be erected on Superior street, — 
just east of Willson avenue for George 
Sell. The design of this building is 
unique and entirely new to Cleveland. 
It is to be well finished throughout and 
the best of plumbing goods and fixtures 


will be used. aaa 


A. W. Southwell & Son, plumbers at 
472 East Prospect street, report business 
good. They have been very busy, doing — 
a large jobbing business and recently clos- 
ed contracts for installing the plumbing 
and steam heating system in the new 
residence for William Ford, on Woodland — 


avenue, near Hast Madison street; and — 


a 


are about completing a hot water system — 


in the residence for William Austin, on — 
Edmunds ‘place. é 


New work in Cleveland has been very — 
backward this spring, but it now opening 
up and each week shows increased actiy- — 
ity in the building trade. The number — 


of permits for plumbing taken out in the — 


office of the plumbing inspector for — 
March, 1904, were 545, while for the cor- — 
responding month last year was 848. The — 
number of permits for the first fifteen — 
days of April far exceeds the number 
taken out for the same period last year. 


Charles Armour, the popular plumber _ 
from Newburg, has returned from a 
week’s vacation spent near Akron. Mr. 
Armour is in the habit of running down — 
to Akron for a few days with his family 
whenever business is a little slack. He — 
reports a very pleasant visit at his old © 
home and returns to resume business — 
with a vim. : 


A new plumbing shop has been opened = 
at 662 Lorain street by O, L. Carroll and — 
C. L. Gessert, under the firm name of > 
Carroll & Gassert. Both of these gentle-— 
men have been connected with the plumb- 
ing business in Cleveland for many years — 
and are well known to the trade. 
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Tre Bard Removable Ground Brass Seat A FULL POCKET-BOOK 
Union and Flange 


OTH the screw ends are alike, molleable iron recessed at pipe and therefore 
will not spread out; it also protects the thread. Both sides of the BRASS 
WASHERS form a ground seat. when in contact with 
the malleable iron which is fitted for same. 


wo) 


The IDEAL Fitter for 1904 is a very handy pocket list- 
book of IDEAL Boilers, Tank Heaters, AMERICAN Radi- 
ators and Fitting Specialties. Contains much valuabie 
and helpful related working data. 

It is a full book for the pocket of the dealer, the sales- 
man, the estimator, the Steam-fitter. Rightiy handled 
it helps to fill the wallet. 


SS 


t= 


HER holds it in 

place, but ix not fitted permanently, being REMOV- 

ABLE, can be replaced by a new WASHER at any . 

time, therefore the difference in expansion and contraction between the brass and 

iron has no effect on this WASHER, and obviates.all chance of becoming loose. 
ASK YOUR JOBSBER OR WRITE FOR CIRCULAR AND PRICES 


THE BARD UNION CO. (Inc.) Norwich, Conn. 


We invite those who need this 
book, or whose names may 
have been overlooked in its 


first distribution to write 


for a copy. 


ROBERT LOVE 


J.P, STAMBACH 


STAMBACH & LOUVE, 
Plumbers’ Supplies2>4 Sanitary Specialties 


50 and 52 North Seventh Street, PHILADELPHIA. IDEAL Boilers 


IDEAL Tank Heaters 
AMERICAN Radiators 


RUNNING WATER in your COUNTRY HOME 

1 i © 
Rife HYDRAULIC power ot day crook or erring, Wil 
ete RAMS house any distanes or height. No 
s— cost of maintenance. no attention. We make a specialty of equipping coun- 
try places with complete water works systems, extending to stable, green- 


house, lawn, garden, fountain, etc. Ry 126 Liberty St. 
Catalog and guarunteed es imate tree Rife Ram Co. New York 


AMERICAN RADIATOR COMPANY 


* 
Extra Heavy Rough Brass Unions 282-984 MICHIGAN AVENUE CHICAGO 
. wey New Yorg: 42-41 E. Twentieth Street. MINNEAPOLIS: 204 Fourth Street, South 
Brectal Ernie Brass Work to Order. BurFra.o,; 206 Mutual Life Building. Denver: 831 Fifteenth Street, 
Brass Castings for All Purposes. PHILADELPHIA: 622 Arch Street. Sr. Lours: 207-209 N. Tenth Street 
WASHINGTON: 1201 G Street, N, W. Cincinnati: 336 W. Fourth Street, 

NOLTE BRASS CO 28-30 W. Jefferson St., Boston: 44 Oliver Street. PirrspurG: 926 Farmers’ Bank Bleg 
Ai SPRINGFIELD, O. MILW4UKEE: 126 Sycamore Street. Omawa: 417 South 15th Street 


Time and Steam cost money. 
Leaky steam joints waste them fast. 


JENKINS 96 PACKING 


which is absolutely guaranteed, saves both. Insist on hav- 
ing packing stamped with Trade Mark as shown in the cut 
if you would have the genuine. 

JENKINS BROS. 
New York, Boston, PaiILApELPHIA, CHICAGO, LONDON, 


CLEANING 


whether given frequently by the care- 
ful housemaid or strenuously by the 
zealous janitor, does not destroy the 
original brightness of 


BENEDICT-NIGKEL 
Seamless Tubing. 


It is “white metal clear through,” 
and there is no plated surface that 
can be worn away by rubbing. 


Thomson’s 
Sees 
Smoke 

Machine 
for testing plumbing 


Every honest 
plumber needs one 


Write for Circular 
and Price 


Agents Wanted 


THOMSON 
MFG. CO. 


E\mhurst, Pa. } 


THE NATIONAL 
HOT WATER 
HEATER 


Suitable for large or small 
houses, stores, conserva- 
vatories, barber shops, 
hotels, etc. 


ie 
Tank Heaters 


and Tanks 


All products, including Seams 
less Brass and Copper Tubing 
are described in our 

‘*Table Book,”’ 


BENEDICT & BURNHAM MFG. Co. 
WATERBURY, CONN. 


NEW YORK, 253 BROADWAY. 
BOSTON, 172 HicH St. 


Heats water quickly. Cir- 
culation is positive. No 
joints inside to leak. 


The season for 


them is now. 


Also, all kinds of coils and The time to 


bends of iron, brass and 
copper pipe. 


TT write us is 


ic Mh 
q ii 
il 


nu 
wlll 


CRANE! 
i ; : S 


Manufactured by 


THE NATIONAL PIPE 


E 


a) 
un 


Poe 


pp mL lak : sacs 

ENDS eons | Stil BS OTE sco. KEWANEE BolLER COMPANY 

85 Lloyd St., New Haven, Conn. i A ORT LA F eee ne 
CHICAGO, : ST. LOUIS, 


167 E. Lake St. Chemical Bidz. 
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New England Plumbing News and Gossip 
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A HANDSOME NEW ENGLAND 
PLUMBING ESTABLISHMENT 


Thos. R. Catton, of New Haven, Conn., 
has taken the store at 16 Crown street 
and fitted it up for his plumbing busi- 
ness. In the front part of the store he 
has built a nice office which is also ar- 
ranged for exhibition purposes, and he is 
supplied with an elegant line of the finest 
and most up-to-date fixtures, among which 
are bathtubs, shower baths, lavatories, 
ete. In the rear of the building is the 
workshop which is roomy and a _ well- 
lighted place for handling shop work. 
Mr. Catton has the plumbing 
business for more.than a quarter of a 
century and is one of New Haven’s best 
plumbers. He has been in this country 
since he was twenty-one years old; he 


been in 


EX-PRESIDENT TIERNEY IN BOSTON. 

Ex-President P. Tierney, of Providence, 
R. L., wasie Boston la t week and spoke 
rather discouragingly of the prospects in 
the plumbing trade of that city. The 
larger sized building weeration, he said, 
were about completed sand with possibly 
one exception, there ciwh not seem to be 
anything ahead but a small number of 
tenement: houses. On the who’e, building 
seemed to be at a standstill and jobbing 
would have to be depended upon. 


VISITING THE NEW ENGLAND 
TRADE. 

“Rollie” Wilson, of the Trenton Brass 
Co., and general plumbing goods broker 
of New York, has been visiting the whole- 
sale trade of New England. He reports 
business very quiet throughout his terri- 


The extreme simplicity and low cost 
of installation will appeal strongly to all 
steam users. It cannot fail to work so 
long as there is water, as there is noth- 
ing to get out of order. As the water is 
purified before going into the boiler it 
is possible to run the boiler much longer 
without cleaning. A steady supply of 
clean hot water is insured, giving the 
ereatest efficieney with the least fuel. 


QUIET AT BATH BEACH, L. I. 

At Bath Beach, L. I., just at present, 
ihere is not much doing, except on small 
jobs. Mr. G. BH. Reiners, of Bay 19th 
street, however, has a good sized contract 
on hand for the residence of Mr. Run- 
yon Pyatt, at Sea Gate, L. I. 

We regret to learn that Mr. I. N. Car- 
man, of Hempstead, L. I., has sickness 
in his family. His daughter has been 
ailing for some time, and upon the ad- 
vice of his physician, who recommended 
air, he took her to Hot 
remained for a couple of 


a change of 
Springs. He 
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working capital, a corporation has been 
formed under the style of Alexander Bry- 
ant Co., with a capital of $100,000, Mr, 
Ackerson is one of the incorporators, and 
associated with him are Messvs, Eugene 
Buckley and Frank Kubischta, both of 
New York City. / 


HAS A GOOD LIST OF JOBBING 
CONTRACTS. 


About the busiest plumber at Hast 
Hampton, L. I., or thereabouts is Mr. §. 
C. Grimshaw. He is a jolly good fellow, 
jovial disposition, and just the hoy who 
knows how to draw in the work. In ad- 
dition to quite a bit of jobbing, he is 
working on the residences of Messrs. 
Downey and Dickerson, Mr. Johnson’s ai 
Amagansett, and the Montauk (Club 
House. 


SUCCEEDS TO HIS FATHER’S BUSI. 
NESS. 

Up at Piermont, N. Y., on the Hudson, 

the shop of Mr. C. Auryansen has been an 


THE SHOWROOM OF THOS. R. CATTON, OF NEW HAVEN, CONN., IN WHICH ARE DISPLAYED AN ELEGANT LINE OF GOODS 


came here from Liverpool, and ever since 
1887 he has worked on many 
of the most prominent buildings in the 
city of New Haven. The one he takes 
especial pride in is the Washington Build- 
ing, which is said to be one of the finest 
plumbed buiidings in New England. Mr. 
Catton employs none but the best and 
most experienced workmen, and he is 
ready to accept contracts of any size or 
for anything in the plumbing, heating, 
tinning or gas fitting line. 


the year 


tory, orders scarce and small, the dealer 
showing no disposition to buy for stock. 


THE’ PAUL SYSTEM TO BE USED. 

The Cleghorn Co. of Boston, will 
install the heating system in the Wash- 
ington Trust Building. The new office 
building now in course of erection on 
Washington street, near the corner of 
Bromfield street. The system embraces 
the Paul system of automatic heat con- 
trol. 


NEW BOILER FEED SYSTEM. 


Frank E. Keyes, manager of the Re- 
fined Wood Company, of 20 Broad. street, 
New York, has devised and patented an 
improved and effective boiler 


very feed 


system by which the water 
then put into the poiler under any press- 
ure at a boiling point, without the use 
of pumps, injectors, or inspirators, name- 


is purified, 


ly, by gravity. 


weeks, leaving his daughter there, and 
he reports that the change is beneficial. 
Mr. Carman had just about set foot on 
Hempstead soil, when he was invited to 
figure on a contract representing several 
thousand dollars for a plumbing and 
heating job. His Did was accepted, and 
he now has the work in hand.. 


MR. R. E. CARY OUT OF BUSINESS. 


Mr. R. HE. Carey; who for several years 
carried on the plumbers’ wood work es- 
tablishment at 321 Pearl street, New 
York, has sold out. He gays the price 
was right, but that he has not decided 
what to do for the future. 


THE BUSINESS OF THE LATE ALEX- 
ANDER BRYANT. 


In our issue of April 1 we stated that 
Mr. Alexander Bryant, of New York, 
died on the 19th of March, and at the 
time he had a number of important con- 
tracts on hand. One of them is the Met- 
ropolitan. Life Insurance Co., in which 
he had his office in the completed por- 
tion, facing Madison avenue at 23d street. 
The business has been continued by Mr. 
Bryant’s manager, Mr. John B. Ackerson, 
which is still on the increase. In order 
to perpetuate the name, and raise more 


old land’ mark for many a year. In his 
time he has done some fine work, but 
lately owing to advanced age he has not 
been so active in the business. He has 
pretty good health, and for a man at his 
age, who is 75, is quite spry. He decided 
to give up the plumbing business and 
throw aside worry and cares, turning it 
over to his son and a partner, and the 
house hereafter will be Auryansen & 
Sheinler. We wish the new firm abund- 
ant success. . 


THE LATE WILLIAM H. SAMMIS. 


The most prominent plumber in North- 
port, Long Island, for years was the Jate 
William H. Sammis. He had a fine class. 
of trade, and plenty to do. His successor, 
Mr. Edward Pidgeon, who is a man well 
liked, and a good mechanic, is able to 
follow in his footsteps, and the conse- 
quence is that now that the nice weath- 
er has set in, and business is good, he 
is quite busy. 


The Metropolitan Disinfecting and 
Plumbing Inspection Company, of New 
York City, has been incorporated in the 
State of New York with a capital of $550, 
000. They will engage in the business of 
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Sanitary 


means just what it says—that is—SANITATION 


Specialty 


means a specialty of high grade goods 


Company 


in our case indicates a number of up-to-date hustlers | 


Why not drop us a postal card and get our Catalog 
and discount sheet on our up-to-date Plumbing, 
Heating and Lighting, manufactuted by up-to-date 
people. 


For instance, look at this 


Closet Combination 


i ost ana 
Nan Agnam}ffg 


C 342-ZELLA 


a 


Keep your eye on this ‘‘ad.’’ A change each issue. 


Santtary Specialty Mfe: Co. 
H. VeerbeeHK, President and Manager 


Milwaukee Avenue and Clinton Street, near Lake Street 


CHICAGO, ILL. 


PLUMBING and HOUSE DRAINAGE 


A text book onthe practice of plumbing,with supple- 
mentary chaptets on house drainage and ventilation, 
with three hundred and eighty illustrations. 

By William Paton Buchan. 


SENT POSTPAID UFON RECEIRT OF PRICE, $1.75 


The Plumbers’ Trade Journal, 


61 Beekman St., NEw YORK, 


THE STEAM AND GAS FITTERS’ PRICE BOOK 


Is designed to meet a long felt want of an office price book. 
Experience in this line of business has shown that much valuable 
time has been lost owing to the lack of a complete and compact 
book of prices. Bound in leather. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE, $5.00. 


The Plumbers’ Trade Journal 61 Beekman St., New York. 


FOR THE PLUMBER. c~ 


The farmer of to-day wants the comforts of life. 
He deserves them—-he can afford to have them. 

He wants plumbing in his house. Not every 
farmer is ready for bath rooms, hot and cold water 
and clo 

( 


sets, but a good many are, and more would be if they knew 
of a satisfactory system of water supply. 


We Have the Satisfactory System of Water Supply. 
A Kewanee Pneumatic Tank placed in the cellar and connected 
with well or cistern, will deliver hot and cold water to all parts of 
(j the house whenever wanted, in any quantity desired. 
‘ Buried in the ground at the foot of the windmill tower, it is so far 
superior to the elevated wndmiil tank that no comparison is possible. 


‘ The Pneumatic Tank Does Not Freeze in Winter 


nor deliv«c Juke-warm water in summer. It does not leak. It 
( lasts a lifetime. It wil! throw a stream of water over the tallest 
¥ building, thus giving protection against fire, which the elevated > 

tank does not give. 


fi po rene ae man living in the country to have all the advantages of a city 

The Kewanee Water Supply System opens up to the plumber a new field of 
] business. If you are an enterprising, up-to-date man you want to know about 
fj it. Send for our illustrated catalogue. It is free. 


) KEWANEE PNEUMATIC WATER SUPPLY CO., Kewanee, Ills. 
1S OOOO COCESSOKCEO 
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Money Saved 


vv 
Is it worth while to save ten 


OXEK 


cents on a valve when you know 


you will be lucky if you don’t have 


a dollar’s worth of trouble with it? 
w w 


Send usa sample order for steam 
brass goods—if you want 
to dodge trouble. 


SXEX 


KINSEY & MAHLER CO. 


PEORIA, - ° - ILL. 


conn (G02) 
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New York ara 
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hygienic inspection and plumbing. The 
incorporators of the company are Milton 
Schnair, the well-known master plumber 
of 347 Columbus avenue, and Jesse C. 
Bennet, of 135 West 70th street, New 
York, and Bird §S. Coler, of 244 Hancock 
street, Brooklyn. 


THE RAT GNAWED THROUGH THE 
VENT PIPE. 

Enclosed you will find a picture of a 
rat, which gnawed its way through a 
vent pipe and died before it completely 
got out. In connection with this picture 
there is quite a story, which probably 
would be of some value to your paper. 

This piece of lead pipe which the rat is 
in is a piece of vent pipe which was con- 
nected to a closet, then through the wall 
and up the partition to the roof. This 
building was raised one story, second 
story being jacked up, making the third 
story, the vent pipe being cut off between 
the floors and left open. The rat finds his 
way down the pipe, and after being about 
starved out and not being able to turn 
around he gnaws a hole large enough to 
draw a portion of his body through in a 
twisted position, then being so weak we 
suppose he dies in this position. 

You will note that his tail is right 
where this pipe has been sawed off close 
to the partition. 

The end of this vent, which ends under 
the floor of the sleeping apartment, in 
which a man and his wife lived. They 
were both stricken with typhoid fever and 
the woman died, and after her death 
the board of health condemned the plumb- 
ing and we got the contract to overhaul 
same, and on investigation we found what 
is above described. E. R. SoLreav Co. 

Newark, N. J. 


HAS A LARGE CONTRACT. 

One of Manhattan’s busy plumbers is 
George J. Essig, 37 Hancock place. Among 
other large contracts he is doing at pres- 
ent, is that of the new sixteen-story apart- 
ment house on 72d streett near Riverside 
Drive. 


NEW PUBLIC BATH. 

One of the many new public baths to 
be maintained in Greater New York for 
the benefit of the poor is that of the Mill- 
bank Memorial, on East 38th street, near 
First avenue, opened May 19. 

The new building is a three-story struc- 
ture of brick and stone. There are sepa- 
rate entrances, waiting rooms and bath 
rooms for men and women. The parti- 
tions between the compartments are of 
marble, and the swinging doors being pol- 
ished maple. There are twenty-seven 
showers and six tubs in the women’s de- 
partment, and _ sixty-five showers and 
three tubs in the men’s department. The 
tubs being solely for the use of the aged 
and invalids. The basement contains a 
laundry and two one hundred and twenty 
horse power boilers for supplying hov 
water. All the open plumbing is of lead 
metal. 

Three similar buildings are now under 
construction, and nearly ready for use, 
while four more additional buildings are 
contracted for. The floating bath system 
now in use will eventually be entirely dis- 
earded, both on account of the polluted 
water of the harbor and because there is 


not enough dock room. These baths are 

probably the most expensive of their kind 

in the world and represent and outlay of 

$150,000. 

PLANS FILED FOR LARGE APART- 
_ MENT HOUSE. 

Plans for another large apartment 
house have been filed with the Building 
Department, to be constructed at the cor- 
ner of Broadway and 61st street, Man- 
hattan. It will be a twelve story brick 
structure and cost about $600,000. Jermyn 
Realty and Construction Co. are owners 
and Mulliken & Moeller, of 7 West 38th 
street are the architects. 


NEW MANUFACTURING BUILDING. 

F. Sugan, of 55 Lexington avenue, will 
build a ten-story brick manufacturing 
building at 137-139 Hast 25th street, run- 
ning through to Hast 26th street, the esti- 
mated cost being $200,000. J. R. Gordon, 
175 Fifth avenue, is the architect. 


MANHATTAN PLUMBER LANDS 
LARGE CONTRACT. 

After rejecting the bids on two different 
occasions for the plumbing to be installea 
in the new apartment house on the corner 
of Fifth avenue and 11th street, the con- 
tract was finally awarded to Thomas F. 


Philadelphia Plumbing and Steam Supply Bowling 
League Bowls with New York League 


HE first series of inter-city bowl- 
ing games between the Plumb- 
ing and Steam Supply Bowling 
Leagues of Philadelphia and 
New York was held on Satur- 

day afternoon and evening, May 21st, at 
Herman Cadieu’s Monarch Palace Alleys, 
26th street and Sixth avenue, New York. 
The initial event was called at 2.30 P. M. 
Mr. James M. Heatherton, president of 
the New York League, introduced Mr. 
George B. .Howell, president of the Phila- 
delphia League, who rolled the opening 
ball. 

The individual championship occupied 
the position of honors on a very entertain- 
ing program, and resulted in a victory 
for New York through the fine efforts 
of Mr. Henry Maurer, of John Sim: 
mons Company, his opponent being Mr. 
E. Parsons, of Lalance & Grosjean. The 
scores were as follows, viz.: Maurer, 
224,179; Parsons, 178, 146. In the eighth 
frame of the second game Mr. Maurer ac- 
complished what seemed an almost im- 
possible split spare, amidst an enthusi- 
astic outburst of applause of several min- 
utes duration. 

The two-men team event resulted in 
a victory for Philadelphia, but not until 
the last ball in either game was rolled. 
It was agreed that no more hotly con- 


The Rat That Gnawed Through the Vent Pipe. The Mark X Is at the End of the Rat’s tail 


Gaynor, of 550 Columbus avenue, for au 
unique system of plumbing and the selec- 
tion of Mr. Gaynor to do this work, was 
a good one. 


HEARN BUILDS NEW ADDITION TO 
HIS DEPARTMENT STORES. 

The excavating is now being done, pre- 
paratory to the construction of a new six- 
story building at 7-17 West 13th street. 
This immediately adjoins the rear of 
Hearn’s 14th street store and within a 
short time he will build another addition 
on the east side of his present location, 
facing 14th street. John T. Brady & Cu., 
4 Hast 42d street, are the contractors. 


ANOTHER OFFICE RUILDING 
A new sixteen-story office structure is 
to be built on the southeast corner of 
Fifth avenue and 16th street, Manhattan. 
The contractors expect to complete it by 
January 1, 1905. 


JOHN KOCHS NEW STORE 
John Koch, who succeeded J. H. Knapp, 
145 Sixth avenue, has removed to 163 
Sixth avenue. His new quarters are more 
commodious and the best lighted shop in 
Manhattan. 


tested series was ever decided. Messrs. 
Haff and McTamney represented New 
York; Messrs. Parsons and Thompson 
were in the points for Philadelphia. An 
unfortunate foul by McTamney caused by 
slipping cost New York a spare in third 
frame of the first game, which if credited 
would have resulted in a win for his 
team, and no doubt would materially have 
changed the aspect of this series. The 
scores follow: Philadelphia, first game: 
Parsons, 160; Thompson, 174; total, 334. 
New York, first game: Haff, 168; Mc- 
Tamney, 159; total, 327. Philadelphia, 
second game: Parsons, 188; Thompson, 
180; total, 368. New York, second game, 
Haff, 183; McTamney, 180; total, 363. 
Thus it will be noticed that a difference of 
seven pins in first and only five pins in 
second game separated the teams. 

At this juncture President Heatherton 
announced that the heavyweight cham- 
pionship, an event inadvertently left off 
the program, would be run off—one game 
to decide. Mr. A. S. Davis, of the Al- 
berene Soapstone Company, familiarly 
called “Pop,” representing Philadelphia, 
and Mr. A. Fuller, of Arthur L. Perkins, 
looking after Gotham’s interest. After 


| 


a very careful rub down in the steam 
room, the boys got together, and had it 
not been for a defective notch in Mr. Puy. 
ler’s belt, he might have won. However, 
the alleys fairly trembled with exeite- 
ment and avoirdupois. Brother Tuller 
was dissatisfied with the score: Dayis, 
171 and Fuller 136 and wanted to get 
back at his not altogether fatile Oppon- 
ent, which could not then be permitted 
for weighty reasons. Albeit, they agreeq 
to come together at catch weights when 
we visit Philad]phia, and roll a more ex- 
tended match. 

A rather unusual sight occurred in the 
fifth frame—after delivering ball, and be 
fore same had reached the pins, “Pop” 
wvavis jumped on the alley, shaking the 
pins from their positions, and a strike 
was recorded while ball was still en route. 
His opponent claimed a foul, which was 
not allowed by the steward. Brother Ful- 
ler protested the game, and is awaiting a 
ruling from the sporting editor of the 
Ram’s Horn upon this rather peculiar in- 
cident. > 

A short respite sufficient to permit the 
contenders in the three-men team match 
to warm up, then ensued, after which this 
series was started. The representation 
for Philadelphia and New York comprised 
the following gentlemen, who scored re- 
spectively as below: 


PHILADELPHIA, 
A. \Savill” ..2.5 4.22 169 
J. C.* McHugh"... 158 222 
A> T.. -McHugh: . -- eee 132 ee 
L.. Laird sci... 2h eee 181 
459 565 
NEW YORK. 
T;. Jd. Deasey: -..\.c. ee 190 202 
JH. (Blues. 2 cae oe 184 197 
J.-M. Heatherton) ace 115 ate 
Cy CG. Riggs. Sos eee 218 
489 617 


The New York contingent, as will be 
seen, was hardly in the first game, and 
in the second game rolled enough to aver- 
age 206 pins to the man—a very healthy 
score to be sure. 

At this time an adjournment was made 
until 8 o’clock, enabling the visitors and 
representatives from the New York teams 
to line up for dinner at the Marlborough. © 

During the luncheon President Heather- 
ton made an address, stating briefly the 
occasion for the gathering of the clans, 
and then called upon President Howell, 
of the Philadelphia host. The leader of 
the orchestra getting his signals mixed. 
and evidently thinking Mr. Howell was 
to sing, broke out into an accompaniment | 
for “Barney,” which, with the tin horn 
chorus, so regularly rehearsed all after- 
noon, created a mild but not very lengthy 
excitement. The orchestra then shrank 
into itself. President Howell in an ex- 
cellent speech, replete with humorous 
anecdotes, explained his conception of the 
advantages to be derived from a gather- 
ing of this character, and trusted that the 
inaugural so auspiciously effected would 
find itself succeeded by many other such 
happy occasions; further stating that his 
was indeed a pleasant visit and thanking 
the committe for their able and courteous 
treatment. He said appreciation could be 
read on every countenance of the Phila- 
delphia visitors, and hoping for an early 
opportunity to reciprocate in his home 
town, closed his address midst vociferous 
applause. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 063 


“THATCHER” 


Is a name that stands for a 
great deal on a heater. 
Is Steel Pipe Giving You Trouble 


in the threading. Ifso, why don’t you try our dies as an anti- 
dote? The way we make a de gives us a chance to use a 
much higher quality of steel for chasers than do any of our 
competitors—and it’s quality which tells in the longrun. If 
your supply house doesn’t keep our dies in stock, write us, 
and if you are rated, we’ll send you one prepaid, subject to 
trial. Write for catalogue ‘‘P’’ of Steamfitters’ Tools at the 
same time. 


Keed Manufacturing Co., Erie, Pa., U.S.A. 


| Speakman’s Niagara Showers 


are in use inall parts 
of the United States 
and in many foreign 
countries. Our 
customers continue 
to send us addition- 
al orders for them, 
with instructions to 
“ship quick.” 


Why not order one 
for your show- 
room, it wil sell 


TO THE CONSUMER, it stands for an eco- others. 


nomically, comfortably heated home. 
TO THE DEALER it stands for profit. 


Profit because we protect our dealers. 


$25.00 list 
Orwithout = $9292 50 list 


Complete as shown, 


Profit because you will never have to figure including check valves, 


against the makers of “Thatcher Heaters.” 
That means you will absolutely escape the 
worst competition a dealer ever meets. 


Write for Discount. 


The curtain is of White 
Duck, which can be kept 
wh te and clean. 


Profit, because each time you put in a 
“Thatcher” you will make a friend who helps 


you get more business. 
The Niagara Shower roughs in 


S-in, centre to centre of supply 
pipes and 15-&:in. from centre to 
ail, 


Speakman Supply 
& Pipe Co. 


Wilmington, Del. 


NEW YORK OFFICE: Room1o19 
Presbyterian Building, Fifth Ave. 
and 20th St. Telephone No. 3349 
Gramercy. 


MAY WE SEND OUR MAN? 


per Ii nace be ae ees 


SHOWER see that each 


240 Water Street,, New York City. one is marked Niagara. 
WORKHS: Newark, N. J. 


New York ana 


Vicinity—Continued from Preceding Page 


A return to the alleys was then in 
order, and after preliminary practice, at 
8:15 P. M., President Heatherton an- 
nounced that it was the intention to de- 
part from the 2 out of 3 rule, and decide 
the five-men team match by total pins. 


SSA WALLY dic, a uchetomeetesehieieisy PH 6 162 142 
RRSIGAVIC Wel kews icc sheretanenenetn.e 169 185 159 
Tapas MICELI GHG ctshe siensse ores 123 , 188 128 
Bis PALsons ya: wiewleitecekeeets 182 154 210 
KD HOM P SOMM veremie etenerviens 165 126 142 
766 815 791 
representing Philadelphia rolled scores 
set opposite their respective names. New 
York was looked after by 
Messrs. Ed. Cramer, 159; R. E. Bell, 157; 
BH. F. Smith, 184; H. W. Walton, 126; Jos. 
Harley, 160. Total, 736. 


The personnel of the New York team 
was changed the succeeding games, and 
the following gentlemen then appeared: 


(Css Om LSE Se haus wells sneransusnemenare 145 161 
EO LO TATLOL: wees sie os ieee onesies 145 131 
CoAT Blan CHE we sic santicleissenster 183 159 
es AB RIBS ICGR A Biqornn Ooms cect 191 5A 
i662, IVES So omecog aceort.c 173 192 

837 _ 794 


Mr. J. H. Blue rolled in third game, 
taking Mr. Cramer’s place. - Philadelphia 
scored total pins amounting to 2,378, 
against a total for New York of 2,367, a 
difference in favor of the visiting team 
of 6 pins. 

Our out-of-town friends were wild with 
their success, and pandemonium reigned. 
Sixth avenue never heard such “horning,”’ 
shouting and singing. After ten or fifteen 
minutes spent in congratulations. Presi- 
dent Heatherton secured attention, and 
held it long enough to present prizes tu 
the following fortunates, who secured tro- 


phies respectively set opposite their 
names: 
Wenry Maurer, of John Simmons Co., a 


handsome glass set donated by Metal Worker 
for individual championship. 

KE. Parsons, of Lalance' & Grosjeans; E. S. 
Thompson, of Haines, Jones & Cadbury, um- 


Brellas, for 2-men team championship, pre- 
sented by the Speakman Supply & Pipe Co., 
of Wilmington, Del. 

J. H. Blue, of Ashcroft Mfg. Co.; C. C. 
Riggs, of Tur PLuMpERS’ TRADE JOURNAL; 
T. J. Deasey, of Metal Worker, for 3-men team 
championship, handsome painted steins, pre- 
sented by the Thomas Maddock’s Sons Co., 
of Trenton; N. J. 

A. S. Davis, of Alberene Soapstone Co.; 
A. Fuller, of Arthur L. Perkins, umbrellas 
from the Speakman Supply & Pipe Co., of 
Wilmington, for winning and losing special 
event. 

A. Savill, of Thos. Savill; L. Laird, of 
Jenkins Bros.; J. C. McHugh, of Jenkins 
Bros.; E. Parsons, of Lalance & Grosjeans; 


i. S. Thompson, of Haines, Jones & Cadbury ; 
A. R. Mellugh, of Jenkins Bros., for winning 
5-men team championship. Silver loving cups 
presented by THr PLUMBERS’ TRADE JOURNAL 
Publishing Co., of New York. 


Mr. E. Parsons, of Philadelphia, during 
five men team match rolled high score 
of 210, and received an umbrella. 

Mr. J. C. McHugh, of Philadelphia, for 
rolling modest score of 123 in five men 
team match received a very pretty com- 
mode donated by Trenton Potteries Co. 

Messrs. E. E. Haff, of F. N. Du Bois & 
Co., and F. J. McTamney, of Locke & 
Smith Co., New York City, were presented 
with steins, with the compliments of 
Thomas Maddocks’ Sons Co. 

President George B. Howell, of Phila- 
delphia League, was the recipient of « 
silver cup and pedestal as a testimonial 
from the New York Plumbing and Steam 
Supply Bowling League. 


The Philadelphia representation com- 
prised the gentlemen mentioned below: 
Walls & Pearsall by Walter Walls, Fred 
McHenry, James Farrell, Ralph Endicott, 
Chas. Moore, Richard Turner. Thomas 
H. Platt, of Charles Perkes. Haines, 
Jones & Cadbury by E. S. Thompson, Geo. 


Kitson, Geo. Richards, Ben Tyson, Al. 
Wagner, Harry Bonner, Geo. Kline, 
Claude Vache, Richard Wanger. Froekicn 


Bros. by Thomas Burns, Abe Clarke, Dan 
McIntyre. Jenkins Bros. by Sam Laird, 
J. C. McHugh. McCambridge & Co. by 
George Howell, W. M. Allen, Dan Mc- 
Knight, Dick McCambridge. Robert Sa- 
ville, of Thos. Savill; A. S. Davis, of AIl- 
berene Soapstone Co.; E. Parsons, of La- 
lance & Grosjean; Chas. Parry, of Stand- 


ard Mfg. Co.; Ned Murdock, of Owen & 
Salter; Walter Bauffenbart, of Peck 
Bros. 


Metropolitan houses were represented 
as follows: Mr. Geo. Robinson, manager 
Kenney Mfg. Co. John Simmons Co. by 
Messrs. Howard Walton, Henry Maurer, 
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committee, Messrs. C. V. Driggs, G. W. 
Tilton, E. E. Haff, A. Fuller, F. E. Sweet, 
Howard W. Walton, and J. M. Heather- 
ton for its able and efficient management. 
Also to Messrs. J. J. Slater and W. R. 
Walters, scorers, and to Mr. Edward 
Flynt, umpire. 

The Philadelphians, pleased with their 
fine trip, successful bowling, and good 
time withal, departed shortly before mid- 
night bearing with them. the best wishes 
and kindest regards of all with whom 
they came in contact. They are a fine 
set of chaps, and make very gentlemanly 
opponents. It would indeed be a joy 
to meet them early and often. 


SAMUEL KLEIN OF MANHATTAN 
CELEBRATES HIS SILVER 
ANNIVERSARY. 


On the 15th of the month Samuel 
Klein, one of the prominent master 
plumbers of the Borough of Manhattan 
and well known to our trade as an old- 
time convention goer, celebrated the 25th 
anniversary of his wedding. It was a 
silver wedding held at his house at 133 
West 128th street. Only intimate friends 


A Snapshot Taken of Mr. Bradford Borden’s Famous Trotter, ‘Mollie O’’ at Warren, Ohio 


Geo. Larson. Locke & Smith Co. by 
Messrs. C. A. Blanchard, A. J. Pearson, 
F. J. McTamney. Mr. Hotchkiss, man- 
ager of Peck Bros. Co. Ronalds & John- 
son Co. by Messrs. W. C. Hallett, M. 
Elonran, Walter Gannon, W. S. Stoves, 
Chas. J. Boardman, W. W. Frothingham. 
H. P. Read Lead Works by Messrs. C. V. 
Drigece vA IPs Dillserd se eavy lS eer ema: 
Savage. Colwell Lead Co. by Messrs. Os- 
car H. Knapp, Thos. Morgan, Jos. Har- 
ley, Herman Nape. Arthur L. Perkins by 
Messrs. A. Fuller, R. E. Bell. Metropo)- 
itan Supply Co. by Messrs. Frank HK. 
Sweet, Henry W. Smith. Ashcroft Mfg. 
Co. by Messrs. Ed. Cramer, J. H. Blue, 
H. Runge, J. Becker, F. H. Lee. F. N. 
Du Bois Co. by Messrs. E. HE. Haff, Frank 
Hogenauer, Geo. M. Fawcett, V. P. Ketch- 
am, B. S. Kelly, S. Ketcham. John A. 
Murray by Messrs. Wm.. Robinson, Cia We 
Tilton, W. B. Carter, Conrad Jeschke. 

There were also present Messrs. J. RB. 
Coman, Standard Sanitary Mfg. Co; 
Archie Maddock, Thos. Maddock Sons; 
Wm. S. Emery, Harry Stein, Rollin C. 
Wilson, Ward Hillman, A. L, Burnham, 
and Herman Cadieu. 

The thanks of the league are due to the 


of the family and relatives were present. 
Isaac J. Brown, ex-president of the Man- 


hattan Master Plumbers’ Association, was 
a guest, and also our old friend Ike 


Barth, the hero of many a State conven- 
tion. Mr. and Mrs. Klein received hand- | 
some silver testimonials of esteem from 
their admiring friends, and if well wishes E 
count for anything they will live just 
as happily in the future to celebrate their 
golden and diamond wedding anniver-- 
saries. a 
Mr. Klein, whose plumbing ~ establish: 
ment is in the same building which he is 
the owner of, is one of the successful’ 
Harlem master plumbers. He has a 
branch establishment at Seventh avenue, i 
near 136th street. = 


THE FAMOUS BORDEN _ 
TROTTER He 


= 


Those of our readers who are judges 
of good horse flesh, not of course in the 
way of rump-steak, porterhouse, or any- 
thing of the sort, but real good, smooth 
Arab stock that can trot a little bit, will 
appreciate the illustration on this page. 
It is of the. famous trotter, “Mollie 07 
owned by Mr. Bradford Borden, the ine 
ventor of the Borden Co.’s pipe threading 
devices at Warren, O. 

We said “famous,” but of course we 
don’t wish to be misquoted. Nobody has. 
ever heard of ‘Mollie O” excepting a few 
owners of good trotters who haye had oY 
brush with her. They all know of her 
and look back now, the same as they did 
during every race they have had, at the . 
cinch she was. Mr. Borden’s famous 
“Mollie O” is said to have done time in — 
2:114%4. Where she did it, we don’t know, ' 
and as Mr. Borden has a reputation for. 
veracity we would much rather take his” 
word for the good work “Miss Mollie” 
can do than to put a cyclometer on to her. — 

However, all joking aside, “Mollie 0” — 
is a fine, clever piece of work. » She has: 
only one fault, she is a “mud slinger.” 
Whenever she scents the breeze of coming 
battle and begins to dig earth in her ef 
forts to for once get ahead of the other 
fellow, the earth and mud flies so that 
it is almost impossible to sit behind her. 
For this reason Mr. Bradford Borden | 
rigged up a very clever device in the way. 
of a “trotting machine,” which is at-— 
tached to her fore legs, and he therefore — 
sits in front of her and is pushed aroun 
in every race that he drives her. You 
might say that “Mollie O” drives him; — 
but he escapes the mud, which is ‘nro 
out in great quantities from her fast a 
working hind feet. 

In the illustration Mr. Borden is sits 
ting perfectly quiet, looking his na 


Fa 
ae 


knowing that the eyes of millions of read 4 
ers of Tur PLumeers’ TRADE JOURNAL Will 
soon be upon him. e 
If any other members of our fraternity — 
has anything in the way of sleek Arab_ 
stock that they think is pretty good, Mr. 
Borden will entertain a little bit of con- 
versation as to the best methods for ar- 
riving at a series of competitive races. — 
We advise those of our readers pos- 
sessed of horse stock to write him. bos 


oe 


A LARGE HOT WATER JOB 
IN PHILADELPHIA 


William Oakes, of Pine street, Phila-_ 
delphia, will place a $1,300 hot water heat- 
ing plant in the property northwest side 
of Frankford avenue, above Hoffnagle 
street, for Joseph H. Brown. The rade 
ford boys were evidently not in the run- — 


i 


ning for the good-sized contract. 
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THE RIGHT IDEA 


HAVE A 


NATURO in your Show-room | 


yA aD 


YOU WANT THE BOOKLET, TOO. ASK FOR IT. 


SELLING AGENCIES: 

New York, N. Y., 

John Simmons Co. 
Boston, Mass., 

F. W. Webb Mfg. Co. 
Philadelphia, Pa., | 

Walls & 
Pittsburgh, Pa., 

Bailey-Farrell Mfg. Co. 
Kansas City, Mo., 

U. S. Water & Steam Supply Co. 
San Francisco, Cal., 

Geo. H. Tay Co. 
Halifax, N. S., 

Wm. Stairs, Son & Morrow. 
Wilmington, Del., 

Speakman Supply & Pipe Co. 
Baltimore, Md., 


Jas. Robertson Mfg. Co. 
ashington, D. C., 
John Mitchell, Jr. 
St.. Johns, N. B., 
T. McAvity & Sons. 


MADE BY 


Cc. H. MuckKenhirn, 


Pearsall. 


Salem, N. J. 


Will Please Mention 
This Journal when 
writing to Advertisers 


SUBSCRIBERS 
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Hot Water or Steam 


“Made to Heat and do it’’ 


All that is new and best in 
Heater construction is in 
the ‘‘RAPID.’’ 


HEATER designed years ago, leaving out all the 
®f good things that practice and experience have 
developed since, certainly can not appeal to the 
up-to-date heating engineer who wishes to gi’ : his 
customer the best to be had. 
That’s why ‘“‘RAPID”’ heaters are giving universal 
satisfaction wherever installed. 


In your next job installa “RAPID” 
It will please you and your customer 
Prices right—Heaters right—Why Not? 


RAPID HEATER CO., Limited 


Grand Rapids, Mich. 


FOR SALE BY ALL SUPPLY HOUSES *¥ 


This compound has given such good satisfaction and become so weil known 
that several parties have taken the liberty of infringing on our rights. 
There is only one perfect Ripe Joint Compound—and we make it. 
° * - 
National Brass Manufacturing Co., 
G617-19-21 Adams Street, - - - HANSAS CITY, U. 8. A. 


566 


sti a cieetinehaaaetnteina ia ereaa cincan | commmmchadines apnea as dncoas oe | 


§ 


5 
7 Plumbing News of The Far West # 3 


3 By HARRY E. MAYHEW, Pasadena, Cal. 


13) toa | sees olen Martine ieaeead hank aghn dadinea ten henad' keane cha emaciated hae 
THE FOURTH ANNUAL CONVENTION OF THE 
CALIFORNIA STATE ASSOCIATION OF MASTER 
PLUMBERS HELD AT PASEDENA MAY 3, 4, and 5. 


LE elf seen fy anal fit tage ate tn toll fie te a Aone sin dina Reser gocon FO 


The fourth annual convention of the 
California State Association of Master 
Plumbers was held at Los Angeles on 
Tuesday and Wednesday, May 38 and 4, 
headquarters at the Hotel Hollen- 
beck. The convention was called to order 
at 10 A, M. on Tuesday by State Presi- 
dent Tom Stephens, of San Francisco. 

Delegates and their ladies to the num- 
ber of one hundred and thirty odd, and 
who represented San Francisco, Oakland, 
Alameda, Berkeley, Stockton,’ Sacramen- 
to, San Jose and Watsonville, left San 
Francisco on Sunday, at 8:10 A. M., May 
1, on the Master Plumbers’ Special South- 
ern Pacific Railroad coast route, bound 
for Los Angeles. 

In addition to the delegates going on 
the “Master Plumbers’ Special’ many 
delegates went to Los Angeles by various 
routes. The delegations, as they arrived 
in Los Angeles, were received by a recep- 
tion committee consisting of members of 
the Los Angeles local and its ladies’ aux- 
iliary. 

On Monday, preceding the convention, 
a base ball game between the Master 
Plumbers of San Francisco and of Los 
Angeles had been arranged. State Presi- 
dent T. J. Stephens was selected as um- 
pire (we think he is still sorry for it). 


with 


of the State Association of Master Plumb- 
ers of California : 

In opening this Convention I am pleased to 
congratulate you upon the large representa- 
tion here present. 

I would impress upon you that this gathering 


kindly ask your indulgence and assistance, but 
this I would ask you to remember, that my 
whole intent is to assist you in your delibera- 
tions to the full extent of my abilities. 


I believe this to be, perhaps, the most 
important period in the life of our organization, 
and that when the appropriate moment arrives 
we should express ourselves in such a manner 
as will preclude any misconception as to our 
sentiments relative to the principles for which 
we are organized and for which we are con- 
tending. 

The bond of harmony now existing in the 
membership throughout the State of California 
is exceedingly gratifying and encouraging, and 
as you will see by my report later on, has 
greatly strengthened our organization and gives 
us firm ground to anticipate much betterment 
in the future. 

When we consider the peculiar features of 
California, as pertains her scattered territory, 


Delegates and Visitors to the Fourth Annual Convention of the California Sta‘e Association 


has a duty to perform and that the legislation 
which may result from your deliberations will 
be far-reaching for our betterment or the 
reverse. 

We are, first of all, business men, come to- 


and peculiar conditions ag regards the markets 
in which we buy, I think I am right in con- 
gratulating you and your officers for the high 
degree or organization to which we have ar- 
rived. I have no hesitation whatever in say- 


al 
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Our individual membeus, our locals and our 
State must remember that by unity, and unity 


alone, may we exert any appreciable influence, 
and that as individuals, as locals or ag a 
State, singularly or collectively, we shall never 
hope to accomplish any useful betterment, 
Weighing all the facts of our purchasing 
markets, channels through which our business 
flows, and the rapid betterment of the avenues 
over which our trade travels, thus daily bring- 
ing us into closer connections with the greater 
markets of trade and manufacture, it ig read- 
ily seen that the only manner in which we 
can protect our business interests is by a 
loyal support of the National Association and 
its principles. The same fundamental prin: 
ciples upon which this great nation ig built, 
apply to our Association. : 

I believe we should encourage home industry, 
home merchants, but we must apply business 
methods, otherwise our good intention would 
become abortive. With this brief address | 
would call this Convention to order, and order 
that the usual business be proceeded with, 

The first order of business will be the ap- 
pointing of a Committee on Credentials. I am 
ready, gentlemen, to entertain a motion to 
that effeet. F 

In regular order Messrs. Thos. Hayerty, 
cf Los Angeles; Jas. E. Britt, San Fran- 
cisco; Chas. W. Barrett, Fresno; A, Bh. 
Vesper, of Pasadena; H. M. Schultheiss, 
of San Diego, and W. F. Hockins, of Ala- 
meda, were appointed a Committee on 
Credentials, and within an hour report- 
ed that the following gentlemen were en- 


titled to the rights of delegate. 


DELEGATES TO THE CONVENTION, 

San Francisco Local—W. Buick, J. B. But 
terworth, J. H. Brooke, J. Bertram, A. Curran, 
A. Colman, J. Fitzpatrick, FE. Grundy, H. Huf- 
schmidt, T. F. Healy, C. %. Hoffman meet 
Johnstone, F. Koch, M. Levy, J. Lombard, F. 
Il. Mills, R. T. Murray, C. Mayer, A. Newmark, 
J. O’Hara, G. C. Sweeney, I. W. Snook, J. 
Shepard, C. G. Stuhr, E. N. Snook, P, FP, 
Ward, R. Rice, A. G. Trezise, I. A. Gilley, - 
J. A. Schalich, J. Holle, W. Loane, T. F. Kier- | 
nan, J. D. Welch. 

Santa Ana Local—A. Butz, I. P. Nickey, J. 
McFadden. E ; 


Photograph Taken at the California State Convention of the Ball Players at Schutz Park 


From the start to finish there was but 
one side to it, and this was San Francis- 
cos, the play of Rice, Britt, Buick, East- 
man, Lombard, McCarthy, Stoddard, 
Gimmel and Mayer was brilliant, exactly 
like a Fourth of July sky rocket True, 
Los Angeles pitched, struck and caught 
balls, and crimped some runs, but can 
Lohmans, Guercio’s and the rest of them 
compare to the talent of ’Frisco? Cer- 
tainly not. President-Umpire Stephens’ 
decision was, well, certainly, to be vulgar, 
on the bum; he called it “a draw.” Let 
him tell us who earned the runs, earned 
them at the expense of trousers, brawn 
and b‘ood; let him tell us that, if he can. 
Frisco played ball; Los Angeles was only 
scientific. Pshaw! 

On Tuesday morning the delegates as- 
sembled in Turners’ Hall and at 10:15 
President T. J. Stephens called the assem- 
blage to order, addressing it as follows: 

ADDRESS OF STATE PRESIDENT 

STEPHENS. 

the Fourth Annual 


Gentlemen of Convention 


gether for business purposes, and I believe 
you come prepared to transact your business as 


Another View of the California Master Plumbers Base’ Ball Players at Schutz Park 


ing that California stands in the front rank of 
Association States, and the prouder we should 


Ovalon Santa Catalina Island, Visited by the California Master Plumbers’ Association 


business men should. 
entirely just in my ruling: 


I shall endeavor to be 
I do not claim to 
therefore, I would 


be a parliamentarian ; 


be of this fact, when we consider the condi- 
tions with which we haye had to and are con- 
tending, 


Neal Cia: 


Oakland and Alameda Tocal—W, I’. Iloek- 
ins, C. Doell, D. A. O’Brien, C. Sturm, G. L. 
Yager, J. McAllister, J. B. Cruz. 

San Jose Local—J. W. Delaney, W. Frilts, 
II. Menzel. 

San Diego Local—J. H. Woolman, C. Julian, — 
Il. E. Schultheiss. 

Whittier Local—F, C. DuValle. 

I'resno Local—C. W. Barrett, J. T. Anderson. 

Berkeley Asst.—J. J. Menges, Geo. Stoddard. 

Pasadena Local—A, I. Vesper, D. G. Chap- 
man, N. White. 

Los Angeles Local—F. A. Jay, R. F. Beat- 
tie, S. C. Brown, E. Crowell, T. Haverty, W. FE. 
lloffman, F. Huebsch, L, C. Lohman, A. Il. 
Longley, C. H. Mannell, A. B. Marshall, G. W. 
Paul, L. A. Scholes, J. Risk. 

Stockton Local—F. BE. Goodell, C. M. 
son, C. Brutchy, E. Gnekow. 

Vallejo—C. L. Winchell. 

Watsonville—W. C. Hays. 

Long Beach—W. B. Joy. 

Sacramento Local—Tom Scott. 

Riverside—Chas. Shields, D. Ormand. 

Redlands—J. E. Fischer. 

Hermosa Beach—F. P. Stewart. 

Alhambra—R. H. Moorhead. 

State Executive Committee—President, T. J. 
Stephens, San Francisco; Vice-President, V- 
W. Guercio, Los Angeles; Past President, J. 
i. Britt, San.Francisco; Treasurer, W. Kr 


Jack- 


——_ 
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STOP 


Less Time on Cheap 


Scuily’s 
Stop and Waste Cocks 
are made of the best 
Red Metal; always turn 
easy, and for quality 


WASTE 


Competition Goods 


Cheap Brass Goods 
are like eggs. They 
are all right until you 
want to use them. You 
run no risk with Scully 


and price they can’t 
be beat. 


Goods. They are un- 
conditionally Guaran- 


Scully for Quelity 
If your jobber does 


CASKET 


not carry these goods pies 


Write us! 


Scully Closet Ventilator 


Urinal Trap 


The Scully Closet and Urinal 
Ventilators are endorsed and 
used by the leading Architects 
and Plumbers... Write us for 
prices and general information. 


Write for Catalogue and 
prices on Scully Traps. They 
are goods of merit. Give 
them a trial. 


Scully Scully 


High Grade Fuller High Grade Compression 
Goods Goods 


W. J. Scully Ventilator @ Mfg. Co. 
eee CirRcd CR aah, DETROIT, MICH. 
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Wilson, San Krancisco; secretary, J. L. E. 
Firmin, San Francisco; Member, F. P. Furey, 
Alameda;. Member, D. Crowley, Oakland; 
Member, T. Scott, Sacramento; Member, C. 
Foin, Fresno; Assistant Secretary, R.° F. 
Beattie, Los Angeles; Assistant Secretary, C. 


San Francisco. 
ALTERNATIVES. 

San Francisco Local—G, F. Thompson, C. 
Anderson, M. A. Mitchell, e J. Blackman, ny 
Baumsteiger, J. P. Dougherty, W. E. Lane, J. 
Day, F. T. Knoles, F. Friermuth, L. Helbing, 
H. E. Moliis, @. Eastman. 

Stockton Local—G. F. Schuler, R. Rowe. 


Fresno Local—BH. Smith, R. Nutting. 


T. McCarthy, 


Los Angeles Local—R. J. Deakers, G. J. 
IXustace, A. C. Earhart, G. E. Howe, D. Kay- 
anaugh, W. D. Newell, A. F. Smith, Hugh 
Smith, F. F. Snell, A. J. White. 

Watsonville—A. P. Beck. 

San Diego—H. E. Heilbron. 

Riverside—Wm. Copley. 

Fresno—A. W. Gearhart, R. H. Ferguson. 


Pasadena—H. Goehegan. 


Guest from Tuscon, Arizona—@G. F. Julian. 

The report of the Committee on Cre- 
dentials having been adopted, President 
Stephens declared the assemblage regu- 
lary convened, and business proceeded. 

The Committee recommended that the 
resolution presented by Thos. Haverty, 
of Los Angeles, pertaining to apprentices, 
be adopted, as follows: 


Resolved, That we most emphatically con- 
demn the action of National and Local Journey- 
men Plumbers’ Association, wherein they pro- 
hibit the employment of and refuse to work 
with any new apprentices in our trade, thereby 
prohibiting a respectable and ambitious young 
man from learning a trade, which, in our 
opinion, should be open to him. 

We believe the action taken by the Journey- 
men to be un-American, extremely selfish and 
decidedly against the best interests of our 
business and the public welfare, and that it 
should not be tolerated, in a free country, and 
that every ambitious boy should have the op- 
portunity to better his condition, and that 
this right should not be denied him by any 
man, or body of men. And we further recom- 
mend that, whenever and wherever possible 
such rules and actions should be vigorously 


combated. 
The Committee on Resolutions offered as a 


substitute for the resolution presented by the 
Berkeley Local wherein it proposed a State 
law to the effect that no local should affiliate 
with any carpenters, builder or other contract- 
ing organization under penalty of expulsion, 
the following : 

Resolved, That it is the sense of this Con- 
vention that it is not for the best interests 
of this Association that locals throughout the 


Vice-President A. E. Vesper, Pasadena, Cal. 


State should affiliate with builders’ agsocia- 
tions, and we recommend to our various locals 
that they refrain from so doing. 

This substitute as adopted, and the 
convention adjourned to meet in execu- 
tive session at 2 P. M. 

Convention called to order by State 
Vice-President Vicent W. Guercio, at 2.15 


P. M., and the first business was the tak- 
ing up of the report of the Auditing Com- 
that 
Pasadena, and that they had concluded 
the financial report of both the treasurer 


mittee. This committee reported 


and the secretary were found correct. 


The Committee on Resolutions report- 
ed that they had carefully considered 
the proposed State law as prezented by 
to make no recommendation, so that the 
its 
This resolution aimed at 
providing a State law defining duties of 
journeymen and master plumbers’ exam- 


resolution was before the house in 
original form. 


but it was the opinion that this is not 
the proper time to advocate a State law 
among which are, 
that it would lead to considerable con- 
and 
that the public opinion has not yet been 
educated to the point where it would de- 
legislation, thus ereating a public senti- 


for several reagons, 


flict with existing municipal laws, 


ment favorable to State action. 


At this stage telegrams were received 
Hornbrook, 


from National President 


wherein he expressed appreciation of 
California’s loyalty, and offered his con- 
eratulations. 


Frank A. Jay, Los Angeles, Cal., President of the State Association of Master Plumbers 


The convention 
locality 


mand such legislation. 
was of the opinion that each 


should persistently advocate 


sanitary 


Secretary, R. i. Beattie, Los Angeles; 
Assistant Secretary, Chas. T. 
Francisco ; 
land. 


McCarthy, 


Hotel Hollenbeck, Los Angeles, Cal., Headquarters of Cal. State Association During Their Annual Meeting 


inations, registration, and the regulation 
of plumbing. In sentiment, met with 
the hearty approval of the convention, 


After considerable routine business, 
the convention then proceeded to the elec- 
tion of officers to serve for the ensuing 


Second 
San 
Sergeant-at-Arms, D. Crowley, Oak- 
Members of State Executive Committee 
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year. This resulted in the election ot 
the following gentlemen: 


President, F. A, Jay, Los Angeles; Vice. . 
President, A. EB. Vesper, Pasadena ; Treasurer, — 
Wise bl. Wilson, San Francisco; Secretary, J. L, 
KE. Firmin, San Francisco; First Assistant 
—C. L. Foin, Fresno; J. H. Julian, San Dileep 
T. Scott, Sacramento, y 

All of the ae officers elect, together with 
Past President T. J. Stephens, of San K Francisco, 


compose the State Executive Committee for the 
ensuing fiscal year. 


National delegates elected to represent Hie 
State Association at the St. Louis Conyention, 


1904—Thos. J. Stephens, of San Francisco; 
Frank P. Furey, of Alamenda; Frank A, Jay, 
of Los Angeles, by virtue of nis office, ee. aN 


In conformity with the wishes of the 
state officers, the various social features 
were so arranged that they did not inter- 
rupt the business of the convention, con: 
sequently the proceedings of the cony b 
tion moved with dispatch. On Tuesday 
evening, the Ladies’ Auxiliary of the Los 
Angeles local escorted the visiting ladies — 
to a theater party, after which they en- 
joyed a most agreeable banquet, and, if 
we are able to believe but half of the 
praises bestowed upon the hostesses by } 
the guests, then, indeed, every one had a 
happy evening. In the evening after 
sessions, the delegates were the guests 
of the Los Angeles local at a smoker, 
end certainly this was the smoker of all 
smokers. President Frank Jay presided. 
He is a big man, big mentally and phys- 
cally, and he exerted these qualities, 
ruled with an iron hand, everybody came 
to the front and when the hour came to 
adjourn (which hour was seasonable), 
not a man Jack of us but vowed that the 
latent talent to entertain lying within 
the master plumber was astonishing, and — 

- that the smoker was an entire, oe 
success. 


On Wednesday the ladies were again 
taken in hand, and trolley, and enjoyed 
a ride to all the places of interest sur- 
rounding Los Angeles, and again the la: 
dies tell us “it was great.’ The dele ~ 


Treasurer Wm. Wilson of San Francisco, Cal. 


gates, they attended convention, and up 
to noon it looked very much as if niche 
sessions must be held. But thanks to the 
diligence of the delegates and the compe- 
tency of Vice Guercio, who presided, the — 
business was completed by evening, and 


a 
the convention adjourned sine die. - 


On Thursday nearly every one made 
the trip to Mount Lowe, and they are 
still wondering how they got to the top — 
and how they afterward got to the botto 
again, of that mountain. Some not satis- 
fied with risking their bones by ridin 


+ 
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The Climax Ratchet Stock 


Is an indispensible tool for 
conveniently threading 
iron pipe in ditches, under 
floors, in corners, overhead 
etc. With this tool threads 
can be cut without remoy- 
ing whole lengths of pipe. 
This tool is provided with 
a strong vise which secure- 
ly grips the pipe, and by 
means of the leading 
thread the die is forced on 
pipe and the thread is cut. 
It is made of mall able 
iron and steel, and while 
light in weight, making it 
convenienttocarry,is very 
strong and rigid. The ad- 
vantages of this tool make 
itabsolutely indispensable 
to plumbers,steam and gas 
pipe fitters, gas and water 
companies, machinists, 
etc. It takes standard 
size dies, which are extra 
if furnished. 
No. 1 threads 14 to1 
inch pipe,takes die 
2 and 2g inches 
RO SnolNiBAnGae $10.00 
No. 2 threads 1 to2 
inch pipe,takes die 
214, 3 and 4 inches 
SQUATGS 03.00% 000 e+ $17.00 


THE “NORWALL” AIR VALVES 
DON’T REQUIRE ADJUSTMENT; DON’T 
LEAK WATER; DON’T LEAK STEAM; 
DON’T FAIL TO VENT; DON’T DO ANY- 
THING THEY SHOULD NOT DO. 


SLALED METAL FLOAT 


VUUIULUITT LU) Lo La 


lor sale by leading jobbers 


Manufactured Solely by 
c.M. KEMP MFG. co., Baltimore 


- Something New and Sanitary in a Kitchen Sink 


EK a Whole Man in one thing at a time, 
would be a good motto for those who de- 
sire to be strong in anything, the secret of 

achievement is the power to focus the thought, a 

wandering mind will never accomplish anything: 
If its your purpose to make any change for tlie 

better try the goods that serve you best; use 

CLEAN SWEEP TRAPS and FULLER WORK 

and watch results; they make good, and you and 

your clients are benefitted thereof, the traps are 
pre-eminently the best all-around fixture in use, 
and are sold in foreign countries as well as in the 

United States. The Fuller Work in operation 

makes no noise; your jobber stands ready to 

serve you if you ask him, 


DETROIT SANITARY SUPPLY CoO., 
Sole Manufacturers, DETROIT, MICH. 


A one-piece Roll Rim Porcelain Enameled Iron Sink with recessed deep-roll back, right and 
left hand Drain Boards, and No. 414 Fuller Double Bath Cocks (a new departure from the old style 
eb rocks) Fitted with concealed Brackets and Enameled all over. ‘Ihe must sanitary sink on 

© market. 


Write to Department R for Catalogue and Prices. 


JOHN SIMMONS COMPANY, 110 Centre St., New York. 


Che “PERFECTIO” Sanitary Basin Waste 


Ye Yo Ne en Paras? | Xo Re De 


The _ ‘‘Perfectio”’ = 

Waste is adapted for 
use with any Patent 
Overflow Basin, and Re 
has been designed to \ 
take the place of the old 

style Chain and Stopper, 

which is not only un- 

sightly, but very un- 

sanitary. 


Xe ne re Showing Waste attached es Rodel or Oval Patent Overflow Basin Ye ra Xe 


MANUFACTURED BY 


THOMAS H. HUTCHINSON. 


ale THE KENNEY MFG. CO., 36 E. 22nd St., New York, ° THE JOHN SIMMONS CO., 110 Center St., New York, 
For J by ; JOHN A. MURRAY, 625 Sixth Avenue, New York. 


it not 4 gives a high, glowing,dur- 
able polish to all metals, but the polish 


Bar Keepers Frieud: 


lasts, {¢ will shines on! It benefits all metals, minerals or 
wood while cleaning them. 25c 1 lb box. For sale by drug- 
gists and dealers. Send 2c stamp for sample to George 
William Hoffman, 295 E. Washington St.,Indianapolis, Ind. 


be -Pertectio 24s 
simple in construction 
and can be adjusted to 
fit any size Slab and 
Basiii. 

It is well made and 
extra heavy throughout, 
and is without doubt, 
the most sanitary waste 
on the market. 


<> CYPRESS Water Tanks 


Pr"  Bestinthe world. Senp For CaTaLocus 
ret Write for delivered prices. 

H. F. LEWIS & CO., Lrp. 
316 Baronne St., NEW ORLEANS, LA 


For Steam and 
Hot Water 
Radiators. 
Made of Sheet 
Steel. Ends of 
Cast Iron. 


” 


Sf. om 


J. RUTHERFORD & SON, Akron, O. 
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in the cars to the top, risked their necks 
by riding asses to the apex. Laws me, 
I’m in doubt which was the greater ass, 
the rider or the ridden. After cleaning 
up a bit, a very great bit, in fact, every- 
body went to the ball tendered the dele- 
gates by the Los Angeles local. My, but 
the girls, young and old, and the boys, 
too, looked splendid. Dance, why, they 
did that continuously, except when re- 
freshing, and till midnight. The Los An- 
geles folks can’t play ball, but they can 
give a great ball, make no mistake. Let’s 
see, yes, but why should I stop to think, 
wasn’t it Pasadena day, and who can for- 
get that ride through the rose bowers, 
palm groves, orange orchards, paradise 
of San Gabriel Valley? Not I; not any 
one. And that collation. Over two hun- 
dred and thirty of us sat, too; and ate, ate 
heartily of a most delightfully arranged, 
bountifully provided, hospitably tendered 
dinner, given us by the Pasadena local. 
The Pasadena local-is a little dandy, A. 
BE. Vesper is dandier, and the ladies the 
daintiest for miles around. 

Then they took us to the ostrich farm, 
the graceful brutes, singular combination, 
some parts all feathers, others not any. 


Contentment. 


Taken at Los. Angeles, Cal. 


By the way, first thing caught the eye, 
copy of a PLUMBERS’ TRADE JOURNAL. 
What’s Tue PLumpBers’ Trapre JouRNAL 
got to do with an ostrich farm? Why, 
the ostrich farm is connected by mar- 
riage, or something else, with Heather- 
ton. Heatherton’s uncle, you know, good 
fellow, only avoid him, has lots of feath- 
ers to sell. 


Saturday, oh Saturday, that Saturday, 
who can forget it? Los Angeles again 
asserts her rights to command us, and 
taking train we are soon at a beautiful 
picnic ground nestling in mountain glade. 
You’ve perhaps -heard, read, or partici- 
pated in a barbecue, but no matter what 
you heard, read or done, you don’t know 
what a barbecue is. To know the proper 
thing ask Los Angeles to show you. 
Meats and plenty, done to the turn, 
broiled and—and—and just find a delight- 
ful spot, lie down, light your cigar, and 
then dream of a delightful Romany re- 
past, that’s it; but it isn’t half it. Why, 
never was host half so attentive to guest 
as were the Los Angeles boys, they en- 
tirely forget self, remembering only their 


guests. When we were not eating, we 
were dancing, and when not dancing, eat- 
ing, or something similar but more fluid 


discovered to us by the glass bottom 
boats. 
mantide fairy plays, 


Go to the very dreamiest Christ- 
dream that that 


At the California Convention. Just a Nice Little Party"at;the Park, Los Angeles 


in its nature, but then you must remem- 
ber that’s nature, too. 

Evening came, and back to Los An- 
geles, having enjoyed one of the happiest 


which you are looking at is all below the 
sea, then dream that with each shifting 
the scene becomes more and more beau- 
tiful, then perhaps you have gained a 


At the California Convention. Having Their “Picture Tooken” on the Way to Los Angeles 


days of our life, and all of us found 
time to visit Catalina Island, a thirty 
mile sea trip from Los Angeles on Sun- 
day. Yes, some few felt a nervous sen- 


weak conception of the beauties of the 
depths of Catalina Sea. But there is a 
mermaidish, creepy, crawly feeling 
through it all. You anticipate the sud- 


Delegates and Friends at California Convention. With Military Bearing They Stood in a Row at Paso Robus 


timent in the region of the stomach, not 
many, though, ¢ 
Can’t tell you of the wonders of the sea 


den disclosure of the tentacles of Vic- 
tor Hugo’s devil fish. 


Across the waters, back to Los An- 
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geles, soon to train bound for San Fran- 
cisco, and here we are after haying at. 
tended a remarkable convention and en- 
joying hospitality in its fullest, 


NOTES OF CALIFORNIA CONVENTION, 


The committee on entertainment which 
was composed of Vine Guercio, F. A. Jay, 
Edward Crowell, Thomas Haverty, ar 
ranged for an elaborate program which 
lasted throughout the entire week, the 
first number being an exciting game of 
base ball, which took place at the Chutes 
park, between the team of the local asso- 
ciation and a picked team from among 
the visiting delegates from San Fran- 
cisco, in which the former showed their 
superiority over the latter. With Frank 
Jay as score keeper and Tom Stephens for 
umpire, there was something doing. The 
best play noted was that of Terrell who 
scored three pases on a dead ball. 


On Tuesday evening, while the ladies at 
tended the performance of “‘Trilby” at the 
Burbank Theatre, the gentlemen assem- 
bled for a smoker at Turner Hall on 
Main street. At 8 P. M. the chairman, Mr, 
Guercio, called the meeting to order and 
drinking would be permitted, whereupon 
he was promptly declared out of order, 
The committee was fortunate in securing - 
some good theatrical talent, who fayored 


ee 


The Sad Sea Waves. Charlie McCarthy and 
Jacob Holle a 
the visitors with several selections both 
vocal and instrumental, finishing with a 
dramatic stunt in one act, in which the 
heroine finally disgraces the family name 
by marrying a plumber. During the course — 
of the evening various of the visiting dele- 
gates were called upon for a song, story 
or speech, which consisted as follows: — 
Mr. Gere, comical recitation entitled 
“Picking Cherries for Papa’s Cocktail.” 
Solo, by Mr. Beattie, of Los Angeles, the 
latest song “Bedelia,” in which all hands 
came in on the chorus. Recitation by Mr. % 
Edward Longley, entitled “St. Peter's mis- 
take.” Short remarks by Mr. Ed. Snoek, 
of San Francisco. Irish song by James B. 
Britt, of San Francisco, entitled “The 
Day I Played Base Ball.” Personal expe- 
riences of a boy learning the trade in 
1850, by Mr. Tom Scott, of Sacramento. 
Baritone solo, Andrew Marshall, of Los 
Angeles. Comic song entitled “Coil Oil 
Johnnie,” by Wm. F. Wilson, San Fran- 
cisco. Tom Muhleisson, of Point Loma, 
San Diego, was there and obliged with 
“Casey at the Bat.” Short remarks we 
also made by Ed. Gockley, and J. N. 
March, of Pasade; C. A. Julian and J, 5. 
Johnstone, of San Diego. 


SPECIAL NOTICES. 


RATES FOR SPECIAL NOTICES. 
Special notices, such as “wants,” “for 
sale,” etc., are inserted at the rate of 50 
cents per issue for regular subscribers. To 
non-subscribers the rate is $1.00 per inser- 
tion, to not exceed five lines. Cash must 
accompany order. 


led gal AND HOT WATER FITTER 
who has some knowledge of plumbing, for per- 
sition in small town in Illinois. Address 
.”” Schiller Building, Chicago, Ill. 


manent 
SPI M. 


FOR SALE CHEAP—Patterns 
for a full set of DURHAM 
HOUSE DRAINAGE FITTINGS 
—Ells, Tees, F.Y’s, etc. If in- 
terested, will send full informa- 
tion andprice. Address‘‘J.S.’’ 
care of The Plumbers’ Trade 
Journal, 64 Beekman St. 


OAN SELL YOUR PLUMBING BUSINESS, NO 
matter where it is or what it is worth. Send de- 
scription, state ages and learn how. W. M. Os- 
trander, 847 North American Building, Philadelphia. 


LUMBERS’ WOODWORK— 
Wanted by one of the best- 
known selling agents in the East, the 


agency for a good line of plumbers’ 
woodwork—to sell to jobbers only 
on a commission basis. Address 
“J.D.R.,”’ care of The Plumbers’ 
Trade Journal. 


OR SALE—PLUMBING AND STEAM HEATING 
business, in city of 30,000 population, growing 
very rapidly; business will run about $25,000 per 
ear. tock will invoice about $3,500. Address 
‘O. T.,”’ care of The Plumbers’ Trade Journal. 


OR SALE—A PLUMBING BUSINESS IN SAN 
Mateo, Cal.; one of the finest shops in the State, 
doing a plumbing and tinning business. Reason for 
selling is that the business has Pike too large for 
one man torun. Address “C. J. M.,’ care of The 
Plumbers’ Trade Journal, 61 Beekman Street, N. Y, 


OR SALE—PLUMBING AND TIN BUSINESS IN 

alive town of 2,000; only shop in town; stock 

and tools $1500 cash. Address ‘tP. O. Box 168,’ Ox- 
_ ford, Ohio. . 


ANTED—IN A WESTERN TOWN OF 50,000 IN- 

habitants, 3 first class non-union plumbers in a 

union town. Address “P.,’’ care of The Plumbers’ 
Trade Journal, 61 Beekman St., New York. 


RAVELING SALESMAN—YOUNG MAN WITH 


eling in South or Central West, 
man,’’ care of The Plumbers’ Trade Journal. 


ANTED—SALESMEN TO CARRY AS A SIDE 
line, on liberal commission basis, a new pipe 
cutter which cuts a pe without a burr, and auto- 
matic wrenches. Address The Headson Tool & Mfg. 
Co., Lafayette, Ind. 
WANtTEp—4 POSITION AS TRAVELING SALES- 
man or in office of plumbing supply house; 
have had eight years’ experience in the business. 
Address P. O. Box 86, New Orleans, La. 


WASTED—WROUGHT IRON PIPE COUPLINGS, 

black or galvanized; sizes 34 to 6 inch; must be 
in good condition; advise quantity on hand and price 
per pound, Address Manley & Landreth, Joplin, Mo, 


ANTED—TO ARRANGE WITH GOOD BOILER: 
and Radiator Company to represent them in 
Philadelphia and vicinity, including South Jersey. 
Delaware and part of ea rere on a salary and 
commission basis; am wel) acquainted with the 
trade, having been calling on them for several years 
Address ‘‘C. B. J.,” care of The Plumbers’ Trade 
Journal, 61 Beekman St,, New York City. 


LUMBER’S HELPER WANTS JOB IN A GOOD 
shop where he can finish; have had two years’ 
experience; first class reference. Address Joseph 
Quigley, Anamosa, Iowa. 


CSE See er a a eS ae Sa, 
POSITION WANTED BY A YOUNG MAN WITH 

several years’ experience in the plumbing sup- 
ply line; inside or outside position. Address “A.B.C.” 
care of The Plumbers’ Trade Journal, 61 Beekman 
8t, New York, 


| HAVE AN ENTIRELY NEW SOIL PIPE FIT- 
ting now ready for the market; would like to 
make arrangement with some one whois in a position 
to handle it and deal it out to the plumbing trade. 
Address “Plumbing,” Box 484, Shelton, Conn. 


opportunity for the right man. 


ANTED— A GOOD TRAVELING 
salesman, familiar with the plumb- 


ing trade, to represent a manufacturer of 


plumbers’ high grade brass goods, in terri 


tory where trade is established; fine 
Address 
“Manufacturer,” care of The Plumbers 
Trade Journal, 61 Beekman St., New York 


City. 


ITUATION WANTED BY PLUMBER; TWO 
years’ experience; graduate of New York Trade 
School, city or country. Address ‘‘A. P.8..°’ care of 
The Plumbers’ Trade Journal, 61 Beekman St., New 
York City. 


TEADY WORK FOR FIRST-CLASS PLUMBERS, 
gas and steam fitters. Address Samuel A. Ess- 
weio, Columbus, O 


ITUATION WANTED BY PLUMBER, THREE 
years practical experience; have done roofing, 
and good jobber, Graduate of New York Trade 
School; city or country, Address ‘‘M. C.,’’ care of 
The Plumbers’ Trade Journal, 61 Beekman St., N. Y. 


ANTED — FIRST-CLASS STEAM AND HOT 
Water Fitter, that can do good job of plumbing. 
Address P. O. Box 24, North Takoma, Wash. 


Youna MAN, 27 YEARS OF AGE, THOROUGHLY 

acquainted with plumbing and steam fitting 
supplies, wishes inside position; at present employed 
as traveling salesman. Address “Salesman,” care 
of The Plumbers’ Trade Journal, 61 Beekman Street, 
New York. 


LUMBERS—FIVE GOOD, SOBER, RELIABLE 
plumbers at once; steady work until the first of 

the year for good workmen. No labor trouble, Ad- 
dress Symms-Powers Co., Sioux Falls, South Dakota. 


ANTED—A FIRST-CLASS PLUMBFR,STEADY 
work for the right man. T. E. Walter & Co., 
Aurora, Ill. 


ANTED—3 GOOD SOBER NON-UNION PLUM- 

bers and one good sober steamfitter; wages 

50 cents per hour; railroad fare and board paid on 

out of town work. Apply to Korsmeyer Co., Lin- 
coln, Neb, 


NY WIDE-AWAKE PLUMBER, WHO IS WILL- 

ing to buy stop and waste cocks in gross lots and 

pay spot cash for the same, can learn where and 

ow to get the same prices that the largest jobbers 

pay. A big saving. Write ‘‘New Method,” care of 

The Plumbers’ Trade Journal, 61 Beekman St., New 
York City. 


OR SALE—IN A LIVE TOWN OF 2800 INHAB- 
itants in central Massachusetts, plumbing, 
heating and tin business, with hardware store in 
connection; carried on by present Owner 17 years. 
This business is in a prosperous condition, and is an 
excellent opening for a good an. Address ‘‘X.,” 
care of The Plumbers’ Trade Journal. 


Weare ATONCE-—IN 4 GROWING SOUTHERN 

City. first-class plumbers; steady work to first- 
class, reliable non-union men. Address P. O. Box 
265, Greensboro, N. C 


ANTED—POSITION AS PLUMBING FOREMAN 

by married man; 16 years’ experience; 3 years 

as foreman; can furnish good reference. Address 

“HAH. W.,’ care of The Plumbers’ Trade Journal, 61 
Beekman St., New York 


OR SALE AT A BARGAIN—ROYAL HOT 
water heating system, 24 radiators; used two 
winters; none better; reasons for selling, building 
is hardly ever all rented; come and see it. Address 
E. J. Smead, Viveland, N. J. 


OR SALE — PLUMBING, HEATING AND TIN 
and pump business in South Jersey; population 
8,000; stock and tools, $1,000; owner going away. 
Address “‘F. H.,” care of The Plumbers’ Trade Jour- 
nal. 61 Beekman St., New York. 


ANTED — 4 OR 5 FIRST-CLASS PLUMBERS; 
must be experienced on lead work. Address 
‘Box 86,” Detroit, Mich. 


OUNG MAN 27 YEARS OF AGE, THOROUGHLY 
understands plumbing; would buy interest in a 
plumbing and heating business in Massachusetts or 
Connecticut. Address ‘“F. A. §8.,” care of The 
Plumbers’ Trade Journal, 61 Beekman St., N. Y. 


ANTED—A FIRST-CLASS BRASS FINISHER, 

tool and pattern maker, who is familiar with 

the ground key work; strictly sober and capable of 

working unskilled labor. Address The Midland Brass 
Works, Fort Worth, Texas. 


LUMBERS—2 GOOD PLUMBERS CAN HAVE A 
steady job at good wages, Call on, or address 
at once, Brohl & Appell, Sandusky, O. 


ANTED—A POSITION AS JOURNEYMAN 

plumber in a small growing town; first-class 

work guaranteed. Address “J, H.,” care of The 
Plumbers’ Trade Journal, 61 Beekman St., N. Y. 


ANTED-—3 OR 4A NO.1 PLUMBERS. MEN OF 
families preferred. J. S. Farrell & Co., 144 
North Illinois St., Indianapolis, Ind. 
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ITS DISTINCTIVE FEATURES : 
Ain arreated burner 
No screens (of any kind) 
Perfect combustion 
Forced draft 

No vent pipe 

20 per cent. more efficiency 
Simplicity of construction 
Price all right 

List, $25.00 


COMPLETE AS SHOWN IN CUT 


\ 


It’s easy for every dealer to know all about 
these distinctive and valuable features of the 
“RAPID” order. Sample and install it--see 
for yourself. You take no chances. Every- .- 
one fully guaranteed. Send us your orders. 
No delay in filling. Catalog for the asking. 
Write now. 


RAPID HEATER CO., Limited 
GRAND RAPIDS, MICH. 


ACME No. 15 
Nickel-plated Heater and Shelf 


LIST PRICE, $21.50. 
aia. 
yh 


The Improved 
Douglas-Acme 

and Flush In- 

Stantaneous 
Water Heaters 


equipped with appliances 
possessed by no other 
heaters. 


A SAFETY GAS LOCK 
that prevents explosions. 


S 


A DETACHED and AC- 
CESSIBLE GAS 
BURNER 
that can be easily ad- 
justed. Suitable for any 
gas pressure or process 
of make, therepy obtain- 
ing the proper combus- 
tion which predeminates 
in heating water instantly 
and utilizes all the heat 
units. Creates no carbon 
or soot. 

This is a recognized 
strong feature and ap- 
preciated universally, 


Write for Catalog 
and Discount. 


Heats 3to31¢ gals. per minute to a temperature of 100 Deg. 


Pioneer Makers of INSTANTANEOUS WATER HEATERS, and the 
most complete line inthe world. 18 STYLES. 


The Instantaneous Water Heating Co. 
1532159 S. Jefferson Street ° e e CHICAGO. 
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THE MUELLER UNCONDITIONAL CUARANTEE 


It is not unusual for the maker to guarantee or warrant his goods. It has always stood as a sort that he wished his 
customers to be satisfied with what he had sold them—expressed his willingness to treat them fair. 


It is unusual, however for a maker to emphasize his guarantee, unless, of course, he proposed to sell the guarantee and 
not the goods. At the.same time unusual emphasis can be of some comfort to the buyer if he has ever been troubled with the 
usual guarantee. 


Mueller goods all have an unconditional’ guarantee to the buyer. This guarantee means more than the usual guar- 
antee. ‘The usual guarantee means that the manufacturer is willing to adjust any complaint that the buyer may have. The 
Mueller unconditional guarantee means that we are anxious to adjust any complaint—which to the buyer, if the complaint is 
fair, it will have immediate adjustment and not a long series of excuses. 


The Mueller guarantee does not represent an extra’ need of assurance to the buyer because we fear Mueller goods will 
not satisfy him, but rather that if Mueller goods do not satisfy him after the severe factory tests to which they are subjected, 
we are anxious to find the trouble he may have had, and to remedy it. 


THE MUELLER TRADE MARK [IDENTIFIES MUELLER GOODS 


Nearly all goods are known to the buyer and user by some characteristis that would identify them if.they should prove 
defective, yet some are hard to identify. It is more convenient to have some mark that identifies the goods so there can be no 
question as to the maker. 


Mueller goods all bear the Mueller Trade Mark as an identification of their unconditional guarantee and to assist the 
buyer in identifying them should they fail in their use. 


H. MUELLER MANUFACTURING COMPANY, DECATUR,ILL., U.S.A. 


MUELLER‘COMPRESSION WORK 


SPECIAL GRADE SILL COCK 


The usual guarantee means that if the Sill Cock can pos- 
sibly be made to answer its purpose, you must be satisfied. The 
Mueller unconditional guarantee means we want to hear any 
sort of complaint you have about Mueller Sill Cocks. 


The stem of the Mueller Special Grade Sill Cock doesn’t have to be 
turned to the full limit of the threads to give a good flow. With one and a 
quarter turns of the handle the size of the stream is as large as the capacity 


of the pipe. 


The packing ring in the cap is cone-shaped so that it will make a good 
tight joint on compression. It is Moroughly lubricated to prevent a binding 


of the stem. 


The body and stem threads are large and square, and the wear on them 


is uniform. The cock cannot sing or chatter. 


Bach cock is given a working test with 200 pounds hydraulic press 


Three-fourths actual 
size 1-2 inch Cock 


ure and is wnconditionally guaranteed. 


Mueller Special Grade Sill Cocks are on exhibit in the Palace of Manufactures, World’s Fair. 


H. MUELLER MANUFACTURING COMPANY, DECATUR, ILL., U.S.A. 
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MUELLER GROUND KEY WORK 


A little extra domestic pressure might make a Stop Cock 


STOP AND WASTE COCK 


leak-—an admission of this fact of extra pressure would spoil 
any benefit from the usual guarantee. 

Mueller Stop Cocks are tested so severely that we don’t 
think that you can find a domestic pressure that would make 
them leak—but if you did they are unconditionally guaranteed. 

Mueller Stop and Waste Cocks have a check which nothing but the 
most violent use will break. It is formed by three strong lugs, two of which 
are cast in the cap, and one of which is cast on the body of the cock. The 


shearing strength of these lugs is many times that of the ordinary screw 


check. 


The haxagons are wide and long, and are milled to equal wrench centers. 
The wrench does not have to be readjusted each time it is released for a new 
hold, and once it grasps the wide surface it will not slip off. 


The cores are set so that the opening through the cock is always in the 
center. This prevents the waterway from being diverted to one side and 
weakening the casting at any one point. 


Each cock is given a working test with 200 pounds hydraulic press 


rs i : ure and is unconditionally guaranteed. 
Three-fourths actual size of 3-4 inch Cock 


Mueller Stop and Waste Cocks are on exhibit in the Palace of Manufactures, World’s Fair. 


H.MUELLER MANUFACTURING COMPANY, DECATUR, ILL., U 


MUELLER FULLER WORK 
STANDARD GRADE BIBB 


A Bibb that had lots of use might wear at the Stem until it 
leaked sooner than the last one you sold your customer. ‘The 
usual guarantee means that you must admit the Bibb was all 
right a while. The Mueller wnconditional guarantee would 
welcome any complaint, for they are manufactured to satisfy. 


The eccentric pin of Mueller Standard Grade Fuller Bibbs has a tapered 
end which gives it a distinct advantage over the old-style flat end pin. In 
assembling the parts, it is the work of only a second to locate the hole in 


the end of the ball stem. 


The thread walls of the cap are made extra thick so that the cap won’t 
spread or twist out of shape when a wrench is used a little rough upon them. 


The stem packing is lubricated so that it won’t make a tight joint when 
compressed closely around the stem. It is also made in one piece and does 
not have to be unwound from the stem as the old style cotton packing does. 


Each bibb is given a working test with 200 pounds hydraulic pressure 


and is unconditionally guaranteed. 


Three-fourths actual size of 1-2 inch Bibb 


Mueller Standard Grade Fuller Bibbs are on exhibit in the Palace of Manufactures, World’s Fair- 


H. MUELLER MANUFACTURING COMPANY, DECATUR, ILL., U.S.A. 
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Pl er’s Too rinder 

umb Tool G d 

1O DAYS’ TRIAL FREE. 

; Four Machines in One. 

One rapid cutting medium grain tool wheel, 5x 1%. 

One carborundum fine grain tool wheel, 44 x1%. 
For sharpening steel edge tools. 

One large polishing outfit consisting of one felt wheel 
coated. 

One muslin buffing wheel. 

A supply of polishing compound. 

One felt polishing wheel coated for brightening and 
polishing rusty tools, saws, ete. 

A machine built for plumbers. Driven by foot 
power, leaving the hands free to handle the work. 
Grinds pipe, chisels, drills, bits, knives, hatchets, ete. 

Iron, brass or nickel plated fittings can be pol- 
ished as bright as new. 

Each machine is equipped with patent, lock link, 
light running steel chain—no stretch or break; ad- 
justable steel seat; two carborundum grinding wheels 
and two polishing wheels; well seasoned, selected 
hard maple frame; close fitting, hard steel bearings. 
Gear wheels and chain-drive give the grinding wheel 
a speed of 4,000 revolutions per minute. One man 
does the work at 1-20 the time and labor of the old style grindstone. A boy can use 
it as well as a man. 


WHY CARBORUNDUM ? 


Many ighorantly confuse carborundum with corundum and emery, It is entirely 
different. (Ask us for exhaustive article on Carborundum.) A carborundum grinding 
wheel will cut faster and last longer than six corundum or emery wheels; will not 
glaze or draw temper from steel tools and works equally well wet or dry. We have 
the exclusive right from the manufacturers to use carborundum grinding wheels on 
hand and foot power grinders. Ask them, the Carborundum Company, Niagara Falls, 
N. Y. If this privilege were not worth having, we would not pay what we do for it. 
Investigate Carborundum. 

There is no question about our having the finest tool on the market for grinding 
and sharpening, but don’t take our word for this nor take another’s word against it. 
TRY THE MACHINE FOR YOURSELF. 

We will ship one on ten days’ trial. If you do not say it is the finest tool you ever 
used and perfectly satisfactory in every way, we will take it back and pay freight. If 
it is O. K., send us $8.50, the special introductory wholesale price. This offer is for 
plumbers only and for immediate acceptance, 

Write Now. 


LUTHER BROS. COMPANY, 


10 Plumb Street - - North Milwaukee, Wis. 


Made by the 
INTERNATIONAL HEATER CoO. 


That means 


The best material 
purchaseable. 
The highest grade 
of workmanship. 


The largest variety 


of 


Heating 
Apparatus. 


Every Steam-Fitter and Plumber 
should have his name on our 
Mailing List. 


Utica, N. Y. 


NEW YORK: CHICAGO: BOSTON: DENUER: 
237 Water St. 48 Dearborn St. Cor. Spruce and Sth. Sts. Chelsea 1207 Wazee 


MINNEAPOLIS: 225 Third St., South. 


eT 


You Will Do Well 


to write for descriptive catalog of 
our new Pipe Threading Machine 


Will till a long-felt want for little money 
American Pipe Threading Machine Co. 


200-202 So. Clinton St., CHICAGO, ILL., U.S.A. 


This Flange fits roofs of 
45°, 3716° and 30°. The 
sleeve is of castiron; inside 
this sleeve are two grooves 
which are chipped off for 
adjustment. You will al- 
ways have the right angle 
in stock and on the job. 


SEND FOR CIRCULAR. 


7 ae CUA. GRANTON, 


Ca HAVERHILL, MASS. 


Smith’s Little Giant 


and other styles of 


Hot. Water Attachments 


Corn Waren are the ONLY heaters of Guar- 
al anteed Capacity THAT WILL 
ij = FIT ANY FURNACE. 


- WRITE FOR OUR CATALOG. 


We can help you to a Profitable Trade. 


CHARLES SMITH COMPANY, 
102 Lake St., - ~ - CHICAGO. 
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Aka Bushing Guide Pipe Plates EZZ77z 


These plates are built 
upon the same principle 


as our celebrated plates i — screw plates and at a 
for bolt. | |= f moderate cost. 


Our latest production in 


Tight or loose fits can be had. Catalog ‘‘P’’ on request. 


Manufactured by The cbove cut shows sectional view of stock with bushing guide 


Makers of 


Wells Bros. Sy a Fine Taps and Dies, 


Shue HEEB. Screw Cutting Tools and Machinery 


Dixon’s Makes ihe uence joints ee UR NBW BINDER. A serviceable and 
G 4 5 remain free from rust an handy arrangement for holding Taz 
mE OES Pipe come apart easily at any time. QO SE ree TRADE JOURNAL, will be sent 
REE to any subscriber sending us a 
Joint omp ound Write for Booklet 99D ard a sample. new subscription, or sent post paid for @ 
JOSEPH DIXON CRUCIBLE CO., JERSEY CITY, N. J. 


Journal! 
Copies 
Wanted 


35 cents, 


AUTOMATIC “A AIR VALVES| 


VUxARk 
Double Connection 
Circulating 
Syphon Action 


A Guaranteed Valve 


E will purchase copies 

of THE PLUMBERS’ 

TRADE JOURNAL in good 

condition to a limited num- 
ber, paying 


ONE DOLLAR APIECE 
— FOR—= 


NOVEMBER 15TH, 1889 


These copies must ke sent 
carefully done up, with the 
sender’s name and address 
marked therecn to 


‘Tre Plumbers’ 
Trade Journal 


61 Beekman St., NEW YORK. 


bali 


bandy arrangement for holding Tue 


UR NEW BINDER. A serviceable and 
PLomsBers’ TRADE JOURNAL, will be sent f 


FREE to any subscriber sending us a 
new subscription, or sent post paid for e 
& cents. 


No.1. Side Outlet, 


RI “y) with Cap 
Spe th Si 5 ; These valves are the BEST MADE 


pat in covery respect. Small holes and 


tubes are avoided, to prevent CLOG- 


No. 3. Betton Oute- 
let, 1-8 or 1-4-inch 


sion post is made of an INDESTRUC- 


: TIBLE, HIGHLY SENSITIVE ¢ 
cing Being fitted with DOUBLE ERSITLV EE OompOwmys 


; F insuring QUICK ACTION The Work- 
omen ne the Radiator. all oY < 10 The Work 


: e manship is perfect, the Plati aS 
danger of throwing water and WATER s p is perfect, the Plating extra 


LOGGING is eliminated. The Expan- No. 6. Side Outlet,) heavy, and EVERY valve TESTED AND 


Lock Shield GUARANTEED FOR FIVE YrARS. 


Write to Department R for Catalogue and Prices 


| SArRL EY papuaTaR a FaUNDRYCO | JOHN SIMMONS COMPANY, 110 Center Street, New York 
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BAILEY IS HOME AGAIN. 

Jack Bailey, manager of the Anchor 
Sanitary Co., who has been living in 
Cleveland for some time past, and looking 
after the Ohio trade of his firm, has again 
taken up his residence in Pittsburg. 


BUYS PRIZE BULL DOG. 

“Billy” Bryar, of the Bailey-Farrell 
Mfg. Co., has just purchased a handsome 
imported bull dog from the Shropshire 
kennels, England, paying $200.00 for his 
prize. Mr. Bryar will exhibit him at the 
next bench show of the Duquesne Kennel 
Club. The dog has been christened 
“Happy Jack.” 


PLUMBER LOSES CHILD. 
Frank Lanigan, the plumber of Cope- 
land street, East End, suffered a sad loss 
recently in the death of his 2%-year-old 
child. 


HENRY SMITH, JR., MARRIES. 
The marriage of Henry Smith, Jr., the 
popular master plumber at 3517 Penn 
avenue, occurred on May 5bth. 


RECOVERS: FROM SMALLPOX. 
W. N. Barnhart, of Pitcairn, who has 
undergone a severe case of smallpox, is 
now out and attending to business again. 


PLANS NEW HOTEL. 
H. M. Wirsing, architect, Newcastle, 
a., has drawn plans for a fine new hotel 
at Sharon, Pa., in which the John Douglas 
Co. closets and urinals are specified. Mr. 
Wirsing has a!so made plans for a new 
aotel at Mahoningtown, Pa. 


HAVE INSTALLED NEW SHOW 
_ WINDOW. 

Gordon & Wehling, Bellevue, Pa., have 
fitted up a very handsome and attractive 
show window in their shop with a new 
line of goods, comprising standard baths 
and lavatories and John Douglas closets 
n golden oak woodwork. 


PLUMBING HOTEL JOB. 

T. B. Broadwell, Crafton, Pa., has about 
completed the plumbing in the new hotel 
at Carnegie, Pa., in which Douglas clos- 
ets were used. 


SECURED ORPHANAGE CONTRACT. 


The Jos. Sherwood Plumbing Co. have 
secured the plumbing in the new Holy 
Family Orphanage at Clifton, Pa., Sidney 
F. Heckert, architect. A number of fix- 
tures are to be installed, including fifteen 
enameled bath tubs, twenty-one closets 
and thirty-eight special enameled lava- 
tories, the latter being made special for 
the job. 


PLUMBING SUPPLIES VS. GAME 
CHICKENS. 


Victor A. Harder, Jr., one of Pitts- 
burg’s most popular and genial supply 
men, has taken up a side line which he 
declares to be very interesting as well as 
profitable. Victor’s new venture is the 
raising of game chickens, of which he 
is especially fond, not only in the pot, 


@ Pittsburg and the South @ 


Epa ermen tet Typo tmptgemrvtynd pare wll pun recta encmiebayl Ss 


but in the pit as well. On a recent dark 
night several of the chickens escaped 
from their coops and ran away up the 
hill into the darkness, with Victor after 
them. When he finally succeeded in re- 
capturing them, his shoes were covered 
with mud to the .tops. 


BOOKS BIG PIPE ORDER. 


F. L. Hester, Ohio representative of the 
Bailey-Farrell Mfg. Co., recently closed a 
large contract in Ohio for natural gas 
supplies, one item calling for five miles 
of 38-inch pipe. 


SURPRISE PARTY AT PITTSBURG. 

A large surprise party was held on the 
evening of May 16th at the residence of 
Mr. John Horner on Rush avenue, the 
occasion being a surprise tendered to Jack 
by the Everlasting Euchre Club, through 
the president, Miss Ida Daly. Among 
those present were Miss Rena Sarrow, 
Howard Hershey, Victor A. Harder, Jr., 
and Miss Lillian Ulrich. The prizes were 
very dainty affairs. The winners were 
Mr. Jacob Lamberger, Mr. Jas. A. Mc- 
Donald, Miss Mary Smith and Miss Lulu 
Flaherty. 


LARGE McKEESPORT PLUMBERS. 

Neemes Bros., of McKeesport, Pa., are 
large and successful plumbers in the 
Tube City. A great many important jobs 
at McKeesport and vicinity have fallen 
into their net. Quite a fine contract was 
secured by-them recently in the new 
D. L, Clark building and eight story office 
structure in McKeesport. The fixtures to 
be installed inelude eighteen enameled 
iron water closets, twenty-five enameled 
lavatories, nine enameled sinks, and eig%t 
enameled urinals. The architect for this 
operation is Marius Rousseau, Pittsburg. 


JOINS THE JR. 0. U. A. M. 


Billy Bitzer, the stalwart head book- 
keeper of the Ricketts Plumbing Co., has 


Nl len meets anal Vaslao es ot ena be! 


joined the Jr. O. U. A. M., and is now one 
of the most enthusiastic members of that 
body in the city. Mr. Bitzer is in line for 
the position of presiding officer for the 
ensuing year. McGinness Council, on 
Breed’s Hill, of which Mr. Bitzer is a 
member, is the largest and most influen- 
tial council in the city. Mr. Bitzer is 
putting in his leisure moments soliciting 


new members, and has succeeded in land. 
ing several of the local supply men, in- 
cluding Thomas J. Norton, Jack Bailey, 


and H. L. Andrews. 
_ Pot ro 


THE ORPHANS SECURE IMPROVE. | 
MENTS. 


Extensive alterations will be made to. 
the east wing and basement of the west 


wing and an extension to the boiler house _ 
Orphans’ Home at 20th ~ 


at St. Vincent’s 
and Race streets, Philadelphia, by Archi- 
tect George I. Lovatt. Robert Leinau, 111 


South 7th street, has the heating con 
tract, and the plumbing is in the hands 


of William Newell & Bro., 17th and San- 
som streets. 


FERGU 


Ferguson-Marcellus Co.. Ltd. 
GRAND RAPIDS, - - . 


Boston 


i 


Easy to Clear Out. 


Cor. First and C Sts. 


Manufacturers of 


High Grade Closet _ 
Combinations 


(Prices on A pplication) 


SON SUPPLY COMPANY, Ltd, 


SUCCESSORS TO 


MICH. 


Manufacturers and Jobbers of Hign Grade 
Plumbing and Heating Supplies. 


® ® 


Grease Trap 


Size 18X10. 
Suitable for Kitchen Use. 


R. Estabrook’s Sons, 


Manufacturers and Dealers in 


Plumbers’ Supplies 


SO. BOSTON, MASS. 


on earth where wrought iron pipe may be found you will “run up Se the Vulcan. 

Vulcans. offer only eae that are Seed: 
that the Vulcan lasts ‘twice as long as—— 

went build a poor tool. 


you 


satisfaction must be assured. We hold the worl 


on just those lines. 


J.H. Williams 


DROP-FORGINGS ONLY. 
BROOKLYN, - 


ST. LOUIS EXPOSITION 
Machinery Bldg. 


ai a man or 


“get it’ truthfully. We 
Our record must remain good, and your safety and 


Sizes for 1-8-inch to 18-inch. 


“master’’ tells you 


d’s ‘‘Pipe Wrench favor’ 


@ Co. 


N. Y. 
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a HAVE A BOILER OF YOUR OWN 


One that you can tie up to and work for, and control all of its business in your town. 
One that will please your customers and make them recommend you to their friends and 
neighbors. You can get 


The “RICHARDSON” 


oN ana} ] The Easiest Boiler in the world to set up. When its joints are made they stay tight. 
Eee It has 75 per cent. Direct Fire Surfaces. (25 per cent. is the common proportion). 

This is what makes its coal economy. 

Largest Steam Chamber and largest Water Leg of any boiler ever made. 

Result—Constant and steady supply of steam and an absolutely steady water line. 


RICHARDSON @ BOYNTON CoO., 


84 Lake St., CHICAGO 232-234-236 Water St., NEW YORH 57 Portland St., BOSTON 


ae 


Automatic 
Cock Grinders 


subject to purchase. We guarantee as ac- 
curate grinding as by hand with far greater 
economy. Machines made in any number 
of spindles. 


PLATE 26-L 


Heavily lined Tank. Post hinge Seat. Plain or quartered Oak 
A combination of Quality and Style is the 
assurance from those who have purchased 


Our Special Low Tank Closet 


THE CHASMAR: KING SUPPLY CoO., ° wee 
Charlotte, N. €. Savannah, Ga. The Turner Machine Co. *pricceptis, Pa 


Kieley Tank Pump Controller and Special Float Valve 


Guaranteed to Give Entire Satisfaction. 


Also Manufacturers of 


Hot Water Tank Temperature Controllers, Water Pressure Regulators, 
Steam Traps for all services, Damper Regulators, 
Reducing Valves for all services, Back Pressure Valves, 
Atmospheric Relief Valves, Boiler Feeders, 


Water Arches. Pump Regulators, 
Water Feeders, Waste Heat, Utilizers, 


Steam, Water and Oil Separators, Positive Acting Pump Governors, 
Automatic Receivers and Pump Regulators, Combination Muffler Tanks, Grease 
Return Steam Traps, Extract.ors, Pump, Pump Governors, et.c. 


KIELEY & MUELLER, 34 West 13th Street, NEW YORK CITY. 


SEND FOR CATALOGUE 


C. C. HARTWELL. 


one of the old 
time master plumbers of New Orleans, 
La., died at his home, 1913 Tulane street, 
on May 2, after an illness of nine days. 
Mr. Hartwell was taken sick with rheu- 
matism. His brain then became affected, 
and death resulted. He had enjoyed per- 
fect health up to the time of his last ill- 
ness, and his sudden taking away is a 
great shock to the many friends who knew 
him. 

Mr. Hartwell was born in New Orleans 
in August, 1839, and has resided in this 
city all his life. He was educated at the 
publie schools here, and soon after began 
learning the plumbing trade. In 1880 he 
went in business for himself, his shop 


Charles C. Hartwell, 


being situated at the corner of Baronne 
Common 


and streets. Soon after be 


changed his place of business and estab- 
lished himself where his firm is now lo- 
cated. Two years ago he retired from 
active business and turned his firm over 
to his two sons, C. A. and S. C. Hartwell, 
and the establishment is now under the 
name of C. C, Hartwell, Limited. 

Mr. Hartwell leaves four children, two 
daughters, Eliza A. and Ellen, and the 
two sons just mentioned. He was one of 
the oldest men of his trade in New Or- 
leans, and was the head of probably the 
largest local firm of its kind. He was a 
home man, loved and respected by all that 
knew him. He belonged to only one 
club, the Young Men’s Gymnastic Club, 
and did not care much for club life. He 
was a Catholic, and had lived all his life 
in the Third waid. Mr. Hartwell entered 
with great vigor into all public enter- 
prises, though he never held a public of- 
fice. His fri¢nds were many in the busi- 
ness as well as in the social world. 


C. B. REEVES. 


We regret to announce the death of Mr. 
C. B. Reeves, of Greenport, L. I., which 
occurred recently. Mr. Reeves was a mas- 
ter plumber of that city and a member 
of the Suffolk County Master Plumbers’ 
Association. 


MRS. M. E. FLOOD. 


Mrs. Minnie FE. Flood, wife of Mr. Jos- 


eph C. Flood, for many years a member 
of the Master Plumbers’ Association, of 
San Francisco, Cal., after a long illness, 
died in that city, May 15, aged 46 years. 
Mrs. Flood enjoyed the esteem of all, and 
the sincere sympathy of friends is ex- 
tended to Mr. Flood and his daughter, 
Miss Hazel Flood, in their bereavement. 


INDIANAPOLIS STRIKE 


The journeymen plumbers of Indianapo- 
lis ask for an increase from 45 cents to 
50 cents an hour and to limit the number 
of apprentices to two for every five men. 
The employers answered these demands 
that they were willing to grant some of 
the journeymen an increase of wages bui 
that others were not worth the 45 cents 
an hour they were getting. They would 
not listen at all to the demand concerning 
apprentices as the master plumbers have 
got to a point where they insist they 
ought to have something to say in running 
their own business. There are twenty- 
two shops that employ union labor. Ali 
the master plumbers, however, belong to 
the Merchants’ Plumbers’ Agsociatien, 
whieh has directed the following repty 
io the journeymen’s demands: 


In view of the deplorable condition of the 


apprenticeship question, which has, for some 
time, been defined and carried on under the 
direction of the journeymen, we have de- 


cided that it is for the best interests of all 


concerned, that we hereafter handle this mat- 


ter of apprenticeship in conformity with the 
rules and regulations established by our State 
and National Association of Master Vlumbers. 

In addition to which we propose to furnish 
such help as may me necessary. 

In regard to working time, eight hours 
shall constitute a day's work, except Saturday, 
seven hours with seven hours’ pay. 

Double time after midnight and on legal 
holidays; all other overtime at the rate of 
one and one-half. 

The rate of wages to be decided by the 
employer in accordance with the ability of the 
man employed; the employer to be the judge 
of what each man is worth to him, with a 
maximum scale of forty-five cents (45c) per 
hour; providing, however, that where any man 
shows a greater earning capacity, the amount 
an employer may pay him shall be without 
limit, and to be agreed upon by the parties in- 
terested. 

The strike began May 1, but there has 
been no interruption by the firms sup- 
posed to be affected. Things went a little 
slow the first few days, but the Master 
Plumbers put on their overalls and kept 
the wheels moving. They helped one an- 
other as conditions demanded. As time 
passed they picked up a man here and a 
man there until now business is going 
on about as it was before the strike. With 
the opening of the Louisiana Exposition 
a good many plumbers were looking tov 
work, having finished their labors there, 
and they found in Indianapolis just what 
they were looking for. The open shop 
question appears to be forever settled in 
Indianapolis in favor of the men who own 
the shops. 


@ REFLECTIONS—By The Judge 2 
THIRD PAPER. 


In the plumbing trade only a compara- 
tively small minority achieve any signal 
success as business men; a fair percent- 
age are content with making a modest 
income sufficient to provide for them- 
selves and their dependents, while a num- 


- ber at least equal to the above classes 


combined do not appear to have any 
greater ambition than to merely exist 
from day to day on such work as they 
may perform themselves, happy in being 
their own masters and escaping the exac- 
tions of labor organizations. Some of 
my colleagues have always reminded me 
of the story to!d of an Irishman, who, 
after contracting to put a load of coal 
into a cellar for fifty cents, immediately 
turned about and hired a “coon” to take 
the job off his hands at sixty cents! The 
owner of the coal questioned Pat about 
the transaction and volunteered’ the 
opinion that it was a very foolish bar- 
gain, to which Pat answered that it was 
“woritk the dime any day to be boss of 
the job!” 

Lack of ambition keeps a great num- 
ber down, and lack of education as many 
more, yet both of these desirable business 
qualities are capable of being cultivated 
in a sufficient degree to at least prompt a 
man to determine upon some _ special 
achievement or goal of success and to 
equip him with sufficient business acumen 
and prudence to reach such a point be- 
fore increasing years incapacitate him. 


Lack of mechanical ability is not as 
potent a factor in the indifferent success 
of many master plumbers as many of us 
think, for the reason that I find after 
years of intimacy with the trade in dif- 
ferent parts of the country that fully sixty 
per cent. of our people are practically on 
an equality as far as this particular quali- 
fication is concerned. I know that at first 
reading this statement will surprise you; 
perhaps offend you, but if you pause and 


reflect, if you are willing to be fair and 
bury your egotism, you will agree with 
me. Take any large city in the country, 
pick out the principal plumbing contracts 
executed within the year, some of which 
have doubtless been heralded as wonder- 
ful feats of construction and have added 
materially to the wealth and prestige of 
the contractors, then go to your trade 
roster and see if in the very first- ten 
names you will not find six fully com- 
petent in a mechanical sense to duplicate 
any or all of the work referred to? My 
purpose at this time is not to share with 
you my conclusions or reflections on what 
constitutes laudabie ambition, good busi- 
ness education or mechanical excellence. 
I have simply mentioned them in passing 
in order to introduce you to my point 
of view in discussing a single topic to 
which they are all closely related—“‘secur- 
ing and retaining business.” 

My opinions on the subject would be 
of little value and certainly misunder- 
stood if I had not thus briefly endeavored 
to show that in my opinion we are all 
on a much more equal footing in the 
struggle for business success than is 
usually conceded. Every large city has a 
few firms, sometimes even a solitary one, 
that seems to be generally looked up to 
by the citizens as superior to the others. 
They transact an immense business, em- 
ploy many workmen, have strong mer- 
cantile rating and are acknowledged fac- 
tors in the business community. 


If you will study the history of such 
firms you will find that the chief incentive 
to their growth lay in their ability to 
adapt themselves to the old yet ever new 
principle that business is obtained mostly 
from two sources—friendship and favor. 
To be able to make a good impression on 
a prospective client in a first interview 
makes the task of securing his confidence 
in subsequent business transactions a 


and through him directly or indirect! 
you will add as many more as you 
sonality and methods produce confi 
in. The good will of men is secur 
different ways, depending upon the 
dividual characters. There was 
and not so long ago either, when mo 
was freely spent in securing trade, 
times directly, but more often when 
ing with principals by drinks, cigars 
dinners, or by “good times” abou 
The present generation is very differ. 
and a good moral character, a 
tongue and a clean personality is a m 
better aid in the pursuit of busin 
Men like candor and truth, and yo 
only impress the business man of to-da 
with such qualities by actually possessi 
and practicing them. Try and show 
intelligent interest in your prospect 
client’s business. This is a legitin 
form of flattery that all of us are su 
ceptible to. You are pleased to have son 
one talk about the plumbing trade wil 
you, and feel that the information — 
impart is not only creditable to you, 
good business policy. ; 

So it is with the architect, the su 
vising engineer, the real estate agent, 
house owner, etc. It is in conversatio 
of this character that the strongest b 
ness friendships are formed—a pers 
interest more far-reaching than the 
dinary relationship of a mere custo 
The architect, for instance, who finds hii 
self in doubt about the form of specifi 
tion on some particularly intricate wo 
will seek your ideas upon it or place h 
self under legitimate obligation to you 
getting a rough sketch of its construc 
from you and a specification to cover 
This is an open expression of the co 
fidence you have sought to instill in him 
a confidence that. begets business. 

Quite another class of business is 
cured through real estate agents, rep 
ing and remodeling old work for 
many different clients whose pro} 
they handle. Sending in written rep 
concerning the condition of the p!umb 
on various properties and subm 
honest reports concerning the condi 
of the plumbing on various proper 
and submitting honest advice as 
remedying defects is good practice. It 
lieves the agent of a lot of worry, 2 
his confidence in you being interested 
his work and paying c!ose attention t 
with the result that your bills are 
cepted and paid without question. It < 
tracts the owner’s attention when bi 
and notations are submitted to him, and 
apt to secure you a direct personal in 
view some day, which properly taken 
vantage of, means still more busin 
Of course, some men cannot be approach 
in this way; they are wrapt up in 
false conclusion that they have absolute 
nothing to learn concerning either yo 
affairs or their own, but you will find a 
rule that the men of most value to yo 
now or in the future, are alive to al 
information or advice that is tactfully and — 
courteously offered, if for no other reason 
than its bringing them into touch wi 
outside views or a new personality. 

Successful men are those who, whether 
with ordinary or extraordinary qualifica- 
tions in their technical business ¢o1 
petency, posses that greatest of all bu: 
ness qualifications, particularly in lin 
where there is excessive competition— 
art of making and retaining friends. — 
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BE PROGRESSIVE 


AUN: DS Uo1E 


The F. & W. System 


Vent, Revent and Drainage Fittings 


The only absolutely Sanitary System on the market. 


Architects, Master Plumbers, Builders 


and Owners all endor.e it. 


Send for Catalogue. 


TRADE F, & VV, MARK 


See next issue for other styles. 


Fig. 805-F.& W. Combination _ Fig. 790 —F. & W. Residence Fig. 795--F. & W. Residence Tee Fig. 810—F. & W. Combine 
for Closet and Sink Tee with Bath Vent tion for Closet and Sink 


maps 


Address all Correspondence to 


Central Foundry Company, 116 B Nassau Street, NEW YORK CITY 


—- 


We Sell Direct to Master Plumbers 
He OGE 


Columbia Colonial Combination 


No. 400 
One of Our Leaders, and acknowledged the BEST money can buy. 


CONSISTS OF 


Our COLONIAL Vitreous China Tank, fitted with N. P. Ball Cock, set flush with 
top of tank (casy of access) and our Columbia Flush Valve. 
Our COLUMBIA Vitreous China Syphon Jet, without Jet Pipe or Ramshorn. 
Our CHICAGO hand polished G. O. Seat and Cover, with heavy hinges. 
Our 3-8 inch N: P. Supply Pipe with Compression Stop. 
Our 2 inch N. P. Straight or Offset Flush Connections, 
Complete with Closet Screws and Washers. 


Entirely our own production, and not a collection of products oj 
other manufacturers. 


PRICE ON APPLICATION. 


* The Columbia Syphon not covered by the Trust, but. by U. S. Patent, No. 755498. issued March 22, ’04., 


Columbia Pottery @ Mfg. Co., Kokomo, Ind. 


580 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Com snarmetetirel 2 pemmnapermemeneniall pantnpnpmen tated pa tnpagemcn rand! penn prstfi el yA tap Gn GeNY i Wahpeton 


PETER MUNN, 
Editor 


CHICAGO 


News and Gossip From Plumbing, 


Heating and Lighting Trades 


S. S. RECKEFUS 
General 
Western 
Representative 


oad cali te reat enon Be cettaeecomaeted. © al onlin Incttinaa eel “ aeden eteenn ain “ape tmaaiaaaiad.* ale Matin need nei Barina ee © 


WATER METERS INSTALLED BY 
CEBYe 
HROUGH an order recently issued 
by the Chicago Meter Depart- 
ment all water meters will in 
future be installed By the city. 
Only meter connections are to be put 
in by the plumber, although it is un- 
derstood that plumbers will be allowed to 
set meters in private residences and flat 
buildings inside the building line. While 
strictly speaking the ordinances of the 
city provide that all meters should be set 
by the department, for 
this part of the ordinance had been re- 
laxed and plumbers were permitted to in- 
stall the meters. The finance committee 
of the city council recently appropriated 
$200,000 to be expended in the purchase 
of water meters, and the charges of ir- 
regularities alleged to exist in the meter 
department, brought in glaring headlines 
hy a iocal newspaper is believed to have 
actuated the department officials to strict- 
ly enforce that part of the water ordi- 
nance relating to the installation of me- 
ters. 


DAVIS CONSTRUCTION COMPANY 
MOVE. 

The Davis Construction Company, Chi- 
cago, contractors for heating and power 
plants, formerly at 156 East Lake street, 
have moved into a handsome double store 
at 41 Dearborn street, where they have 
much better quarters and where they will 
be comparatively free from the noise of 
the elevated railroad. 


STATUS OF CHANDELIER WORKER'S 
STRIKE. 

The strike of the chandelier men, Chi- 

cago, which has been going on for the 


past five months, while still nominally in | 


progress, is practically broken, as nearly 
all of the men have returned to work 
for the various firms by whom they were 
formerly employed. According to Mr. W. 
M. Webster, Commissioner for the Brass 
Manufacturers of the United States, who 
acted for the chandelier firms, the men 
returned to work under the conditions 
named by the manufacturers, who have 
gained absolutely the “open shop” prin- 
ciple for which they were fighting. There 
are still a few of the brass workers, metal 
polishers, and others connected with the 
metal trade on strike, but it is not ex- 
pected they will remain out for any length 
of time. 


NEW HEAT REGULATOR COMPANY. 


The Chicago Heat Regulator Company 
has recently been organized at Chicago 
with a capital of $5,000 to manufacture 
and install heat regulators. The incor- 
porators are Edwin M. Marshall, Frank EH. 
Ayers, and Rudolph S. Scherling. 


NEW FURNACE AND BOILER 
CONCERN. 


The Benson Furnace and Boiler Com- 
pany, with principal offices at Chicago, 
has recently been incorporated with a 
capital of $50,000 to manufacture fur- 


some time past 


naces and boilers. The incorporators are 
W. M. Benson, N. HE. Utt, and L. I. Flow- 
ers. 


STRIKE OF JOURNEYMEN PLUMBERS 
AT JOLIET. 


A strike of the journeymen plumbers 
is now in progress at Joliet, Il]. The 
principal question involved is whether or 
not the “open shop” will prevail. The 
master and journeymen plumbers are 
equally determined to carry their point. 
The strike has been going on since the 
first of April. 


W. J. LANG VISITS WEST BADEN, 
IND. 

W. J. Lang, 538 East Division street, 

has recently 


Chicago, returned from a 


Alexander Raffen, the First Master Plumber of Chicago. 


ten days’ stay at West Baden, Ind. For 
several years Mr. Lang has made it a 
practice to visit this noted health resort 
which he finds of great benefit in fitting 
him for an active season’s work. 


CHICAGO’S FIRST PLUMBER. 


We are highly gratified at being able 
to present to our readers a brief sketch 
of Chicago’s pioneer plumber, together 
with his photograph, which is a repro- 
duction of a highly-prized oil painting 
now in the possession of the Chicago 
Master Plumbers’ Association. Alexan- 


der Raffen, whose name is inseparably as- 
sociated with the early history of plumb- 
ing in this city, was born in Coupar 
Angus, Scotland, in 1799, and learned the 
plumbing trade in the thriving city of 
Dundee. For fourteen years he was a 
master plumber in Arbroath, Scotland. 
Coming to America and Chicago in 1850 
with his wife, three sons and one 
daughter, he immediately started in the 
plumbing business on Wells street (now 
Fifth avenue), a little south of Lake 
street. He was then the only plumber 
in Chicago, and as there was no water 
works here then, he had very litt!e busi- 
ness, and for two years he spent half his 
time between Milwaukee and Chicago, 
doing nearly all the plumbing for both 
cities. In 1853 business improved some- 


Reproduced from a Highly Prized Oil Painting 


what, and taking his oldest son, Alex- 
ander, into partnership, removed his shop 
to the corner of Monroe street and Fifth 
avenue, and continued the business there 
until 1861. When the war broke out 
Alexander, Jr., and his youngest brother, 
James, who was also a plumber, joined 
the 19th Illinois Regiment and continued 
with it until the close of the war. Both 
sons achieved some distinction in the 
war and Alexander left the army with 
the rank of colonel and his brother James 
with the rank of captain. 


In 1865 Alexander, Sr., retired from 


ot) a 
business, and was succeeded by his sons, 
He died in 1873. His other son, John, 
went into partnership with Robert Clarke 
and for thirty years owned and conducted 
the Aetna Iron Works here. James, the 
youngest son, died in 18638, and Alex- 
ander, Jr., who was also a plumbing in 
spector here, died in Chicago about three 
years ago. The only members of his 
family now living are his son, John T 
Raffen, of Highland Park, and his daugh- 
ter, Mrs. Quaid, of Chicago. Alexander, 
Sr., is well remembered by a number of © 
the old-time plumbers, ineluding John 
Hamblin, Alex Murray, David White. 
ford, Dan Rock and Andrew Young, the 
last two named having served the greater 
part of their apprenticeship at the plumb- 
ing trade with him. As he was well up 
in years when he came to America, Mr. 
Raffen retained much of the manners and 
customs of his native land. As can be 
seen by the portrait herewith reproduced, 
he was seldom without his “Kilmarnock,” 
the characteristic headdress or bonnet of 
the Scot. His honest rugged features 
may be just a “wee bit” severe, but they 
tell better than pen can describe - J; 
sterling, rugged qualities of his character, 


DAVE WHITEFORD ON THE SICK — 
LIST. : 

David Whiteford several weeks ago = 4 
threatened with an attack of appendicitis, 
but happily recovered without the painful — 
necessity of an operation. He is now able 
to attend to his business again at his 

plumbing shop on West Randolph street, 
Chicago. ' 


F. R. SCHOLEFIELD MOVES TO © 
WEST SIDE. a 

F. R. Scholefield, Chicago, who Wee 
maintained a plumbing shop in the down ‘ 
town district for several years at 190 
South Clark street, has moved back to — 
the West Side, and is now established in 
his old headquarters at 310 South calla 
nia avenue. a 


EXAMINING BOARD AT OTTAWA, ILL. — 

The plumbers of Ottawa have finally 
succeeded in having an ordinance passed 
creating an examining board of plumbers 
in accordance with the provisions of the 
Illinois plumbing law.. The members 0 
the board are: Chas. EH. Hook, os 


Clegg, master plumber, and Wm. ‘Wilson, 
journeyman plumber. 


LINDSAY LIGHT CO. INCORPORATE. — 

The Lindsay Light Company, Chicago, — 
has recently been incorporated with a cap- 
ital of $100,000 to manufacture lighting — 
supplies. The incorporators are Charles — 
R. Lindsay, Jr., Geo. P. Gilman, Jr., and | 
Ernest A. Williams. a 


MRS. C. E. BACHTOLD TO VISIT 
EUROPE. 


Mrs. Chas. E. Bachtold, wife of the sue 
cessful West Pullman, IIl., master plumb — 
er, has recently left for a several mont 
trip to Europe. She will visit England, 
France and Germany, and in the latt 
country, where she has a number of re 
tives, will make a stop of several week 
Charles himself was seriously consideri 
the idea of taking a trip to Burope, but 
finally decided to wait a year or two. 


. THE PLUMBERS’ TRADE 


en 


W. M. McINERNEY GOING TO PORT- 
LAND, ORE. 


W. M. Meinerney has sold out his 
plumbing business ac 365 East 63d street, 
Chicago, to one of his former workmen, 
John Lavin, wno will continue the busi- 
nezcs. M:c kas been a familiar figure on 
the south side for a number of years. He 
has dene considerable work in the plumb- 
ing line and has been fairly successful. 
He wi!l go to Portland, Ore., where he 
expects to engage in the commission bus- 


iness. 


SAMUEL LOULA A BUSY WEST SIDE 
PLUMBER. 


Samuel Loula, whose plumbing shop is 
at 928 West 12th street, Chicago, has re- 
cently been awarded the contract to in- 
stall the plumbing in a saloon and restau- 
rant at Harlem, Ill. He also has quite a 
number of other good sized contracts on 
hand, representing ebout $8,000 worth of 
work, which keeps him fairly busy. Mr. 
Loula has done exceedingly well in the 
plumbing bu-iness during the past few 
years, and is considered one ef the pros- 
perous plumbers of the west side. 


WM. WILSON OUT OF BUSINESS. 


Wm. Wilson, of Ottawa, Ill., has recent- 
ly given up his plumbing shop and has 


gone to work as a journeyman for J. M.| 
|a fine pressed 


Dougherty. Mr. Wilson, who has been 
appointed a member of the board of ex- 
aminers, is preparing to take a trip to 
Scotland and expeets to leave Ottawa early 
in June. 


NEW SUPPLY HOUSE REPORTS BUSI- 
NESS GOOD. 


Chas. A. Ford, of the plumbing supply 
firm of Whitney & Ford, has recently re- 
turned from a successful trap through 
Indiana and Michigan and reports the 
condition of the plumbing trade in those 
States as fairly satisfactory. Since this 
enterprising firm started in the jobbing 
business at 4315 Cottage Grove avenue a 
little over two years ago, they have suc- 
eeeded beyond their expectations and 


have built up quite a city and country | 


trade. The personal popularity of both 
members of the firm Chas. A. Ford and 
Hugh E. Whitney, who for many years 
were salesmen for the L. Wolff Mfg. Co.: 
has undoubtedly aided them considerably 
in a business way. They are both bright 
energetic fellows who could not help but 
succeed. They have recently secured the 
services of Harry Hartford as city sales- 
man, who spent some years at the plumb- 
ing trade in the employ of Thos. Conlin, 
3978 Cottage Grove avenue. 


g Plumbing News From 
Colorado and 
Adjacent Territorities § 


By pw 2pen Vpmreenpn fi} 


ARE SUCCESSORS TO W. HB. WILL- 
IAMS. 

The Tully-Kennedy Hardware Co., of 
New Windsor, Colo., has purchased W. 
E. Williams’ stock of plumbing goods and 
will take the leading p’ace in the plumb- 
ing trade for their enterprising town. 


HEATING THE NEW ADDITION TO 
HOTEL MONTE CRISTO. 


P. J. Moran, of Salt Lake City, secured 


the heating contract on the new addition 
to the Monte Cristo Hotel, of Salida, 
Colo. This property is owned by the 
Denver & Rio Grande Railway. 


HAVE THE CONTRACT FOR THE 
HEATING PLANT. 


The Sanford Heating Co., of Denver, is 
placing the heating plant in the fine apart- 
ment house, corner Detroit street and 
Colfax avenue. The work is well under 
way and about ready for radiator set- 
ting. The above firm has the reputation 
of being very prompt in fulf‘lling their 
contracts, and on the job just mentioned 
the work was well up with the carpenters. 


NEW SHOP AT GRAND JUNCTION, 
COLO. 


Jacques, Holt & Emler have recently 
established a plumbing and heating busi- 
ness at Grand Junction, Colo. Holt and 
Embler were formerly in the employ of 
A. N. Bucklin of the same city, and both 
parties have the reputation of being good 
workmen. The new firm will, no doubt, 
receive their share of the patronage from 
the citizens of Grand Junction. 


BUILDING A HANDSOME RESIDENCE. 


Frank Carthey, of the firm of Carthey 
& Dumbeck, of Salt Lake City, is having 
brick residence built in 
The house will have a hot 
plant. 


above city. 

water heating 

LOWEST BIDDERS FOR THE GOVERN- 
MENT JOB. 

That long established and reliable firm, 
Carthey & Dumbeck, of Salt Lake City, 
were the lowest bidders on the heating 
contract for the new goyernment build- 
ings at Fort Douglass, which adjoins the 
above mentioned city. 


PLUMBING AND HEATING FOR THE 

NEW POST OFFICE. 
of Benton, Tex., 
the general contract, which 
plumbing and heating, for the new post 
office building to be erected at Leadville, 
Colo. 


secured 
includes 


Thos. Lovell, 


BIDS ON A GOVERNMENT CREMA- 
TORY. 


The government has asked for bids for 
the construction of a crematory at Fort 
D. A. Russell, Wyo. The building of a 
crematory is something unusual for 
“Uncle Sam” to engage in, though at 
times he has been in position to furnish 
a great amount of material for such an 
establishment. 

_—> 4+. ——_——__ 
FEW SHORT PENNSYLVANIA 
NOTES 
HAS IMPORTANT CONTRACTS. 

E. C. Ranch, the large plumber of Har- 
has been awarded the plumb- 
ing contract in the new Commonwealth 
Hotel at Harrisburg, as well as the con- 
tract for plumbing the Plank dry goods 
store and the fine O!mstead residence. 
In all of the above operations John Doug- 
‘as closets are being installed. 


risburg, Pa., 


MR. KYLE MAKES SPEECH. 

At the dedication of the State College 
at Shepardstown, West Va., recently, Rob- 
ert Kyle, the prominent master plumber 
of Wheeling, W. Va, made a very inter- 
esting speech to the students on hot water 


radiation. Mr. 
ing in the college building, 
ard goods. The heating system, 


Creese, of the John Doug 
present at the dedication. 


AWARDED SCHOOL PLUMBING JOB. 
has 


Christian Nauss, 
the Abraham Lincoln 
Harrisburg, C. Howard Lloyd, 
in which ‘Gloria’ 
being placed. 


A HANDSOME HARRISBURG SHOW 


ROOM. 
Chas. M. Froelich, 


Mr. Froelich’s 
Harrisburg. 


city. 
on Market street, 


built up a very valuable trade. 
lich carries a nice line of decorate 
as well as lavatories, sinks, etc., 

play, 


of Harrisburg, 
been awarded the plumbing contract for 
public school 
architect, 
syphon jet closets are 


of Harrisbur 
has one of the finest show rooms in the 
place of business is 
Ive has 
been in business for eight years and has ; 
Froe- 
d tubs, 
on dis- 
including the Douglas closets. 


Mr. 
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Kyle installed the plumb- 
using Stand- 
consist- 
ing of Moit’s boilers and radiators, was 
installed by Alex. Zcck, of Grafton. 
la3 Co., was also 


Wares 


Sansealo 


REGISTERED TRADE MARK 


FLOOR DRAIN BACK WATER TRAP 


CRAMPTON FARLEY BRASS CoO., 


at 


fees 2S 


“TRIUMPH” 


WATER LIFT 


CISTERN SUCTION WASTE 


“The Water Lift purchased from you and in- 
stalled in the writer s house, last April, has cer- 
tainly been subjecte | to a more severe test than 
apy water Jit we have ever set. 

“The lift isin the cellar and raises the water 
10 feet from the cistern and discharges soft 
water to the various fixtures on the first and 
second floors. 

“The lift exhausts the waste city water into an 
attic tank, 28 feet above the lift. the object being 
to feed water closets from this attic tank. all of 
which work perfectly. 

“Tam certainly pleased with the working of 
the Jift. 

“The city water regulator has been adjusted 
two or three times, ovtside of which the system 
has required no attention whatever.” C.C. PYKE, 

Pres. of Lane-Pyke Co., LaFayette, Ind. 


The above letter is a fair sample of many com- 
munications we receive. It is candid and truth- 
ful, aud from a disinterested plumber. 


Ask for our catalogue and prices. 


Ghe Ohio Pump @ Brass Co 
Oak and 18th Sts. Columbus, Ohio 


Manufacturers of Plumbers’ Specialties 


The Central Chandelier Co., 


Manufacturers’ of and Dealers in 


GAS and ELECTRIC FIXTURES 


512? Futon Street 


Sena ior New Catalcg 
Mention Fiumovper’s 


Ys 
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§ 
§ 
§ 
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§ 
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PATENTED JAN. 5, 1904 
Submerged Gate. Clean Seat. 
Readily accessible. Circular Top. 


Easily putin. Discharges upward. 
Can’t Clog Gate. 


Send for Catalog and Prices. 


KANSAS CITY, MO. 


CHICAGO. 


Trade Journal] 


_KRAUSHAAR: BRASS MFG. CO., St. Louis 


cas. 


AND ELECTRIC | FIXTURES. 


CATALOG: ON APPLICATION. 


2@ VACUUM HEATING 2& 


JAS. A. TRANE VACUUM HEATING CO., B 


La Crosse, Wis. 


Eastern Office: Vacuum Heating Co. 429 Heed Bldg., Phila., Pa. 
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NEW YORH STATE STEAM 
FITTERS HOLD ANNUAL 
litters’ Association. of the State 


CONVENTION 
of New York, was duly held at 


the Whitcomb House, Rochester, N. 
Y., on May 10th. The board of direc- 
tors convened at 10:30 A. M. in order to 
dispose of various executive matters, 
among which was the important question 
of various complaints against several 
manufacturers and jobbers, for violations 
of the trade agreement. 

The members of the board of directors 
present were: John A. Creelman, J. Henry 
Howe, Rochester, N. Y.; Charles Geiger, 
Buffalo; W. N. Tobin, Syracuse; E. Rutz- 
ler ahd Henry B. Gombers, New York 
City; John T. Sadier, Elmira; and Frank 
Dobson, New York City. It was 1 o’clock 
before the board finished its work. 

Mr. John N. Creelman, of Rochester, 
state president, called the convention to 
order at 3 o’clock the same afterncon 
and in his remarks stated that the conven- 
tion assembled strictly for business, and 
to dispose of such business at the earliest 
possible moment. The committee was dis- 
pensed with, since every member was in 
good standing. 

After listening to the reports of the var- 
ious officers and committees the Mortimer 
bill was taken up and the provisions, re- 
iating to the letting of the heating con- 
tracts separate and apart from other con- 
tracts involved in the buildings for state, 
county, and municipal governments was 
indorsed by resolution. A communication 
from the: State Association of Master 
Plumbers was read, in which they request 
the steam and hot water fitters’ associa- 
tion to join them in framing a bill to be 
introduced at the next legislature. 

While this association have their own 
by-laws and constitution, still some 
clauses are not directly in harmony, with 
the by-laws and constitution of the Na- 
tional Association of Master Steam and 
Hot Water Fitters. After a lengthy de- 
bate on this question, the suggestions of- 
fered were given to the executive com- 
mittee with instructions to prepare a new 
cet of by-laws and constitution to be 
ready for approval at the next meeting. 

The officers elected to serve for the en- 
suing year follows: 

William H. Gaylord of Binghamton, presi- 


IiE tenth annual vconvention of the 
Master Steam and Hot Water 


dent; Frank H. Falls, Rochester, vice presi- 
dent; Frank Dobson, New York City, treas- 
urer and secretary, and William Milligan; 


Rochester, sergeant at arms. : : 
These officers and the following consti- 


tute the 

Executive Board—Hnoch Rutzler, New York 
City; J. Henry Howe, John A. Creelman, 
Rochester; Edw. F. Joy, Syracuse, and Charles 
Geiger, Buffalo. 

The afternoon session was prolonged 
until 8 o’clock, when a committee from 
the Roehester Association entertained 
the visiting delegates for the evening. 

The delegates present were: 

Charles Geiger, Buffalo; William Milligan, 
John A. Creelman, J. Henry Howe, Frank H. 
I’alls, and Richard T. Ford, of Rochester. 

John T. Sadler, Hlmira; William H. Gay- 
lord, Binghamton; Edward F. Joy, Syracuse ; 
rank Dobson, Enoch Rutzler and Henry B. 
Gombers, of New York City. Mr. Gombers 
was re-appointed corresponding secretary to the 
Executive Board. 


CONVENTION NOTES. 
Among the prominent manufacturers 
and jobbers present were Samuel Sloan 
& Co., of Rochester, N. Y., represented by 


Ht. S. Welsh. Also Syracuse Stove Works 
of Syracuse, N. Y., by G. N. Pickstock. 

Before afternoon session convened, Mr. 
Pickstock exhibited designs of the Ker- 
nan registers, manufactured by the Syra- 
cuse Stove Works. They are of the im- 
proved type and have more open span 
than those formerly made. Their catalog 
is now ready and can be had upon re- 
quest. 

Frank H. Falls makes a fine sergeant- 


at-arms. He is a hustler and is bound to 
rise to the presidency. He is now vice- 
president. 


The secretary reports a number of new 
members during the past year. 

Little did the delegates worry about 
their dinner. They were well provided 
for during the sessions. 


poe » ——— 


THE IRISH VILLAGE EXHIBIT 
AT THE ST. LOUIS 
EXPOSITION 

MONG the first of the master 
A plumbers from the “Windy 
City” to visit the St. Louis Ex- 
position, which has now been 
opened to the world, was Chas. T. Byrne, 
the well known Chicago plumber, who 
was duly impressed with the magnitude 
of the undertaking, whose beauty and 
grandeur he thinks will excel that of the 
Chicago World’s Fair of 1893. In his 
travels through the grounds, which are 
still hardly completed, Mr. Byrne was 
enthusiastic in his praise of the Irish 
Village, which he regards as one of the 
principal features of the fair, and con- 
siders it will scarcely fail to be of more 
than passing interest to those who visit 
the St. Louis Exposition. It reveals Irish 
life and character as it exists to-day, and 
the commercial pursuits and industries of 
its people in a way that has never before 
been attempted on this side of the At- 
lantie. 

In the principal building of the village, 
which is a well built structure two stories 
in height and 355 feet long by 75 feet 
wide, will be installed the exhibits of the 
manufacturers of Ireland, showing the 
various manufactures of the Irish people, 
chief among them being the weaving, 
linen and lace industries. Samples of 
the rare marble and stone found in its 
various quarries will also be exhibited in 
this building. It will also contain a com- 
plete model of the plant of Arthur Guin- 
ess, brewer of the famous Dublin Stout, 
which bears his name This is one of the 
most complete brewing establishments in 
the world, and excels in size and equip- 
ment anything of its kind in the United 
States In the building is also shown the 
Educational Exhibit of the Christian Bro- 
thers of Cork, Ireland, including samples 
of the work of the manual training stud- 
ents and others conhected with the fam- 
ous school conducted by this philanthropic 
order. A reproduction of the famous 
Chapel, known as Father Prout’s (Ma- 
honey’s) Church, author of the well- 
known Irish melody, “Bells of Shandon 
That Sound so Grand on the Pleasant 
Waters of the River Lee,” is one of the 
most interesting exhibits. Another of 
the exhibits which will have special at- 
traction for the American people, is the 
identical cabin, brought intact from Ire- 
land, where President McKinley’s father 
was born, together with the furniture 
used in it by the McKinley family. 

An exact reproduction has also been 
made of Blarney Castle and the famous 
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“Blarney Stone,’ which has been kissed 
and missed by many a son of Erin. There 
is also on the grounds an Irish theater 
in which all of the actors are natives of 
Ireland, brought over from there especi- 
ally for the purpose of reproducing strict- 
ly Irish plays by authors of Irish birth. 
A reproduction has also been made of the 
celebrated Parliament buildings of Col- 
lege Green, Dublin. This building will 
also. be used as a cafe and restaurant dur- 
ing the period of the fair, at which can be 
obtained all the delicacies and beverages 
of the Emerald Isle. To make the pic- 
ture of Ireland more complete, ten Irish 
jaunting cars have been imported from 
Ireland and will be used on the grounds 
during the fair. 

The various exhibits in the Irish Vil- 
lage, which has an ideal location in the 
fair grounds, will be in charge of natives 
of Ireland who have been brought over 
for the occasion, but the management of 
the entire affair will be under the direct 
supervision and control of Thos. F. Han- 
ley, of the plumbing firm of Hanley-Casey 
Company, who have the concession for 
this part of the exposition. For reproduc- 
ing in all its completeness this really in- 
teresting spectacle of Irish life, and the 
industries of its people, the credit is prin- 
cipally due to the untiring efforts and zeal 
of Mr. Thos. F. Hanley, whose genius 
for organization and capable manage- 
ment of large enterprises has been ably 
demonstrated both in this, and in the 
World’s Fair itself, the plumbing and 
sewerage systems of which were installed 
under his personal supervision, his firm 
having the contract for this work, which 
amounted to nearly one million dollars. 

To insure the success of the Irish Vil- 
lage, not only from a sentimental, but 
from a commercial standpoint, Mr. Han- 
ley spent several weeks in Ireland about 
a year ago, and succeeded in getting the 
principal manufacturers of that country 
to make an exhibit in the Irish Village, 
and making it purely and distinctively an 
Irish affair. His success in having Ire- 
land and its industries so well repre- 
sented at the exposition, is believed by 
many to have done more for Ireland and 
its people than has been done by any of its 
leaders in many-years. 

With an attractive personality and man- 
ner, Mr. Hanley never fails to secure the 
confidence and esteem of those with 
whom he has come into business contact, 
and his supreme confidence in his own 
ability to carry large projects into suc- 
cessful execution, is undoubtedly largely 
responsible for his phenomenal success. 
Socially he is a prince of good fellows and 
entertains his friends with a lavish hand. 
To those of the Chicago plumbers who 
have visited St. Louis before and since 
the openig of the Fair, Mr. Hanley has 
extended a most cordial welcome, and 
they will not soon forget his generous hos- 
pitality. Chicago, where Mr. Hanley has 
been in business and made his home for 
many years, is justly proud of the prom- 
inence and distinction which he has at- 
tained in connection with his work at the 
St. Louis Exposition, and his fellow 
craftsmen in this city are no less proud 
of his success. 

a a_i al 


THE ALLBE WIPING CLOTHS 


We are in receipt of a new catalogue 
giving sizes and prices of the ‘Allbe” 
wiping cloth, it is certainly a sign of 
progress, as in former times plumbers 


oF 


used to dread seeing their cloths give out 
as it meant the unpleasant task of mak- 
ing new ones. 


That is a job that is not necessary now 
for the cloths that Mr. Allbe makes are 
giving universal satisfaction and are mak- 
ing many new friends every day. Qur 
readers may obtain a copy by writing to 
Chas. A. Allbe, 53 Stebbins street, Spring: 
field, Mass. 
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TWO PROMINENT NEW 
YORK SUPPLY MEN 
AUTOMOBILING 


By rare good fortune THE PLUMBERS’ 
TRADE JOURNAL is able to reproduce a Die- 
ture of Harry Smith, of the New York 
City plumbing supply house of Cras; 
Locke & Smith, and Frank Mills, of the 
Abendroth Co., of Port Chester and New 
York City, while taking a short spin in 
their famous Parisian automobile “936 
P. D. Q.” They were snapped while al 
Atlantic City several weeks ago, having 
made a run in from Philadelphia in the 
unprecedented and unheard of time of 45 
minutes, almost as speedy as the steam 
service. In the picture Mr. Smith is seen 
seated to the right and Mr. Mills to the 
left. Their “chiffenier”’ cits in the back. 
Their automobile, being of that new mod- 
el machine enables the one controlling it 
to be seated ala footman in the rear, prac- 


tically out of sight. Both Messrs. Smitn- 
and Mills can be seen most any bright, 
clear Sunday forenoon taking short trips 
in their “236 P. D. Q.” as far as Albany 
and back. They think nothing of little 
trips of this sort. 


->+t+<- 


THE EASTERN TRADE GOLF 
TOURNAMENT 


As stated in the May 15 issue of THE 
PLUMBERS’ TRADE JOURNAL the meeting oL 
the Eastern Trade Golf Association will 
be held on June 7 on the links of the Nas 
sau County Club at Glen Cove, L. Ll. 
Trains will leave the L. I. R. R. depot, i 
Hast 34th street, at 8:50 A. M. on that 
date, arriving at the special station about — 
10 o’clock. There will also be a train at 3 
10:50, arriving at 12:15. Special arrange : 
ments have been made to accommodate — 
the ladies, and a large attendance is ex- 
pected. A number of prizes for each class q 
are provided for, some by the club and 
others donated. 
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Iron Enameled Baths. 
Porcelain Baths. 


Marble Lavat.ories, | 
Porcelain Lavat-ories. 
High and Low Tank 
Closet Apparatus. 


Shower Baths 


AND 


Sanitary Fixtures of Every Description 


*“SENEGA” Low Tank Gloset Apparatus 


Nason Manufacturing Company, 


71 Fulton Street, NEW YORK. 


—_$__—__——_ ®® 


OR extend you acordialinvitation 
to visit our new show-room 
and inspect the line of modern San- 
itary Fixtures and appliances which 
we exhibit. 
Everything up-to-date—methods, 
tixtures and salesmen. 


LS SS 


~~ 


“UTIGA”’ Low Tank Gloset Apparatus 


., 
¥Sy 9 
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MUELLER GOODS 


Not in recent years have plumbers had 
a greater variety of new goods offered 
them than during the last and present 
seasons, and never have manufacturers 
evidenced such broad and liberal policies 
in the manufacturing and marketing of 
their goods and those of the present day. 

A notable instance of a large produe- 
tion of new goods is that of the H. Mueller 
Manufacturing Company, Decatur, TMil. 
Last year this company produced a line 
of compression bibbs haying many and 
radical improvements over the then exist- 
ing styles, and this season they have ex- 
tended this line to include sill cocks ana 
compression stops, as illustrated here- 
with. 

In bibbs a uniform casting, a full area 
water way, a combined cap and stuffing 
nut with lubricating packing, a supertor 
stem adjustment and an encased seat 
washer are the principal improvements. 
These conveniences are also present in 
the sill cocks and stops, and each of the 
latter have also improvements peculiar 
to their individual uses. The cock is 
made with an individual body for each 
size opening instead of boring one body 
for all sizes of water ways, and it is also 
made in more finishes than heretofore. 


The stops are made in straight and angie 
patterns with lead pipe, lead and irou 
pipe, iron, and iron pipe and slip joint 
pipe styles. 

The new fuller work which the company 
introduced this season has improvements 
which are especially notable. They in- 
clude a cap with extra thick thread walis, 
a stem with an extra wide bearing at the 
shoulder to prevent wear and chattering, 
a lubricated stem packing ring, made 
solid and in one piece, an eccentric pin 
with a tapered end to make parts easy 
to assemble, a ball stem made extra thick 
where it engages the eccentric so that the 
hole will not wear lengthwise and allow 
the ball stem to chatter or hammer, a 
brass collar in front of the ball to pre- 
vent hammering by closing off most of the 
water before the ball takes the seat, anu 
tail pieces with the hexes on either end 
so that the plumber may select the style 
best suited to his methods of fitting. 

Besides the new compression and fuller 
goods noted, the company have also pro- 
duced a new line of brass ferrules this 
season, and have made various improve- 


ments in their ground key work and other 
plumbing goods. 

In producing their goods and getting 
them into the hands of plumbers, the 
company uses methods that are models of 
manufacturing enterprise. Every article 
produced in their factory is made accord- 
ing to the Mueller manufacturing theory 
that there can always be an article made 
that is a little better than existing styles. 
Being designed upon ideas which they 
claim are so new, ana produced by meth- 
ods which they say are so thorough, their 
goods have an individual quality which 
they call Mueller quality. In order that 
the plumber may procure their goods at 
prices which will allow him to use them 
on any class of work, they are made in 
quality grades Standard, Extra and Spe- 
cial, and being tested with tests which the 
company claims are even more severe 
than service use they are unconditionally 
guaranteed. As an evidence of their faith 
in their methods of manufacturing and 
their factory tests they place upon their 
goods the Mueller trade mark, which they 
call the mark of unconditional guaran- 
tee, so that if the goods should fail in 
service they can be identified. 
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° Market Quotations 
@ For The Trade ¢ 


Edited by C. C. RIGGS, 


Cop erecta te pent ty frmtfiy 9S) 


Pig Iron.—Prices have shown a saa 


ging tendency. There has been no spirit 
to the buying, most of the orders placed 
being for ordinary lines for comparatively 
early delivery, few of the trade showing 
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delivered and No. 2 Southern foundry at 
$9.50, Birmingham. At the close of the 
month a report was current to the effect 
that a sharp curtailment in the produc- 
tion of pig iron was probable, statemenis 
being heard to the effect that the output 
wiil be reduced from 20 to 40 per cent. 
Prices ruling in the New York market for 
spot supplies are $14.75 to $15 for No. 2 
Northern and $13 to $13.25 for No. 4 
Southern. 

Copper.—The upward movement in va)- 
ues has culminated and since our last re- 
view prices have weakened about 4c. per 
pound. Offerings of casting grades have 
become fairly free there being considera- 
ble competition between producers fer 
business. Demand has been light, buyers 
generally having their wants well covered 
for the present. At this writing prices 
for carload lots are 13l4c. to 13%c. for 
Lake, 12%c. to 1314c. for electrotype, and 
121%4c. to 1254c. for casting. 

Pig Tin.—Prominent London interests 
have continued to operate on the bear 
side of the market, and although Chinese 
interests have endeavored to sustain val- 
ues there has been a gradual sagging otf 
prices. Offerings have been gradually in- 
creasing, a fair supply of tin being afloat 
from London and the East for this mar- 
ket. Prices for carload lots at this writ- 
ing are 27%c. and 28%c. to 28%c. for 
smaller quantities. At the close of the 
month the Chinese syndicate withdrew 
from the English market and liquidated 
their holdings, which were figured as 
amounting to about 2,000 tons. Talk is 
heard in the trade that the consumption 
of pig tin during 1904 will exceed all pre- 
vious records. 

Pig Leapv.—Prices have been lowered to 


The Bard Union and Flange, made by the Bard Union Co., Inc., of Norwich, Conn. 


any interest in forward shipments. The 
prices at which sales have been made are 
$14.50 to $15 for No. 2 Northern foundry 


the basis of 4.35c. to 4.87%c. for round 
lots and 4.50 to 5c. for smaller quantities 
from store.. At the decline in prices busi- 


ness has been more active, buyers in 3 
number of instances showing a willins. 
ness to operate more freely. The tone of | 
the market was reported as steady. 


prices. The close of the market was fla 
at 5.10 to 5.15¢c. for carload lots and 5 
to 6c. for smaller quantities, ao f 

NIcKEL.—Business has been quiet bu 
prices have not changed, closing steady aj 


40 to 47c. for round lots and 50 to 60¢, for 
smaller quantities. os g 
Pree.—Comparatively few new orders 
have been placed for cast iron and th 
market is becoming ragged. Competitic 


for business has been increasing an ae 


facturers have shown a willingnes: 
consider lower prices from buyers. 
market quotations, however, have 


cost of the raw material have be 
vanced % to 1c. per pound. Quoted: 
pipe, 5 to 5%4c. per pound; sheet 
64%4c. per pound; tin-lined lead pip 


THE BARD UNION AND 
FLANGE 


The Bard Union Company, Inc., of Nor 
wich, Conn., have recently placed on the 
market the Bard removable ground bras: a 
seat union and flange, as shown on. this 
page. ‘i 
The points which the manufacture 
call attention to are as follows: 


the pipe. Both sides of the brass wash 
form a ground seat, when in contact wi 
the malleable iron which is fitted 
same, whereby there is no questionab 
joint, when this union is drawn togeth 

The collar on the brass washer hol: 
it in place but is not fitted permanent 
being removable, can be replaced by 
new washer at any time, therefore t 
difference in expansion and contractioi 
between the brass and iron has no effec 
on this washer, and obviates all chan 
of becoming loose, thus causing a leak. 

Before screwing the flange on fo t 
pipe, the washer can be removed from t! 
flange, thus doing away with all chan 


with the bar, commonly used in maki 
on flanges. After said flange is made on 
the washer can then be put in place, a 
suring a perfect seat. ¢ 

The Bard Union Co., of the above a 
dress, will mail a copy of this descriptive 
circular and prices on application. 
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THE No. 6 


Humphrey Crescent 
Instantaneous 
Water Heater 


: = '| Has the largest heating capacity of i 
Z any Instantaneous Water Heater § 
on the market. 


Every 

Heater 

Guaran- 
teed. 


NICKEL PLATED 


$25.00 


IN Se) SHaUDilJey 
and 


BRACKET 


FREE 


WITH EVERY 
HEATER, 


Sy aa 2. r z = 
ALL ORDERS FILLED PROMPTLY. 
MAY WE SEND CATALOGUE AND DISCOUNTS? 


maueMPHREY CoO., 


Sales Department, KALAMAZOO, UREN a le LOL hs Zale 


PATENTED 


“Cannot be Syphoned” 
WILL NOT FOUL 


just as critical and ex- 
acting as you like, your 


, Be 


conclusion will be that our 
Low Down Gilosets are 


BUILT RIGHT, 
LOOK RIGHT, 
WORK RIGHT, 


every one of the fourteen 


“HAMILTON GEM” Styles 


Ohe Sanitary Mfg. Co. 


Hamilton, Ohio. 


You can guarantee them, Mr. Plumber! 
“IWALDORF"’ 


2 Plumbing Material 
Lead7 cee’ | *°’ Sanitary Specialties 


7 The JAMES ROBERTSON MFG CO.,, Baltimore, Md 


“GENUINE” BARNES) 
3-Wheel Pipe Cutters 
_—_— @ Bear this registered trade mark. 
Made in 8 ssizes, cutting 
ipe from 1-8 inch to 12 
nches in diameter. : gr 


BARNES TOOL CO., “© SgNNEO: s. a. 
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Numerous Syphonage Tests by Health 
Boards throughout the country have fully 
demonstrated the supzriority of the‘‘“SURE- 
SEAL” over all other types and styles of = 
Traps on the market. 
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Sure Sear | 
it! SYPHON TRAP 


Write for our new Illustrated Booklet. 
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No. 14. Lead Basin or Sink Trap No. 15. Brass Bath or Wash Tray Trap 


THE SURE-SEAL TRAP CoO. INC. 


Providence, R.I., U.S.A. 
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‘ Troubles and Triumphs of a Light Salesman 
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HERE was a full house at the 
council meeting and the dif- 
ferent schemes were presented 
in detail for final decision on 
the lighting subject. 

After the representatives of 
the different projects had made a short 
speech in favor of their particular scheme, 
the members argued the merits and de- 
merits in the different systems with 
rather more intelligence than I had ex- 
pected to see develop, showing they had 
given the light subject a great amount of 
attention. 

A good indication was the fact that, as 
the discussion progressed, the other sys- 
tems were comparatively ignored and the 
subject was drifting into how acetylene 
could best be introduced in the town. 

The electric light representative saw 
this and endeavored to change the current 
by having his best assistant in the council 
broach the future prospect of the town 
and the ultimate need of an electric rail- 
way connection; which would facilitate 
the electric lighting business, ete. 

This was the point our friend Sandy 
was waiting for as his cue, and when he 
arose next to make his first talk of the 
evening, every person present could see 
there was going to be a few shots fired for 
the bullseye. 

When the president of the council 
board acknowledged “Mr. Jarvis,’ the 
husky little Scotchman walked up to the 
president’s table, took a long drink of 
water, remarking that all he needed now 
was “a little carbide and a match to give 
off some light on a very important sub- 
ject.” 

Sandy talked for twenty minutes, drop- 
ping into his old Scotch vernacular when 
very emphatic, reviewing the subject of 
lighting the town from its first inception, 
and, warming up to his subject, made 
vehement gestures, until Mac declared he 
could see sparks flying from his elbows, 
and pounded the chairman’s table until 
the water pitcher and glass were doing a 
good-old-summer-time waltz with varia- 
tions. He had the line of argument we 
had “fenced” on during the day, and in 
rounding up his speech, s2id: 

“Now, gentlemen, we all agree that the 
different lights have some guid points, 
and we all agree that any of the lights 
the men here propose would be_ better 
than our present seestem—if we can be 
accused of having any seestem. 

“Our experiences with these new 
fo’r’rms of licht have been limited, but we 
have tried the gasoline vapor’r’r licht in 
a way and, while a very guid licht, it has 
many drawbacks that the other two lichts 
dinna hae. 
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“Do we want to take any steps back- 
ward and adopt some seestem that our 
bairns will no give us credit for? 

“The electric lichts we can all admit are 
most convenient and, aS an ornament for 
decoration of shops and fairs, it is real 
bonnie, but, gentlemen, I repeat it to you, 
what we want is a good licht! One that 
we can hand doon to our young folk with 
a moral certainty that it was the best of 
its day—early in the twentieth century! 
’Tis a’richt to say of electricity that it 
will be economical some day: when a 
tr’rolley car line is built to r’run from 
here to their’r, but we .are not all con- 
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Did not the carbide and water gas show 
itself to be the most like the light of the 
sun that the guid lord has ever allowed 
man to discover? 

“Has the gentleman, who has been with 
us several times not proved in a generous 
and emphatic way all he has ever’r claim- 
ed for his seestem? Facts and figures 
verifying. Well, then, ye ken the richt! 
Ye ken the licht! ’Tis acetylene for me!” 

Sandy knew well where to touch his 
fellows, and, to judge by the applause and 
the confiding looks of the members, the 
battle was won. 

There was one more short speech favor- 
ing gasoline and a vote was called for. 

The vote was taken by ballot, and we 
had a plurality on first ballot, and ou 
the second ballot a majority: Acetylene 4, 
electricity 2, gasoline 1. The vote was 
made unanimous on Sandy’s motion, and 
our system was recommended and incor- 
porated in a franchise voted to the new 
company a half hour later. 

As we left the meeting, I heard Mack 
call to the electric man: “Now get your 
fireworks, and we’ll supply the matches!” 

Yours for light, 
C. Arson, Salesman. 

Mobile, April, 1904. 
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THE ST. LOUIS EXPOSITION 
EX HAIBIT 


In further demonstration of the policy 
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Ye Ken the Licht. Acetylene for Me. 


vineced of the benefits a subur’rban r’rail 
r’rroad would prove to be; we'd better 
have a steam r’road to haul goods in and 
out, than a tr’ram car to haul people out 
of town to the city, and then haul them 
back with empty pockets. I think the 
business men of this village know their 
business best. If we are to have a r’ail- 
way, let us have a practical commercial 
r-railway. If we’re going to have a light 
to dispel the evening darkness, let us not 
be led away by vision of future perfection 
while we try to read the papers by the 
glare of a little red wire twisted pig-tail 
fashion in a glass bulb. Yes, gentlemen, 
‘tis naething but the truth I’d tell pou, 


and.if ye dinna ken I’d hae ye gang to the 


town of , where the population is 
double our guid town, and have ye see and 
how they do not get over half the light 
the gentleman showed us in the town 
house last night, for more than the same 
cost. 

“Ig the best too guid for the people of 
this gr’rowing Alabama community. 

“Ig the most economic guid licht guid 
for us? ; 

“Did not the men here show and prove 
their claims for their lights? 


of the American Radiator Company, of 
Chicago, to extend its advertising of the 
practical advantages of modern methods 
of steam and water warming for homes 
and other buildings for the mutual bene- 


fit of the trade and its interests, the 
company will exhibit its products in a 
very unique and a very interesting man- 
ner. 

The exhibit, located just north of the 
“Open Court” of the manufactures build- 
ing, section No. 6-B, will be in the form 
of a complete Colonial residence, with 
the front removed to show the interior 
and the general application of a modern 
hot water warming outfit to an average 
American house. 

An ideal hot water boiler will be set up 
in the basement, and will be connected by 
regular approved methods of piping to a 
practical display of American radiators 
located at the best points to illustrate 
their fitness to regular types, and about 
76 irregular types of radiators—for steam 
and water. 

The rooms will include a living room, 
with a brick fireplace, book case and win- 
dow seat. This room will show the ap- 
plication of a low radiator under the 


window seat and an indirect radiator 
under the floor with an air register over 
the same. _— 
A conservatory opening off of the living 
room and connected thereto by French — 
windows, will be fitted with Colonial side 
wall radiators to show the value of con- 
densed heating surfaces which require. 
no floor space. S, 
The hall will be equipped with a stair- 
case having white spindles, mahogany 
hand rails and treads. A neat adjust 
ment of Colonial wall radiators in the 
staircase form will here be exhibited. Pi 
The dining room will have a seven-foot — 
wainscoting of Flemish oak, a beam 
ceiling, old-fashioned sideboard with dia- 
mond pane windows oyer the board. A 
direct radiator will be placed in this’ 
room. i 
The bedroom on second floor will be 
finished in dainty white trim and hand- 
somely decorated. The rooms will be 
ostensibly lighted by casement windows, 
which will have old-fashioned flower 
boxes on the outside. Direct radiators 
suitable for these rooms will be located 
therein. 
The exhibit will show a finely-equipped 
model bath room with most modern 
plumbing appliances, and showing a type 
of American radiator particularly suitable 
to the contracted spaces available for 
heating surface in the average room of 
that kind. 
The floor space around the building e 
hibit (which occupies a space of 16 x 50 
feet)—the “front yard” of the plot, will 
be handsomely carpeted in green, and a 
fine detached display will be here made 
of the highly finished types of American 
radiators and various types of Ideal boil- 
ers for steam, for water, for hard coal, 
soft coal, coke, etc., in rectangular and: 
round sectional forms. oS 
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COMING EAST 


Not long ago Oliver Schlemmer, presi- ° 
dent of the Schlemmer Co., of Cincinnati, — 
took a trip East, visiting the various cit- 
ies, and spending some time at Atlantic 
City and New York City. Mr. Schlemmer 
was accompanied by his son, and the two 
spent considerable time investigating new — 
plants and the best systems on modern 
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heating and plumbing to incorporate im — 
their new plant in Cincinnati. Mr 
Schlemmer enjoyed himself in a new pat 
ent automobile which he is the inventor 
of, and, while passing by the door of ones 
of the representatives of THe PLUMBERS 
Trape JouRNAL at a forty-mile an hou 
clip, we were fortunate enough to obiain — 
a snap shot of him and present it here: — 


with. 
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inside Lamp No. 40 


MAE IT’S A SELLER |||"225 
TH 


substantial and satisfactory 

light of great brilliancy and 
i AVETS bya 
I} atypers 


far-reaching penetration: 
Our agents get money Write for Prices and 
ro the 
LARGEST AND MOST COMPLETE 


as well as popularity with Descriptive Catalog ' 
WOOD ENGRAVING 


The American Self-| 
sale of our machines. Lighting Lamp Co. 

DEPARTMENT. Wn ited States 

147-153 Fifth A. GHIGAGO, 


This shows whether our 300 Montana St. 
Best Work. 5 p Cory 


PEORIA, ILL. : 
proposition is a good one 
or not. 
’ ND 
Low Prices. FoR ESTIMATES. 


One agent cleared over 
$3,000.00 in six months, 


Why not get nine? LLG REEL 


It’s a Money Maker SEND FOR OUR 


WRITE US. 


The Rush Acetylene Generator Co., CATALOGUE 1) 
McGuire ehistable check tiedaiabadincaen lems oh natal HANDY REFERENCE BOOK : 


ILLUSTRATING, 
Star Roof Flange ’ ) 
Lighting Problem Solved by GAS FIXTURES. 
CartenatCelinion INCANDESCENT T GAS BURNERS. 
Acetylene Gas System mi « 


CHEAPER THAN COAL OIL, BETTER THAN GAS 
or ELECTRICITY, ECONOMICAL, SAFE, 
S/MPLE and RELIABLE. 


Approved 
by New 
Jersey 
State 
Master 
Plumbers 
at 
Orange, 
April 

19 and 20. 


*) RVlliamson & LO toe 


We want Reliabl mbing Fi rACTURE ES 
a tRetable Eranb g Firms Gas ns ELECTRIC eanewaron 
as Agents to sell the best Acetylene 


Sp 
Apparatus on the market. STAPLE, ines a 
Ne BRACKET er 


Pad 
free & racta ade SALES. aa 


458 “45 2 eae ib AVE. 52-54 LAKESTREET 


Niagara Falls Acetylene CHICAGO.U.5.A. 


Gas Generator Co. 
Niagara Falis, e e e N.Y. 


Write for terms and territory 


NOTHING EQUALS IT. RECENTLY RECONSTRUCTED 
IT IS NQW UP-TO-DATE. 
ALL READY FOR PLUMBERS TQ CALK ON PIPE. 


Write for catalogue and discount 
M.L.McGUIRE, Manufacturer. HIGH GRADE HOT BLAST TOOLS. 
raeaeeeeten 329 OS + A You have not done justice to yourself until you have tried 
our Bonanza Furnace for all around work. It is equipped wiif. 
our latest improved non- carbonizing burner and produces a braz- 
ing heat and is very economical in consumption of fuel. The 
top is removable and can then be used for burning off paint, 
thawing water pipes, etc. Tank is made of heavy brass, NOT 
® TIN, highly polished, an everlasting tool. Every one fully guar- 
f anteed, sold by jobbers at factory price, or send us $4.50 and 
zz Wwe will ship direct 


$4.50 
328-00 


BONANZA. 
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WHITE MFG. co., Chicago, Ills., U.S. A. 


UR NEW BINDER. A serviceable and 
handy arrangement for holding Tue 
PLUMBERS’ TRADE JOURNAL, Will be sent 


eee ic, maha 6 ( ‘ | ) Lawrence Gas Fixture 
ars Manufacturing Co. 


Designers and Manufacturers of 


Gas, Electric and 


BURNERS. 


Perfect Light can only be had 
by Using a Perfect Burner. 


Leading Experts Recognize and Accept 


BRAY’S ACETYLENE 
BURNERS 


and unhesitatingly declare it 


THE BEST BURNER MADE. 


BRAY’S ELTA and OTA BURNERS 
Will Not Carbonize When Turned Low. 


Acetylene 
Generators 


Are the best, 
simplest and 
easiest cared 
for. 


FOOL PROOF 

Every ony war- 

ranted. /Everybody 
pleased. 

: Agents wanted. 
a ADDRESS 
en Gas Light & Heating Co., 
Waterloo, lowa, U. S. A. 


SPECIAL TRIAL OFFER.—We will for a limited 
time only send Post-paid, 
7 BRAY BURNERS Abssortea 
FOR ONE DOLLAR,  $i**. 


Not more than one order sold to eny one pur- 
cheser at this price. 


Combination Fixtures 


(29, (31, 133 and 135 N. Twelfth St. 
CORNER CHERRY ST. 


Write forCatalogue Philadelphia 


WILLIAM M. CRANE COMPANY, 
1131-1133 BROAWAY, NEW YORK. 


Cen we send you our Descriptive Booklet E7 


(Cerne tyme ny tpaonatattty FN 
° New Plumbing Shops b) 


and 
ev Trade Information ¢ 
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The J. EK. Hollingsworth Company, of 
Ensley, Ala., has opened a first-class and 
<triclly up-to-date plumbing shop at that 
place. 

That busy firm of Wallace Bros., Dor- 
ranceton, Pa., are about ready to move 
into larger quarters. In the future they 
will be located in Union street. 

The Fentzlaff Heater Co., of Montclair, 
N. J., has been incorporated with a Capi- 
tal stock of $15,000. Incorporators: A 
Fentzlaff, T. H. Johnson, and R. E. Moss. 

A. H. Knowles, Arlington, Mass., is now 
settled in his new shop in the Finance 
Building on Mystic street, where he will 
be better able to handle his fast increas- 
ing business. 

The Keystone Heater Co, has been in- 
corporated at Washington, D. C., with a 
capital stock of $10,000. The incorpora- 
tors are Jacob K. Meschter, W. W. Fen- 
tress and C. H. Fentress. 

A new shop noticeable tn Suffern, N. 
Y., is that of W. C. Headley. His shop 
is one of the recent ones to open in that 
town and he reports enough busines: to 
encourage any new beginner. 

The Daykin Plumbing Co., of Cleve- 
land, O., are now incorporated with a cap- 
ital of $10,000. The incorporators are H. 
W. Daykin, PF. W. Daykin, John Daykin, 
J. A. Smith and E. A. Williams. 

Hamor & Stanley are the successors tO 
the branch plumbing store of Leighton, 
Davenport & Co., at Northeast Harbor, 
Me. They will continue the business on 
the same lines of the old firm. 

We are informed that James EK. Drew, 
cf Washington, Pa., has opened a plump- 
ing shop and already h-s an abundance 
of contracts on his books. He was for- 


merly with Siinson & Kennedy, Pitts- 
burg, Pa. 

Ashland, Pa., has another new firm of 
plumbers. Harry Williams and J. D. 


Goudge are the new members, with a 
plumbing and heating e*tablishment on 
Seventh and Chester streets. 

The Leland Manufacturing Co., Great 
Barrington, Mass., have purchased the 
plumbing and heating business formerly 
carried on by Hammer Bros., and will 
continue at the old stand. 


INFERIORITY MEANS 
that trade will go to th» other fellow. 
Cheap heaters may save a dollar when 
the job is put in, but after all they are a 
poor investment. Better use a ‘‘Win- 
chester’ for steam or hot water. Made 
by Smith & Thayer Co, Boston, Mass.— 
Ady. 
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J. WADE WILL VISIT 
ATLANTIC CITY 


Our veteran friend Mr, J. J. Wade, Chi- 
cago, who is now almost recovered from 
the effects of the operation for appendi- 
citis which he underwent some time ago, 
expects to leave Chicago with his family 
for a several weeks’ visit to Atlantic City 
about July 1. “Jim,’’ who is still a litte 
weak as a result of his reeent illness, 
hopes that the sea breezes and his morn- 
ing piunge in the Atlantic will give him 
back some of his old time vigor. 


J. 


John A. Straley 
Louis B. Hasbrouck 
C. Augustus Dieterich 


756,538. Ball-cock for tanks. Franklin 
C. Smith, New Bedford, Mass. Filed 
June 20, 1903. Serial number 162,360. 
(No model.) 
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754,573. Water Closet. Henry O. Kra- 
kow, Dubuque, Ia. Filed Oct. 19, 1903. 
Serial No. 177,678. (No model). 
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756,291. Automatie flushing ’ 
Frederick A. Schossow, Detroit, 
Filed Aug. 31, 1903. 


337. (No mode!.) 


valve. 
Mich. 
Serial number 171.- 


756,155. 


ras-burner, 


Henry Bryant, 
Aransas Pass, Tex. Filed Dec. 18, 1896. 
Renewed Aug. 11, 1903. Serial number 
169,080%4. (No model.) j 


STRALEY, HASBROUCK & SCHLOEDER, 


Counselors-At-Law 
Solicit .rs of American and Foreign Patents 


257 BROADWAY, NEW YORK,N.Y. 


Patents, Designs, Trademarks, Labels and Copyrights. 


PATENTS 


and 
Patent Causes 


755,922. 


born, Louisville, Ky. 


Serial 


756,663. 


basins; 
Brookl 
Serial 


756,221, 


tin J. 
March 
(No m 


756,383. 
Leuthesser, 


1903. 


Water-closet. William H. Os- 
Filed July 29, 1899. 
number 725,506. (No model.) 


wash- 
W. Lewis, 
23, 1901. 
(No model.) 


Waste mechanism for 
baths, ete. Samuel 
yo; Neyo. sHiled= Dee: 
number 86,885. 


Acetylene-gas generator. Mar- 
Binghamton, N. Y. Filed 
Serial number 146,446. 


Erk, 
65, 1903: 
odel.) 


Valve for radiators. Fred. W. 
Chicago, Ill. Filed Feb. 9, 
Serial number 142,641. (No model.) 
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Among the Plumbers 
and Steam Fitters 


TS aad tall os 


A specimen of good work, under con. 
pletion, is that at 3712 Wood street, Qhj- 
cago, Ill. Herman Down, of 474 Ashlang 
avenue, is the progressing plumber, 


H. Berger, of 1725 Milwaukee avenue; 
Chicago, Ill., has been awarded the con- 
tract for the plumbing in the new res; 
dences being constructed at Forty-seyenth 
and Colorado streets. 


The building in which is located the 
shop of the Central Plumbing Co., at Bast 
End, Pa., was visited by fire recently, 
The most damage was caused by water, 


A fine contract has just been awarded 
to Lawrence & Watson, of Pitisburg, Pa, 
for the plumbing in the new school house - 
at Winkinsburg, Pa. 


The remodeling of the plumbing in the 
Colonade Hotel is being done by W. J. 
Young, of 28 North 16th street, Philadel: 
phia, Pa. 


The plumbing in the new building at 
Bonner and Wolf streets, Philadelphia, 
has been awarded to J. P. Fitzpatrick, of 
that city. 

Wm. McCoach, of 1607 Samsom street, 
Philadelphia, is one of the busiest plumb- 
ers in that city. He is now roughing the 
plumbing in the Industrial Trust Com- 
pany’s new bank building at Front and 
Norris streets. 

J. P. Donnelly, at 928 West Dauphin 
street, Philadelphia, just landed the heat- 
ing contract for thirty new houses being 
constructed on 17th street and Glenwood 
avenue. z 


The plumbing and heating in the new 
Administration Building at Toronto, Can, 
will be done by John Ritchie Plumbing 
and Heating Co., of that city. 


Bids are being received for the plumb- 
ing and heating in the new Y. M. C. A. 
building at St. Catharines, Can. 


J. Looney is plumbing the new apart- 
ment house at the corner of Jackson and — 
Central avenue, San Francisco, Cal. 


The award of the heating and ventilat- 
ing contract was recently given to Morgan 
& Walls, of Los Angeles, Cal., for the new 
Farmers’ and Merchants’ National Bank 
in that city. . 

A. E. Powell, Findlay, O., will install — 
the plumbing and heating system in the 
new People’s Bank building at Columbus 
Grove, O., at a cost of $2,000. ig 

The plumbing in the new court house 
at Corning, N. Y., has just been awarded 
to Sippel & O’Brien of that place. q 

The court house at Cambridge, Il, is 
to have a new system of plumbing in- 
stalled. Theodore Becker, of Geneseo, T1,. 
will do the entire work, 

The plumbing contract for the new 
$25,000 dormitory building of the Baptist — 
Iemale University in Raleigh, N. C., has 
been awarded to Young & Hughes, of the 
same City, 

——————oe He 
THOS. DOUGLAS & CO. 
SECURE NEW QUARTERS 


Thos. Douglas & Co., heating engineers 
and contractors formerly located in the | 
Dickey Building, Lake and Dearborn 
streets, Chicago, have moved to 52 Dear-— 
born street, and will occupy the front 
part of the store at that locatiom 


IF YOU ARE 
HAVING TROUBLE 


With tank linings giving out 
an account of the action of 


water or electro.ysis, you 
can overcome it by using 
our acid, alkali, and electric 
proof lining, guaranteed for 
2 years. It costs no more 
than lead and will not give one-half the trouble, and weighs 
less. It is no experiment. 
‘Sond for descriptive circular of this and our new style bent tanks. 


Findeisen @ Kropf Mfg. Co., 


Main Office and Factory, 
2ist Place and Rockwell Street, CHICAGO. 


This Illustrates Our 


New 
Lavatory 


It has 1 3-4-inch under 
roll rim, D shape bowl. 


£ize 12-inch x 15-inch 
and 8.inch back, 


Send for our latest catalog 
of ENAMELED GOODS 
just from the press. 


QUR WEW ENAMELING PLANT SUPPLEMENTS OUR FACILITIES FOR TURNING OUT 
A FULLY COMPLETE LINE 


We Will Appreciate Your Correspondence. 


Humphryes Mfg. Co., Mansfield, O. 


GENERAL 
MANUFACTUR- 
ERS OF 


PLUMBING 


And Jobbers of 


PLUMBING 
SUPPLIES 


Eastern Agents: 
0. CHAN. WELLS, 
and 
WM. A. LOCKE, 
100 William Street, 
New York, N, Y. ® 


J. REGESTERS’ SONS CO.; Baltimore, Md. 


THE HORN B 


DESIGNERS € 
MAKERS °F 
LIGHTING 
FIXTVRES:- 
GAS-ELECTRIC 
AND 


WRITE:FOR 
CATALOGVE* 


COMBINATION: <=> FY 


N MFG.C9 


FACTORY & 
SALESR9°MS - 


427-429-4510435 
N-BR°AD ST- 
PHILADELPHIA 
PA: 
SPECIAL: DESIGNS 
SVBMITTED- FOR 


RESIDENCES: AND 
,PVBLIC-BVILDINGS 


White Wood Exposure, sta ned Oak 


PLUMBERS’ DUST-PROOF 
WASHER CABINET No. 1761 


CONTAINS 
60 DUST and RUST-:PROOF STEEL DRAWERS 
each fitted with adjustable partition, making 120 com- 
partments in all. 


SHIPPED C.O.D. $18.00. 


This Case, having a Steel Back, contents will not rust 
or tarnish. Each drawer is fitted with a strong Pull and 
Bronze Card Clip. 
Size of Case: 28in. wide, Ill in. deep, and 41 in. high 


GEO. W. HEILAND, 


NEW YORK CITY 


99 and 1u1 Beekman St, 


cohe WRENCH 


FOR NICKEL - PLATED PIPE 


“WARNOCK 


vse . - 
PAT JUNE SHOG0N 1% 


“THOUSANDS IN USE’’ 


ARNOCK 


A cinch for polished work 
everywhere. Try one. 


ASH YOUR DEALER 


Warnock Manufacturing Co., 


WORCESTER, MASS. 


TOOLS AND SUPPLIES FOR 
Plumbers, Gas Steam Fitters 


96 St. Peter Street, QUEBEC, CANADA 


590 


Fr ips ol potateraetietne ya on flr tinptemnne IR prtrerramtieton(Y 


Plumbing News from the Northwest, 
Ep reel pod Drs yoo pad Spetnrreenennnd Qpormnrennrestetan LS 


S. N. Hein, of 701 Pike street, Seattle, 
Wash., has secured the contract for the 
Pacific Coast office building, both for heat- 

£ and plumbing, for $2,100. The heat- 
ang is by radiation and piping. He will 
put in two urinal stalls, six basins, seven 
closets and three sinks. Also secured the 
job of the steam heating plant complete 
and the plumbing of the Hill estate apart- 
ment house, two stories and basement, on 
the corner of Blanchard and Western ave- 
nues. The plumbing consists of twenty- 
three basins, four slop sinks, two kitchen 
sinks, six closets and two baths, to cost 
complete $2,900. He has recently com- 
pleted the B. R. Van Dusen store building 
on the corner of 8th and Pike streets, 
eight closets, seven sinks, one bath and 
urinal, also gas fittings, the complete job 
costing $700. He now has about ten resi- 
dence jobs running from $150 to $300. 


Trust Bros., of 506 Pike street, Seattle, 
Wash., report working on the six-flat 
building on the corner of Thomas and 
Warren, in which will be placed five 
basins, five tubs, five closets and five 
sinks, to cost about $875. Also the Kelly 
flats, corner of 22d and Madison streets. 
This is a four-flat building, and a com- 
plete set of basins, tubs, closets and sinks 
will be placed in each flat. This will 
cost about $600. They are also engaged 
on the Fry residence on the corner of 
Summit avenue and Madison street. They 
will use three closets, three baths, two 
sinks, etc., to cost $900. They also have 
about a dozen of smaller residence jobs, 
running from $150 to $250. 


Yound & Potter, of 1102 Third avenue, 


which they are placing four sinks, four 
lockers, four baths, four closets and four 


£ Lantern Department in the Plant of the National Brass Mfg. Co. of Kansas City, Mo. 


basins to cost complete $800. They also 
have five residence jobs on hand that will 
average about $300 each, besides their 
$25,000 government contract at Vancouver 
Barracks, Vancouver, Wash. In this they 
have about eight residences, running from 


Baker & Son, of 314 Yester Way, one 
of the oldest firms in the city at present, 
have no large contracts on hand at the 
present time, but they are figuring on 
several. They have a number of the 
smaller residence jobs on hand. 


J. H. Stark Plumbing and Heating Co., 


of 320 Third avenue south, Seattle, Wash., 
have the complete plumbing of three 
$300 to $600. Mr. Stark states that on ac- 
count of the close figuring necessary to 


' secure the larger contracts, he has and 


will devote the most of his time to secur- 


Photograph of the Foundry which is 75x!00 Feet, and Fitted with all Modern Appliances. 


Seattle, Wash., report business conditions 
steadily improving. They are at present 


figuring on several very large contracts. ~ 


They are working on a four-flat building 
at the corner of 6th and Cherry streets, in 


double barracks and one guard house, 
into which will be placed 34 bath tubs, 
84 basins, 72 closets six 6-slate stall 
urinals, besides six 6-slate stall needle 
shower baths. 


The National Brass Mfg. Company of Kansas City, Mo. 


ing jobbing and alteration work. 


The Hambach Plumbing Co., of 305 
First avenue, Seattle, Wash., will at once 
start work on the erection of a four-story 


This Firm Manufactures a Complete line of Lanterns for Railroads, etc, 


contracts, costing between $125 and $225. 
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building on Second avenue south, The 
building will be used for warehouse pur. 


poses. It will be of the very latest de. 
signs architecturally, and fireproof 
throughout. , 


The Washington Steam Heating Co., of : 
712 Post street, Seattle, Wash., are at 


) ne 4 


present attending mostly to jobbing. They yy 
have nearly completed their American Na- — 
tional Bank building job in Everett, 
Wash. This was a five-story building, — 
into which they placed a Mott Sunray — 
boiler, with about one hundred radiators 
(Buffalo Standard) and 300 feet of radia- ; 
tion, using the overhead system. om 
— N 
Finlay & Robb, of First avenue and — 
Lauora street, Seattle, Wash., are work — 
ing on the heating of the Georgetown — 
school building, into which they put Mam- — 
moth tubular furnaces, using an electric. 
motor fan and about twenty registers, to 5 
cost $3,500. Also working on five small 


- ~ 
a a ake 


H. R. Stickles, 1018 Third avenue, 
Seattle, Wash., are working on the Wood- 
lawn Park school at Woodlawn Park, ad- — 
dition to Seattle, aggregating $1,794, he 
fixtures to consist of thirty closets, nine — 
basins, two 8-foot drinking fountains, 
nine enameled iron urinal stalls and one — 
sink. Also on the Georgetown school — 
building, costing $1,309 and consisting 
twenty-one closets, nine basins, two 6-foot 
drinking fountains, sixteen urinals an q 
one sink. They also have about 15 resi- a 
dent and small store buildings, averaging 
about spa apiece. 


THE NATIONAL BRASS MFG. 
CO., MANUFACTURERS OF 
THE SEIBEN SPECIALTIES 


An enterprising concern of the Wes 
is the National Brass Mfg. Company, — 
which is located at 617-19-21 Adams 
street, Kansas City, Mo. This firm manu- — 
factures and are the sole owners of the 
Seiben inventions, which are well known 
to the plumbing trade throughout this 


or 
Lo) 
= 
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Jj. F. ELSOM, PHYSICS @ CHEMISTRY, VEN ; CAP 


Proprietor. Established 1872. 
SCIENTIFIC LABORATORIES Endorsed by leading sanitary experts and 


OF plumbers in the United States and Canada. 


J. F. ELSOM, Is guaranteed to do what is claimed fer it. 
New Albany, Indiana. 


Certificate No. 467, (Supplementary Report.) 


Having received from Ideal Manufacturing Company of Detroit, Michigan, samples of 
the Centrifugal and Centripedal Trap for the purpose of testing its sanitary efficiency, I 
now report upon the tests made. 

The one selected was an Ideal Centrifugal and Centripedal Trap, of brass, nickel 
plated, of the size having one and one-quarter inch connections. 


At various times well established Cultures of 


Bacillus Anthracis, Typhoid bacilli (intestine), 

Tubercle bacilli (Sputem), Actinomycosis (Bovine), 

Glanders bacilli (Horse), Anthrax bacilli (Negro), 

Diphtheria bacilli (Membrane), Leptothrix inominata, 

Bacillus Maximus, Spirillum Sputigenum, 

Indococus Vaginatus, Catarrh (Nasal), 

Leucorrheea, Cystitis, 
together with their recognized media were each placed. one at a time, in the chamber of F - 
the Trap, and allowed to develop under the most favorable conditions obtainable, some being Does away with one joint. 
left undisturbed for weeks, and always until their development was complete. When they ; 
showed the r ereatest activity the Trap was connected to a tank, in accordance with the No need for caylking. 
directions, just as it would be ready for u>e under a wash basin or kitchen sink. Double Hub Pipe not necessary in order to use it. 

The tank having a capacity of 2510 cubic centimeters (10 gallons) filled with distilled . P S 
water, was placed ten inches above the trap. The tank was flushed and allowed to empty Much easier to put on than any other Vent Cap 
itself. The me lia. without Cultures, was now placed inside the chamber or buoy of the trap in the market 
and allowed to remain under the same conditions as before, each for the same length of ; 
time as the original tess, and upon examination it was found that not ina single instance Its durability and low price recommends it to 
was there the least indication of bacilli of any kind. 
(Signed) J. F. ELSOM, everybody. 
(Chemist, Bacteriologist, Etc ) 


Ohe Ideal Manufacturing Co., 


DETROIT, MICH. - - - - WINDSOR, CANADA. 


Largest, best 
GNEECH ECA POSE: voit ia snyece sp. 08 seston 


POR TABI Ge tntrincce ) iaen 
SHOWER 
in the market 


SOME OF ITS DISTINCTIVE FEATURES 


Adjustable Bracket—24 1-2 inch Ring, 6 1-2 inch Shower Head, Metallic 
ie Bulb and Bulb Yoke. It is made throughout of 3-4-inch N. P Brass 
Tubing. All other Portable Shower Baths are made of 1-2 inch 
Tubing. A Jot of your customers will buy this Shower if you will 
speak to them about it. 


ae : RS ee ag 
pike Seater ie 


Cascade Portable RRaiver Bath A DESCRIPTIVE ILLUSTRATED PAMPHLET WILL BE MAILED, IF YOU REQUEST J¥. 


Mitchell @ Van Meter Company, 


247 Centre Street, NEW YORK. 
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tountry and Canada. They: also make 
railroad lanterns, 
ings. About fifteen years ago Mr. A. 
Prier established a small brass foundry 
and ccrried on the business with about 
forty square feet of space under the 
name of the Prier Brass Works. Seven 
years ago the company was incorporated 
under the name of the National Brass 
Company. Previous to that time, how- 
ever, the quarters had proved entirely too 
small and has in the meantime taken 
more space. 

In 1902 the business had increased to 


such an extent that it was found neces- 


brass and bronze cast- 


sary to have more room, and in July of 
that year they moved to their present 
location. In the same year they pur- 
chased the patents of the Seiben special- 
ties. On May 30, 1903, a large portion of 
Kansas City was submerged by floods 
and as their foundry was in the center 
of the flooded district they were heavy 
losers. 

The accompanying illustrations were 
taken at their plant recently. Fig 1 is 
an interior view of the foundry. Fig. Z 
shows the finishing and machine shop, 
and Fig. 3 is a photograph of the lantern 
department. 


Philadelphia Plumbing News and Gossip 


By J. B. COLLADAY. 


WILL PLUMB THE NEW APARTMENT 
HOUSE. 

BPRVINE BROS., 7th and- Walnut 
street, Philadelphia, have been 
awarded the contract for both 
the steam heating and plumb- 

ing in the new apartment house, 226, 228 
and 230 South Broad street. 


INSTALLING A LOW-PRESSURE 
HEATING APPARATUS. 

G. A. Jackson will instal a low pressure 
steam heating apparatus in the residence 
of J. S. Wilson, 1328 North Marshall 
street, Philadelphia. 

CONTRACT FOR TIili HEATING 

PLANT. 

In the $20,000 addition to be made to 
the apartment house, 16ti anid Moravian 
street:, Philadelphia, the heating p'ant 
will be placed by William Anderson, 128 
South 20th street. 


LANDED TWO GOOD HEATING JOBS. 


1415 Race street, 
a rolling in 


“Gus” Duprey, 
keeps the bal! 
He has succeedel in landing 
contracts for two heating jovs, aggre- 
gating $1,500, one for Thomas Wittbank, 
4098 Lancaster avenue, and the other for 
H. B. Skiles, 897 Belmont avenue. 


Lucky 
Philadelphia, 
spite of all. 


THE LATE GEORGE IRELAN. 


The many friends of George 
will learn with deepest regret his sudden 
death Tuesday, April 19th. Mr. Irelan 
was for a number of years David R. 
Burns’ right-hand man, and was at the 
time of his death associated with T. C. 
Passhor Co., of Baltimore, Md. 


Ireian 


ANOTHER LOW PRESSURE HEATING 
APPARATUS. 

Harry F. Murphy & Co., 25 North 7th 
street, Philadelphia, will place a $400 low 
pressure heating apparatus 504 Walnut 
street for Basil Walsh. 


AWARDED THE CONTRACT FOR THE 
M. E. CHURCH. 

In the new $40,000 dormitory building 
in course of erection for the Princeton 
Sollege, Princeton, N. J., the contract for 
the steam heating has been awarded to 
J. A. Dowling, Trenton, N. J. 


WILLIAM DORAN THE SUCCESSFUL 
BIDDER. 

After spirited competition the heating 

contract for the Hancock M. EH. Church, 


Hancock street, above Grand avenue, was 
awarded to William Doran, 3020 Frank- 
ford avenue, Philadelphia. 


HAS COMPLETED SEVERAL HHATING 
CONTRACTS. 

H. B. Lentz, 5th and Poplar streets, 
Philadelphia, has completed the installa- 
tion of heating. plants in the following 
residences: 2412 North street, southeast 
corner Franklin and Poplar streets, and 
southeast corner 5th and Master streets. 
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the plumbing and heating work in the 
new five-story department store for 
Braunstein & Co. on At.antic avenue. He 
also has the sub-contract for the hot 
water apparatus from the central plant in 
the addition to the City Hall. In addition 
to the above he has several other jobs 
in hand, which keep his shop running 
pretty full. The other firms in Atlantic 
City are beginning to feel the lump that 
usually appears this time of year in ad- 
vance of the summer season. 


HEATING A RESIDENCE WITH LOW 
PRESSURE APPARATUS. 

The Monitor Steam Generator Mfg. Co. 
have secured the work for equipping the 
residence of F.. M. Hitner, 4653 Penn 
street, Philadelphia, Frankford, with a 
low pressure steam heating apparatus. 

HEATING A $15,000 RESIDENCE. 

Mr. J. Harper, of Trenton, N. J., who 
is having a $15,000 house erected on Pen- 
nington road, Trenton, has placed the 
heating of his home in the hands of F. 
S. Katzenbach & Co. of his town. 


HEATING THE NEW ADDITION TO 
THE HOSPITAL. 

The heating contract for the addition 
to the hospital of the University of Penn- 
sylvania, 33d and Spruce streets, has been 
awarded by Architects Brockie & Hast- 


National Brass Manufacturing Company of Kansas City, Mo. 


Besides the above he has a shop full of 
p'umbing work and lots of good work in 
prospect. 


HEATING PLANT IN DOUBLE RESI- 
DENCE. 

Grant Jenkins & Co., of Lansdale, Pa., 
have been awarded the contract for heat- 
ing the $6,000 double residence that Chas. 
Sprodel is having erected in their town. 


A BUSY HEATING FIRM. 


Harry L. Beck, of Lansdale, Pa., 
landed two more heating contracts. One 
for the extension of the steam heating 
plant in the home of Hiram Wachter, 
Lansdale, Pa., and the other for placing 
a hot water heating apparatus in the resi- 
dence of Dr. F. J. Hurlock, 2831 Diamond 
street. 


has 


DOINGS AT ATLANTIC CITY. 


John H. Moore, of Atlantic City, N. J., 
was awarded and is rapidly completing 


View of the Flashing Department 


ings to the James P. Wood Heating Co., 
39 South 4th street, Philadelphia. 


HOT WATER HEATING PLANT. 


Rhodes Bros., 5040 Germantown avenue, 
Philadelphia, have secured the work of 
placing a hot water heating plant in the 
residence and store 52d street and Spruce 
streets for John Mink. 


A. C. EDGAR GETS THE JOB. 


In the office and residence belonging to 
Wm. Lewis, 7th and Girard avenue, Phila- 
delphia, the steam heating will be at- 
tended to by Andrew C. Edgar, Builders’ 
Exchange. 


OVERHAULING THE HEATING SYS- 
TEM. 

James L. Riley & Co., 1314 Ridge ave- 
nue, Philadelphia, will instal the steam 
heating in the alterations and additions 
to be made to the apartment house, Doug- 
las and Hoch streets, for Thos. Cutler, 


CHANGES IN THE UNITED 
STATES HEATER CoO, 


The United States Heater Company, 
Chicago, have removed their local headq- 
quarters from 54 to 42 Dearborn street, 
where they have much larger space. They 
will install at their new location a fine | 
line of sample boilers, radiators and heat: 
ing supplies for the inspection of the Chi- 
cago trade, to whom they extend a cordial 
invitation to call. They haye secured 
the services of Albert H. Ross, as assist- 
a to the manager of the local office, 

. Thos. E. Crone. Mr. Ross is a well 
on salesman, having been the Michi- 
gan representative for many years of A. 
ieee & Son Mfg. Co., of Detroit. Mr. 
I’. R. Bishop, formerly assistant manager 
of the Detroit branch, who has been with 
the concern for the past eight years, will 
call on the city and suburban trade in an 
effort to develop the firm’s business in 
this territory. 


o> 


MASTER RLUMBERS OF — 
GEORGIA 


THEY WILL HOLD THEIR CONYENTION IN THE 
FOREST CITY, * 
HE Master Plumbers’ Associa- 
tion of the State of Georgia 
will hold their annual conyen- 
tion in the city of Savannah in 

the month of July. 
This organization is among 
(he most influential of its character In 
the South and is officered by some of the 
best men in the State. The officers are: 
President—L. A. McCarthy, Savannah. 
Vice-President—M. HE. Ford, Atlanta. — 
Treasurer—J. H. Jennings, Atlanta, 
Secretary—H. F. Broderick, Savannah. 
Arrangements are now being made for 
the reception and entertainment of the 
plumbers, the local committee being com- 
posed of the officers and Chief Inspector 


of P-umbing Frank W. Campos. The offi- 
cers of the local are: ae 
President—W. H. Cosgrove. ' ae 
Secretary—Nicho’as Corish. 4 4 
Treasurer—T. J. O’Brien. ‘ - 


It is not as yet positively known how 
long the convention will be in session, 
but it is presumed that it will require 
two or three days to transact the ne 
ness that will be resented for its oo 
eration. 

A day’s outing will be held at “ae 
Island, the great seaside resort of id 
South. It is by no means a violent pr 
sumption to say that the plumbers wi 
be entertained in the usual royal style 
for which Savannahians are noted, anc : 
that they will return to their homes great 
ly benefited by their dual discharge of 
business and pleasure. In the interest 
of the advancement of the purposes. if 
which they organized. 

There will be no ‘joints wiped” 
spection made during the session of tne 
bady, but several improved beer pum} ; 


or ie 


. 


1] 


winner. ne 

Ladies can attend, of course. So. be 
sure to have them accompany you. ~The 
ladies of the city will cheerfully receive 
them and thoroughly entertain them, Al 
visiting members will be welcome. 7 
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Counter Column Floor Column Triumph 
Water Fan Water Fan Water Desk Fan 


WATER MOTORS 


and 


CEILING FANS 


Ice Cream Freezers and all kinds 
of Machinery may be operated 
by our Water Motors. 


WE MAKE A LINE OF 


WATER GOODS 


That. ‘PAYS the PLUMBER to SELL. 


WRITE FOR CATALOGUE AND PRICES. 


SPECIALTY Mrc. Company, 
INDIANAPOLIS, IND. 


We make a full line of DISC FANS, ELECTRIC and BELTED, also 
BLOWERS and EXHAUSTERS. 


ey 


Never-Split Seats 


are true to their name. They NEVER SPLIT because each 
joint is secured by a bolt let in at the ends, with nuts 
inserted from the bottom, together with two wood dowels. 
No amount of heat or dampness subjected in ordinary 
use will cause the joints to part. 
This seat is worthy your investigation. 


WRITE TO-DAY FOR CATALOGUE AND PRICES. 


NEVER-SPLIT SEAT CO., 
EVANSVILLE, IND, 


20 OF ST. LOUIS MODERN SCHOOLS 
BESIDES MANY PUBLIC INSTITUTIONS THROUGHOUT THE COUNTRY 
- « ARE EQUIPPED WITH . 


fr N yelson Ventilated Individual 
ered Bow! Latrines and Urinals 


NEW SYSTEM + PERFECT SANITATION 


ARCHITECTS ARE INVITED TO WRITE FOR 
**Nelson’s Blue Book on Sanitary Appliances’”’ 
JUST PUBLISHED 


N.O. NELSON MFG.CO., = St. Louis. 


ATTENTION 


HEALTH BOARDS, PLUMBING INSPECTORS, ARCHITECTS, PLUMBERS AND 
JOBBERS INVESTIGATE THIS. YOU WILL FIND IT PERFECT 


HERE IT IS 


mp 6=Ss«s The ‘‘POSITIVE”’ Anti-Syphon 
Trap is Self-Cleansing 


PATENT PENDING 


Re SPACE FOR LEAK TO SHOW. 


A veritable WATER-SPOUT when in use. 
MADE EITHER IN ALL BRASS OR LEAD, WITH BRASS INLET AND OUTLET 


The dome is made either of solid cast metal, or glass, and when of glass the dome is covered 
with N. P. stamped brass casing from bottom of dome to top of trap seal, thus making it possible 
to watch the scouring action and verify our claims, viz.: that it will carry off everything that 
can pass through plug or strainer, including matches, coffee grounds, etc. Other anti-syphon 
traps have hidden partitions through which trap seal can leak into waste pipe, and sewer air 
leak into room in case of defect, without the knowledgeof the occupants. The Positive has none. 
The result of years of experiment to produce a trap with the minimum of anti-syphon construc- 
tion and the maximum of scouring action and freedom from secret partitions, and easy access 
toclean. The triumph of the twentieth century in the art of plumbing. 


Manufactured by 


| The Ohio Brass & Iron Mfg. Co., 


CLEVELAND, OHIO. 
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THE CONRAN ANTI-FREEZ- 
ING WATER CLOSET 


This closet is designed to be used in 
yards, out-houses or in any building 
where it is impossible to heat the room 
in which the closet is placed. It has 


been approved by the Bureau of Build- 
ings of New York City. 
There are no weights, chains or springs 


SS 
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used in its construction. The valve con- 
struction is very simple, and can be re- 
packed without shutting off the water. 
The waste of this valve does not operate 
until the closet seat is released, thereby 
preventing any waste of water. 

There being only one movable part 
there is no adjusting. The rod that con- 
nects the flush and supply valves is made 
of %4-inch gas pipe. 

The seat is strengthened with a malle- 
able iron seat ring which operates the 
flush and supply valves. The hopper 
shown is enameled inside and out, and 
has a detachable flushing rim which may 
be taken off and cleaned at any time. 
The closet is operated entirely by water 
pressure and the stronger the pressure 
the tighter the valve is closed. 

The valves are made of the best ma- 
terial, and all connections are standard 
iron pipe sizes. 

Further particulars and prices can be 
obtained from the manufacturer, W. F. 
Conran, Jr., 305 Pearl street New York 
City. 


THE F. & W. SYSTEM 


Since the Central Foundry Co. have 
brought to the attention of the plumbers, 
architects and builders of New York and 
vicinity their F. & W. system of vent re- 
seat and drainage fittings, great strides 
have been made in the installing of per- 
fect sanitary work. 

The plumber is always ready to ac- 
knowledge and use a good thing and in 
F. & W. fittings they find something that 
fills a long felt want. Mr. Finn, one of 


the patentees, is at the head of a staff of 
experienced plumbers who are calling 
upon the trade demonstrating the many 
points of economy and merits in the use 
of those fittings. One of the claims made 
for the fittings is, “Once used always 
used.” A catalog giving full description 
will be mailed upon aplication to the 
Central Foundry Co., of 116 B. Nassau 


Breakers); the Spring Water Carbonat- 
ing Co., Boston, Mass.; J. A. Roebling’s 
Sons, Co., Trenton, N. J.; New York 
Public Bath, No. 232 West 60th street, 
New York City; The Paducah Water Co., 
Paducah, Ky. (city plant); Philadelphia 
Hospital, Philadelphia, Pa. (laundry) ; 
York Manufacturing Co., York, Pa. (ice 
plant); Wm. Campbell Wall Paper Co., 


The F, & W. System of Vent and Drainage Fittings, made by The Central Foundry Company 


street, New York City. The accompany- 

ing illustration shows one plan for im 

stalling these fittings. 
a 


A NUMBER OF LARGE 
FILTERS INSTALLED 


Among the recent contracts completed 
by the New York Continental Jewell Fil- 


tration Co., of New York, they have in- 
stalled their filters in the following 
buildings: 


H. M. Flagler, Palm Beach, Fla. (The 


Hackensack, N. J.; The Erben-Harding 
Co., Tacony, Pa. (textile mills); Wol- 
cott-Campbell Spinning Co., New York 
Mills, N. Y.; York Manufacturing Co., 
Saco, Me. (Woolen mills). 

We illustrate herewith their “New 
York” house filter. It is connected with 
the main supply pipe in the basement or 
cellar of a residence or other building. 
All the water entering the premises 
passes through the filter, is thoroughly 
filtered and purified, and is drawn bright, 
clear and sparkling from every spigot, 


free from typhoid germs. The entire 
operation of the filter is controlled by 
one valve, and is therefore so simple that 
the most ignorant domestic can readily 
understand and operate it. 

One of the luxuries of filtered water is, 
that where porelain-lined bath tubs and 
up-to-date sanitary improvements in the 
way of plumbing are in the house, they 
are never stained and made unsightly 
by the mud found in most water sup-- 
plies, nor are the valves throughout the 
house cut out by sediment, grit, ete. The 
saving of expense in connection with re- 


pairs to plumbing, valves, etc., soon pays 
for the cost of the filter. 

Our readers may obtain a copy of their 
descriptive circular by application to the 
above firm. 

— + +g 


“THE ICE IS OUT”’ 


The magic word is passed—‘“the ice is out.” 
The lumberman is happy; he sees the waters 
of the great Penobscot and Kennebec hurling 
and cracking the heavy ice-floe, and making 
open water for his logs in their journey city- 
ward, And the sportsman! Well, just imagine 
your own frame of mind, at the anticipation 
of pulling from a flowing stream or a crystal 
lake land-locked salmon, trout, togue, bass, — 
carp, perch, pickerel, etc. Happy! why, the 
angler’s nightmares and day-dream during April 
and May are a confusion of bait, rods, reels, 
lines, creels, trawls and canoes. ‘ 

Fishing down in Maine means much more 
than a journey to a lake or river and cast- 
ing a line. It means a trip through a section 
of wild forest lands, where the pines and 
hemlocks send forth a fresh aroma which in- 
vigorates and rejuvenates; the solitude which 
Settles all about, broken only by the music of — 
the birds and the sighing of the pine boughs 
will banish far the bustling memory of the 
tumultuous city. And sport! well, it doesn’t 
take long to learn how to catch ’em, and whip- 
ping a trout stream or paddling a canoe, you'll 
experience the true joys of the angler’s para- 
dise. 

In New Hampshire, lakes Winnipesaukee and 
Sunapee and Newfound Lake take the lead; 
but there are hundreds of smaller ponds and 
lakes and numerous trout brooks besides. Ver- 
mont has Champlain, Menphremagog and Wil- 
loughby, all prolific haunts; while away over 
the border line in Quebec, New Brunswick and 
Nova Scotia are many famous resorts. For 
two cents in stamps, the Boston & Maine Pas- — 
senger Department, Boston, will send their 
illustrated booklet, “Fishing and Hunting,” — 
which describes the fishing and gaming section 
of northern New England and Canada; also : 
another booket, invaluable to the sportsman, 
with the fish and game laws for 1904 of Maine, 
New Hampshire, Vermont, Massachusetts, Que- ; 
bee, Nova Scotia, New Brunswick and New- 
foundland. 

eee 


GORTON SIDE FEED BOILERS 


The cut on the next page shows the — 
latest pattern steam and hot water boilers © 


7 
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There is only ONE BEST 


Combination Air, Force 
and’ Test Pump. IT 1S 


THE PERKES PUMP 


Does more work than any other pump on the 
market. Our circular tells you why; better 
write us for one. 

Will test Soil Pipe. 

Will prove Gas Pipe. 

LIFT, FORCE OR DISCHARGE. 
Works equally well with air or water. No 
stuffing boxes. All valves on the outside. 


Charles Perkes, 


MANUFACTURER. 


627-629 Arch Street, - PHILADELPHIA, PA. 


Established 1856 


PATENT MARCH 161TH. 1998 
PATENT JUNE 18TH, 1901 


When you think of 
Pipe Threading Machinery, think of 
The Borden Geared Solid Die Stock 


There are other kinds 
But this is 
the Pipe Machine 
that brings 
RESULTS 


Ap 


The BARRETT 
Pipe Forcing Jack 


PATENTED 


FOR forcing or pulling pipe 
horizontally under ground. 


Saves ditching and refilling 
in making service connections or 
in placing pipe under streets, 
sidewalks, lawns, etc. 


Forces pipe at an average rate 
of ONE FOOT PER MINUTE. 


Does not telescope the coup- 
lings. 


Saves an enormous amount of 
expense, labor and inconvenience. 


TO THREAD 
STEEL PIPE 


requires a better die. It must be 
made of BETTER STEEL, Cheap 
steel soon becomes dull and tears 
the threads. 


In “Economy” Dies 


Less steel is used or wasted, so we 
can afford to use the BEST, also 
there is more CLEARANCE for 
chips than is possible in any other 
form of die. 


Every Die Guaranteed 


Send for catalogue of 
“ECONOMY”’ STOCKS and DIES 
MANUFACTURED BY 


F. E. WELLS & SON CO. 
12 Ridell St., GREENFIELD, MASs, 


Used by many of the most 
prominent gas and water com- 
panies in the United States. 


Send for Special Circular “P” 
and further information. 


Made only by 


The DUFF MFG. CO., 


PITTSBURG, PA. 


Borden Company, 
Warren, Ohio. 


Works: Allegheny, Pa. 
Send for Catalog “B” 


MMM SSA HOOKS 
Lennox Improved ]}’ Z, 
/ Wie AND 
WW + 2 an / Siti 
Tested at 225 pounds BY WE /|\ Sie 5 ihe ] Afi STRAPS 
pressure * \ Y / 
For tapping Water both 
Mains Under SPECIAL OFFERING!)  alleable 
Pressure. 
and 
Sent on 30 days trial to S an inducement to have you light your 
ectepesiblelipartiea: premises with our Air Light System Wrought 
and to further demonstrate its superiority, No imperfeot 
ee Ge taloe we will ship to any responsible party, a light- ieces in our goods. 
ing plant, payable in monthly installments. Quality the best 
MentionPlumbers’ . h Lighting Systems to that can be had. 
eae ourual We guarantee these Lighting sy ene tcitoatalc 
produce the cheapest and best aes you a g. 
MANUFACTURED BY obtain. Send in your diagram for estimate 
LENNOX MAGHINE COMPANY of cost, and information. Berger Bros. Co., 
Marshalltown, Iowa. ’ WHITE MFG Co., IO TCHEO, U.S.ibs Manufacturers. Philadelphia. 
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manufactured by the Gorton & Lidger- 
weod Co., New York and Boston. 
The Gorton Side Feed Boiler is made 


1.—The Gorton Side Feed Steam 
Heating Boiler. 


Fig. 


in two parts, the tubular part or boiler 
shell being directly over the fire, and the 
lower part or the water leg surrounds it. 
The two parts are connected by circula- 
tion pipes, one in front and one at the 
back, except in the four largest sizes 
which have four of these circulation pipes. 
The boiler shell is supported by the 
lower jacket ring, which rests on the 
upper part of the water leg, and it is 
surrounded by a galvanized iron jacket. 
The iower part of the shell extends down 
into the upper part of the water leg, and 
the space between the shell and the water 
leg is utilized for the coal reservoir. 
The coal pockets are bolted to the upper 


Fig. Side Feed 


Boiler. 


Hot Water 


4.—Gorton 


part of the water and are equaliy 
spaced so that in filling the reservoir the 
coal is evenly distributed. One pocket 


leg 


is larger than the other, and is hinged so 
that it can be opened for getting at and 
cleaning the fire. 

The inside of the water leg is cone 
shaped, the coal in the reservoir feeds 
down below the lower edge of the boiler 
shell at an angle of forty-five degrees, to- 
ward the center, as needed for consump- 
tion, thus keeping an even depth of coal 
over the entire surface of the grate at 
all times. The boiler is at the proper 
distance above the grate, to allow ample 
space between the top of the fire and the 
boiler for perfect combustion of the gases 
which gives the greatest economy in fuel. 

The boilers, both steam and hot water, 
are made of steel, with best charcoal 
wrought iron tubes, the shell being %4- 
inch thick and the heads 5-16 inch thick, 
best flange steel of 50,000 pounds tensile 
strength. Safety and durability is thus 
assured. 

By reason of the special form of con- 
struction, the Gorton Side Feed Boiler 
will maintain a steady fire and a constant 
supply of heat day and night. It has with- 
stood the test of the extreme cold weather 
of the past winter, thereby proving that 
it can always be depended upon to fill the 
requirements of a perfect heating appar- 
atus. Send for particulars. 

——$_——— > - 9-4 


D& R DAMPER REGULATOR 


The Davis & Roesch Temperature Con- 
trolling Co., of Newark, N. J., with a 
New York agency at 136 Liberty street, 
have just brought out their latest and 
most improved damper regulator. In or- 
der to give it a good introduction this 
enterprising firm has made a remarkably 


_ tion of same. 
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low price for the regulator, namely $37.50. 
This price, however, is for a limited time 
only. The device is built on sound scien- 
tific principles, and gives every appear- 
ance of being thoroughly reliable. The 
principle of the 3-way valve used in most 
damper regulators is adopted here, but in 
a different form which has been proved to 
be much simpler and more durable. The 
Davis & Roesch Co. have sought to elimi- 
nate all possible complications invariably 
found in other regulators. 


The numerous levers and weights are 
reduced to a minimum, and the various 
parts made so compact that only half the 
ordinary space is required. The Davis & 
Roesch Co. have issued a brief, neat little 
booklet entitled “Damper Regulation,” 
which not only shows the regulator in 
position, but also gives a concise cut of 
the working parts with a careful descrip- 
This catalogue is free upon 
application and no one interested in the 
subject should fail to receive one. 

———_—_—__#_8-#-§ 3 

HAVE MOVED THEIR NEW 

YORK OFFICE 


The Mitchell & Van Meter Co. have 
moved their office from 247 Centre street, 
New York, to Linfield, Pa. They are 
manufacturers of plumbing supplies, 
among which is their portable shower 
bath, which has obtained considerable at- 
tention. 

#6 8-4 <4 -—____ 


THE STAR DEFLECTOR 


We exhibit herewith a photograph of 
a deflector placed in position and made 
by Messrs. J. Rutherford & Son, Akron, 


TERG 
—E 


Iilustration of Damper Regulator, Manufactured by the Davis & Roesch Temperature Controlling Co. 


‘water 


O. This deflector is designed for stea 
and hot water radiators, and is a valuable 
adjunct to a properly constructed instal- 
lation. A deflector prevents wall and ‘ 
ceiling discoloration. The deflectors are 
made with or without the water pan, 


are finished in either gold, silver or brass 
bronze. 

The manufacturers have had them on 
the market twenty years, and have placed — 
them in some of the finest private and 
public buildings in the United States, 
claiming that they are the most complete — 
deflector under mechanical principles ever 
made, and give perfect satisfaction. They — 
are made in all sizes. Write the makers 
for prices. é a 


WM. T. GEARY, OF SOUTH 
CHICAGO, MOVES TO 
LARGER QUARTERS 


William T. Geary, jobber in plumbing 
and steam supplies, has recently moved 
from 9222 Commercial avenue to a large 
and more desirable location at 93d street 
and Commercial avenue. Since entering 
the plumbing supply business in South 
Chicago, about two years ago, Mr. Gear 
has been wonderfully successful, and has 
now a large and flourishing trade. While 
perhaps the larger portion of his business 
is gathered from the surrounding towns 
in Indiana and Illinois, he is excellently — 
equipped to make prompt deliveries in the — 
south end of the city. 


TO HANDLE! WADE IRON SAN- 
ITARY MFG. CO. SPECIALTIES ~ 


The Iron Sanitary Mfg. Co., 52 Dear- 
born street, Chicago, have made arrange- 
ments with the Kelloge-Cameron-McKay 
Co. by which the latter firm will handle — 
in the United States the house drain back 
gate valve appliances and other 
specialties manufactured by this concern. an 
The Iron Sanitary Co. will still retain the — 
territory in Chicago and vicinity for the 
sale of their well-known specialties. : 


ee 


CROWN SEAT COMPANY 
OF CHICAGO ABSORBED 


The Crown Seat Company, formerly in 
business at 707 Bloomingdale Road, has 
recently given up business in Chicago. | 
The firm has been merged with the Nev- 
ersplit Seat Co., of Evansville, Ind., which 
has a representative in Chicago to attend 
to the wants of the Chicago trade. : 
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Das AUNDERS* SONS, Menvtctarers JARECKI MFG. CO., 


ERIE, PA. 
iL BRASS WORK ror STEAM, GAS, 
et WATER anp OIL. 


MALLEABLE anp GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS, 


Pipe Threading and Cutting Tools. Write 
for catalogues showing the must complete 
line of 4 inch to 16 inches for Hand, Belt, 
Engine, and with Electric Motor Attach- 
ment. We can furnish Bolt Threading 
> P Attachment for these 
@ machines. 


ap ERIE 


MALLEABLE 
Unions. 


Copper Packing 


3 & 2 —— 
STOGKS and DIES 
Threading Pipe 144 to6 in. The larger sizes have CUTTING OFF attachment. These tools are Lighl, 
Strong, and of Superior Design and Finish. Also 


PIPE THREADING MACHINES Ente Pree 
144 to 18 in.. Hand or Power. Send for Catalogue tc Best nda sc 
32 ATHERTON STREET., : - - - - YONKERS, N. Y. ; 


GOULDS 


GUN METAL HYDRAULIC 


TEST PUMP] 


For Testing Boilers, Tanks, Pipes, Etc. 


Why Do People Have the 


Monarch Automatic Instan- 
taneous Water Heater? 


All working parts 
are bronze. A very 
Strong, powerful 
pump. For 
use up to 

| 1,000 Ibs. 
per sq. 
inch. Y 


It supplies them with hot water when it’s wanted. 

It only burns gas when water is being drawn. 

It gives an unlimited supply, 1 gallon or 1,000 gallons. 
It has no storage or any boiler to connect to. 

It heats water in less than a minute. 


Made for Hospitals, Hotels, Flat Build: 
ings, Fire and Police Departments, Res: 
idences or any place where hot water is 
required. 


SEND FOR CATALOG 


The Goulds Mfg. Co. 


SENECA FALLS, N. Y. 


16 Murray Street, New York. 
22-24 N. Canal Street, Chicago. 


Write us for Information, and get New Catalogue. 


1812 SOLDER SECRETS 1902 


It’s an open secret that nine times out of ten, solder branded half and half will not stand 
the assayer’s test. The buyer can be sure he is getting his money’s worth only by analysis— 
which is expensive; or by depending upon the maker’s word. 

Our solder branded “lg & 14 ’is half new tin and half new lead; nomore, no less. Our other 
brands are exactly what we say they are. 


Your Guarantee—Our reputation for straightforward dealing covering 90 years. 
Our Brands are: WARRANTED BRUCE & COOK 144 & 44; No. 1 BRUCE 
& COOK, a little cheaper in price, but excellent quality for general use; EXTRA 


WIPING, which we think a perfect plumber's solder, though some say it needs 
more lead; REFINED METAL, a cheaper solder, but one that will do good work, 


BRUCE & COOK, 190 Water Street, New York. 


Monarch Water Heater Company, 
306 Wood St., PITTSBURG, PA. 


. J. WALLACE, 356 Fourth Ave., New York ROBT B,CAVERLY,504-506 10th St.Washingt’n 
. T, CORTIS, 22 West St., Boston, Mass. C A PHILLIPS,10:7 Grand Av.,Kansas City,Mo 
. A. KRAMER, Builders’ Exchange, Phila..Pa. C. L.WHITTEMORE, 1 109 Olive St. St.Louis, Mo 
H. LANDRETH, 285 Prospect St., Cleveland EDWARD MAHL, 1206 Main St. Hartford,Conn 
AN 
Me 


BURKLEY, 318 Equitable B’ldg,Louisville G B. LARIMER, 17£9 Stcut St.. Denver. Colo. 
WILEY, 18 E. Van Buren St , Chicago, Ill. P. E. H_ ISEL, 409 Plum St., Cincinnati, O. 
GEORGE H. TAY CO., 49 First St,, San Francisco Cal. 


When one man can do as much as 
Will Please Mention four, there’s a saving somewhere— 


Subscribers eo Witting to Adverticers (ja THE FORBES PATENT 
: DIE STOCK 


one man can cut and thread any size 
pipe up to 12 inches—and do it quick. 
WRITE FOR CATALOG. 


THE GURTIS & CURTIS CO., 


65 Garden Street, BRIDGEPORT, CONN. 


TRIMONT MFG.CO. ROXBURY, MASS. USA. 


WT ee 


TRIMO BULL DOG 


Specialties 


oa ARMSTRONG’S T 
TRINONT MG 60.,])/ css sean sas a 


Pipe Wrenches, Pi Cc ; 
ROXBURY, MASS. ee pier tc 
Dogs, Vises, Etc. Pipe Threading and 


Cutting Off Machines for Hand or 
Have all the Power. 


good points. Catalogue on Request. 


QUALITY GUARANTEED. THE ARMSTRON G MFG. co ; 


New York Office, 189 Centre St, Bridgeport, Conn. 


___ 3GNYH___ 
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Books on Plumbing, Heating, 
Lighting and Ventilation 


To anyone sending one new subscriber to THE 
PLUMBERS’ TRADE JOURNAL, we will mail 
with our compliments, any one of the 50c. books 
named below. 

For two new subscribers, we will give either of 
the following books: ‘‘Kitchen Boiler Connections; 
Hot Water Supply,’’ by Dye; or ‘‘Plumbers’ Text 
Book,’’ by Tower. 

For three new subscribers, we will give either of 
the following books: ‘‘Lawler’s Hot Water Heat- 
ing, Steam and Gas  Fitting.’’ 

For four new subscribers, we will give elther of 
the following books: ‘‘Steam Heating for Build- 
ings,’ ‘‘Steam Heating Problems,’’ or ‘‘American 
Plumbing Practice.”’ 

All new subscriptions must be sent by a paid up 
subscriber to entitle sender to any of above 
premiums. 


Acetylene—The principle of its Generation and 


Ws0 Fisk Socaet pee lesa osre on me O 
American Steam and Hot Water Heating 
Practice; 585. illustrations. 2.0... sence esse 3.00 
American Plumbing Practice..........+sseeeee 2.50 
C. S. Mersick’s Estimating Book............+5 1.25 
Contract and Estimate Record Book, by B. H. 
AUeR(A00 Oe CHEE NGOS OBO RATIO UKOGOUb eu doosojuodddod 1.50 
Dean’s System of Greenhouse Heating, by M. 
Dea Fens etek ee citomre me erociereleleletoreletekavetaenststarinteyay 2500) 
Drainage and Plumbing, by N. R. Maguire.... 4.80 
Estimate Books for Plumbers and Heating 
Men, by B. H. Jessup; 200 pages..........5 2.00 


Examination Charts. For Boards of Health 
and Plumbing Examiners. Price per set, in- 
cluding key to each chart...............+.. 5.00 
External Plumbing Work, by John W. Hart... 3.00 


Heating and Ventilating Buildings, by Car- 


DOCTUUGCIE Metacs oie takevlelsleliel sacraatstejeleretelclaUeratatstate cnete tele st 4.00 
Heating and Ventilation. Tables and Formu- 

las. )By *F)> Schumann. 2.7022 .c i seicflee wiv eve 1.50 
Hood on Warming Buildings, by F. Dye...... 6.00 
Hot Water Circulation, by R. M. Starbuck... 3.00 
Hot Water Supply, by F. Dye........-eereees 1.00 
Kitchen Boiler and Water Pipes, by H. Grim- 

SHAW?) lersse ciavelatelsiolsrolere etsrelelovsclets foleiwietaishetejalel aTalnssle .40 
Kitchen Boiler Connections..........seeeeeees 1.00 
Lawler’s American Sanitary Plumbing (revised 

second edition) for plumbers...........+++- 2.00 
Lawler’s Hot Water Heating, Steam and Gas 

Witting 2) cc Sule sang nis ce cele tesa ae re OO. 
Lead Burning by the Autogenious Process.... 1.00 
Lectures to Plumbers, by J. W. Clarke........ 3.00 


Lighting by Acetylene Gas, Electric Furnace, 
Generators and Burners, by W. E. Gibbs, 


IMG, NDS wich aitiereretdisteveveusiatele lessialeisteleeisYefaleialarstsieleistovc 1.50 
Mechanics’ Companion, by J, M. Scribner..... 1.50 
Modern Sanitary Appliances, by Colyer....... 2.00 
Modern Sanitary Plumbing, by James J. Law- 

IOS Anaheim dn ena OOO Colao Gaga OID Og oo 5.00 
Modern Methods of Sewage Disposal, by Geo. 

Bs | Waring. Diyis cals « alels alee lolerebevaia. eyereiate isien miazs.\e 2.00 
Modern Plumbing, by R. M. Starbuck; illus- 

ETATOGE Pore rialital ale: sievele aielolalalniclalsictelelalslelefolssolsielelelele 3.00 
Plumbers’ Text Book, 300 questions and an- 

swers, by Frank Tower.....+++seseeeeeeenes 1.00 
Plumbing, House Drainage, by W. P. Buchan. 1.75 
Plumbing, by S. 8S. Hellyer...-...-.-++-+-0-- 1.50 
Practical Gas Fitting........-cceceeeeeereeees 1.00 
Practical Hygiene, by Currier........-+...+++ 1.50 
Practical Hints on Joint Wiping, for begin- 

ners in pluMbing.......e.+2s sees erercacees +25 
Sanitary Engineering of Buildings, by Ger- 

HAG sVOl Li) CLOT fee cteiereree oie ce mresmveivre elelejes= 5.00 
Sanitary House Drainage; Its Principles and 

Practice, by T. E, Coleman................ 2.40 
Steam and Gas Fitters’ Price Book, by Brown 

Be GTeen! (COO ernieie clare clears, okeloleterstelets) stelaleleiclelerele 5.00 
Steam Fitters’ Computation and Price Book, 

Dy DCAM sei erarclapsloretereielolelelorstevstsletei-iciaterot=\slo(eKar=)=\s 3.00 
Steam Heating for Buildings, by W. J. Bald- 

WAT ccrctsiatiie ticles. si atutsveretolelelenslocaisiel statstevnterey ke calsiefals 2.50 
Steam Heating Problems..........+-+e++sseees 1.50 
Steam and Hot Water Fitters’ Text Book, by 

Thomas BE. McNeill...0....ceecceeevecvcvees 1.00 


The Gas Fitters’ Question Book, With Answers, 
by Albert Dunbar..........+-ee eee eee ee eeees 
The Steam and Gas Fitters’ Price Book, by 


= 
w 
>) 4 


Brown & Greene CO....- eee e cece se eeeeeeeece 5.00 
The Turkish Bath, by R. O. Allsop........... 2.50 
The Plumber, by S. S, Hellyer.........++.+e+ 5.00 


The Plumbers’ Trade Journal bound volumes 
for the years 1881 to 1904 inclusive, con- 
taining hundreds of sketches of plumbing and 
plumbing devices, practical letters, etc., 
GACH ioctoe sis wiavdie cialeiers cle ieiereisieleiolersieveistsseieiersherstereats 4.00 
Questions and Answers on. the Practice and 
Theory of Sanitary Plumbing, by R. M. 
Starbuck caversnene cles see sctetlers slatoiversse-diclereiste 51 1.00 


ANY OF THE FOLLOWING BOOKS FOR 50c. 


Boilers, Incrustation and Corrosion, by F. J. Rowan. 

Domestic Electric Work, by W. R. Wittbecker. 

Gas Fitting and Lighting, by William Paul Ger- 
hard. 

YWouse Drainage and Sanitary Plumbing, by W. P. 
Gerhard. 

Hot Water and Steam Cooking Apparatus, by IF. 
Dye. 

Hydraulic Tables, by P. J. Flynn. 

Mechanics ot Ventilation. 

Recent Practice in the Sanitary Drainage of Build- 
ings, by William Paul Gerhard. 

Sanitary Ccndition of Dwelling Houses, by Geo. BD. 
Waring. 

Sewer Gases, Nature and Origin, by De Varona. 

Sewerage and Sewage Purification, by M. N. Par- 
ker, Ph.B. 

The Treatment of Sewage, by Dr. C. M. Tidy. 

The Disposal of Household Waste, by W. Pau} 
Gerhard. 

Water and Water Supply, by W. H. Corfield. 
These books are for sale by THE PLUMBERS’ 

TRADB JOURNAL, P. O. Box 715, New York City, 

and will be sent to any address on receipt of our 

list price. No books sent C. O. D. While these 

books are thoroughly good and instructive reading, 

still we want it understood that we do not recom: 

mend any special one. 


The Gas Fitters’ Question Book, with Answers 


A book on practical information specially prepared to enable 
any practical gas fitter to answer all manner of questions ap- 
plying to his profession. A v.luable little book of questions 
and answers and tables that will be found of great advantage. 
Well illustrated. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE OF $1.35. 


THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


Hendrick’s Commercial Register of the 
United States for Buyer and Seller 


Especially devoted to the interests of the architectural, mechanical, 
engineering, plumbing and heaii.ig industries. 

A complete and reliable anuual index, containing 350,000 names, 
addresses and business clausiications. 

Indispensable as a buyers’ reference for the architect, contractor, 
manufacturer, jobber and retailer. 


1903 Edition for the Year beginning November 1, 1903. Price $6.00. 


THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


“MODERN BATHROOMS” 


Is the title of our beautifully illustrated 68 page book published in the interest of 
those about to build a new or remodel their present bathroom equipments. For 
more than two years it has been extensively advertised in all leading magazines, 
and over a quarter million copies have been distributed. 


If you will send us the names and addresses of persons intending to have new 
plumbing installed, we will mail them copies of ‘Modern Bathrooms” with your 
compliments. This plan will advertise your business without expense to you. 


Every piece of “Standard” Ware bears our ‘“‘Green and Gold”? guar- 
antee /abel and has our trade mark ‘Standard cast on the exterior. No others 
are genuine or will give the same satisfaction to your customers or yourself. 


Standard Sanitary Mfg, Co. 
Pittsburg, U.S.A. 


DEPT. 1. 


Will Please Mention 


SUBSCRIBERS 


This Journal when 
writing to Advertisers 


Don’t Forget 


COv cell 


that you saw their 


Advertisers 


Advertisement in 
THE PLUMBERS: 
TRADE JOURNAL 
when writing them. 


Excessive Pressure 


You can control 
-with the Reliable 
Water Pressure Reg- 
ulator, and when 
you do this, all your 
troubles of water 
hammer,  bursted 
pipes, leaky faucets | 
and valves are at an 
end. 


Descriptive  Cir- 
cular for the asking. 


Cc. Aneshaensel & Co., 


Indianapolis, Ind. 


“Nee 


UR NEW BINDER. A serviceable and 
handy arrangement for holding TE 
PLUMBERS’ TRADE JOURNAL, Will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for 
85 cents. 


RHOADS-WILLIAMS 
AUTOMATIC RAW 
SEWAGE SIPHON 
For Sewage Disposal. 


GA hy 


Send 
for 
de- 
scrip- 
tive 
catalog 
and 
infor- 
Automatic sewage siph>ns mation 
to handle sewage not acces- 
sible to public sewers. 


MNedein iron oks 


QUINCY, ILL. 


REVISED AND ENLARGED 


TOWER’S 


Plumbers’ Manuai 
and Text Book. 


Elementary and condensed articles on metals, 
solder, water and its distribution, pumps, hy- 
draulic rams, meters, boilers, filtration, electro- 
lysis, friction. Drainage, house and subsoil, 
Yraps and siphonage. Ventilation as applied to 
plumbing. Fixtures: Proper and desirable | 
material for their construction and installation, | 


MISCELLANEOUS MATTER, RULES, Etc. 


Plumbers’ dictionary, very convenient. Ques- 
tions and answers suitable for Plumbers’ License 
Examination. All in compact form. Size 4x 
inches. A helpful, reliable and convenient refer- 
ence book for plumbers and apprentices. 


PRICE $1.00 POSTPAID, TO ANY ADDRESS. 
NO C.0.D. ORDERS. 
ADDRESS 


Plumbers’ Trade Journal 
Publishing Company, 
61 Beekman St., - New York 
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DENNEY IMPROVED 


RIDER & ERICSSON 
HOT AIK PUMPING ENGINES 


For Domestic Water Supply 


and always ready for service. Important improve- 
ments patented and NOT FOUND IN ANY OTHER 
ENGINE. 

Compare the Denney Improved Ericsson Engin» having 
double bearings and connections, heavy cast iron furnace 
with the Old Style Machine with single bearings, spider 
like legs and cheap sheet jron furnace. Buy THE BEST. 


@ AN be operated by anyone. Perfectly safe, noiseless, 


American Machine Co. W SATISFACTION GUARANTEED 
=e ElectricFans‘erDirect Current only= 
and for Ceiling.ColumnWall or Des 


Water Fans for Desk, 
Column and Wall: 
_guaranteed where 
| pressure will 


exceed 355 Lbs. 


RUMSEY PUMP & MACHINE CO., 


NEW YORK AGENTS, 
35 Dey Street, New York. 


There are only two Hot Air Pumping Engines 
which have stood the test of time; they are the 


RIDER AND THE ERICSSON ENGINES. 


There is only one concern which has stood the \ 
test of time, and thatis: 


THE RIDER-ERICSSON ENGINE CO. 


Every improvement suggested by our wide ex- 
perience has been adopted. 
Send for catalogue ‘“Bs’’ to nearest office. 


RIDER-ERICSSON ENGINE CO., > «Can» 
85 Warren st N.Y, 40 Dearborn st » Chicago. WRITE For. CATALOGUE 
239 Franklin on. 40 ila 
Gos Craigst, Monireal,P.Q.22 Pittst, Sidney, N.S.W, AND DISCOUNTS . 
Teniente-Rey 71, Havana, Cuba . eno 
THE MANUFACTURERS 
No Mechanical device to get out of order, but simpre cuustrucue 1 THE D.L.BATES & BRO: Co 


on a scientific principle. Its water seal cannot be broken by 8)- . 
We Claim phonage. It is self-scouring and will withstand long evaporation. DAYTON. OHIO: 
Oth We have examined, tes’ i and used the ———— 


Ors Say feetp eerie! ror gain ot 


The King Manufacturing Co., 


Broadway, cer Ninth Street. WATERVLEIT. N. ¥. 


ZEN.IT H 


Highest Price Gas Ranges 
Cheapest, ‘Gas Range 
Best Gas Range 


We Manufacture a Complete 


Line of Drainage Fittings: 


Send for Catalogs. 


Patented January 13, 1903. 


The most perfect, durable and practical connection between the 
water closet and soil pipe, by its use making the cast-iron system of house 
drainage superior to all others, and dispensing with the LEAD BEND, a 
very weak and objectionable method, owing to its continuous expansion 
under the effects of temperature, its destruction by vermin, corrosion, eto. 

The FLEMING BEND being constructed of cast iron and brass, its 
durability is unquestionable. It is easily connected, making a perfect + 
sanitary connection between the water closet and soil pipe, without the’ 

use of lead bends, brass or lead ferrules. 


Rough in from 10 to 16 in. THE JOHN DAVIS COo., - 


Tapped ier de in. eat 
Height of bend to floor plates 5 in, 
Floor- plate extension 21 in. Cc HICAGO, e ° ° ILLINOIS. 


New York Agent, Chas. G. Hewison, Room 520 Townsend Bullding, Broadway and 26th St. 


RANGE AND: “OLOSET 
WE WANT THE PLUMBERS’ TRADE 
WHY? 


Because they always Recommend the Best Goods in their line 


STEPHENSON MANUFACTURING Co., 


. HENY, 
Send for DemeiotteOeeionee Saree Slt fe a beh r ® fection this Paper. 
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iggs House 


WASHINGTON, D.C. 


Ypposite U. §. Treasury, one block 

from the White House. Special 
rates for traveling men; hand- 
somely furnished and decorated; 


table best in the city, 


O. G. Staples, Proprietor. 


HOTEL STE. CLAIRE, 


DETROIT, S MICH, 


Absolutely sas? 
Fire-proof. EVES 
Plan 
Hot and $2.50 and $2 
Cold Water jf per day. 
in Every Room |g With Bath, 
$3.50. 


William P. Beyer & Co., Proprietors, 


Thousand Jstant 5 pouse | 


ALEXANDRIA BY N. Y 


Finest and largest hotel. ‘on ek St. t. Lawrence 
river: all modern conveniences; new plumbing; 
electric lights; cuisine vnexcelle 

G. Dewitt, Manager 0.G. Staples, Proprietor. 


Milbradt’s Rolling 
Shelf Ladders 


are made to fit all kinds of high 
HH shelvings. and are guaranteed to be 

# satisfactory in every respect. Send 
. for catalogue and prices. 


JOHN CALANDER, 
146-148 E. 8th St., St. Paul, Mian. 


PLUMBERS’ TRADE JOURNAL, will be sent 
FREE to any subscriber sending us @ 
new subscription, or sent post paid fcr @ 
35 cents. 


UR NEW BINDER. A serviceable and 
QO handy arrangement for holding Tun i 


THE KOVEN GALVANIZED 
IRON” RANGE BOILERS, TANKS 


provided with 
coils, for heat- 
ing water by 
steam. Expan- 


sion Tanks, 


Heavy Sheet 
Iron and Plate 
Steel Work for 


all purposes. 


L. Oo. HOVEN @ BRO., 
Office: 50 Cliff St., New York. 
Works: Jersey City, N. J. 


A SUITABLE LOCATION 


is easily found for the erection of a plant of any nature if you consult the 
Industrial Department of this Company, aud unusual inlucements and 
financial assistance will be given by numerous towns in our territory. 


WANT a Home, an Orange Grove, a Farm? 


You can locate just what you are seeking in the pages of our monthly 
magazine, which is handsomely illustrated and sent free on request. 


J. W. WHITE, Grand Industrial Agent, Portsmouth, Va. 


SEABOARD AIR LINE RAILWAY. 


SEWER GAS AND BACK WATER 
VALVE AND CLEANOUT 


A Perfect Seal Against Sewer Gas, Back Water 
and Vermin 


HE concave-convex form 
of the brass clapper, and 
the manner of seating and supporting it, 
are important features not found in any 
other back water valve. 

The oscillating clapper makes it self-clean- 
ing and renders it impossible for anything 
to find lodgment either on clapper or seat. 

Without the clapper it makes one of the 
most perfect cleanouts now on the market. Write for prices. 

SMITH & ANTHONY CO., Boston, Mass., U. S. A. 


STAMBACH @® LOVE, 50-52 North Seventh Street, 
Selling Agents for Philadesphia and Vicinity 


Will Please Mention 
Subscribers ""Fjeumatehen 


‘Free from the care which wearies and annoys, 
Where every hour brings its several joys. 


“ AMERICA’S 
SUMMER _ 
RESORTS.” 


This is one of the most complete publications 
of its kind, and will assist those who are won- 
dering where they will go to spend their vacation 
this summer. 


[t contains a valuable map, in addition to much 
interesting information regarding resorts on or 


reached by the 
NEW YORK CENTRAL LINES. 


A copy will be sent free, upon receipt of a two-cent stamp, by 
George H. Daniels, General Passenger Agent, Grand Central 
Station, New York. 


Locations for Industries | 


Erie Railroad—New York to Chicago 
INDUSTRIAL DEPARTMENT 


For information address 
LUIS JACKSON, 
Industrial Commissioner, Erie Railroad Company 

21 Cortlandt Street, New York. — 


THE WAYNE -_ 
WATER HEATER | 
Is the Also 
Heater Uses 
You Natural 
Want - and 
For Artificial 
Gasoline! Gas. 


Success- 
fully 
Tried 
and Easily 
k Tested Operated. 


d : 
Under Eailly 
All 

Bought. 


Easily 
_ Connected. 


Conditions. 


ALBERT ROLF, | 
} 1026-28 Broadway . FT. WAYNE, IND: | | 


America’s Famous Resort 


Atlantic City 


Three Hours 


from 


New York 


VIA 


New Jersey 
Central | 


Solid Vestibule Equipment. 


Buffet Parlor Cars. f: 


Trains aT - - 9:40 A. M.—3:40 P.M. 
Scunpays, 9:40 A. M. 


STATIONS: 
Ft. Liberty St., N. R. & South Ferry 


//lus‘rated book on application. 
C. M. BURT, General Pass. Agt., N. Y. 


The magnificent through train 
service maintained by the 


“Bic Four” 


In connection with the 
New York Central, Boston & Albany 
and Chesapeake & Ohie Ry’ s, 


includes Buffet Parlor, Cafe-Library, 
Dining and Observation Cars, an 
Pullman Sleepers 
TO 


Mountains, 


Lak 
akes, 


East, west 
es 
4 North. 


Write for rates and folders. 


Warren J. Lynch, ®. P. Depre, 
Gen’! Pass. &Tkt. Agt. Asst. Gen’l] P. &T.A- 
Garennuti, Ome. 


g _B.CAMPBELL BRASS WORKS. 


ERIE, PA. 


A SAMPLE ORDER 
OF OUR 


Patent S: W Cocks 


- will convince you that 
they are what.you want 


If your Jobber cannot supply you, 
Write Direct,. 


Every Master Plumber 
SHOULD HANDLE THE 


PADDOCK WATER FILTER 


WE MAKE A SPECIAL 
FITTER FOR CLAY WATERS. 


It is designed tu be placed in the basement 
to filter the entire supply for any size 
building, steam boilers, etc. 


THE PADDOCK WATER FILTER CO. 
330 Vermont St., Buffalo,N,Y. 
Se = 


Will Please Mention 


SUBSCRIBERS 


This Journal when 
writing to Advertisers 


MINERAL WOOL 


Wor covering Steam and Water Pipes is superior to anythin, 
in the Market Samples and cuealns Free, : 


UNITED STATES MINERAL WOOL CO., 


I43 Liberty Street, New York. 


The U. S. High P 


— (= 


ressure Ball-Cock 


=a Valve is balanced. 

Will not hammer even under pul- 
sation at a pump. 

Has renewable seat of best steam 
metal. 

Is perfectly noiseless. 

Full sized area. 

Good in any place for high or low 
pressure, 


Guaranteed. 


Smenpv SaMPLE ORDER. 


JULIAN D’ESTE COMPANY, 24 Canal Street, BOSTON, MASS. 
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THIS HEATER IS MADE FOR USE IN BARBER SHOPS 


Y Price, 15 cents. 
It is efficient. It is durable. wi ORS CEy, Major’s 
It is compact. It is non-rustable. di y 
It has a large cone-shaped heating surface and Rubber Cement, 
the heating cone can be easily taken apart for Major’s 


the removal of scale and other deposit. 
WRITE FOR A CIRCULAR AND DISCOUNT, 


SMOOTH-ON JOINTS. 


A silicated Iron Cement for connecting Bell and 
Spigot Cast-Iron Soil Pipe in place of Lead. 


One-Half the Price of Lead. 


Joints are easily and quickly made. 
Sold in 5, 10 and 25 pound red labeled tins. 


SMOOTH-ON MFG. CO. 


572-574 Communipaw Ave., JERSEY CITY, N. J. 


CHICAGO OFFICE: 61N. Jefferson St., Chicago, Ill. 


IMAJOR’S CEMENT 


is the Best for Repairing 
PLUMBERS’ PORCELAIN WARE 


Leather Cement, 


Same Price 
Soild Everywhere 


Alphonse Major, Proprietor. 


NEW YORK CITY. 


The ADAM 
INSTANTANEOUS 
WATER HEATER 


SOLD ONLY TO THE TRADE 


W.R. OSTRANDER & CO., 


22 Dey St.. NEW YORK. 


Tube ana 
MANUFACTURED BY Ei 1 
Atectric 
W. J. ADAM, Supplies. 
JOLIET, ILLS. Factory: 


Send? for Latest Catalogue 


WY 1433 DeKalb Ave. GROOKLY® 


Urinals, Water Closets, Platforms, Base. 


NEW YORK SLATE WORKS, 


498 E. 138th St., New York. 


She 


ADOPTED 
AYRES ||. a: 
INLET DEPARTMENT 

ALWAYS 
Mi “INLET OF BUILDINGS 
NEVER OF GREATER 
OUTLET NEW YORK. 
THE HART-AYERS || FOR SALE BY 


PLUMBING CO., 


4th Aveand Degraw St., 
BROOKLYN, N.Y. 


DEALERS ONLY. 


C. & D. TANKS AND SEATS 


CAST IRON AND COPPER LINED 
Over Head Tubular and Plain Showers, 
Baths, Stee! Copper Lined, Enameline, 
White Metal and Solid Copper. 
MANUFACTURED BY 


COYNE & DELANY, 
303-309 Rodney Street, Brooklyn, N. Y.¢ 
Prices on Request. e Telephone 878 Williamsburg. 
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THE PAYNE 
FROST PROOF CLOSETS 


Adapted for Cellar and Yard Installation 


With Thermostatic Valve © - 


is the most economical and up-to-da “ 
device on the market for furnishi 
hot water for household purposes 


Write for Catalog. 


LAWSON MANUFACTURID 
222 E. Eighth Ave., HOMESTEAD, | 


We build 
it for you. 


Ready to set 
on trap. 


PRACTICAL VALUE 
in tank valve Sperauon is obtained with 


Balanced Tank 


It cannot 
be botched. 


Requires 
NO PIT, 


Cannot be- 
come air 
bound. 


| Prices Right. 


Cet our a 
ae ee THOMAS P, FORD COMPANY, 82 Centre St., New ¥ 
ircular. 


BOSTON: Edward P. Brock & Co.,104 High St. RHILADELPHIA: 142 N. 
Combination No. 3 a : 


WRITE FOR PRICES AND DISCOUNTS. 


Pittsburg Brass Mfg. Co., 


—MANUFACTURERS - 
Penn Ave. & 32d St., PITTSBURG, PA, 


| 
ie 
\ 


Combination No. 1 


fA’ SYSTEM TO SAVE MONEY) 


TIME AND MATERIAL accurately kept with one-third less Bookkeeping, by 


DAILY TIME AND CHARGE SLIP 


EstimaTep Costs of all Contracts kept uniformly by 


CONTRACT ESTIMATE RECORD 


All Material traced, and Exact Costs of all Contracts kept in shape for simple 
comparison with Hstimate, by 


CONTRACT ACTUAL COST RECORD 


Bound into permanent records by very latest binders. Sold at a very reasonable price. 
SEND FOR DESCRIPTIVE BOOKLET AND PRICE LIST. 


Tyd[d JOUVHOSIG 


OPERATED BY WATER OR STEAM PRESSU Ee 


IT IS THE BEST; THEREFORE THE CHEAPEST, It is used in D 
cipal and U. S. Goreunest Departments, endorsed by leading sanitary e x 
2 and is guaranteed to do what is claimed for itt SOLD TO THE TRADE O} 

Will Please Mention 4 | Write for Circular and testimonials, an 


B E 
Su bsc ri ber Sable scunalenen -PHILIP BRAENDER, © 47 W. 125th St, New Y 


nha to Advertisers 


% DESIGNED FOR AND SOLD TO THE PLUMBING AND HEATING TRADE psy 
a4 J. P. JORDAN, ACCOUNTING ENGINEER, 409 ELMWOOD AVENUE, BUFFALO, N.Y. 


. N. McKenna, 73 Chestnut Street a Mass. 
SALES AGENTS J. E. Douglass, 40 Dearborn Street, Chicago, Ti; ae 


Rin geecter een SINKS ‘ , : NOW is the TIME foe 


Plain: Painted (inside and out) a F t Pp f 

Galvanized; i e 
Blue Enameled: Agate (Enamel te a : ros roo 
ed Gray); Crystal (Enameled ; : 


fares Ren > .. Water Closet 

DY (CS : Be tae = to show their merits. 
Send for Catalogue and mention | Strainer Outlet. a ° 

ty ane TRADE JOURNAL Plug Outlet. {|p ee . Put in a HAAS CLOSET 

LALANCE & GROSJEAN MFG C0. ~ Air Chambers in Sink Backs. ; : = ie Compare it with others you have a 


NEW YORK, CHICAGO, BOSTON ¢ installed. Requires no pit, Has — “i 
: : a good strong flush. O peration — 


is perfect. It is the closet that 
the customer wants. x 


~ 


: Write for Prices and Gate 


PHILIP HAAS, 


MANUFACTURER and PATENT 
28 South Jefferson St., — - 


\ Soil s ipe 
) Cast Iron 


and 
Lead Pipe. 


CHARLES MILLAR &§& SON CO., Selling Agents, Utica, N.Y. 


unt Profits 


By] customers. Paying 
J patronage {is not easily. 

lost when best materials 
“ are used. 


Wisconsin 
Graphite 
Pipe Joint 
Paste 


stays where put. Meale 
ay, leaks and eracks. 


ercoxsin GRAPHITE COMPANY, 
PITTSBURG, PA. 


Ve make six dif- 
ant styles of traps. 
fittings are of 
t brass. No stamp- 
- or bent tubes 
d. 
e CLIMAX 
is best. 
Manufactured by 
‘HE CLIMAX 
ECIALTY CO. 
pneea Falls, N.Y. 
the largest manu- 


turers of plumb- 
pti tios in the 


RESIDENCE OF J, MC MEANS, CHICAGO 


Wide Awake Plumbers 


rho want achance to make extra 
noney are everywhere selling 


Bischoff Lawn Fence 


We make the work complete, ready to set. 
lotice style of fence from above illustration. 
landsome, durable and easily set, 22 in. 
igh. All Bessemer steel except post heads 
vhich are malleable. Finished in a weather- 
roof black enamel. You can undersell 
vooden fencing, which will rot out in a 
ew years. 


Exclusive Agencies.—We want the 
est plumber or steam fitter in each town 
nd city to represent us. We will protect 
rou. We are advertising extensively and 
efer all inquiries to you. We don't bid 
gainst you and we don't allow price cutting. 


WRITE TO-DAY for full information and 
ecure agency for your town. Agents out- 
it consists of sample length of fence, printed 
natter, etc. A HANDSOME CATALOGUE 
"REE. 


_ FRED. F. BISCHOFF & CO,, 
CHICAGO. 


77 Grand Ave, = . 


by your list of satisfied 7) 


‘ 


Manufacturere ef 
Brass and Iron Goods, 
For Steam, Water and Gas. 


Wrought Iron and Steel Pipe, 


Plumbers’ and Gas Fitters’ Supplies. 
Factory, PATERSON, N J. 


56 & 6O JOHN STREET, 


JOHN MADDOCK, 
THOMAS MADDOCE. 


ALEXANDER H. MADDOCK, 
WILLIAM B. MADDOCE, 


JOHN: ean & SONS, 


COALPORT, - 


» TRENTON, N. J. 


Manufacturers of 


Steamship, Car Builders’ and Plumbers’ Earthenware. 


Sanitary Specialties of Every Description. 


PATENTED AUGUST, 1901. 


THE ELLIS COMPANY, 216 West 23d St., New York City, 


Shove it over 
Closet Spud 


a eee 


Bllis Automatic Cellar Drainer 


OPERATED BY STEAM OR WATER PRESSURE, 


HESE machines are superior to all 
other Drainers on the market 
owing to their simplicity of construc- 
tion, capacity, and ability to perform 
the duty required, Do not require 
Strainers; have an indirect action per- 
mitting the Drainer always to be on at 
full pressure or entirely closed; canbe 
adjusted to any desired point. Prices 
on application. 


FOR SALE BY 


We are Sole Manufacturers 
and Selling Agents of the 
“H. S. Renton” FLOOR FLANGE 
and ASBESTO-GRAPHITE GAS- 
KET. _(Patented.) Solid, Sub- 
stantial. Sanitary. Approved 
by the Building Departments 
of New York City and Brook 
lyn. 


Fits any Closet 


F. N. Du Bois @ Co., 


Plumbers’ Supplies, 


243-245 Ninth Ave., Cor. 25th St. 


NEW YORK 


NEW YORK. 


51 ELDERT ST., 


PATENT APPLIED FOR 


GALVANIZED IRON COVERS 
FOR LAUNDRY TUBS. 


The only all iron cover made, ab- 
solutely no part wood. 

Strong, Durable and Attractive. 

This cover makes the laundry tub 
perfectly sanitary. 

Prompt shipments on regular sizes. 


RECULAR SIZES — 
2134 in. x 4 ft. with 4 in. back strips 
24in. x 4ft. with 4 in. back strips 


EXTRA SIZES 
made to order onshort notice. Send 
for full information and prices. 


GREASON MANUFACTURING CO., 


108 W. 99THST. NEW YORK,N.Y. 


Profitable Patent and Trade-Mark for Sale. 


GheRex Basin 2.71 Bath Waste 


PATENTED 1896 CopyYRIGHTED 1897. 
Patent ALLowep OcToBeRr, 1903. 


Fits any Basin, and 
has never been 
equaled in simplic- 
ity and selling 
features. 


A simple tuming 
handle on the slab 
moves the slide G 
against and under 
the cone Fof basket 
E to open the stop- 
per D. 


The basket pre- 
vents loss of rings 
or jewels, is instant- 
ly cleaned, and re- 
moval of stopper D 

andbasket E with the 
slide G ed back, affords aclear pas- 
sage and clean sweepdo wn to the trap. 

Thousands in successful operation, 
and endorsed by many leading Plumbers. 

The Patent, Trade-mark and every 
thing pertaining to it will be sold with- 
out reserve. 

FOR PARTICULARS ADDRESS 


Ss. W. LEWIS, 
BROOKLYN, N. Y. 


ADVANCE 
Vent Top Fitting 


This makes a com- 
plete and _ suitable 
finish to vent. 


For sale by Jobbers of 
PLUMBERS’ SUPPLIES. 


Manufactured by 
ABENDROTH BROS. 
Port Chester, N. Y. 
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re 


L Wolf Manufacturing bo., 


(Established 1855.) 
MANUFACTURERS OF 


Trenton, N. J. 


} Plumbing Goods = QR U.S. A. 
of Every Description “<2 — ee 
Chicago, paar ms SanA: 


“lt bap Hii 


| 
| 


Manufacturers of Monument Porcel ' 


KOK 
Wolff’ S Bath Tubs, Lavatories, Kitchen Sinks, Drinking Foun- 
“Star’’ 


Pattern 


tains, Etc. Also Monument Solid Porcelain Specia 
Fixtures for Hospitals, Government Barracks, Etc, 


Special designs made to order. We have ready for 


distribution Catalogue A, which we would be please 
to send upon receipt of application. In this catalogue — a 

we illustrate a complete line of goods as manufactured 3 
by us. Address all communications to 


F-3500—(Stop and Waste) 


The above is a new design (Patent applied for) heavy Stop and Waste Cock—not shown k 
in our “F” catalogue—made of absolutely new metal, perfectly os and - 
of the best workmanship throughout. TRE NTON ’ N. ° J ° 


SEND FOR ILLUSTRATED PRICE LIST 


Monument Pottery Co 


To the Trade A Reliable Line © the Plumb 


. EXTRA QUALITY 
Season 1903-1904 GASKETS 


GAS NOVELTIES 


MANUFACTURED BY 
THE CAS TIP & SELF LICHTER COMPANY. 


Our $3.00 sample lot wlll be forwarded, upon receipt of price, to 
any dealer or agent for gas buming novelties. This charge only 
partially covers the cost of manufacture. Express prepaid. 


THE LIST INCLUDES: 


Self-Lighting Torch for Burners and Stoves 
Self-Lighting Cap and Mantle 

Self-Lighting No-Match Burner 

Gas Governor Checks for Stoves and Ranges 

Gregory’s Governor Burners, 2, 3, 4, 5 and 6 ft. 
Aluminum Tips with gas checks 

Aluminum Tips, assorted sizes 

One Pocket Gas Stove. One Red Hot Disc Heater 

One “‘ Solid Comfort” Light and Heat Radiator 

One New York GasLamp with 100 C.P.41=*2inch Mantle 


Wholesale jobbing prices will accompany samples. Our new 
fine of novellies is, without question, the best selling articles ever 
offered to the public. Send for Catalogue. 


Address all orders to 


THE Gas TIP & SELF LIGHTER Co.,||1 MORGAN @ oo 


25 WEST BROADWAY, NEW YORK. 
G. H. Gregory, Manager. : CHICAGO 
NEW YORK . DAYTON ST. LOUIS 


ay Li" 


IF YOU ARE NOT USING THEM, SEND SAMPLE 
ORDER AT ONCE, You WILL SAVE 
MONEY AND TROUBLE. 


GOOD MFG. CO. 


88-92 LINCOLN AVENUE, NEW YORK CITY. 


Copyright 1904 by J-M Heatberton, 
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STEAM AND HOT WATER FITTERS OU RNAL 


10 cts. a copy 5: 1.00 per year? 


le 


CLEVELAND COCKS 


Iron Body Composition Mounted Valves 
With Parallel Bronze Seats 
For Ordinary and Heavy Pressures, 
Selt-Packing Stem 
With or Without By-Pass 
WRITE FOR CATALOGUE AND PRICES 


THE {GEE Es PEELE LEE MFG. CO., 


61 Beekman St. ° NEW TORK. 


Are You Having 
Trouble 
With Your 


If so try the 


Known and sold by every jobber. 
MANUFACTURED BY 
J. J. RYAN ® CO., 
CHICAGO. 


New York Representative: 


THOS. H. HUTCHINSON, 


101 Beekman Street. 


GRAVITY & PRESSURE FILTERS ano WATER SOFTENING PLANTS 


CONSTRUCTED UNDER THE WELL-KNOWN 
NEW YORK, CONTINENTAL, JEWELL, HYATT, WARREN, NATIONAL AND BLESSING PATENTS 


FOR BUILDINGS OF ALL KINDS REQUIRING GLEAR, BRIGHT AND PURE WATER. 
The New York Continental Jewell Filtration Co., General Contractors 


15 BROAD ST., NEW YORK. 40 W. QUINCY ST., CHICAGO, ILL. 


iotraAM BOILERS. RADIATORS. 


THEY, GIVE COMPLETE SATISFACTION 
en 


for latest Catalogues 


GURNEY HEATER MFG. CoO., 


N-Y: BRANCH Ill FirFTH AVENUE, 74 FRANKLIN likin Co) 
N > BOsTORL 


you could go through 
our plant and see a 
single cock or bibb made, 
you would understand our 


THE CENTRAL BRASS MFG. COMPANY, 
CLEVELAND. 


CLEVELAND COCKS 


A trial will 
convince 
you of thet 
Pe | Superiority 
!majover all 


Guaranteed 
not to leak] (gy 
at highest| ¢ waa 
pressure. | \oamil 


——=. 


What's the matter with 


THERE ALL RIGHT. 


ALL THE WORLD’S FAIR BUILDINGS 
are being equipped with them. 


MADE BY 


Who Manufacture all kinds of 


Hose Carts, Reels 
and Hump Racks. 


Standard Gas Fixture Co. *» BOUND BROOK NJ. 


Staple Brass Gas Fixture Fittings, Brackets, Pendants, Ete, | 


NO ALUM 


The Cummings Filter Co., 


Manufacturers of 


BONE BLACK ONLY 


Pure, Clear and Soft Water for all Purposes. 


Filters made in all Sizes 


8 Wood St., PITTSBURG, PA. 
18 South 7th St., PHILADELPHIA, PA. 
NEW YORK CITY. 


Offices | 


20-24 East 20th St., 
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HOT WATER 


This is No. 2. For Bathroom and Kitchen 


is most easily, quickly 


Height, 36 inches. 
Diameter 12 inches. 
Shipping weight 
80 pounds. 
Net weight 50 
pounds. 


Price $35.00. 


and economically supplied by a 
Humphrey 
Crescent 


Instanta- 
neous 


Water 
Heater. 


Every Heater GUARANTEED 


PRICES RANGE FROM $20.00 TO $45.99 
Every progressive PLUMBER should handle them. Send to-day for catalogue and discounts to 


HUMPHREY CO. Kalamazoo, Mich. 


The only manufacturers in the World of a Complete Line of 
Instantaneous Water Heaters. 


500 IN STOCK 


READY FOR IMMEDIATE SHIPMENT 


5 ft, Selected ‘oB Tubs 


3 in. Roll Rim 30 in. wide 


How many can you use? 


Write quick, it means NEW business for you. 


FLECK BROS. CO., 


PHILADELPHIA PA. 


| WIPING 


No matter what the weather is, 
the “‘WINCHESTER'’ Heater is 


Always on Hand 


If your- house was -warm~ last 
winter there was a “‘WINCHES- 
TER'’ in the cellar. 


SMITH & THAYER CO. 


BOSTON, MASS. 


NEW YORK OFFICE (Fuller Building.) 


Best Herringbone Ticking—16 ply—75cts. postp 
Best Moleskin-heavy-No Rough Edge—$1 pos 
With each order we send sample ef ear 


Special Wiping Cloth Preparation. 
Write for Catalog of our Publications, Tools, eto, 
R. M. STARBUCH, « ©. Hartford, Co 


5 


CLOTHS 


~ ANY SIZE 


PAT: MAY 21. 1901. 
FOR SUPPORTING 
DRAIN PIPES, 
STEAM MAINS, 
ETC. 
Catalogs and discounts 
mailed. 


“Gives the Plumber 
and Fitter a chance to 
use the waste wrought 
and cast iron pipe. 

Can furnish fittin 
. for any desired pitch 


Drain Pipe with Oberle Suppor 
jJ. F. OBERLE, Main Office, 78O Secend Avenue, NEW YOR 


‘HOS. MADDOCK’S SONS Co., 


TRENTON, N. J. 


(24x30) 


‘'itreous Lavatory. 


We make a specialty of bone china bath 
sets, viz: Mug, Vase, and Soap Dish. 
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FARNAN works | “sate 


No matter how thick the walls of a ferrule may be, 
the extra thickness is of no service if the 
metal cracks in the operation of calking. 

Mueller Ferrules are made of red brass 
metal, which is more durable than the cheap, 
or yellow metal, commonly 

used, and are not so likely 


3 to crack in calking. 
Mueller be : Py , 
Ferrules are 


PUT INTO THE WHITE HOUSE BY THE U. S. GOVERNME*T. 


F. E. CUDELL’S 


) Pat. SEWER-GAS and BACK WATER TRAP 


Por Wash Bowls, Sinks, Batis and Wash Tubs. | 
WEST CLEVELAND, - - - - OHIO. & 


Read and Ponder 


Then Use The 
Acme Roof Flange. 


No Lead Pot to carry on the roof, as it is complete in 
= itself, wlth no joint to run and still makes a perfect 
= metal connection the same as if poured. 


Over 200,000 now in use. 
WRITE FOR CATALOGUE. 


‘: ACME MANUFACTURING Co,, 


W. Somerville, Mass. ) 


A DIRECTORY 


OF THE 


Master Plumbers of the U. S. 


together with list ot manutacturing tirms and supply 
houses in our trade. The most complete issued. 


Published by HENDRICKS, Price, $60.00 


SOLD BY 
6he PLUMBERS’ TRADE JOURNAL, 61 BeeKman St., New York. 


i 


made in all 
standard 


styles and sizes, and are also 


made in a new style with a cup 


j $1 $2 A top for making a cup joint con- 
nection with the lead pipe. 

Each ferrule bears the Mueller trade-mark, is tested 
with hydraulic pressure and is unconditionally guaran- 


teed. 


Mueller Ferrules are on exhibit in the 
Palace of Manufactures, World's Fair. 


SPECIAL—The greatest Instruction and Information 
on Plumbing and Heating. 


E desire to make a clearance sale of a limited number of bound volumes which 
we have of THE PLUMBERS’ TRADE JOURNAL. These volumes have been sell- 
ing for $4.00 apiece. They are splendidly bound and contain the most up-to- 

date and thorough information on practical plumbing and heating that is published. 
There are many drawings of new work and illustrations of old that can be obtained 
in no other way than through these bound volumes. For the next THIRTY DAYS 
we will dispose of a limited number, as we state, at the uniform price of $2.00 APIECE, 
postage paid to any address in the United States. 


We have 50 volumes of 1893. 
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17 1897. 
40 “4g “* 1899, January to June. 
40 i ** 1899, July to December. 


25 a ** 1901, January to Juue. 
25 ie *“* 1902, July to December. 


We have also copies of other volumes which can only be sold at the regular retail 
price of $4.00 a volume. 


THE PLUMBERS’ TRADE JOURNAL : . 61 Beekman Street, New York City. 
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" PLATE 60 
LARGE SCALLOPED APRON LAVATORY 


Manufactured by 


NEW YORK OFFICE AND WAREHOUSE, 101 BEEKMAN STREET. 
THOMAS H. HUTCHINSON, MANAGER. 


‘You Will Do Well 


CHICAGO 
AGENTS: 
Chicago 
Heater & 
Supply Co., 
33 Dearborn St, 
Chicago, III. 


wo 


CATALOGUE 
MAILED 
FROM 
NEW YORK 
OFFICE 
ON 
REQUEST. 


w WW 


NEW ENGLAND 
AGENT: 


J. W. Rowe, 
40 Summer St., 
Somerville, 

Mass. 


wv 


QUICKLY SET, 
TIGHT 
JOINTS, 
AND 
EASILY 
MANAGED. 


w 


Horticultural Architects and Builders and Manfacturers of Heating and Ventilating Apparatus 


NEW YORK OFFICE: 
St. James Building, B’way and 26th St. 


GENERAL OFFICE AND WORKS: 
Irvington-on Hudson, N. Y. 


ON THE SIDE OF SAFETY 


to write for descriptive catalog of 
our new Pipe Threading Machine 


Plumbers who use them know that they are always safe 
in ordering Trenton Potteries Company’s goods. They 
have the maker’s guarantee that T. P. Co.’s ware won’t 
craze—that the T. P. Co’s vitreous china is REAL vitre- 
ous—that the working qualities of T. P. Co’s closets and 
other fixtures are satisfactory—that every article made in 
any of the six potteries of this concern are in every re- 
spect exactly as represented. 

Are YOU on the safe side P 
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Patented 1908 any 
Ideal Porcelain Bath-MONARCH Pattern—No. 15 C. 


oe i err 
‘Trenton, N. J. | SELLS TO JOBBERS EXCLUSIVELY | 


Will fill a long-felt want for little money 
American Pipe Threading Machine Co. 


200-202 So. Clinton St., CHICAGO,ILL., U.S.A. 
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MECHANICAL DRAWING FOR PLUMBERS 


THEE Si MA s DP NeG 


OF PLUMBING WORK 
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ARTICLE XXIII—BY R. M. STARBUCK 


ONCERNING the drawing of 
piping, there is nothing con- 
nected with it which differs 
at all in principal from the 
work which we have al- 
ready been over. Consequent- 

illustration which we _ present, 


ly, the 


Fig. 137 
will cover the greater part of the sub- 
ject. 
Figs. 137 and 138 show the water pip- 


ing connected with range JWoiler work, 


the former showing wrought iron pipe, ~ 


and the latter lead. In each of these illus- 
trations, A and B represent globe valves 
in two positions, A being seen from the 
side, and B from a position where the 
wheel appears in front of the valve. 
These same positions respecting the stop 
cock are shown at C and D. E shows a 
bibb. 

A simpler and quicker way of showing 
this work, and one that is often just as 
desirable, is shown in Fig. 139, A, B, and 
C showing respectively a globe valve, 
stop cock and bibb. 

If it is desired to make a distinction 
between the hot and cold pipes, it may 
be done by drawing one with-solid lines, 
such as Fig. 139 shows, and the other by 
dotted lines. The same effect can be ob- 
tained very satisfactorily by showing the 
cold pipes with blue pencil or ink, and 
the hot with red. We might add, by the 
way, that this method is often followed 
in making the distinction between the 
drainage and the venting system of 
plumbing work. 

Comparing Fig. 137 with Figs. 140 and 
141, it will be seen in the former that 
the fittings are made of the same diame- 
ter as the pipe, while in the latter, which 
show larger sized pipes, the size of the 
fitting is made larger than the pipe. 

The latter method is usually adopted 


in showing steam piping, while the for- 
mer is used in water piping. 

In Fig. 140, A, B, C and D show respec- 
tively the ell, reducing ell, tee, and re- 
ducing tee. 

Fig. 141 shows 45-degree connections, 
with the main, from which the connec- 
tion is taken, showing sidewise, while 
Fig. 142 shows a 45-degree connection 
with the main showing endwise. Further- 
more, at the connection in Fig. 142, the 
fitting shown represents an ell which 
shows the pipe running back from the 
fitting, away from the observor. On the 
other hand, A in this same sketch shows 
the same fitting with the pipe pointing 
from the fitting toward the observor. 

These matters, simple in themselves, 
are important in correctly representing 
this work, and are points that the aver- 
age man will get confused, with the re- 
sult that the person who has to read 
the drawing either gets a wrong impres- 
sion of what is desired, or is entirely 
unable to figure it out. 

To the man who is unaccustomed to 
the making of drawings, among the most 
difficult things connected with this line 
of work, to represent properly, are the 
various styles of valves. To help him on 
such work as this, we give the sketches 
of Fig. 148. If he will compare the draw- 
ings of these different valves with illus- 
trations of them in one of the trade cat- 
alogs, he will find that our sketches are 
made as simply as possible, such details 
for instance as the stuffing boxes, curves 
on the hexagonal parts of the valves, etc., 


Fig. 138 


being omitted. Of course these details 
add to the appearance of a sketch, but 
they take more or less time and skill, 
and the particular style of valve can be 
shown as well without them, and after 


curves 
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all, that is the chief thing to be desired. 

The several letters of Fig. 143 repre- 
sent respectively: A, iron pipe cock; B, 
horizontal check valve; C, gas meter 


cock; D, globe valve; H, gate valve; F, 
cross valve; G, angle valve; H, Y-valve; 
L, radiator valve. 

Another. matter which usually presents 


Fig. 139 
difficulties to the man: who is not ac- 
quainted with drafting, is the represent: 
ing of radiators and coils. 


Figs. 144 and 145 show two methods of 
drawing radiators. The former naturally 


is the more difficult to work out, while 


UE Ma Desi 
Fig. 140 Fig. 14! 


the latter represents the radiator just as 
well. 

In laying out this work, the space be- 
tween the sectious should be about as 
our sketch shows it, that is, one-half the 
width of the section itself. 

In putting in the semi-circles at the 
top and bottom of the radiator in Fig. 144 


it is best to draw a line, such as shown 
by the dotted lines in the sketch, and 
take the centers for the curves on this 
line, being sure of course to put in the 
before the straight lines are 
drawn. 

The drawing of a coil of ordinary pat- 


tern, such as shown by Fig. 147, needs 


very little explanation, the drawing it- 
self showing how the work should be 
laid out. 

The drawing of a miter coil, such as 
shown by Fig. 146, needs some little at- 
tention, however. ‘Lay out the horizon- 
tal and vertical pipes first and carry the 
lines ,until they meet each other. It will 


tee 


we. 


HE PLUMBERS 3 .DRADE 
JOURNAL has for a long 
time been aware of the neces- 
sity of a simple rule for find- 
ing the proper size pipe to use 
for a system of pipes for the 

direct flushing of closets, and has secured 
the services of a practical expert, and will 
publish a series of articles on the flow of 
water in pipes, relative to the flushing of 
closets and urinals, using slow closing or 
flushing valves. 


Instructions for Installation of Pipe Systems for Direc 
Flushing of Closets and Urinals with Tank above or 


Main 1n Street as the Source ct Supply 
Copyrighted by THE PLUMBERS’ TRADE JOURNAL. 


be found that the points of intersect 
will be on an angle of 45 degrees, suct 
the dotted line shows in the skete’ 


Fig 145 4 


be done in light pencil, the cen 
striking the curves of the seve 
may be taken on this line. : 


strictly to the requirements of 
plumber, but as the work of the plu 
and fitter are so closely allied, this y 


Fig. 147 ~ 


practice work in the illustration: 
we have presented in this arti 
the drawing of valves, radiators an 
will be found of special] value. 


The series will include short and 
rules that can be committed to me 
by use of which any practical man cat 
a few minutes find the proper size pip 
use at any point in a system. The art 
will be complete and comprehensive, a 
will conclude with a set of tables th 
show at a glance the conditions u 
which the various sizes pipes may be 1 

This article is not to be criticise 
cause of the language or terms’ used in 
planation of situations or conditions of 
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Have You Tried Our Low Priced Enameled Bath Tubs? 


Just the thing for cheap work, and for competition jobs. Made in all the usual lengths and with 2 1-4 or 3-inch rims. They are new tubs, not seconds, and are all right or « 4 would 
not sell them. Our increasing sales show that our customers like them, We carry them in stock and can ship promptly. 


LIST PRICES: 


Size 4 Foot and 4 1-2 Foot 5 Foot s 5 1-2 Foot 6 Foot 
“Atlantic,” 2 1-4 inch Roll Rim $21.10 $22.00 $25.25 $31.20 
“Pacific,” 3-inch Roll Rim $21.50 $22.85 $26.90 $31.20 


WRITE FOR DISCOUNTS. 


HAINES, JONES & CADBURY Co. 
MAIN OFFICES AND SHOWROOMS: IRON FOUNDRY: 
1136 RIDCE AVE.y PHILADELPHIA, PA. NORRISTOWN, PA. 


We have also a large assortment of high grade tubs, “LUXURIA,” “LIBERTY,” “POINTER,” and other styles. A stock of several hundred always on hand. 


SB NOTICE: 


Users, Plumbers, Jobbers and Manufacturers 
OF 


Syphon Jets and Syphon Hoppers. 


United States Letters Patent No. 425,416, granted to Robert Frame and Chas. A. Neff, April 15, 1890, controls 
broadly the siphonic principle in all closets, and as is well known these closets, i. e., syphon jets and syphon hoppers, 
are the most sanitary and satisfactory closets now on the market. 

The undersigned have secured the exclusive license to manufacture and use,and license others to manufacture and 
use, this p’ tent and licenses under it have been secured by the following named sanitary earthenware manufacturers: 


The Acme Sanitary Pottery Co., Trenton, N. J. The Bellmark Pottery Co., Trenton, N. J. 

The Brian Pottery Co., Trenton, N. J. Camden Pottery Co., Camden, N. J. 

Elite Pottery Co., Trenton, N. J. Fidelity Pottery Co., Trenton, N. J 

The Great Western Pottery Co., Kokomo, Ind., and Tiffin, Ohio. Ironsides Pottery Co., Bordentown, N. J. 

Keystone Pottery Co., Trenton, N. J. John Maddock & Sons, Trenton, N. J. 

Thos. Maddock’s Sons Co., Trenton, N. J, Sanitary Earthenware Specialty Co., Trenton, N. J. 
Standard Sanitary Pottery Co., Elizabeth, N. J. The Trenton Potteries Co., Trenton, N. J. 
Universal Sanitary Mfg. Co , New Castle, Pa. The Wheeling Potteries Co., Wheelinz, W. Va. 
The Willets Mfg. Co., Trenton, N. J. Mercer Pottery Co., Trenton, N. J. 


No other Sanitary Earthenware Manufacturers than the above are authorized to make or sell syphon jets and 
syphon hoppers, and any person MAKING, SELLING or USING such closets made or sold by any unlicensed manu- 
facturers will be liable to prosecution for past as well as future infringements. 


POTTERIES SELLING CO., 


Trenton, N. J. 
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the comparisons made, as the writer has 
tried to present the situation in such a man- 
ner that it will be understood by the least 
intelligent of all who may be interested. 

In using the rules a proper understand- 
ing of the distance, the number of closets, 
the pressure, and the number of feet repre- 
senting the various size pipes is all that is 
necessary. In using the tables the first 
three are all that are necessary to under- 
stand. 

In this first article he says: In flushing 
closets by the direct or flushing valve sys- 
tem there must be saved to use at the closet 
a pressure equal to the pressure given from 
the ordinary high tank six feet above the 
closet to flush the closet properly, or a 
larger set of pipes used, and larger con- 
nections made to the closet to get the vol- 
ume, as is the case when the lowdown tank 
is used. The net pressure is all there is 
to use to force the water through the 
pipes. 

Where there is a lack of water on the 
upper floors, it is for the reason that the 
lines from the source of supply to the risers 
are too small to carry the water the dis- 
tance at the pressure there is to use. 

It would be as reasonable to expect a 
steam pump with one or two pounds steam 
pressure to force a required amount of 
water through a pipe too small to carry the 
amount at that pressure as to expect a 
head of water exerting a force no greater 
to do so. Water cannot flow through pipes 
without pressure to force it. If in 
size pipe it must flow twice as far it must 
have twice the pressure to force it. It 
it must flow twice as fast, it must have 
four times the pressure to force it. If 
five times as fast, it must have twenty-five 
times the pressure to force it (as the re- 
sistance by friction increases as the square 
of the increased velocity). To cause a 1%4- 
inch pipe 100 feet long to discharge at the 
rate of fifty gallons of water per minute, 
there must be a pressure of twenty-five 
pounds per square inch exerted to force it. 
Yet, a pipe twice the diameter (27-inch) 
will carry the water 100 feet and discharge 
50 gallons per minute through an 1'4-inch 
opening with less than one pround pressure 
to force it. 

The pipe that fails to deliver the proper 
amount of water is too small, no matter 
what size it may be, to carry the amount 
the distance at the pressure there is to use. 
Distance, closets and pressure must be con- 
sidered, and are of equal importance. Do 
not blame the flushing valve. One kind 
will let as much water through as another. 
Their only function is to gradually and 
automatically shut off the flow of water 
(the water flushes the closet) in from five 
to ten seconds from the time the flow is 
started by the operator lifting the lever or 
pushing the button, as the case may be. If 
the pipes used will not deliver enough 
water with the flush valve on, they will not 
deliver enough with any kind of valve 
on, or without a valve. 

There are four factors that must be con- 
sidered in determining the size of pipe 
necessary to use to get the best results. 

1. Number of closets to be supplied. 

2. Number of pounds pressure there is 
to use to force the water through the pipes. 

3. The distance water must flow from 
source of supply before being discharged. 

4. Resistance to flow caused by friction. 

Friction.—The only thing that prevents 
a long pipe from discharging as much water 
as a shorter one of the same size and hav- 
ing the same initial pressure, is the resist- 
ance to the flow by friction. This resist- 


same 


ance is the same for each foot of pipe 
throughout the entire length, and the ini- 
tial pressure must be increased in exactly 
the same proportion as the length of pipe is 
increased—that is, a certain size pipe 40 
feet long will deliver 50 gallons of water 
per minute at a certain pressure. It will 
require four times the pressure to cause it 
to deliver the same quantity per minute if 


the length of the pipe is increased four. 


times, or to 160 feet. 

INCREASED Friction.—Friction increases 
as the square of the increased velocity 
(quantity discharged) ; that is, if this same 
pipe 40 feet long, discharging 50 gallons 
of water per minute with 10 pounds initial 
pressure, is required to discharge: twice the 
amount, the inital pressure must be in- 
creased two times two, or four times 10 
pounds, or to 40 pounds. 

Having briefly explained friction, pres- 
sure and distance relatively, we will con- 
sider closets. When a number. of closets 
are to be installed it is not necessary to 
use pipe of a size sufficient to supply the 
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entire number, but only for such a propor- 
tion of the number as will probably be 
flushed at one and the same time. This 
proportion is the number equal fo the 
square root of the entire number installed— 
that is, for 100 closets provide for 10; for 
25, provide for 5; and 9, provide for 3, etc., 
etc. 

Therefore, if we are discharging through 
any given size pipe sufficient water to sup- 
ply the square root of any given number 
of closets, the friction increase 1s exactly 
represented by the whole number of closets; 
then all we need to know is the number of 
feet in which a given size pipe will lose 
one pound when discharging for one closet. 
Multiply the number of feet by the number 
of pounds pressure we have to use, to find 
the distance in feet, the pipe in question 
will deliver and discharge the proper 
amount of water for one closet at that 
pressure and divide by number of closets 
to be supplied to find the distance it will 
supply the number of closets at the pounds 
pressure there is to use and lose. 


(To be continued.) 


All inquiries and sketches on practical and scientific subjects relating to plumb: 


ing, heating, and lighting answered in this column. 
only. Noanswers given by mail, but published in due time. 


must accompany each communication. 


WOULD REFER J. L. R. TO BACK NUM- 
BPRS OF THE PLUMBERS’ TRADE 
JOURNAL. 


Epiror THY PLUMBHRS TRADE JOURNAL: 

I have fitted up a tank on a hot water job 
like the drawing inclosed. I have a few ques- 
tions to ask you. First, in fitting up this 
job after radiators are full and the water is 
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up in the tank to No. 6, the tank will not fill 
up any more on account of the air between the 
figures 4 and 6, but siphons out as fast ag it 
runs in, and the same way when the water is 
boiling and expands up in the tank the same 


Write on one side of paper 
Name and address 


trouble is heard again. Would it be a good 
thing to tap a hole in the %-inch pipe inside 
the tank so to let the air out that the water 
will show in the gage 2 inches or more? 

Bellefonte, Pa. Af bp. whe 

In reply to J. L. R., we fail to see the 
particular advantage of the method of 
connection shown in this sketch, and be- 
lieve it would be better to dispense en- 
tirely with air pipe inside of tank. 

If our correspondent will refer to arti- 
cles recently appearing in the JOURNAL, 
written by “Don Rex” and by C. B. 
Thompson, we think he will see at once 
the better way of piping an expansion 
tank. Each of these writers has taken 
up this particular subject in their arti- 
cles and explained such work fully. 


THE VENT FROM EACH FIXTURE SHOULD 
BE CARRIED SEPARATELY TO A 
POINT ABOVE THE FIXTURE. 


Epitor THE PLUMBERS TRADD JOURNAL: 

I inclose a rough sketch of pipe arranged 
for a bath room. Please pass your opinion on 
the venting done. If it is not correctly done, 
please state what you think should have been 
the proper way to vent the traps. The draw- 
ing is made facing the closet; the tub stands 
along the wall; waste opposite the closet; 
waste as shown with the stack between the 
two fixtures. Py Cae 

Dublin, Ga. 

The venting shown in L. A. I.’s sketch 
can be improved. As it now stands, a 
stoppage in either the bath or closet 
waste, will cause waste to pass off 
through the vents from the two fixtures, 
and down through the waste of the fix- 
ture whose waste is clear. The vent from 
each of the two fixtures should be carried 
separately to a point above the fixture 
which it serves, and then enter the main 


vent. A better job would result if the 


sanitary tee were located higher up, so 
that the closet could connect into it — 
through a lead bend, and the vent taken 
direct from the bend. The bath trap 
should be located nearer its fixture, and 
the waste should enter a Y branch with- 


CONSSare 


out sagging, as L. A. I.’s original sketch 
seemed to show. 3 a 
In the colder sections of the country 
we do not favor the vent bonnet at top of 
stack, as it often gives opportunity for 
the collection of frost, which is liable, to 
at least partially close up the opening. 


WHY SMALL COAL CAN BE USED WITH 


BETTER SUCCESS. ‘ 


Epiror THE PLUMBPRS TRADB JOURNAL: 

I installed a hot water boiler in this city 
last fall and found that we could not burn egg 
coal and get results. After trying several 
kinds of coal we tried nut and range coal with 
the best of success. Can you explain why a 
large size of coal will not burn in the boiler? 
A good draft, boiler set close to flue, which is 
12x12 inches by 40 feet, grate 24x32 inches. 

Beloit, Mich. C. AC 

The fact that C. A. C. had so much more — 
success with small than with large coal, — 
we believe, can be illustrated by the fol — 
lowing: We will suppose that the amount 
of coal in the fire pot was divided into 
five or six large lumps. The result would 
be that it was almost impossible to run 
the fire. Now break that same coal into 
small pieces and it will pack down to- 
gether with less air space and a greater 
amount of exposed surface. In conse 
quence a fire can be maintained. : 

It can be shaken or cleaned out, while 
to move one of the large lumps would — 
mean loss of fire. It is for this reason 
that small coal is sued to such an extent 
during the summer in ranges, a small 
amount of coal packing down close and 
giving a large amount of burning surface. 3 
It is also possible that the large coal was — 
hard or of a poorer quality. Ec 

Possibly the fire has not been run prop- — 
erly, as the use of large coal requires a i 


RS 


more liberal management. a 
ee 

TYPE METAL CANNOT BE USED FOR 
CAULKING JOINTS. 4 

Epiror Tun PLumeprs TRADE JOURNAL: 


Can you give us in the next issue of your — 
paper, a simple method of softening or sepa: 
rating parts of type metal so it can be used — 
for calking lead joints in cast iron soil pipe 
and oblige. Cc. I. Was 

Crookston, Minn. ee 

As regards the use of type metal for 


caulking purposes, we know of no way 
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THE “SURE-=-SEAL Trap 


PATENTED 
“Cannot be Syphoned” 
; WILL NOT FOUL 


Numerous Syphonage Tests by Health 
Boards throughout the country have fully 
i demonstrated the superiority of the‘“SURE- 
—_ SEAL” over all other types and styles of 


\’ Sure Sear 


ae) Traps on the market. 


WO 


Write for our new Illustrated Booklet. 


No. 14. Lead Basin or Sink Trap 


THE SURE-SEAL TRAP CoO. INC. 


Providence, R.I., U.S.A. 


The B. B. HIGH PRESSURE BALL COCK. 


THE SIMPLEST AND BEST COCK EVER MADE, 


66 S onthe Practice and Theory 
Questions and Answers °37'o27iiary Plumbing” 
6TH EDITION NOW READY, 
Nearly Double the size of Previous Edition. New IIlustra- 
tions. Much additional Information. Price, $1.00 postpaid. 


No Roller- 
R. M. STARBUCK & SON, - Hartford, Conn. special bearing 
packing lever 
required oe 
99 Ground ead 
=f GENUINE BARNES joint ‘rictien 
e coupling, os 
3-Wheel Pipe Cutters} | wicnis a 
always ae 
z @ Bear this registered trade mark. tight Mae 
Made in 8 sizes, cuttin ———— HAS ONLY ONE PACKING WHICH IS READILY REMOVED. 
Lee Pokies eaip BS No Hammering. Renewable Seat of best Steam Metal. No Singing or Whistling. 


BARNES TOOL Cco., NEW HAVEN: « A. 


° 


The Boston Brass Company, 
40 Oliver Street, < ° - BOSTON, MASS. 


The Bard Removable Ground Brass Seat 
Union and Flange 


Bom the screw ends are alike, malleable iron recessed at pipe and therefore 
will not spread out; it also protects the thread. Both sides of the BRASS 
WASHERS form a ground seat. when in contact with 


The Kenney Manufacturing Company, 


MANUFACTURERS OF THE 


woe FLUSHOMETER sn 


PEALERS IN PLUMBERS’ SUPPLIES 


Office and Salesroom: 36 East 22 Street, NEW YORH, 
BRANCH SALESROOM AND WAREHOUSE, 193 LEXINGTON AVE. NR. 32D STREET. 
OFFICERS: 


George S. Terry, President. Thomas F. Murphy, Secretary, 
N. Melman Shaffer, Jr., Vice-Pres. & Treas. J, Adriance Bush, General Counsel. 


D. T. Kenney, Consulting Engineer. 


DIRECTORS:—Edmund C. Converse. George R. Sheldon, Newton M. Shaffer, M.D., Theodore B. Starr, 
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NOTICE BEWARE OF INFRINGERS. 

To Tuk TRADE AND Pusiic:—We desire to call the attention of the trade to the fact that we are 
now the owners of all the United States and Foreign patents granted to D. T. Kenney for flushing 
valves. It is our intention fully to protect these patents and promptly to prosecute all infringers 
of thesame. Suits have already been begun in the United States Circuit Court of this District Se 
The J. L. Mott Iron Works for infringement of the Flushometer patents, and against The Wells 
& Newton Company of this city for selling the so-called ‘‘Aquameter’’ valye made by The Fed- 


The COLLAR on the BRASS WASHER holds it in 
place, but is not fitted permanently, being REMOV- 
ABLE, can be replaced by a new WASHER at any NS —=_s 
time, therefore the difference in expansion and coutraction between the brass and 
iron has no effect on this WASHER, and obviates all chance of becoming loose. 
ASK YOUR JOBBER OR WRITE FOR CIRCULAR AND PRICES 


THE BARD UNION CO. (Inc.) Norwich, Conn. 
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eral Company of Chicago, Suits against other infringers are to follow. 
TELEPHONE—681-Gramercy. THE KENNEY MANUFACTURING COMPANY. 
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prepare it for such purposes. 

Experiments have been made on type 
metal, but its hardness, to say nothing 
about its cost, is against its use. Type 
metal does not contract when cooling, 
and if practicable, its use would be very 
desirable on soil pipe work, for this rea- 
son. 


TAKEN FROM THE FLOW PIPE 
NEAR BOILER. - 


Editor TH PLUMBERS’ TRADE JOURNAL: 

We enclose sketch of hot water. circulating 
pipe. You will notice that two of the sup- 
plies are taken off the return pipe near the 
boiler. We think that this could be im- 
proved by taking it from the pipe where the 
supply leaves the boiler and not from the 
return, 

We have a Lawler check valve near the 
boiler and every time either faucet is opened 
the seat of this valve jumps up and down 
making a terrible noise. 


This is a 1l-inch valve and the pipe is 
%, inch. This might make the difference. 
You might ascertain from Lawler, in which 
case we would have to exchange. We do 
not see anything else the matter with this 
arrangement ourselves, and know of no rea- 
son why it should not work satisfactorily, 


but it does not do so now. Circulation does 
not work as well as it should. 
Niagara Falls, N. Y. 
We certainly agree with 


F. W. O. 
the writer 
ry) Batk dub 


% Nyde Slop Sink 


do Batk Sub 
ve ) 59 Lavatory 


MDastement 


Mawler creck. ‘ 
Nalve Metre } 


when he suggests taking the two hot 
water supplies from the flow pipe near 
boiler in preference to taking them from 
the return, and more particularly where 
one of the fixtures appears to be the 
kitchen sink. In the piping of a house 
for hot water, we believe the kitchen 
sink should always be given the best 
chance of any of the fixtures, as it is cer- 
tainly the most in use. We fail to see 
the necessity of a check valve on a job 
of this character, believing that check 
valves should only be used when it is a 
necessity. As regards the running of 
pipe, we are inclined to believe that full 
as good results would be obtained by 
pitching the upper line of pipe in an op- 
posite direction from that shown in 
sketch, making the ell at the right, the 
highest point. It would be well at the 
highest point to put in an air cock to 
relieve pipe should air collect at this 
point. 


IT WILL BE NECESSARY TO TAKE THE 
PIPE OUT OF THE GROUND. 
a re 
Epiror THb PLUMBERS TRADE JOURNAL: 

We have a job on a farm; this consists of 
about 1,500 feet of 214 inch pipe which has 
been in use 15 years; the pipe is used to sup- 
ply water from river to the different houses on 
farm which is forced up by pump; this pump 
has become corroded and partly filled with 


Questions 224 Answers Continued tom Preceeding Page 


mud. Can you suggest any way we could clean 
it out without taking out same? And oblige. 

Manayunk, Pa. W. & A. 

There is no way that we know of for 
cleaning out an old iron pipe that has 
become filled with rust and mud except 
by taking it out of the ground and heat- 
ing it. This is often done where the 
pipes can be gotten at easily. After it 
has been heated sufficiently, a rod can 
be driven through the pipes, clearing 
them of all deposit. There is but one 
discouraging thing in this connection. 
After being put back in place, they very 
soon become foul again. This, however, 
applies more particularly to small pipes. 
With 2%-inch pipes, as referred to by 
our correspondent, we should suppose it 
would well pay to dig them up and treat 
them as mentioned above, when they will 
be good for a number of years. 


READ THE ARTICLES BY C. B. THOMPSON 
AND DON REX. 


Epitork THE PLUMBPRS TRADE JOURNAL: 

Can you furnish me with a reasonably cor- 
rect rule that I could go by in figuring the 
amount of heating surface required to heat a 
room in the ordinary house and how to figure 
the size of pipes to carry such heating surface 
for both hot water and steam. A SUBSCRIBER. 

Taunton, Mass. 

To take up this matter in the proper 


way would require a great deal of time 
and space, and as this work has been fully 
taken up in THE PLUMBERS’ TRADE JOUR- 
NAL by two well-known writers on the 
subject of heating, C. B. Thompson and 
“Don Rex,” we believe “Subscriber” can 
do better than to refer back to their vari- 
ous articles of the last few months, in 
which he can find just what he wants in 
the way of tables, etc. 


WHY THESE CLOSETS WILL NOT WORK. 
Editor THr PLUMBDRS’ TRADE JOURNAL: 

I have a problem in.a set of five high tank 
syphon jet closets. These are of ordinary 
pattern ‘galvanized syphon-—-or gooseneck— 
1 foot 14 inches N. P. flush. 

The water seems to have force ‘enough in 
flushing, but- the water rises in closet bowl 
god in going out will not carry a piece of 
toilet paper. 

I drilled 3-16-inch hole in top or crown of 
gooseneck—no results. I then took up closet, 
examined both it and sewer—they are clear. 

One of these closets will work all O. K. 
about one in five times. They act as if air- 


locked. 
This job is two or three years old, and has 
given satisfaction until within the last 


month. Main stack from roof to trunk sewer 
seems open. An explanation will be received 
with thanks. MABS OR: 
Woodfield, Ohio. 
M. B. R. does not give sufficient data 


in stating his problem, for us to pass 
upon it understandingly. With a siphon 
closet certain conditions must exist. 
There must be a sufficient amount of 
water, and that water must be supplied 
to the closet in sufficient volume to fill 
the two legs of the siphon. Now to as- 
sist this in its work, the closet bowl 
should be so arranged as to give to the 
water a check, and cause the water to 
set back for an instant. It will be noticed 
that the outlet through the closet is 
slightly diminished in size and often 
there is an abrupt turn at the floor. 
These things check the flow just enough 
to cause the water to rise above the dip 
of the tray, and fill the passage. Now in 
the present case, either this action does 
not take place, or there is an interrup- 
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tion beiow (possibly an air lock) that 
prevents the weight of the water in the 
long leg of the siphon from being of 
sufficient strength, which would be the 
result if an air lock existed. Did the 
writer not assert that the closets had 
worked satisfactorily until of late, we 
should locate the trouble in the bowl, as 
we have seen many fine looking siphon 


; ractical TalKs on Steam 
and Hot Water Heating 
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ARTICLE XVIII—BY DON REX 
HEATING TO HIGH TEMPERATURES. a 


OMETIME ago we received the 
following letter from a fitter 
who was in trouble: 

“Dwar SIR: Can you help 
me out of a difficulty? Last 
fall I placed a_ low-pressure 

heating apparatus in the office and factory 

of a cigar manufacturer and carried steam 
into the basement of a small adjoining build- 
ing about 12x16 feet in size, the first floor of 
which is used for storage purposes and the 
basement (which I heated) is used for sweat- 
ing tobacco and the temperature in this room 
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Storage Room 
Wo Heat 
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closets that were failures under genera’ 
conditions, simply on account of bad 
struction within, these bowls workin 


; 
: 


well at times and at others not at all, 


With all conditions below and above 


right, and the trouble continuing, we 


would advise trying another bowl which 
would at least show whether the trouble 


was in the siphon of the closet or not. — 


s 


J 
; 
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fact that the floor of the cellar is approx. 


imately six feet below the surface of the _ 


ground. In order to provide this ventila- 
tion we recommend cutting holes 


through the wall at or near opposite cor- 


ners of the cellar and on a line with th 


surface of the ground, these holes to be 


of sufficient size to admit a 6-inch soil — 
pipe extending a few inches through the 
Over the end — 


wall into the basement. 


of this soil pipe we advised our corre- — 
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sbould be from 110 to 120 degrees. This 
basement is about 9 feet high and I first placed 
six 7 ft. sections of wall radiation on the 
ceiling of the basement, fed single pipe. This 
did not do the work and I added four more 7 
ft. sections, making a total of 70 feet and 
still cannot get the desired temperature 110 
degrees. The basement is tight, has an out- 
side cellarway with double doors and there is 
but one small window. I inclose you a draw- 
ing of the job and wish to know if you can 
suggest a remedy. Jeb D Ye 
On looking over the sketch submitted 
we noted that our correspondent’s trouble 
was not all a matter of radiation, and 
since our suggestions were adopted and 
the trouble cured, we believe that it will 
prove a matter of interest to the fitter 
to know how this was accomplished. 
Sketch No. 1, which we have redrawn, 
shows the manner in which the job was 
originally done, as shown by our corre- 
spondent’s drawing. Note the manner of 
hanging the wall radiators; they are 
pitched toward the feed, so that all con- 
densation returns. through the feed into 
the main. 
Note also the water line of the boiler 
and the line of the surface of the ground. 
The trouble which our friend encoun- 
tered was due to two causes: lack of ven- 
tilation and too little heating surface. 
The whole ceiling of the basement might 
have been covered with radiation and 
still not have been productive of results 
until provision should be made for turn- 
ing or circulating the heavy damp air 
at the bottom of the cellar, due to the 
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spondent to fit a galvanized iron elbow — 
looking down and continue down with 6- 


inch galvanized iron pipe to within about 


18 inches of the basement floor, the bot- 
tom of the pipe being shaped in the form — 


The two air ducts (see 
2) will effectually provide 


of a funnel. 
sketch No. 


for ventilation and relieve the lower part — 


of the basement of the heavy air. The 
air ducts should be provided with a close 
fitting damper in order that the amount 
of fresh air may be regulated to suit the 
conditions of wind and weather. 

The wall radiators on the ceiling should 
be arranged in two lines and pitched 
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Fig. 2—End and Sectional View Showing Fresh 
Air Inlets 
down from the feed end and connected 
by the two pipe system, the return pipe 
from each line of radiators should drop 
down to within about 18 inches of the 
basement floor and return through a 
cooling coil made of four or five runs of 
1-inch or 14-inch pipe connected into 
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If This Arrests Your Attention ‘‘Cop’’ The Idea 


A Howling Success. 


The CHARM Air Regulat.or 


TOO SIMPLE 
TO GET 
OUT OF 
ORDER 


aughter Vent 
Patented January 20th, 1903 


Mirth Regula 


Approved by the 


DEPARTMENT OF 
BUILDINGS 


Of Great.er New York. 


THE 
Vent that Vents 


Made by 


Aluminum Valve Hangs Light as a Feather 


The Charm Air Regulator Co., 
966 Myrtle Avenue, 
BROOKLYN,N.Y. 


THE @ 
JEFFERSON UNION 
ano FLANGE. 


Just what every fitter has often hunted 
for. AUnion THATIS TIGHT and STAYS 
TIGHT. Built on the right principle to 
sell at the right price. All Dealers. 


JEFFERSON MBG. CO., 


LEXINGTON, MASS, 


BUFFALO METER CO. 


MANUFACTURERS OF 


@ater Meters 
290 TERRACE 
BUFFALO, N. Y. 
—OVER 50,000 IN USE.——— 


Painted, Galvanized, Blue, 
Gray and White Enameled 


FLEMING SLATE CoO., 
Mills and Quarries 
Poultney, Ut. 


Purpie and Green Slate, 
WASH TUBS, SINKS, URINALS, 


EVERYTHING THAT CAN BE MADE FROM SLATBE. 


Made in Six Sizes 


COLUMBUS and 
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JOHN TRAGESER STEAM 
COPPER WORKS, 


ESTABLISHED 1850. 


447 to 457 W. 26th Street, New York City. 
—_wat>-_~_- 


Manufacturers of 
“American” Galvanized Iron 
Range Boilers, 
Copper Range Boilers. 
and Steel Clad Baths. 


Nickoline German Silver drain boards and 
pantry sinks (square and oval), and all kinds 
of copper, brass and iron work for plumbers, 
Chemical Works, Dye House, Extracts & Es- 
sential Oil Works, Stills for distilling water,etc 


Get. our Figures on Special Work. 


THE TEST OF SERVICE 


INVARIABLY PROVES THE 
ABSOLUTE SUPREMACY OF 


Hersey |faTer METERS 


THE TRIDENT 


Greater New York WATER METERS 
Hersey Manufacturing Co. Constructed and Sold by 


NEPTUNE METER CoO., 
142 Market St., NEWARK, N. J. 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM, 


CHEMICAL 
POTTERY 


OUR DISC AND ROTARY METERS 
are cfficially adopted for use in 


Telephone 


220 Broadway 
1848 Cortlandt 


New York City 


NEW ERA 


WROUGHT 


STEEL SINKS 


He Kilbourn@JacobsMfg.Co.| | WORKS, 
Columbus, Ohio. 


110 to 116 Metropolitan Ave., 
Send for Catalogue. Brooklyn, N. ¥: 
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(Continued from Preceding Page) 


headers at each end. The cooling coils, 
which are full of water to the level of 
the water line of the boiler, serve to 
moisten the air and to assist materially 
in causing a circulation of the heated air 
to the bottom of the basement. Sketch 
No. 3 shows an elevation plan of one line 
of radiators, one of the cooling coils, and 
the manner of connecting the flow and 
return. 

We might add that our correspondent 
did not place enough radiation to proper- 
ly do the work. For a room 12 x 16 x 9 
feet, of this character, there should be 
provided about 90 feet of radiation in ad- 
dition to the piping in the cooling coils. 


Storage Moor 


pulls 8 inches wide. 1t should be so situ- 
ated that the rear of the dryer can be 
connected with some convenient chimney 
by a galvanized duct at least 10 inches in 
diameter. This connection is to provide 
for circulation of air and removal of 
moisture; same should be made from a 
point near the top and at about the cen- 
ter of the rear wall of the dryer. 

A dryer of this size requires about 80 
square feet of heating surface and in this 
case we have shown nineteen l-inch pipes 
connected into cast iron headers using the 
lock nut or long screw style of connec- 
tion. The coil should be vented on the 
end of the return header opposite to the 
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Fig. 3—Sectional View of One-half of Radiators and Pipe in Sweat Room. Air Ducts not Shown 


We recommended the placing of seven 7- 
foot sections of wall radiation _in each 
ceiling radiator, making a total of 98 
square feet of radiation. This has proved 
to be ample to maintain the desired tem- 
perature with steam at two pounds pres- 
sure. 

The owner has arranged racks, which 
are placed over each cooling coil, and on 
these racks the tobacco is placed for 
sweating. 

We place a valve on the supply end of 
each line of radiators and an automatic 
air vent on the return end of each. As 
the returns are connected together after 
circulating through the cooling coils no 
further valves are necessary. 

Having a number of times recently had 
occasion to advise regarding the amount 
of radiation, size of coils, etc., etc., to 
accomplish certain results for heating to 
high temperatures for drying, etc., we 
think the above experience will prove of 
value to the thinking fitter. 

By sketch No. 4 we show an all steel 
laundry clothes dryer and the manner of 
placing heating coil in same, and the con- 
nections for steam supply and return 
pipe. The dryer shown is approximately 
12 feet long, 4 feet wide and 9 feet high, 
with five sets of racks, having doors or 


return pipe. In estimating the amount 
of radiation necessary the style of dryer, 
amount of air admitted, size of opening 
into chimney to carry off the moisture, 
all should be taken into consideration, but 
in general one square foot of heating 
surface to each five cubic feet of space 
will be found sufficient. 

We would add a word of caution. When 


Don Rex —Fig. 4 


called on to do work of the character 
shown by this article, study carefully 
the conditions, and in planning the work 
give due consideration to turning or mov- 
ing the air, as it is only by doing this 
that successful results are assured. 
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x Practical Hints on House Heating 
By CHARLES B. THOMPSON 
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ARTICLE XIV. 


OR heating water for domes- 
tic service in residences and 
apartment houses, it is cus- 
tomary to select a tank 
heater by the ratings given 

in the manufacturers’ catalogs and in 

the majority of cases a heater so select- 
ed will be satisfactory. 


The exception is where the hot water 
used is above the average and the heater 
cannot raise the temperature of the water 
in the tank fast enough. 

In the various catalogs of tank heaters 
there is no pretense of rating the capa- 
city of the heaters specifically; that is, 
they are not rated to add a given num- 


ber of degrees to a given number of 

pounds or gallons of water in a given 

time but are rated ‘“‘tank capacity.” 
How much work these tank heaters 


ing water, in which the catalog ratings 
will not be any guide. For example: 

It is required to furnish a 1,000-gallon 
storage tank from which will be drawn 
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Fig. 56 Shows',the Pipe Coil fin Square, Feet Required for Tank 


would really do if put to a definite test 
no one seems to know, but experience 
and practice go to show that the ratings 
are, as a rule, safe to follow. Fhe most 
of the tank heaters in use, above 100 
gallons capacity, add from 20 to 30 de- 
grees per hour to the water in the tank 


every hour 600 gallons of water which 
must be at a temperature not below 180 
degrees F. The feed water will be as 
low as 38 degrees. The water is to be - 
heated by steam through pipe coils plac- 
ed in the tank. A steam boiler is to be 
furnished that will maintain a constant 
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Pounrndas of Amtkracite Coal Required per Qour. 


Fig. 57 Shows the Quantity of Coal Required per Hour for Heating Water in Tanks 


when running at a moderate rate of com- 
bustion and this seems to be about right 
for the ordinary household. 

There are, however, problems in heat- 


pressure of five pounds on the tank coils. 
Hard coal is to be used and an estimate 
is required of the quantity of coal re- 
quired to do the work per hour. - 


¥ 
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«MANUFACTURED @ 


are honestly rated. 


Honest ratings make our prices low when you 
compare them with ordinary ratings. 


The ratings will interest you. 
The fuel economy will interest your customers. 


You can show him how it saves coal by utilizing 
all the heat. 


That deeply corrugated fire pot, extensive water HE Utica Heater Company prides itself upon manufacturing heat- 
surface extending directly over the hottest ing apparatus which STANDS tlfe TEST OF TIME. 
parts of the fire, and the generous flue sur- Our IMPERIAL Boilers embody more Original Features and 
face utilizing all product of combustion. Re- possess more Points of Superiority than any other Boiler ever con- 
member the double cast iron casing helps Structed. 
to save coal. During the past three years, we have sent IMPERIAL Boilers 


into every section of this great country, and can refer to thousands of 
pleased customers EVERYWHERE, who depend upon IMPERIAL 
Boilers to protect their homes and their business places from the 
cold blasts of winter. 


We do not make the above assertions in a boasting way, but 
merely state them as established facts—facts, which even our com- 
petitors must admit. 


We issue complete catalogues of IMPERIAL Boilers and 
SUPERIOR Furnaces and would be pleased to mail either to any 
address. 


We belong to no trust or combination and are satisfied with legiti- 
mate profits. 


We make good honest heaters, and we spcnd a 
good deal of money helping our dealers sell them. 


Drop us a line and we will send our 
salesman to talk it all over with you. 


haicher’ “UIHMAce 0. . Bon are PEC OPELY co. Utica Heater Co., 
240 Water Street, New York (i y. omsiepeais UTICA, N. Y. 
Works: Newark, N. J. 
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Here a specified quantity of work is 
called for and a specific answer is re- 
quired. To handle the problem intelli- 
gently we must use Some measure of 
heat, which will be the British thermal 
unit or the quantity of heat required to 
raise one pound of water through one 
degree F. 

As there are 8.33 pounds in a U. S. 
gallon of water, “we first multiply the 
1,000 gallons’ by 8.88, which gives 8,330 
pounds of water in the tank, but as 
there are but 600 gallons to be used per 
hour, or 4,998 pounds, we will figure on 
that quantity. As the feed water is as 
low as 38 degrees and the required tem- 
perature of the service is 180 degrees, we 
must raise 4,998 pounds through 142 de- 
grees of temperature every hour. Now, 
as one heat unit will raise one pound of 
water one degree, it is obvious that a 
heat unit and a F. degree of tempera- 
ture are synonymous terms; for if to 
raise 4,298 pounds through one degree 
there is required 4,998 heat units, then 


New Centu.y Piumoing 


Boring Artesian Wells 


to raise 4,998 pounds through 142 degrees 
will require 142 x 4,998, or 709,716 heat 
units every hour. 

We must next ascertain how many 
pounds of steam must be condensed to give 
off this quantity of heat. The tempera- 
ture of steam at five pounds gauge pres- 
sure may be taken at 226 degrees and 
the latent heat at 955 heat units, which 
divided into 709,716 gives 743 pounds of 
water which must be evaporated into 
steam by the coal and condensed by the 
coil in the tank every hour. 

One pound of anthracite coal will evap- 
orate 8.7 pounds of water from 212, the 
temperature of the return water from the 
coil, to 226, the temperature of the steam, 
and 743 divided by 8.7 gives 85.4 pounds 
of coal to be burned per hour. This des- 
ignates the size of the boiler, viz., a boiler 
which will burn 85.4 pounds of coal per 
hour and evaporate 8.7 pounds of water 
per pound of coal. 

A boiler with 15 square feet of grate, 
210 square feet of heating surface, and a 
coal capacity of 1,000 pounds would fill 
the requirements. 

We ascertain how many 
scuare feet of pipe coil to put in the tank 
'o condense 743 pounds of steam per 


must now 


hour. 

The quantity of heat transmitted from 
the steam filled coils to water increases 
with the velocity of the flow or move- 
ment of the water across the surface of 
the coils, and varies from 200 to 800 heat 
units transmission per square foot per 


degree of difference between the tempera- 
ture of the steam in the coil and the sur- 
rounding water. The mean temperature 
of the water is 40 plus 180 + 2 = 110 
degrees. The temperature of the steam 
in the coils is 226, showing a tempera- 
ture difference of 116 degrees. 

It is impossible to get the exact trans- 
mission but experiments go to show that 
with the water changing once per hour, 
it is/safe to figure for 240 heat units per 
square foot of coil per degree of differ- 
ence per hour and 240 x 116 = 27,840 
heat units given off per hour for each 
square foot of pipe coil, and 709,716 (the 
heat units required) divided by 27,840 
gives 26 square feet as the required pipe 
coil in the tank. Or we may figure the 
quantity of steam which one square foot 
of coil will condense, which in this case 
is %4 lb. per square foot per deg, of differ- 
ence. The temperature difference is 116 
degrees, one-quarter of which is 29—that 
is, 29 pounds of steam condensed per 
square foot of coil per hour. Seven hun- 
dred and forty-three pounds of steam di- 
vided by 29 = 25.6 square feet of coil, 
practically 26 square feet, as obtained 
by the first method of computation. 

It must be observed that we have fig- 
ured on 600 gallons per hour, but as the 
tank holds 1,000 gallons the quantities 
figured will not heat the latter quantity 
in one hour as there will be 1,182,860 
heat units required ‘for that purpose, but 
as the apparatus described will furnish 
709,716 heat units in one hour, we find, 
by dividing 1,182,860 by 709,716 that the 
1,000 gallons can be raised from 40 de- 
grees to 180 degrees in one hour and 
forty minutes, after which we would have 
only the 600 gallons per hour to take 
care of. 

The diagram in Fig. 57 shows the 
quantity of coal required per hour for 
heating water in tanks, and the diagram 
in Fig. 56 shows the pipe coil in square 
feet required in tank. In the latter dia- 
gram the transmission per square foot 
of pipe coil per degree of difference be- 
tween the temperature of the steam and 
the mean temperature of the water is 
taken at 200 heat units instead of 240. 
Where the water in the tank is changed 
every hour, deduct 25 per cent. from the 
quantity obtained by the diagram. For 
example: we want to add 40 degrees per 
hour to 6,000 gallons of water. The dia- 
gram, Fig. 56, shows that 60 square feet 
is the quantity of pipe coil required in 
the tank, but if 6,000 gallons are to be 
used every hour, we deduct: 25 per cent. 
and put in 45 square feet. Or, again, if 
we want to heat 6,000 gallons in two 
hours time, we would use only 30 square 
feet. 
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In swimming pools, where the changes 
of water are infrequent, it is well to add 
50 per cent. to the quantities shown on 
the diagram. For example: Suppose we 
want to heat a swimming pool containing 
60,000 gallons from 40 to 80 degrees 
every four hours. The diagram shows 
60 square feet for 6,000 gallons, which 


will be 600 square feet for 60,000 gallons 
per hour, but we only want to heat this 
amount once in four hours, which wil] © 
take one-quarter of 600, or 150 square 
feet, to which we add 50 per cent. be- 
cause the water changes so little and find 
the proper quantity is 225 square feet. 
(To be continued.) 
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ject concluded with refer- 
ence to the dam at Johns- 
town, Pa., and how the engi- 
neers and_ scientific men 
claimed the strength of the 
dam was abnormal. The amount of good 
pure water which the lake contained and 
which was allowed to run to waste was 
something sad to contemplate. Still the 
Water Company folks never took any 
water from it, but built their own reser- 
voir in another direction in another 
county, which is Somerset. 

Johnstown is in Cambria County. 
Well, then, when the catastrophe came 
all the water poured out from the dam, 
and in its mad rush did the damage 
which is history now. 

The water company folk builded bet- 
ter than they knew, for the reason that 
there was one melancholy pleasure or 
silver lining to the cloud of doom, de- 
struction and death—the water supply 
was almost intact and a few days after 
the horror those alive at least could have 
water in abundance, even if food and 
clothing were late coming in. 

The Conemaugh is a thin stream now, 
especially in summer, and cows grazed_a 
year after where the waters held by the 
dam waited sullenly for freedom. Johns- 
town has rebuilt and many more indus- 
tries are there to-day than before the 
flood. The water from Stony Creek res- 
ervoir, in Somerset County, where the 
company’s plant for storing water is, 
does not taste so sweet as it did before 
the flood and less of it comes through 
the pipes. 

No more can be gathered from the 
Somerset water shed because new towns 
there need their share, and Somerset, too, 
is growing, and her people need water. 
The rain fall is no greater than in pri- 
meval days or aS much even, and the 
streams are getting narrower and dirtier. 

Where are those towns to look for wa- 
ter? Figure it out, reader, if you care. 
Do not say “oh, something will come 
along in good time to get us out of the 
trouble and there is no use in borrowing 
trouble.” 

Well said, but if there were no use in 
borrowing trouble these articles need 
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New Century Plumbing—Cast Iron Pipe 1200 inches in Diameter and Each Length 150 Feet 


NEW CENTURY PLUMBING #¥ 


By PHILIP F. GRACE (GALENA) 


; S. at ' = = ; j 
N the previous paper the sub- not have been written, for without water 


if 


, ” iy, 
there will be no plumbers, and the end- 
ing of the third quarter of the 20th cen- 
tury would find our trade a sort of a lost 
art. 

Another thing may be said in answer 
that there has always been an abundance 
of water in the United States at least, 
since the creation and there always will 
be for the Lord’s good.” 

Well the reason that remark has been 
made, and it has been made many times 


thate2, Morlide of map. cLenolas Sseaction 
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New Century Plumbing — Where Kain 1s Scarce 


is, that many, very many of us, do not 


‘know how big the United States are, and 


a glance at the little sketch will show 
that one of the hardest problems of the 
Agricultural Bureau to-day is how tw 
make that section bloom and become the 
home of the husbandman. And that sec 
tion will never bloom unless water comes, 
not only for irrigation; but for domestic 
purposes as well, because people will 
not stay where there is no water, for they — 
cannot. . ; 
_The streams in those sections cannot 
be depended on to either irrigate or sup- E 
ply water for drinking purposes, because — 
they are highly ‘impregnated with alkali. 
Where will the water come from? Oh, 
well, the old Mississippi will give all 
that’s wanted if it comes to that. Maybe — 
not. On the assumption that a great — 
canal would be built to take Mississippi — 
water, cities south of St. Louis wouldn’t 4 
have very much of a river to float their — 
boats on. i, 
And the canal (Lord save the mark), — 
it would have to be pretty wide and deep — 
to carry all the rubbish, such as old logs, 
dead cattle, etc., on its way west. 4 
- “Run lines of immense cast iron pipe, — 
maybe.” Well, the larger cast iron pipe — 
is, by a peculiarity of circumstances, them 
more silt it will hold, which when set- — 
tled to the bottom becomes sediment. 
It might succeed if at the end of every — 
length there was a manhole or clean-out, 
and that would mean a cast fron conduit 
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GET BUSY 


ANDEPUTOLUN 


The F. @ W. System 


OR 
Vent, Revent and Drainage Fittings 


Fig. 750—F. & W. Sanitary 
Tee, with Bath and Sink 
opening made right or left. 


Fig. 735—F, & W. Sanitary Tee 
with Sink Inlet, made right 
or left. 


“Rest in the Market.’’ 


No Job Perfect Without Them. 
Send for Catalogue. 
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Fig. 740—F. & W. Sanitary Tee Fig. 765—F. & W. Sanitary 


with Side Bath opening, made Central Foundry Company, Tee, Boston Pat., made right 
right or left. 116 B Nassau St., NEW YORH CITY, or 87 N. May St., CHICAGO, ILL. °°" ®t: 
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say of 1,200 inches in diameter, and, well, 
150 feet in each length. 

“Dig artesian wells, you fool crazy 
man, if the mud canal won't do!” Splen- 
did, splendid suggestion, but somehow or 
other there are cold, cruel, quiet calcu- 
lating facts which prove that where the 
Surface of the earth is not well watered 
by the omnipotent hand of God, it is vain 
to try the artesian business of boring. 

Try to bore a well in the Bad Lands 
and you will get everything but what 
you want—borax, coal, sulphur, metals, 
slate and, well, fire and brimstone, if you 
go deep enough. Just jog your memory, 
and if you are old enough, let it go back 
to the time when the world was watching 
the British army trying to rescue Chi- 
nese Gordon from the clutches of the 
Khalif at Khartoum in the Soudan. 

There was a long way and a short way 
to reach him, and critics were harping 
and carping at once at valuable time lost. 

The long way was down the Nile where 
water, and very poor at that, could be 
procured for men and horses or camels, 
if you wish. ; 

The short way was across the desert, 
where there was no water, and the com- 
manding general hesitated. The critics 
yelled loudly, “Dig artesian wells,” as 
if those things could be done with a 
pick and shovel. : 

But there were no things or implements 
or derricks to do the boring, so the Nile 
route was chosen. The life of Gordon 
was a valuable one, but not more so than 
that of the humblest British soldier, but 
the command had water, and Khartoum 
was reached eventually to find that Gor- 
don had been murdered. 

Much criticism was hurled against the 
commanding general until some time 
after an attempt was made to sink an 
artesian well outside of Alexandria, but 
thus far no water has been obtained. 

A bright American army officer in the 
columns of the New York Sun made the 
suggestion that water might have been 
piped along the line of march had the 
British foresight enough to know their 
real business in the art of. war. 


The suggestion was not ill timed, and 


whenever the soldiers of King Edward 
begin a campaign in an arid country, lots 
of all sizes of iron pipe with tongs and 
pipe fitters and caulkers go along to see 
that water, the great desideratum: after 
all for an army or people, is to be pro- 
cured. 

Of course the writer of these papers 
is not a Briton, and has no sympathy 
with its government. It was only by 
way of a simile the thing was written 
. in order to make it plain that no matter 
how great the contemplated achievement 
may prove, water must largely enter into 
it, even in building an imaginary rail- 
road where the stocks are watered. 

So asking pardon for digressing, the 
reader, if he cares, will once more go 
back to the water supply and irrigation 
of those enormous tracts of land if they 
are to be peopled, and that is the vital 
question. 

At the beginning of these papers the 
writer gave his candid and honest opin- 
ion as to what sort of fixtures and the 
composition thereof would be just the 
things, as it were, to place in the houses 
of those who could afford to pay for 
good plumbing in the early part of the 
new century. 

(To be continued.) 
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Ww” Plumbing News of The Far West @ 3 


By HARRY E. MAYHEW, Pasadena, Cal. 


HE PLUMBERS’ TRADE JOUR- 
NAL has been in receipt of num- 
erous correspondence from mas- 
ter plumbers and others inter- 

ested in the welfare of our craft in Cali- 

fornia concerning the grade of plumbing 
in the high school of Pasadena. 
It appears that a certain firm in Pasa- 


Fig. 2—We Would Advise Entering the Trap In. 
dependently 


dena received the contract for the work 
from the board of education of Pasadena. 
They carried_out this work in accordance 
with their idea of the Pasadena plumbing 
ordinance referring to the plumbing in- 


és 


The vent for one of these traps is 2 feet 
from the seal of the trap. The vent runs 
in a horizontal direction for 11 feet, 10 
inches. Then it runs vertically. The 
vent for the other trap runs horizontal 
for 10 feet, and it is a little over 2 feet 
from the seal of the trap. The top of 
the lower end of these 2-inch vents is 4% 
inches lower than the upper end of the 
bottom of the catch basin. 

Defect No. 2.—There is also a double 
range closet of six seats each in the west 
wing. They are trapped and vented very 
much the same as the other two in the 
east wing, except that the horizontal run 
of 2-inch pipe is about 2 feet shorter, bul 
the top of the lower end of said 2-inch pipe 
is 6144 inches lower than the bottom of the 
upper end of the catch basin. 

Defect No. 3.—There is a drum trap 
with three fixtures to it, as seen by Fis. 
2. The furthest fixture from the trap is 
10 feet. On a horizontal run it will take 
2 feet of pipe vertical for each one of these 
three fixtures, making 6 feet vertical, plus 
10 feet horizontal, or a total of 16 feet of 
11%4-inch pipe on the house side of said 


Photograph of the Pasadena High School, Showing Its Present Condition 


spector for his approval and having his 
judgment to the effect that it would be a 
thoroughly sanitary job when complete. 

The Master Plumbers’ Association of 
Pasadena, assisted by the journeymen 
Plumbers’ Association, prepared charges 
which they brought before the board of 
education and the city of Pasadena in 

, general, to the effect that the plumbing 
was insanitary in many ways. We pre- 
sent on this page drawings of the dis- 
cussed plumbing and a photograph of the 
Pasadena high school. The 4-inch traps 
and wastes in the sketch are horizontal. 
One 12-stall range closet for each trap, 
the vent from which is only of 2-inch pipe 
and is taken off at a distance of 2 feet 8 
inches from the trap through a “Y” 4% 
and 1% inch bend. 

The charges made by the master plumb- 
ers, and of which Fig. 1 will give a good 
idea, are: 

Defect 1.—EHEach of the double range 
closets of seven seats is trapped with a 
4-inch trap. Each trap is vented with a 2- 
inch vent. The vents are taken from a 4 
by 2 Y. These Y’s are corked in a 4-inch 
Y and have a 2-inch bend corked in them 
for the vents. The 4 by 2 Y’s have a 2- 
inch bend corked in them for the vents. 


trap. Section ten of Ordinance No. 474, 
of Pasadena, plainly says that the trap 
must be placed as near the fixture as pos- 
sible, and in no case further than 2 feet 
from the fixture. The same section in 
another place says, “where two fixtures 
are set close together and not more than 
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Fig. 1—Showing the Piping Plan of School 


2 feet apart, a drum trap may be used to 
receive both fixtures. 

Defect No. 4.—There is a horizontal line 
of 114-inch pipe, 8 feet long, making one 
turn about middle ways and having a 
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grade of % inch in the total length. Part 
13, of Section 13, of Ordinance 474, states 
that any vent pipe running in a horizon- 
tal direction shall have a fall of not less 
than 4 inch per foot. 

Defect No. 5.—There is a horizontal 
line of 11%4-inch pipe 4 feet long with a 
34-inch trap. 

Defect No. 6.—There is also another 
drum trap with two fixtures to it. One 
fixture is 7 feet from the trap. There will 
be 2 feet of vertical pipe for each fixture, 
making 4 feet of pipe vertical, plus 7 feet 
of pipe horizontal, or a total of 11 feet of 
pipe on the house side of the trap. 

THE PLUMBERS’ TRADE JOURNAL, in re- 
viewing this situation, does not desire to 
enter into a controversy nor to pass upon 
a situation of which it is only posted by 
correspondence and newspaper reports. 
If we were in a position to personally ex- 
amine the work, we certainly could re- 
view it honestly and without fear, © 

The grand muddle that Pasadena finds 
herself in is certainly to be deplored. We 
are free to express ourselves on the prin- 
ciples involved, judging solely upon what 
has been sent us. We have no doubt our 
opinion will be received in good spirit by 
all concerned. And in passing upon the 
sanitary principles here involved we 
must listen to the opinions of experts 
who have devoted to the subject years of 
study and experiment. We must also con- 
sider the ordinances drawn up and lived 
lated, judging from sketch and figures 
under by cities older in the business than 
ourselves. With the above as a sort of 
preface we will take up the several 
claims, whether they exist or not, that 
are presented. 

Defect No. 1—The nearer the vent is 
to the crown, the more effective in opera- 
tion will be the vent, and in no case do 
we believe it advisable to locate a vent 
more than 1 foot from said crown and 
in many cases this is too far. Again, all 
vents should be carried above the fixtures 
they serve, before entering the main 
vent. Otherwise they would be liable to 
become waste pipes rather than vent pipes 
in case of stoppage below. 

Defect No. 2.—We would add to what — 
we have already said under No. 1 that 
for the amount of work of seven closets, 
we should advise the running of the 2- 
inch vent from traps at once into a 3-inch 
and after continuing the 3-inch for 30 feet 
increase to 4 inch and this 4-inch should 
have the benefit of roof ventilation. 

Defect No. 3.—We believe that traps 
should be within 2 feet of fixtures and 
that two fixtures are enough for one trap. 
Most cities to-day require a separate trap 
for each fixture, which we believe the 
proper method. 

Defect No. 4.—One-quarter inch fall is 
the least fall allowed by any city that we 
know of. 

Defect No. 5.—All pipes should be so 
graded as to cut out the possibility of 
trapping. Remarks under No. 3 will ap- 
ply to No. 6. ; 

Without question the ordinance relat- 
ing to entering drum trap has been vio- 
sent us. All traps should be set within 
2 feet of the fixtures they serve. We are 
not familiar with the laws governing 
plumbing in Pasadena, but most cities 
prohibit the use of more than 6 feet of 
lead waste pipe, cast iron pipe being re- 


‘quired on runs of greater length. 


There are other points which to cur 
mind might be improved. In place of con- 
necting waste into the heel of B, as seen 
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When People 
Plan a Home 


you will find it to your advantage to 
show a line of 


Kinnear Radiators 


Made from sheet Steel, Brass, 
Bronze or Copper. Electrically fin- 
ished in great variety of styles to har- 
monize with room decorations. 


KINNEAR RADIATORS 


are very light in weight, of Guaranteed Durability and are 
adapted for use wherever steam or hot water heating is specified. 
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VACUUM STEAM HEATING SYSTEM 
MORGAN @ CO., CHICAGO. 


THE WILHELMI THE MODERN 
' -TWO BEST BOILERS 
The “Wilhelmi” is a high-grade copper. range boiler 
tested to 250 pounds and guaranteed to stand a working 
pressure of' 150 pounds. There can be no better boiler 
made. : 
The “Modern” is for use where the pressure does not 
exceed 100 pounds, as that is the guaranteed working pres- 
sure. It is tested to 200 pounds. 
BOTH BOILERS GUARANTEED NOT 
TO LEAK AND AGAINST COLLAPSE 
“ Very Attractive Discounts Furnished. 


FOR SALE ONLY BY JOBBERS OF PLUMBERS’ SUPPLIES 


HAYES MFG. CO., : : Paterson, N. J. 


ARE YOU HAVING TROUBLE WITH 
VALVES YOU HAVE BEEN USING? - 


IF SO, TRY THE 


CORSET 


They are made of A-1 metal. 

They are assembled by hand. 

They are thoroughly tested. 

We make a complete line of Globe and 
Angle Valves, all sizes in both Standard 
and Competition; also Horizontal and Ver- 
tical Check Valves, both sliding and 
stationary stem. 


Write Us for Prices, They! are Low. 


American Valve & Meter Co., 
Cincinnati, O. 


Thos. H- Hutofhinson, Selling Agent. 101 Beekman St., New York: 


: DIRECT FIRE SURFACE : 
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Large Combustion 
Chambers with Largest 
Available Direct Fire 

Surface 


FOR STEAM AND HOT WATER 


Capacities: 100 to 6,900 square feet 
Water Radiation; 180 to 4,200 square 
feet Steam Radiation. 


Most complete line made 
under one name in the 
United States. 


Are you among those who have 
found Macre Heaters profitable 


company? 


Supplemented by Large Flues and 
Deep Fire Pots, providing for a 
large body of fuel under slow 
combustion. 


The value of perfect combustion 
cannot be over estimated. 
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Florence Radiator Shields 


A panel of plate glass supported on neat adjustable 
brackets. Price Right. Protection the Best. 


Columbia Heating Co., 40 Dearborn St.., CHICAGO. 
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in Fig. 2, we would advise the entering 
of the trap independently. We do not 
consider it good practice to run a horizon- 
tal vent from side of trap, the swash of 
waste inside of trap being liable in a 
short time to close vent and make it use- 
less. 

While the Pasadena plumbing ordinance 


allows two fixtures to enter a drum trap, 
three have been entered, and the ordi- 
nance thereby violated. Even though two 
fixtures are al!owed on one trap by this 
ordinance, we believe that such a fixture 
as a sink should be separately trapped, 
and would consider the entrance of even 
two sinks iuto one trap poor practice. 
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Plumbing News from the Northwest, 
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HAS. HAHN, of Lewiston, Idaho, 
was the successful bidder on 
the plumbing and heating con- 
tract on the new $50,000 Weis- 
guleer block. It will be 60 x 
three story, steel frame and 
Contract price, $7,000. 


140 feet, 
fireproof. 


Thos. W. Potter, of the Indian school 
at Chemawa, Ore., has convinced the 
government officials of the advisability 
of extending the water and sewerage Ssys- 
tems at the school. 


North Yakima, Wash., will vote on $60,- 
000 in bonds for a new trunk sewer. As 
this will make the total municipal indebt- 
edness allowable, laterals will have to be 
constructed by the immediate payment 
plan. 


Gardner & Kendall, of Portland, Ore., 
were the successful bidders for the heat- 
ing and plumbing work on the First Na- 
tional Bank building at Baker City, Ore. 


Lambert & Reilly, of 107 Howard 
street, Spokane, Wash., have secured the 
contract for the Bacon Keats apartments 
at $4,200, in which they will place eighteen 
Latona Flushometer closets, eighteen K 
100 lavatories, eighteen C. T. enameled 
tubes, eighteen 20 x 30 inches R. R. 
enameled sinks with drain boards. They 
also have a $790 residence job for Mrs. 
Bickett, including two basins, five wash- 
down closets and two baths; the J. C. 
Holmes building with six sinks, two tubs, 
five closets, three basins, for $850; the 
Spokane Country Club for $637, into 
which they are installing four showers, 


three closets, four basins and a sink; the’ 


Boyle building, including eight sinks, two 
tubs, two slop sinks, four closets and a 
basin, and also about a dozen residences 
and a school building, aggregating about 
$4,000 more. 


Barton & Co., of 309 Columbia avenue, 
Olympia, Wash., are putting the finishing 
touches on G. C. Iseral’s new residence 
beside one for D. M. Paisley. They have 
also started work on the residence of Rob- 
ert Crockshank, and have all the jobbing 
work they can do and say that trade con- 
ditions are looking fine. 


The Southern Hotel Association has 
awarded the contract for the plumbing 
work on the postoffice building and the 
annex to the hotel building at Bakersfield, 
Cal., to C. H. Quincy. 


P. M. Andrews secured the plumbing 
and tinning contract on the 2-story block 
on Main street, Watsonville, which is 
being erected for the Chas. Ford Co. 


The George H. Fay Co., of San Fran- 
cisee, has leased part of the ballding 


erected last fall by the Pacific Coast Co. 
for Dunham, Carrigan & Hayden Co. The 
company are to carry a very large and 
heavy stock of plumbing fixtures, making 
it one of the largest plumbing supply 
houses on the Pacific coast. 


The T. H. Bellingham Plumbing and 
Heating Co., of 920 Commerce street, Ta- 
coma, Wash., have on hand a consider- 
able amount of work, among which they 
have a very large government job at the 
fort at Haines, Alaska, eighteen build- 
ings in all, composing two double bar- 


21st and Prospect for Mr. Branch, using 
4 siphon jet closets with Hethery valves, 
2 tubs, 4 bowls, set of 3 enameled wash 
trays, the Cole flats on Seventh and St. 
Helen’s avenues at $2,640, using 14 baths, 
14 siphon jet closets, with vinometer 
flushing valves, 14 bowls, slabs, sinks, 
etc. Also the toilet room of the Donnelly 
Hotel, held to be one of the finest toilet 
rooms north of San Francisco, using 8 
siphon jet closets, with Kerney flushome- 
ters, 5 bowls, 5 automatic tank urinals, 
room finished in marble and costing 
$2,300. The company are also working on 
four different residence jobs, averaging 
$300 each. 


Thompson & Borman, of 1154 South C 
street, Tacoma, Wash., at present have 
a $350 tenement house job calling for 3 
baths, 5 sinks, 3 boilers, etc., and a double 
house for Mrs. Walse, at South 17th and 
D streets, using 2 closets, baths, bowls, 
etc., besides several jobs of smaller cali- 
ber on hand, They recently completed a 
residence at 1322 South J street for Mr. 
Cozza, besides installing complete laundry 
fixtures in the Hentz laundry on South 
25th and Jefferson, the Miller residence 


A Commodious and Cosey Bathroom in the Residence of Mr. E. S. Earl, Los Angeles, Cal. 


oes 


racks, one administration building, four 
non-commissioned officers’ quarters, a 
guard house and ten dwellings and quar- 
ters for officers. They have recently 
started the work and hope to finish this 
year. The contract is for about $20,000 
and calls for 60 toilets, 60 wash bowls, 12 
needle showers, 32 baths and 28 slate 
stall urinals. The company have just 
finished a $22,000 job of plumbing and 
heating at Fort Lawton, Wash., using the 
return steam system, Century and Dur- 
ing boilers, Italian flue radiators, and 
3,000 feet of radiation in the heating con- 
tract. 


In this work plumbing and heating was 
installed in 2 company barracks, 1 band 
barracks, 2 non-commissioned officers’ 
quarters and 3 double house officers, resi- 
dences, using 20 baths, 8 showers, 48 ba- 
sins, 24 toilets and 20 urinals, all of Nel- 
son’s goods. They have recently finished 
a $1,600 railroad contract for a oarman’s 
rooms, using shower tub, 5 toilets, 5 uri- 
nals; a $780 resitence job, ¢orner of North 


at 1542 South E street, 4 cottages for Mr. 
Grant on South 10th and Pine streets, a 
residence on North 4th and F, F. B. Kale’s 
residence on North 40th and Mason street, 
Dr. Hill’s at 1113 North J street, a single 
house for Mr. Grant on North 24th and 
Union, Starley’s at East 31st and C, Mrs. 
Smith’s at North 48d and Huston, one for 
Warner on North 48d and Huston and 
Crawford on South 4th and J streets. 


The Wm. B. Coffee Plumbing Co., of 
1015 A street, have recently started work 
on the government job at the Payallup 
reservation on the new school buildings, 
dormitories, etc. They will put in 10 
needle baths, 20 closets, 4 urinals, and 
30 basins, besides doing the piping for 
the acetylene gas system, the work total- 
ing $4,500. A 4-story brick block for C. A. 
Darner, at the corner of 11th and Com- 
merce, using 11 fixtures, the residence 
for Lamborn on North 5th and S, Proc- 
tor & Farrell, architects, one for Fitz- 
monds on North 29th and C streets, one 
for Rhodes on North 7th & K streets, for 
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Monty, 21st & South Yakima, for Loretz, 
on South 7th and L, and one for Hersey 
on South L streets; all averaging between 
$500 and $600 apiece. They have recently 
closed contract for the U. S. Government 
court house at Juneau, Alaska—contract 
$5,000—in which there will be used only 
lead water pipe for pipes, 10 closets, 10 
basins, and 2 urinals, beside in the jail 
part will be placed a complete jail equip- 
ment, using 3 baths, 5 closets, and 2 
urinals. 
completed the State Capitol building at 
Olympia, Wash, a $7,500 contract calling 
for 17 closets, 34 basins, 3-4 stall, 1-3 stall] 
and 1-2 stall urinals, stalls of marble, 5 
slop sinks, 1 sink and 6 marble drinking 
fountains. : 


Mr. A. M. Goddard, 949 D street, Ta- 
coma, Wash., has just closed contract for 
the job on the Lincoln school addition, 
besides having on hand 6 residence jobs 
running from $150 to $300. He recently 
completed the work on the Pierce County 
Hospital building on Pacific avenue and 
38th street, in which he placed 8 stand- 


ard closets, 6 tubs, 9 Rorrel M. slop sinks, 


2 urinals, besides doing the plumbing in 
the operating room, which is conceded 
to be the most modern in the State. He 
used 3,500 pounds of 6-pound burnt lead 
lining and flooring for the room. Contract 
price of complete job was $3,500. 


H. L. Ingram, of 755 E street, has about 
half a dozen residences on hand averaging 
$200 each. He has finished in the neigh- 
borhood of 60 residence jobs in the last 
year. 


Mr. T. C. Harmer, boss plumber in 
charge of the plumbing department of 
Myers & Co., at 1021 and 1023, corner K 


and South 11th streets, although busy fig- 


uring plans took time to explain the var- 


Mr. Coffee has also recently — 


ious jobs on which the company were ~ 


working and which included 8 houses for 
L. S. Mills, separate fixtures for each, 3 
sets of standard fixtures in 3 dwellings 
for Berry & Spaulding, one for Mr. Shef- 
field, and altogether a total of 15 resi- 
dence jobs in various parts of the city, 
besides having completed 7 in the last 
thirty days. 


Geo. W. Clark, 917 Tacoma avenue, Ta- 
coma, Wash., is working on a double 
house at 1126 and 1128 South EH street, 3 
residences for Wm. Evans, also 1 for P. 
J. Fransioli on North 9th and Yakima, 
using 2 baths, 1 boiler, trays, sinks, ete., 
to cost $525; including the above he has 
7 residences averaging about $250 apiece. 


He has great faith in the outlook for a 


good summer’s work, besides his faith in 
the publication called THE PLUMBERS’ 
TRADE JOURNAL. : 


ee 


LUXURY IN CALIFORNIA 
BATH ROOMS. 


Plumbing in the far West is in in- 
stances as modern and up-to-date as in 
our higher cultured and effete East. There 
are people in the State of California who 
believe that a modern bath room is 4 
thing of luxury. This is evidenced from 
the photograph we present on this page 
of a bath room in the residence of Mr. E. 
S. Earl, at Los Angeles, Cal. It is cer- 


tainly a cozy little place wherein most — 


any one could find it a delight to remem- 
ber that “cleanliness Is next to godliness.” 
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TWO EXTREMES 


"Tis said that the lace makers of Normandy 
in severe weather gather at night in closed 
Hot Water or Steam cow Sheds and work with their feet in straw, 
depending for limited comfort on the exhala- 
tion or radiation of Warmth from the animals. 


‘“‘Made to Heat and do it’’ 


All that is new and best in 
Heater construction is in 
the ‘‘RAPID.’’ 


The other extreme of means 
for livi: g comfvurt is well de- 
scribed in our booklet, ‘Ideal 
Heating,” just issned. Copies 
are promptly mailed on re- 
ceipt of request. 


HEATER designed years ago, leaving out all the 
®, good things that practice and experience have 
developed since, certainly can not appeal to the 
up-to-date heating engineer who wishes to git : his 
customer the best to be had. 
That’s why “RAPID” heaters are giving universal 
satisfaction wherever installed. 


IDEAL Boilers 
IDEAL Tank Heaters 
AMERICAN Radiators 


Ideal Sectional Boiler for Wate" 


In your next job install a “RAPID” 
It will please you and your customer AMERICAN RADIATOR (COMPANY 


. e e 99.91 5S he Nae IC AG 
Prices right—Heaters right— Why Not? 282-284 MICHIGAN AVENUE CHICAGO 
New Yorks: 42-44 E. Twentieth Street. MINNB,pPouts: 204 Fourth Street, South. 
Burraco: 206 Mutual Life Building. Denver: 831 |} ifteenth street, 
- e PHILADELPHIA: 622 Arch Street. A Sr. Louts: 2u7-2)9 N. Tenth Street. 
RAPI D H EATER CoO e9 Limited WASHINGTON: 1201 G Street, N, W. Cincinnati: 336 W. Fourth Street, 

G ¢ : Boston: 44 Oliver Street. PITTSBURG: 926 Farmers’ Bank Bldg. 
rand Rapids, Mich. MILWAUEEE: 126 Sycamore Street. OmaHa: 417 South 15th Street. 


Thomson’s 
Sete 
Smoke 

Machine 


SAID AN ENGINEER 


“Yes, they did not know about valves at the time the plant was putin, but theyedo 
now. lam replacing all valves with the genuineaJenkins Bros.’ 


BENJAMIN FRANKLIN SAID 
“Experience keeps a dear school. Remember this: they that will not be counseled 
cannot be helped.” 
Start your plant withwJenkins Bros. Valves and avoid trouble. 


JENKINS BROS., New York, Boston, PHILADELPHIA, CH1CcAGo, LONDON. 


for testing plumbing 


Every honest 
plumber needs one 


i i : i it Circul 
Will Please Mention Welte for circular 


| 
is J Iwh 
Subscribers pig metsore UNV] oe 


Elmhurst, Pa. } 


Extra Heavy Rough Brass Unions 
Special Finished Brass Work to Order. 
Brass Castings for All Purposes. 


NOIMEIBRASS COMme ee necn no 


THE NATIONAL 
HOT WATER 
HEATER 


Suitable for large or small 
houses, stores, conserva- 
vatories, barber shops, 
hotels, etc. 


Tank Heaters 


and Tanks 


“BENEDICT-NICKEL’”’ 
Seamless Tubing 
Never wears brassy because white metal clear through 
Benedict & Burnham Mfg Co., Waterbury, Conn 
N.Y.253 Broadway. Boston $72 High St. a 


Heats water quickly. Cir- 
culation is positive. No 
joints inside to leak. 

Also, all kinds of coils and 
bends of iron, brass and 
copper pipe. 


The season for 
them is now. 


The time to 
write us is 


Manufactured by 


THE NATIONAL PIPE 


EiVA 
ANEIC 


BENDING CO. il ial 1 
: 3h ver ci Ch) Ee Muth ing ili KEWANEE BSILER COMPANY 
85 Lloyd St., New Ther Conn. aL i ilidhntihaithadthedlscl Seianreen | 
CHICAGO, SFr. LOUIS; 


167 E. Lake St. Chemical Bldg. 
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HE third annual dinner of the 

Plumbing and Steam Supply 

Bowling League of Greater 

New York was held on June 

4th at 7 P. M. at the Drug Club, No. 100 

William street, Manhattan. The houses 

represented and gentlemen present being 
as follows: 

H. P. Read Lead Works, by C. V. Driggs, 
WW. P. Thacker, A. Lotter, J. F. Mulhearn, J. 
J. Walsh, A. P. Thill, John F. Hirsch, Saml. 
Peck, H. A. James, L. P. Finnell, James Mc- 
Grath. 

F. N. Du Bois, by HE. BE. Haff, G. M. Faw- 
cett, R. M. Clenahan, S. Ketcham, V. P. Ketch- 
am, J. J. McGroarty. 

Arthur L. Perkins, by A. Fuller, 
Weller, R. E. Bell, R. W. Smith. 

Kenney Mfg. Co., by Geo. E. Robinson, John 
Newbold, A. G. Ivers. 

Metal Worker, by Mr. Frank Chew. 

Metropolitan Supply Co., by Mr. Frank E. 
Sweet. 

Colwell Lead Co., by B. O. Tilden, Oscar 
Knapp, Herman Nepe, John Bond, Frank Ta- 
tem, Chas. Englert, T. H. Morgan. 

John Simmons Co., by Howard Walton, 
Henry Maurer, Geo. W. Larson, A. Baerenk- 
lau, Walker Kerr, Chas. McClellan. 

John A. Murray, by Wm. Murray, C. G. Mc- 
Terney, R. J. Donaldson, W. J. Murray, Wm. 
Robinson, G. W. Tilton, Conrad Jeschke, Geo. 
Adler, W. B. Carter, John Murray. 

Ronalds & Johnson Co., Brooklyn, by W. C. 
Hallett, R. W. Steves, M. E. Conran, Chas. 
J. Boardman. 

THE PLUMBERS’ TRADE JOURNAL, by BE. E. 
Flynt, J. J. Slater, C. C. Riggs. W. R. Wat- 
ters, W. G. McCormick. 

Locke & Smith, by: Mr. Frank McTamney. 

Standard Sanitary Mfg. Co., by Mr. H. M. 
Bassett. 

Iron City Sanitary Mfg. Co., by Mr. T. H. 
Heyl. 

Clayton & Lambert, by Mr. Bowers. 

A. S. Julliard & Co., by Mr. HE. M. Ferm. 

There were also present Messrs. Rollin C. 
Wilson, Henry Stein, Wm. Waldenburg, of the 
Salesmen’s team, and Theo. W. McCall. 

Each course of a very inviting menu 
was accompanied by songs, whether or 
not appropriate, the favored ones so ably 
rendered by a grand chorus being ‘Down, 
down, down where the Wurzburger flows,’ 
“T am wearing my heart away for you,” 
and “All aboard for Dreamland.” These, 
in addition to about half the numbers in 
the songster, were sung early and often. 
It is a safe assertion that the able orches- 
tra provided by Van Baar earned its por- 
tion. 

About 9 o’clock, at which hour appe- 
tites were satisfied and drinketites as- 
suaged, the president and toastmaster, 
Mr. J. M. Heatherton, stated that at an 
executive session held earlier in the even- 
ing officers had been elected for the sea- 
son of 1904 and 1905 as follows: 

President, J. M. Heatherton. 

Vice-president, C. V. Driggs. 

. Secretary, H. W. Walton. 

Treasurer, G. W. Fawcett. 

Captain, Henry Maurer. 

The Board of Managers to serve for 
the corresponding term being Frank 
Chew, C. C. Riggs, G. A. Tilton, Frank 
E. Sweet and George Robinson. 

As each name was read it was a signal 
for a noisy demonstration, and by the 
time the list in full had been called, pan- 
demonium reigned. 

The chairman then reviewed the sea- 
son’s work on and off the alleys, and 
stated that the successvof the tournament 
as a fixture was assured, holding out the 
promise that the list of contesting teams 
for next year would be augmented, but 
not to so great an extent as to permit the 
tourney becoming unwieldy. The handi- 
cap system, quite a successful departure, 
more especially in tournament bowling, 
had met with the commendation of all 
_participants. He further stated that the 


Charles 


figures would be altered where circum- 
stances warranted it, so that each team, 
however weak or strong, would be on an 
equal footing. He also stated that it 
was very likely an arrangement would 
be entered into with the bowling repre- 
sentatives of Boston and that a trip simi- 
lar to the expedition from Philadelphia 
would be in order later on, which re- 
mark elicited great applause. 

The league’s first president, Mr. E. E. 
Hatf, was then introduced and his sug- 
gestion that all the teams meet the same 
evening, procuring, of course, alleys of 
suitable accommodation, after the plan in 
vogue in Philadelphia, was well received, 
and earned the thoughtful attention of 


aes 


BS C2 
rE OTRIKE! 
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shoulders of some other fellow, but as- 
sured us that he would leave no stone 
unturned in his attempt to live up to 
the brilliant reputation of his predeces- 
sor. After which he sat down and en- 
joyed his Irish cocktail. 

Mr. Bower, of the Clayton & Lambert 
Co., Detroit, apologized to the diners for 
his unpreparedness, stating that beyond 
short commercial speeches to the vari- 
ous buyers, he dared not go. His very 
interesting ten-minute address filled the 
bill properly, and belied the modest esti- 
mate of his oratorical powers. He show- 
ed his appreciation of the courtesies ex- 
tended and regretted that distance pre- 
cluded his entering a team. He stated 


BOWLING. 


Down the alley, off the alley; 
A miss, a strike, a spare. 
Thirteen hustling, bustling teams— 
Like John, we’re always there. 


Next fall look out for trouble! 


Just watch them practice up! 
Simmons has its work cut out 
To hold on to that cup. 


those present. The purpose of an ar- 
rangement of this character, he stated, 
being to bring the boys together much 
more frequently, and adding especial zest 
to the contests. Moreover, he stated, re- 


sults could be more readily determined, 


and a better general satisfaction ensue. 
Mr. Rollin C. Wilson next addressed 
the gathering, but not until a tribute to 
his popularity had been paid by a five- 
minute salutation. Mr. Wilson’s experi- 
ence and good judgment, together with 
his untiring efforts, have been greatly 


missed from the tourney during the sea-~ 


son just ended, but now that “Roll” has 
given up his girl, he promised a few even- 
ings a week with the bunch. Again, it is 
very likely that a team which he will 
captain will be one of the entries. 

Mr. Frank Chew was next introduced, 
and offered the league all kinds of ap- 
proval. He stated that he would have 
preferred the honor to rest on the 


that he would promise himself a visit or 
two to the games when in progress. The 
boys will see to it that his welcome is a 
fitting one. 

Mr. T. H. Heyl, of the Iron City Sani- 
tary Mfg. Co., of Pittsburg, was intro- 
duced, but as he had been down to 
Dreamland during the afternoon, and 
marveled so at its beauty of conception, 
saying “that’s fine’ so many times, that 
in consequence he suffered a strain in the 
vocal department—which permitted his 
addressing the league for a few minutes 
only. On some other occasion the league 
will be favored with one of his famous 
talks. 

Mr. E. M. Ferm cut loose at this junc- 
ture after the boys had applauded him 
in anticipation, for had they not been 
convulsed at the previous dinner with 
his dialect studies? Brother Ferm im- 
proved considerably on his prior effort, 
and held the floor indefinitely. He has 
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an original way of delivering his ma- 
terial, and brings out his story’s point ip 
an excruciatingly funny way. we was 
one of the most entertaining of the even- 
ing’s long array of talent. 

The chairman then called on Mr. B. 0. 
Tilden, of the Colwell Lead Co., who in 
a very witty little funnygraph told how 
valuable a pencil was at times. 

Mr. Geo. Robinson, of the Kenney Mtg. 
Co., held the floor for a few minutes with 
a promise of his hearty co-operation in 
the future. George is very enthusiastic 
regarding league affairs and on matters 
of moment his valuable advice is readily 
sought. 

Mr. George Larson, of the John Sim- 
mons Co., was introduced, and told how 
it was that St. Peter couldn’t very well 
keep him out, for were it not for his 
two scores of 76 and 120 one night when 
a more effective hitter of the pins was 
absent, the Jno. Simmons Co. team would 
have lost both games and thus have fallen 
down. George assured all hands that he 
was practically the winner of the second 
prize as above stated, and felt that the 
prize should be given to him. 

Mr. Walter Kerr offered a sore finger 
as an excuse for his not making a “talk,” 
but agreed to assist Mr. Frank Tatem in 
“Wearing his heart away.” 

The newly-elected secretary, Howard 
Walton, in his usual snappy way, felici- 
tated everybody and everything, and 
hoped for a continuance of such good 
luck and good management which the as- 
sociation had experienced to date. 

Mr. C. V. Driggs, last year’s chairman 
of the board, and who was specially re- 
sponsible for the fine time given the 
Philadelphians on their recent visit, had 
his usual neat little speech and sat down 
amidst great applause. 

After an address by Mr. G. W. Tilton 
and after Billy Robinson had finished 
“giving us another one,’ the chairman 


stated that the presentation of prizes was 


then in order. 

The Championship Trophy, solid silver 
cup, presented to the league by THE 
PLUMBERS’ TRADE JOURNAL, was won by 
the John Simmons Co. Mr. Howard 
Walton, in an appropriate speech, accepted 
the cup. Later it was filled with wine 
and passed among the diners. The John 
Simmons Co. also won second team prize 


of $22.50, to which Mr. Walton attached 


himself with his accustomed grace. 
THE PLUMBERS’ TRADE JOURNAL won 
first team prize of $25, which Mr. C. C. 


Riggs for his team in a witty little speech ~ 


returned to the treasury of the league. 


This team also won a $5 prize for high 


score of 985 pins. é 


Ashcroft Mfg. Co. and Metal Worker 
were tied for third and fourth team — 


prizes, and by agreement divided the 


total cash, each team being entitled to — 


$18.50. Mr. Chew presented his team’s 
portion to the league to buy the Metal 
Worker prize for next year. 


A handsome pearl penknife, presented - 


by Mr. E. T. Heyl for highest individual — 
score of team captains, was won by a 


Mr. Cramer, of Ashcroft Mfg. Co., with a 


score of 210 pins. 


Mr. Fuller, of A. Perkins, in a humor — 
ous “get off” accepted on behalf of his © 
Mr. Fuller 
was soon after called upon to accept — 
order for bowling ball and bag for aver-— 
age nearest to 150 pins, his being 148 9-10. — 


team fifth team prize of $15. 


f 


This prize was donated by Mr. Thos. — 
Hutchinson, manager of the New xork ~ 


@ 
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PLUMBING and HOUSE DRAINAGE 
If You Don't, 
WhyDon’t You? 


A text book onthe practice of plumbing,with supple- 
Drop a postal and get our Catalog and Disc Sheet 


mentary chaptets on house drainage and ventilation, 
with three hundted and eighty illustrations. 
By William Paton Buchan. 

SENT POSTPAID UPON RECEIRT OF PRICE, $1.75 


The Plumbers’ Trade Journal, —61 Beekman St., NEw YORK. 


THE STEAM AND GAS FITTERS’ PRICE BOOK 


Is designed to meet a long felt want of an office price book. 
Experience in this line of business has shown that much valuable 
time has been lost owing to the lack of a complete and compact 
book of prices. Bound in leather. ~ 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE, $5.00. 


The Plumbers’ Trade Journal 61 Beekman St., New York. 


: E are in a position to quote you 
Used prices that will surprise you ; not 
only that, our facilities are the best for 


filling orders promptly. Why not pay 


more attention to the Plumbing and 


F PNEUMATIC TANKS We ; : P 
KS Steam business and increase the profits? 


offer a system of We are in a position to help you 


private water works 
which is being success- 
fully installed by 
plumbers from Maine 
to California. Coun- 
try homes, firms and 
asylums, no matter 
how far from water 
mains, can now be 
equipped with plumb- 
ing fixtures. 


make both ends meet. When you have 
about two minutes’ time write for price 


on this combination. 


This system is patented, and is manufactured only by us. Send 
for catalogue and letters from plumbers who have increased their busi- 
ness through the aid of the Kewanee Tank. To secure trade dis- 
counts mention this paper. 


Kewanee Pneumatic Water Supply Co. 
2 HEWANEE, ILL. 
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Money Saved 


vow 
Is it worth while to save ten 


cents on a valve when you know 


you will be lucky if you don’t have Keep your eye on the ‘‘ad.” It isa perpetual change. 


OX 


a dellar’s worth of trouble with it? 
vo 


aX 


Send usa sample order for steam 
brass goods—if you want 


Sanitary Specialty Mfg: Co. 


to dodge trouble. 
H. Verbeek, President and Manager 
KINSEY & EAL ES CO., Milwaukee Avenueand Clinton Street, near Lake Street 
PEORIA, * ° ILL. 
% a CHICAGO, ILL. 
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New York ana 


oflice of the Cahill Iron Works of Chatta- 
nooga. 

Mr. McTamney, on behalf of Locke & 
Smith, received sixth team prize of $12. 
Frank also won high individual prize 
of $3 for rolling phenomenal score of 
252 pins—this, according to the chair- 
man, being accomplished one night when 
Mac was undergoing a series of convul- 
sions. Frank also acted as recipient pro 
tepore of umbrella presented by Kenny 
Mfg. Co. for average nearest to 120, be- 
ing won by his team mate Mr. W. E. Law- 
ton, who was not on the job. 

F. N. Du Bois Company finished in 
seventh position, for which they won a 
$10 prize, ably responded to by Mr. Faw- 
cett. Rather a coincidence their having 
won seventh prize three times in succes- 
sion. Now that the charm is broken 
look out for them. Mr. Hoff has a fine 
place in the show room for silver trophy 
next year he says. 

Ronalds & Johnson Co., Brooklyn, 
through Mr. Steeves, received eighth team 
prize of $8—another coincidence—eighth 
prize and $8 reminds one of the old lady 
selling oranges at 8 cents per each—cus- 
tomer wanted eight. Her calculation was 
8 x 8 = 88; take the lot for seventy-five 
cents. 

Henry Maurer, of John Simmons Co., 
for averaging 177, will receive from Am- 
erican Porcelain Company, through Mr. 
Waldenburg, of New York City, prize to 
the value of fifteen dollars. C. C. Riggs, 
of THE PLUMBERS’ TRADE JOURNAL, for 
average of 176 will receive from same 
company prize to the value of $10. E. E. 
Flynt. of THE PLUMBERS’ TRADE JOURNAL, 
received a $5 prize for his average of 172 
pins. 

James T. Deasy, of the Metal Worker, 
for an average of 166 and a decimal re- 
ceived a $3 prize. The chairman, J. M. 
Heatherton, presented himself in a thor- 
oughly impersonal way with a $2 bill for 
averaging 163 pins. 

A prize to the value of $20, donated 
by the Metal Worker for greatest im- 
provement last half over first half of 
series, was won by Mr. W. R. Watters, 
of THE PLUMBERS’ TRADE JOURNAL. 

For rolling exceptional average of 11314 
Mr. W. Gallagher, of Locke & Smith, was 
presented through his team mate, Mr. 
McTamney, with a box of choice Havana 
de Grasshopper Hoboken Astonishers, 
donated by Mr. Rollin C. Wilson, of the 
Trenton Brass & Machine Go. 

Mr. E J. Zimmerson. of Metal Worker, 
for rolling an average of 16314, was pre- 
sented with a very beautiful punch bowl, 
donated by Thos. Maddock’s Son Co., of 
Trenton, for average nearest to 165. This 
was one of the handsomest prizes of the 
evening. 

Mr. V. P. Ketcham, of F. N. Du Bois, 

for having greatest percentage of spares 
was presented by The Trenton Potteries 
Co. with a handsome pedestal and jardi- 
niere, another costly and most desirable 
prize. 
‘The members of the team of the Kenny 
Mfg. Co., for having a somewhat modest 
average score, were presented with com- 
plimentary dinner tickets by Mr. J. M. 
Heatherton. 

Mr. C. V. Driggs, of H. P. Read Lead 
Works, for showing greatest improvement 
among the team captains, last half. of 


Vicinity—Continued from Preceding Page 


series as against first, was presented 
with a swell silk umbrella, donation of 
Mr. Howard Walton, of Jno. Simmons 
Co. 

Mr. August Keim, of Kenny Mfg. Co., 
through his team captain, Mr. Geo. Rob- 
inson, will be presented with a box of 
cigars for rolling 69 pins on January 


14th, 1904. Through the sad death of his | 


son on Friday, Mr. Keim was not in a 
position to attend. The sympathy of the 
members of the bowling league is respect- 
fully tendered. 


The prizes properly disposed of, the 


chairman closed the ceremonies with a 
fitting address, following which the gath- 
ering sang “Auld Lang Syne,” and thus 
closed the third and most successful func- 
tion held by the bowling league. For 
enthusiasm, wit, humor, and good feeling, 
it stands out prominently in comparison 
with other affairs of similar character. 
There have been a number of applica- 
tions from other teams desiring to enter 
the ensuing season and from that and 
the fact that all teams in during season 
recently so successfully ended another 
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with a look, and folding his arms across 
his chest for all the world like Ajax de- 
fying the lightning, dared McGuken the 
Goat to make good his threat. Brother 
Crowley was the cynosure of thousands 
of admiring eyes, and had it been nearer 
election time could have been sure of 
nomination for Vice-President at least. 
Blink-eyed Billy looked for a hole in 
which to hide, being blinded by this dis- 
play of courage and conviction, so un- 
usual, ‘and failing to find it, in an half- 
hearted way led his quarry to the station 
house, amid the gibes and ¢ursings of 
the great unwashed’ following on’ behind. 
Friday, June 17th, will be the occasion for 
a burst of oratory on Mr. Crowley’s part, 
which undoubtedly will bring about the 
undoing of Mr. Copper Beatem. 


The wizard of Court street, Felix 
Larkin, located at No. 300, down stairs, 
is as happy an example of plumbing 
philosophy as is to be found in the greater 
city. When not busy trying to get good 
men to attend to his amazing jobbing 
trade, Felix may be seen with his 
weather eye open looking at the belles 
that ring in on this neighborhood from 
every quarter. The reason for this in- 
flux of charm and beauty, and believe 
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year of enthusiastic bowling among the 
supply trades of Greater New York is 
assured. 


At last the worm has turned. For 
generation after generation Brooklyn cit- 
izenship, standing in awe of him with 
the locust stick and brass buttons, has 
gone-way back and sat down upon invita- 
tion, not daring to wait for the second re- 
quest» Thoroughly imbued with the spirit 
of the day, Thomas A. Crowley, accom- 
panied by his two children, of whom he is 
justly proud, wandered to the Park, and 
strove to secure a point of vantage about 
opposite the water works tower. The 
chosen spot was inviting, and safely en- 
sconced therein, Tom divested one arm 
of its burden, raised one of the babies 
to his shoulder to better view the veter- 
ans of many inspiring engagements, 
whereupon he was rudely awakened from 
a reverie in which was pictured the 
flashing of arms, bursting of cannon and 
beating of drums, and told to “gwan and 
chase yourself or I’ll pull yez in” truly a 
descent from the sublime to the ridicu- 
lous. Brother Crowley, through whose 
veins courses the blood of Gaelic kings, 
withered the plebeian minion of the law 


me, there is no other, is our attractive 
bachelor friend. He has had many a 
narrow escape, but rumor now has _ it 
that early in the autumn a sequence to 
a last summer Saratoga Hotel spark is 
to burst into flame. While Felix’s head- 
quarters are not embellished with a show 
of pretty bath rooms, lavatories, etc., it 


is certain that no shop in this locality 


can boast of more jobs attended to at 
the end of each week. 


Herman C. Fritzen and his major 
domo, Harry, are to be seen every day in 
their busy place on Union street, near 
Columbia. Herman—Mike for short— 
can you figure it? is one of the “very 
best,” and when not engaged in landing 
juicy jobs, can give one more entertain- 
ment in a given time than any man in 
the trade. A natural humorist; and 
many are the stunts that went through 
under his careful guidance. A general 
stable accommodated a number of horses 
in this neighborhood, taking care of 
Mike’s Arabian charger “Jeffries” and a 
plug called “Tobacco,” property of a 
grouchy Irishman named Svenson. On 
one occasion some of the boys made use 
of “Tobacco” for a hurry call, news of 


at 


_ retary” ‘and treasurer; 
- Durie, Jr., W. Wilcox, H. Salzman, J. is : 2) 
Hogan, J. Sweeney and O. Ozab. - 


which reached Svenson’s ears, much to 
his chagrin, and the brush were laid out 
roundly by our irate acquaintance every 
day for a month. This tiresome tirade 
soon became monotonous. Svenson was 
awakened one night about 2 A. M. by vio- 
lent ringing of his door bell and rushing 
into his pajamas stumbled across his 
good horse sound asleep in the second 
hallway. Several warrants were issued 
on account of this trifle, but, needless to 
say, were never served. It seems.that a 
rubber boot on each hoof deadened the 
sound, and by a little coaxing, the horse 
apparently entering into the joke, it was 
an easy matter to anchor him under the 
gas jet in the hall. One week later 
Svenson pulled his freight and staked 
out a claim in another section—for 
which no flags hung at half mast. ~ 
Bon jour, Monsieur—pardon, I should 
say, good morning, Sir. This greeting 
usually meets one entering that attract- 
ive shop. bearing the charmed name, 
“Eugene A. Lambert,” of De Kalb and 
Carlton avenues. Associated with Mr, 
Lambert, is his father, a retired French 
gentleman, and while his speech is equal- 
ly fluent in English, it lends rather to 
the mother tongue. Not so many years 
ago our prosperous young friend started 
in this section, and to-day owns what 
promises to be one of the prettiest show © 
rooms in the city. His store has a 
breadth of 20 feet front and a depth of 
some 40 feet, and as soon as completed 
is sure to be a hummer. Eugene is very — 
thorough, and his undertakings are com- 
plete as to detail when the curtain runs 
up. “All work and no play makes Jack 
a dull boy.” Understanding the old quo- 
tation, Eugene gives himself a respite 
every now and then for a day or so, but 
waits until the picnic usually held at 
Donnelly’s Grove before exhibiting his 
prowess as a runner. Last year he was 
not satisfied until he had won three times 
in regular events, and secured a prize 
for three-legged race. Eugene purchased — 
about a year ago an extremely well-built — 
three-story~ brick building, including 
store, which stands in juxtaposition with 
one on corner. 


ANNUAL OUTING OF 


THE BRONX PLUMBERS. 


The annual outing and games of the 


Master Plumbers’ Association of the 
Bronx Borough, N. Y., will be held at 
Lohbauer’s Bay View Hotel, Westchester, 
on Saturday, August 27th. The com- 
mittee of arrangements is composed of — 
J. P. Muelier,» chairman; F, Weber, sec: 
J. McManus, Daa 


The cars will leave headquarters, at 
719 Tremont avenue, at 8.30 a. m.' sharp. 
a 
A MEMORY OF LAST YEAR'S” 
TRENTON OUTING. . 


The photograph we present on this page 
is another one taken of the Trenton, N. J., 
Master Plumbers’ Association while en- — 


joying themselves at an outing last sum- 
mer. The outing was duly described in 
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time and a photograph- presented. "This 


picture is another one of the same crowd — 


‘ah 


and we present it to show some of the ~ 


good old familiar faces. It was a ‘ol 


crowd that sat down to the dinner tables, — 


as will be seen. 
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“Made by the 
INTERNATIONAL HEATER Co” 


That means 


The best material 
purchasable. 


The highest grade 
of workmanship. 


The largest variety 
of 
Heating 


Apparatus. 


Every Steam-Fitter and Plumber 
should have his name on our 
Mailing List. 


Utica, N. Y. 


BOSTON: 
Cor. Spruce and Sth. Sts. Chelsea 


NEW YORK: 
237 Water St. 


CHICAGO: 
48 Dearborn St. 


DENUER: 
1207 Wazee 


MINNEAPOLIS: 225 Third St., South, 


THE BURLEY BOILER 
For Steam or Hot Water 


by 
Test 
Capacities 
for 
Steam 
2755 to 


4,200 ft, 


Steam Fitters take no risk in installing the Burley Boiler. The Ratings, Efficiency and 
Mechanical Construction are fully guaranteed by the Manufacturers. 
Write for Cata!ogue and Special low price for Sample Boiler. 


BURLEY HEATER CO. 


Tyrone, Pa. 
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Water hammer and splashing are two annoyances of 
a high-pressure water service that your customers will 
willingly pay you to prevent. 

The Mueller Pressure Regulator will easily make it 
possible for you to relieve your customers of these annoy- 
ances. It can be set to keep high pressure out of the 
house and yet give all the force necessary for the ideal 
service. 

Mueller Pressure Regulators for domestic use are made in two 
patterns, the regular and low reducing. The former will regulate to a 
medium low pressure only, and the latter will regulate to as low as 
zero if desired. The regulator here illustrated is the regular pattern. 

We also make fuller, compression and ground key work for plumb- 
ers’ use. 

All parts are carefully inspected and each regulator is given a hy- 


draulic test as near like actual service use as possible, and is wncon- 
ditionally guaranteed. 


Mueller Regulators are on exhibition and in operation 
in the Palace of Manufactures, World’s Fair 


H. MUELLER MFC. CO.., Decatur, Ill., U.S.A. 


Ea Whole Man in’ one'thing at a time, 


BE A WHOLE MAN! 
would be a good motto for those who de- 


SSSSSISSSISSS 
i sire to be strong in anything, the secret of 


achievement is the power to focus the thought, a 
wandering mind will never accomplish anything: 

If its your purpose to make any change for the 
better try the goods that serve you best; use 
CLEAN SWEEP TRAPS and FULLER WORK 
and watch results; they make good, and you and 
your clients are benefitted thereof, the traps are 
pre-emivently the best all-around fixture in use, 
and are sold in foreign countries as well as in the 
United States. The Fuller Work in operation 
makes no noise; your jobber stands ready to 
serve you if you ask him, 


DETROIT SANITARY SUPPLY CoO., 


Sole Manufacturers, DETROIT, MICH. 
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; Tennessee State Association at Chattanooga 
Sperm cb vt Patan ag meal) fie ot meal floc apna tonal firs 13 


HE third annual convention of 
the Tennessee State Association 
of Master Plumbers was called 
to order in the Knights of Co- 
lumbus hall at Chattanooga on 

May 28. After the minutes of the last 
meeting had been read and approved the 
statement of the treasurer was submitted 
‘and the books examined. The financial 
affairs of the association were found to 
be in a most satisfactory shape, the treas- 
urer’s statement demonstrating the asso- 
ciation to be in a more flourishing con- 
dition financially than ever before. 

The election of officers for the next 
year being in order, the following were 
chosen: 

President—R. O. Carlin, Chattanooga. 

Vice-President—J. A. Ahler, Knoxville. 

Secretary-Treasurer—Fred Fox, Jr., 
, Chattanooga. 

Executive Committee—W. B. Kennedy, 
Nashville; E. L. Deering, Knoxville; Gust. 
A. Wood, Chattanooga; Retiring Secre- 
tary Haynes, Memphis; G. C. Anderson, 
Jackson. 

Delegates to the next national conven- 
tion, which will be held at St. Louis, Sep- 


R. O. Carlin, President of Tennessee Association 


tember 6, 7, and 8, were chosen as fol- 
lows: W. V. Kennedy, of Nashville; J. 
A. Abler, of Knoxville, and R. O. Carlin, 
of Chattanooga. They were instructed to 
vote for Fred Fox for State Vice-Presi- 
dent. 

In selecting the place of meeting for 
the next regular session to, be held some 
time in May of next year, it was called 
to the attention of the members of the 
association that Knoxville stood next in 
line for this honor, Nashville having had 
the first meeting Memphis the second and 
Chattanooga the present or third one. 
The suggestion was adopted, and Knox- 
ville was selected for the next session. 
The convention then adjourned sine die. 

The meeting of the State Association 
was a most satisfactory one. 

After luncheon, members of the asso- 
ciation visited Lookout Mountain in a 
body, devoting the entire afternoon to the 
trip, and dining in the everting at the 
Inn. After dinner, Chattanooga and the 
street festival were again visited. 

' The program for the next day included 


a visit to the festival grounds, after 
which the members rode in tallyhos to 


J. A. Ahler, of Knoxville, Tenn. 


Orchard Knob, Missionary Ridge and 
Chickamauga Park. Refreshments were 
served at the Park. 

— 4 
CONNECTICUT STATE ASSO- 
CIATION WILL MEET ON 
JUNE 22 

State Master Plumbers’ Asso- 

ciation, there has been a‘ con- 
siderable delay in making arrangements 
for the regular annual meeting of the 
association. Mr. Mahl being able to be at 
business again, a meeting of the execu- 
tive board was held last week and the 
invitation of the Hartford Association of 
Master Plumbers to hold the convention 
in that city was accepted, and the date 
set for Wednesday, June 22. 

The Hartford local association held a 
meeting, at which plans for the conven- 
tion and the entertainment of the guests 
were discussed.” AS Hartford has ac- 
quired an enviable reputation as a host, 


it is needless to say that every effort 
will be made to sustain that reputation. 


WING to the severe and _ pro- 
longed illness of President. Kd- 
ward Mahl of the Connecticut 


J. C. Knoedler, Secretary of Chattanooga M.P.A. 


It has been decided to hold the meeting 
in Phalanx Hall, convening at 10 A. M. 


WwW 


for the transaction of routine and other 
business, and, at the adjournment, to 
change the base of operations to the Hotel 
Hartford, where a banquet will be served. 
Invitations have been extended to the of- 
ficers of the national association, and it 
is expected that one or more will attend 
and address the meeting. The mayor and 
several of the city officers and the Board 
of Health will also be guests, and, ow- 
ing to Hartford being easy of access 
from all parts of the State, it is expected 
that there will be a record-breaking at- 
tendance at this annual convertion. 


Camden, N. J., Master Plumbers Hold Their Initial Outihg 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


At the meeting of the local association 
a committee of nine was appointed to 
take entire charge of the arrangements, 
being empowered to appoint sub-commit- 
tees, such as the reception, entertain- 
ment, banquet committees, etc. This com- 
mittee will hold a meeting on Monday 
evening next, and the work of preparation 
will be put under way immediately. The 
above mentioned general committee con- 
sists of: T. L. Dowling, T. E. Oakes, F. 
BH. Ellison, W. A. Murray, J. L. Purcell, 
D. M. Sawyer, R. M. Starbuck, James 
Murphy and Bernard Lyon. 


HEN the Master Plumbers’ 
Association of Camden, N. 
J., entertains its members 
and friends, they do so with 
such success that those for- 

tunate to be present never forget the 

occasion. The perfect and complet ar- 
rangements that characterize former ban- 
quets, entertainments and conventions, 
also applies to that of the first annual 
outing held at Jackson’s Hotel, Westville, 


carded to pitch for the fats, but! owing 
to the severe test in the ten mile run, he 
was declared out of» condition fo per- 
form in the box and therefore umpired 


the game, not having an objection to any — 


of his decisions. 

George Leathwhite finally consented to 
perform for the fats and after striking 
out the first twelve men that faced him 
in four innings, he retired in favor of 


Cliff Cramer. 


Photograph of the Camden, N. J., Master Plumbers at Their Initial Outing, Saturday, June 4 


N. J., Saturday afternoon, June 4. Thirty 
out of a possible membership of thirty- 
five met at Geo, Leathwhite’s, the father 
and originator of the association, at 820 
Broadway, promptly at two o’clock. A 
specially- chartered sight-seeing automo- 
bile coach conveyed the members and 
their guests to the outing grounds. While 
the announcement of the outing was made 
but a week prior to the date, still a 
large gathering of people lined the street 
and cheered as the enormous coach with 
its excursionists wheeled through Broad- 
way. 

A unique and original program of 
sports were prepared, the most interest- 
ing being a creeping race. Those quali- 
fying for the final were G. F. Hammond, 
Cliff Cramer and Harry Johannes. The 
result was close, the judges finally award- 
ing the decision to Harry Johannes by 
a knee, Cliff Cramer winning second prize 
from G. T. Hammond by a nose. At the 
conclusion of the field sports, the ball 
game was called. This was a contest for 
one hundred dollars a side between the 
leans and the fats, Mr. Johannes was 


seventh inning with the score nothing to 
nothing, Frank Walker of the leans 
knocked the ball into the creek, making 
a home run and thus ending the game 
for the leans. 

The best exhibition of fielding was per- 
formed by Simpson and Hepperd of the 
fats; they also excelled at the bat. From 
the ball field the members assembled to 
have a group photo taken, a cut of which 
is reproduced in this page. To wind up 
the day’s sport, an excellent plank shad 
dinner was prepared and served at the ho- 
tel, where everybody in neat and witty 


speeches declared this the occasion of a— 


lifetime and never to be blotted from 
their memory. The success of this the 
first outing so encouraged the committee 
that they declared it will become an an- 
nual occasion. 

The following composed the Arrange- 
ment Committee and are to be compli- 
mented upon the able manner in which 
they cared for the members and friends. 

Geo. Leathwhite, chairman; Harry Jo- 


hannes, R. McIntosh, Ed; Connor and lL. 


C, Simpson. 


In the last half of the 


: 
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MUELLER COMPRESSION WORK VALVES 


SPECIAL CRADE SILL COCK 


HOT WATER RADIATOR VALVES 
STEAM RADIATOR VALVES 
BRASS GATE VALVES 

UNION ELBOWS w w w 


ee 


N the above line we are able 
to quote close prices and 
give prompt delivery. 
All our goods are thoroughly 
tested and warranted 


Three-fourths actual size of 1-2 inch cock 


Most manufacturers produce a sill cock with one body od ope a 

for all sizes of opening, regardless of the greater require- 
: = CORRESPOND 

ment of strength for the larger sized waterway. PR CR AS OUICELES 


Each Mueller Sill Cock is made for a particular size 


of opening. Sizes of waterway which demand greater PEERLESS HEATER & VALVE CO 
; °9 


strength have the body designed accordingly. 


Mueller Sill Cocks are made according to the Mueller manufactur- ¥ Detroit Mich 
ing theory of making something better than existing styles, have an a 9 = 
individual quality called Mueller quality, bear the Mueller trade mark 
and are unconditionally guaranteed. 

Mueller Sill Cocks are made with bent or straight nose, with tee 
or wheel handle or loose key, rough finished or nickel-plated. The 
cock illustrated here is the bent nose, wheel-handle pattern. 

We a'so make fuller and ground key work for plumbers’ use. 

All parts are carefully inspected and each stop is given a hy- 
draulic test which is as near like actual service use as possible. 


Gem 
Heaters 


Gonservatively rated 


Mueller Compression Cocks are on exhibit 
in the Palace of Manufactures, Werld’s Fair. 


H. MUELLER MFC. CO., Decatur, Ill,U.S A. 


w Wilks TOTAL ECLIPSE 


Most Economical 
Sold to the trade only 


Hot Water Heater : HYDRANTS 
AND Say || and STREET 
Steel Storage Tanks 23 || WASHERS 


Superior to 
any other 
We make all 
styles of ““Mc- 
Namara’’ pat- 
Best in use. tern Hydrants. 
Allour goods 
All Steel strictly first- 


No Coils. 


ALSO MANUFACTURES 


+ Cast Iron Soil Pipe & Fittings 


Superior quality, thoroughly sound, uniform 
in thickness, smooth surface inside and out- 
side. Can be cut without splitting. 


ABENDROTH BROS., 


109 @111 BeeKmam St. ) Port Chester 
NEW YORK \‘ NEW YORK 


No Flues. 


No Cast Iron 
Sections. 


Send for 
our new 
catalogue 


Carried instock 
by all Jobbers. 
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COMPRESSION SELF CLOSING 
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try and trade there is still another evil 
often lost sight of in contemplation of 
the greater one! That evil is the lack of 


ambition to excel developed in the work- | 
man, a natural result of his being part - 


of a practical monopoly whose commod- 
ity is labor and whose policy is to keep 
the supply below rather than equal to 
the demand. With no competition, with 
the very ordinary grade workman as 
sure of employment as the highly skill- 
ed one and at the same wage, with no am- 
bitious youngsters seeking preferment on 
the theory of the survival of the fittest, 
practically their own masters in every- 
thing, it is but an evidence of human 
nature on their part to take advantage 
of the existing conditions, to consult their 
comfort and convenience first and the 
needs of the trade afterward. The ma- 
jority of men do not work hard, do not 
strive for the mastery over their fel- 
lows nor study the bewildering technical 
details that are part of mechanical ex- 
cellence unless there is some impelling 
force behind them! This force for want 
of a better term we will call “the neces- 
sity of holding up one’s end,’ a some- 
thing entirely lacking where the work at 
hand is controlled by a favored few 
and where there is no danger of their 
not retaining this control. The supply 
and its character is what they make it 
and will continue to make it! 


EN always adapt themselves to 
M circumstances and this is as true 
of plumbers as of any other 

class. As fast aS journeymen decrease 
available supply—this irrespective of its 
character—the master plumber adopts 
labor saving appliances and materials. 
Many a handsome appearing plumbing 
job to-day could be installed with half a 
dozen tools and without the making of a 


COMMENDABLE movement has 

been made in the city of Dresden 

>in the establishment of a school 
of technical education for locomotive en- 
gineers. Strangest of all from an Am- 
erican viewpoint the initiative in the 
matter was taken by the Locomotive 
Drivers’ Association of Saxony, which 
succeeded in interesting the members of 
the Dresden City Council in the scheme, 
as well as the directors and the admin- 
istration of the Royal State railroads. 
The school will be restricted to the reg- 
ularly enrolled apprentices now employ- 


single joint! What matters it to the 
workman since he is paid high wages for 
this nice clean work? What matters it 
to the master plumber since he saves a 


the young manhood of the country in 
limiting opportunities either to develop 
native talent or even to earn a livelihood 
except in the inorganized lines of indus- 


THE TENEMENT HOUSE COMMITTEE 


or 
i THE CHARITY ORGANIZATION SOCIETY 


or THE CITY OF NEW YORK 


Martnew © Fleming we J O'Brien 
Gaoree 8. Fowien 

f NEmpoNw GooosRO 
€. R. eiGouro 

Eansr J Leoecace 
Roescrt GricR Monanog 
Eowaro @ Whitney 


Pave 0. CRAVATH, CHAIRMAN 
Jacos A. Rus, 

JN. PHELPS GroKxes_ 
Tromas Srursis 
Myces TieRNey 
Acrreo T WHiTe 


WILLIAM H. BALOwIN Ja 
CHARLES S. Brown 
Roeear W of Forest 
Eowanp T Oavine 

Orro M Eiouirz 


ed in the Dresden car shops and the 
“subjects taught will be language, arith- 
metic, graphics and the mechanism of 
locomotives. 

The inevitable result will be the pro- 
duction of mechanics of the greatest pos- 
sible efficiency. The same policy pursued 
in other trade professions in Saxony or 
any other European state or nation will 
eventually put them in a position to dis- 
pute the conceded supremacy of our own 
artisans and mechanics. It is possibly a 
far-fetched fear, but when we are careless 
enough to permit in many trades an al- 
most total elimination of the apprentice 
and when we refuse to recognize or sup- 
port technical schools except as private 
institutions we had need beware of retro- 
gression! 


LAWRENCE VEILLER, SECRETARY 
No 106 EAST 220 STREET 
New YORK 


Mr. J. M. Heatherton, 


My dear Sir:- 


Sullivan, and want to 


PEAKING of the elimination of ap- 
prentices, a practice in vogue 
throughout the greater part of the 

United States, it occurs to us that aside 
from the great injustice perpetrated on 


I have read with great interest the article in your 


ry Yours sincerely, 


NEW YORK May 9th. 1904. 


. 


res _ Editor Plumbers Trade Journal, 


61 Beekman Street. 


issue of 


May lst entitjed "The Trough System of Waterclosets" by Mr. J. J. 
express my appréciation of the service that 
you have rendered toward the removal of the unsanitary school sinks 


in this city by the publication of this article, 


pe 


' ousies, no envyings. 
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lot of high-priced time with the cheap 
labor of the factory? It matters just 
this much, that the policies pursued by 
both employers and employees—neyer 
mind the excuse of “compulsion” or the 
plea of “necessity,” both of which are 
foreign to the truth we wish to portray! 
—if not altered will destroy our grand 
old trade and leave nought of its me- 
chanical features but a memory! True, 
there will always be jobs requiring skill- 
ed hands and clear heads, but in the 
majority of cases it will simply be “a 
Brown and Johnson bath room, plate 
6.017a with complete roughing as shown 
in 4.097a.” A little later on we can get 
“estimates from plans measured to scale 
for all piping and fixtures in Dr. Goods — 
residence” just as the carpenters do now! 


E won’t,say much more but for 
W fear of being considered as 
taking an _ overly pessimistic 
view of the matter when the truth is that 
in spite of our forebodings we have a 
sincere faith in the ability of our crafts- 
men to remedy all the evils existing or 
anticipated. We believe that between 
the policy of exaggerated self-protection 
so highly developed by the labor organi- 
zations of the trade and the policy of 
vacillation, of make-shift and of divided 
action pursued by the employers that a 
crisis has been reached demanding decis- 
ive action. That such action or legisla- 
tion leading to it will be enacted at the 
forthcoming convention seems not only 
possible but probable. The time has ar- 
rived for the trade to rehabilitate itself 
in more ways than one; to proclaim un- 
falteringly what constitutes the province 
of the plumber and to proclaim a faith 
in our ability to produce a type of me- 
chanic who will maintain the high stand- 
ard of brain and skill so long associated 
with the craft! Room was made for us 
and we should make room for others! 
Such action should be prompted not only 
from a sense of justice to our own and 
our brothers’ sons, but from a love of our 
trade that we desire to see perpetuated 
in its old place at the head of the me- 
chanical arts! oa t 


F 
HEN the members of any associa- 

W tion meet for the reading and 
discussion of technical papers 

they are, for the time being, fulfilling 
what should be the first object of their 
organization. At such times there should 
be no professional secrets, no ‘petty jeal- 
If one member tells. 
of obstacles that he has not been able to 
overcome, a dozen: other members should 
be on their feet ready to give him help- 
ful advice out of their own experience. 
One serious drawback to the development 
of the idea of presenting technical papers — 
on sanitary science before the plumbers’ 
conventions finds expression in a dislike, 
in fact, in some cases, in a positive re- 
fusal to divulge certain methods which 
are assumed to be known only to the 
one employing them. When it is consid- 
ered that such individuals are competing 
with a large number-of brother plumbers 
who are equally successful in the prac- 
tice of their calling, the amount of dam- 
age that would be done to their business 
interests by the publication of their par-_ 


‘ticular methods must, in general, be So 


slight as to be impossible of measure 
ment ; - 


Croan 
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HAVE A BOILER OF YOUR OWN 


One that you can tie up to and work for, and control all of its business in your town. 
One that will please your customers and make them recommend you to their friends and 
neighbors. You can get 


LLL The “RICHARDSON’”’ 


ge roy | sven i The Fasiest Boilerin the world to setup When its joints are made they stay tight. 

pan pom | lc has 92 per cent. Direct Fire Surfaccs. (25 per cent. is the common proportion). 

This is what makes its coal economy. 

Largest Steam Chamber and Isrge~t Water Leg of any boiler ever made. 

Result—Constant and steady supply of st:am and an absolutely steady water line. 
Capacity 2,400 to 4,900 sq. ft. Steam 
Capacity 3,800 to 7,800 <q. ft. Water 


RICHARDSON @ BOYNTON Co., 


84 Lake St., CHICAGO 232-234-236 Water St., NEW YORH 57 Portland St., BOSTON 


jE you want to see the best thing at the 
World’s Fair, St. Louis, look up the 


Ruud Instantaneous Automatic 
Water Heater 


MANUFACTURES’ BUILDING. 


Smith’s Little Giant 


and other styles of 


Hot, Water Attachments 


are the ONLY heaters of Guar- 
anteed Capacity THAT WILL 
FIT ANY FURNACE. 


This is the only Automatic Instantaneous Water 


WRITE FOR OUR CATALOG. ; 
Heater good enough to be exhibited at the Fair. 


We can help you to a Profitable Trade. 


CHARLES SMITH COMPANY, 
102 Lake St., - = “ CHICAGO. 


See our new heater—Iron Jacket pattern—‘‘it’s great.’’ 


Ruud Manufacturing Company, 


307 Wood St. PITTSBURG, PA. 


See that Whirlpool ff hee THE PERFECT TRAP 


Health Boards, Plumbing Inspectors, Architects 
Plumbers and Jobbers Should Investigate . . . 


A vertable WATER-SPOUT when in use 
MADE EITHER IN ALL BRASS OR LEAD, WITH BRASS INLET AND OUTLET 


The dome is made either of solid cast metal, or glass, and when of glass the dome is 
covered with N. P. stamped brass casting from bottom of dome to top of trap seal, thus 
making it possible to watch the scouring action and verify our claims, viz: that it will 
carry off everything that can pass through plug or strainer, including matches, coffee 
grounds, etc. Other anti-syphon traps have hidden partitions through which trap seals 
can leak into waste pipe, and sewer air leak into rooms in case of defect, without the 
knowledge of the occupants. The Positive has none. The result of years of 
experiment to produce a trap with the minimum of anti-syphon construction and the 
maximum of scouring action and freedom from secret partitions, and easy access to 
to clean. The triumph of the twentieth century in the art of plumbing. 


Send for our Illustrated Catalogue of 
HIGH GRADE PLUMBING SPECIALTIES 


THE OHIO BRASS AND IRON MFG. CO. 
Cleveland, O. 
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AS. P. CARROLL, the popular 
north end master plumber, 
and ex-president of the St. 
Louis Association, recently 
celebrated the twenty-fifth 
anniversay of his marriage. 

The residence at 1609 Hogan street was 
the scene of a general good time, lasting 
until early morning of “the day after.” 
In addition to the many master plumbers 
present the “Brick House Club” sent a 
strong delegation to enliven their fellow 
member’s celebration. This is the club 
from whose up-river camp come the won- 
derful photos of game and fish that have 
so often provoked argument among the 
plumbers. 


Anthony A. O’Halloran, for many years 
a city salesman for the N. O. Nelson Mfg. 
Co., has been appointed, by the circuit 
judges to fill the office of the recently de- 
ceased Justice of the Peace Griffin. Mr. 
O’Halloran is a graduate of the St. Louis 
Law School, having completed his course 
while with the N. O. Nelson Co. and 
graduating at the head of his class, a 
fact very flattering to the youthful judge. 
He is a modest, sensible and intelligent 
young man, who will reflect credit on his 
profession in the administration of his 
court. 


Wm. Daly, our Kirkwood, Mo., member, 
who was for several terms the mayor of 
that lively suburb, has married and is 
pleasantly domiciled in his new Kirkwood 
residence. Mr. Daly is doing a large bus- 
iness in and out of town. He has the 
plumbing and drainage of some two hun- 
dred residences being erected for the 
Pittsburg Plate Glass Co., at Valley Park. 


| Mr. Jerry Sheehan, and his convention 

arrangement committee are working 
faithfully on the task of preparing for 
the big September gathering. To vary the 
work with a little pleasure the commit- 
tee and association members generally 
spent last Sunday at Meramic Highlands. 
The ladies of the party were delighted 
with the possibilities of the place, as one 
of the outing points during the conven- 
tion period. Mr. Sheehan informed the 
ladies that they would be requested in 
the near future to organize an auxiliary 
committee for the purpose of caring for 
and entertaining the lady visitors to the 
convention, a suggestion that met with 
instant approval. 


The members having contracts on the 
World’s Fair grounds and in the Fair 
territory are breathing naturally once 
more since the completion of all their 
work is now only a matter of days. At 
this writing not over one hundred men 
are at work in the district as compared 
to some five hundred a month ago. Jour- 
neymen plumbers are more plentiful, but 
not glutting the labor market, since the 
great majority leave town as soon as laid 
off. Gas fitters are hard to get, and in 
many instances the gas fitters’ union is- 
sued permits allowing employers to get 
their work done with the least help avail- 
able. Quite a number of the workmen 


earned large salaries from overtime, in 
some instances as much as one hundred 
and twelve dollars a week, and those who 
have had the good sense to take care of 
their earnings have now snug little bank 
accounts, 


Our national secretary, J. C. Richard- 
son, visited the city recently and was en- 
tertained during his brief stay by Messrs. 
J. Sheehan, A. F. Fettig and John J. 
Fry. He expressed himself as pleased 
with local conditions. 


National President E. D. Hornbrook 
honored the local association with a visit 
on the 26th. He spent the forenoon in 
discussing convention matters with the 
arrangement committee and later in com- 
pany with Messrs. J. Sheehan, A. F. Fet- 
tig and John F. Reardon visited the Ham- 
ilton Hotel (convention headquarters) 
and took a brief trip through the World’s 
Fair grounds. The committee report 
royal treatment at the hands of Thos. F. 
Hanley, of the Hanley-Casey Co., who 
piloted them through his concessions, 
“Hale’s Fire Fighters” and “The Irish 
Village.” 


Plans are being prepared for a 12-story 
office building at 10th and Locust streets; 
for the completion of Battery “A” Ar- 
mory building and for a family hotel at 
Newstead and Olive street. The general 
disposition is, however, to pass up all 
building for the summer in expectation 
of lower cost prices prevailing after the 
Fair period closes. 


Recent contracts awarded local master 
plumbers are as follows: 

Chas. F. Starck Plumbing Co.—Three flat 
buildings for Kinsey Real DPstate Co., at 5230 
to 5236 Kensington avenue; four flat build- 
ings for the Willard Real Estate Co., at 4945 
to 57 Washington Boulevard; residence for C. 
O. Cunningham at 4202 Castleman avenue; 
flat building for Margaret B. Hay, at 5980 
North Market street; flat building for Clara 
Starck, at 4815 Labadie avenue. 


Jno. KF. Stuckenberg—Flat building at 2017 
Allen avenue for’ Chas. Suda; flat buildings, 
3506 and 8 Nebraska avenue for Ernest Hess. 

BH. McLundie & Co.—Flat for Jas. Dunlap 
at 3802 MeRee avenue; two residence build- 
ings in Parkland Place for the Parkland Place 
Realty Co.; a residence for Wm. Scown at 
3917 Castleman avenue; a flat building for 
Wm. Sayers at 5040 Morgan street; three flat 


- buildings for Annie Fleming at 5035 to 5119 


Ridge avenue. 

Jno. J. McCue—Thirty-eight single flat 
buildings and eight store and flat buildings 
on Bartmer avenue, between Hamilton and 
Hodiamont avenue, for Oscar W. Niehause and 
others. 

Wm. Burke—Is roughing a hotel building at 
Clara and Delmar avenues and _ installing 
plumbing and drainage in C. BH. Bayleys Au- 
tomobile plant, 3964-70 Olive street. 

E. C. C. Reisel—Has four flat buildings at 
8812 to 3827 Sullivan avenue for. the Lindell 
Real Estate Co. 

Geo. T. Meyer & Co.—Have two residence 
jobs at 33d and Louisiana avenue for L. Wise- 
man. 

N. J. Siebel—Is at work on five store and 
flat buildings being built at 5801 to 5809 
Delmar avenue by the Globe Realty Co. 

Chas. Doherty—Six residence buildings for 
O. K. Humphrey at 4551 to 63 McPherson 
avenue; two flat buildings at 3316-18 Vista 
avenue for Henry Lufke; two flat buildings 
at 2838-40 Accomac street for Crescent In- 
vestment Co. 

Gilmore & Steinke—Flat building at 1449 
Magnolia avenue for Mrs. Ida Underberger. 

W. G. Stahl—Residence for Jacob Schiemer 
at 4252 Vista avenue. 

L. McNamara—Flat building for 
Sullivan at 5922 Garfield avenue. 

W. A. Chard—Two flats, 3927—9 Botanical 
avenue, for M. Gibson. 

Jno. D. Els—Flat building at 3420 Mon- 
tana avenue for H. Stuckstede. 

T. B. Graham—Residence for 
ard at 7103 Dale avenue. ° 

Christ Renz—Two flats for Henry Breder 
at 4058-60 Labadie avenue. 

A. J. Eschrich—Flat building for Robt. 
Barral at 4166 Botanical avenue. 

—_———o 2-0 > 


Mary A. 


F. H. Pack- 


Chas. McKenna, who formerly repre- 
sented L. M. Rumsey Mfg. Co., of St. 
Louis, Mo., in Colorado and neighboring 
territory, has resigned his position and 
has associated himself with the M. J. 
O’Fallen Supply Co., of Denver, Colo. 
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A Rural Political Delegate at St. Louis, Taking His Morning Ablution 


‘the same. 
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QUARTERLY MEETING OF 
MASSACHUSETTS STATE 
ASSOCIATION 


HE last quarterly meeting of 
the Massachusetts Master 
Plumbers’ Association was 
called to order about 12 o’clock 
on Thursday, May 26th, in 

Elks’ Hall, Boston. | President Hobson 
was in the chair, and Financial Secretary 


Johnson duly on hand. A committee on 


credentials included W. J. Parks, of Taun- 
ton, who was made chairman. T. J. Tute 
was appointed sergeant-at-arms. The cre- 
dential committee found something like 
seventy members present from all over 
the state, embracing representation from 
twenty cities and towns. A report of the 
previous meeting was read and accepted. 
General discussion and talk followed until 
luncheon was announced in the hall be- 
low, where those in attendance found 
well-filled tables and appetizing dishes 
consisting of cold meats, salads, escal- 
loped oysters, ices, cakes, coffee and 
cigars. : 
The meeting was not again called to 
order until nearly three o’clock, when the 
report of the financial committee was lis- 
tened to and accepted. A committee ap- 
pointed at the winter meeting to formu- 
late some plan for future meetings was 
then listened to and a discussion arose as 
to the advisability of having yearly meet- 
ings instead of quarterly ones. Many of 
the olders members favored the present 
plan of meeting four times a year, but 
the sense of the meeting seemed to be 
that the meetings now came so frequently 
that interest was lost, and that there 
would be much greater attendance if the 
one meeting per year, as in other States, 
was adopted. A compromise measure was 


finally adopted that calls for three meet- 


ings during the year, the regular yearly 
one of which, falling in May, is to be held 
in Boston, and the other two in some 
other cities. One to fall in September or 
early October, and the other in mid-win- 
ter. It was also voted that the next meet- 
ing should be held in Springfield as soon 
after the St. Louis convention as may be 
practicable. : ; 
The meeting then went into executive 
session and elected officers for the en- 
suing year. E. C. Kelley, of Boston, was 
made president; T. F. Costello, of Lowell, 
vice-president; John P. Drury, of Boston, 
secretary; and J. W. Green, of Worcester 
and Lowell, re-elected treasurer. The 
delegates chosen to the St. Louis con- 
vention are HE. C. Kelley and C. H. 
Cronin, of Boston; and. J. GC. Luby, 
of Worcester; with alternates of W. J. 
Highland, of Springfield, and.R. F. Brown, 
of Boston. A reduction was made in the 
per capital. tax, and the meeting ad- 
journed. 
—_—___#>« ¢ <______ ! 
A GOOD ONE ON A. RURAL 
POLITICAL DELEGATE AT 
ST. LOUIS 


It is stated that at one of the recent 
large political caucuses recently held a 
delegate of a rural district for the first 
time stepped into a bathroom. As will be 
seen from the illustration, he was not 
quite certain as to the uses of the various 
fixtures, put he, however, got there just 
It is no wonder that signs of 
“Don’t blow out the gas” were tacked, on 
the walls of all the rooms of the hotel 
headquarters during the caucus. 


> 
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THE AUTOMATIC 
CLIMAX GELLAR DRAINER VALVE. 


THE “NORWALL” AIR VALVES 
DON’T REQUIRE ADJUSTMENT; DON’T 
LEAK WATER; DON'T LEAK STEAM; 
DON’T FAIL TO VENT; DON’T DO ANY- 
THING THEY SHOULD NOT DO. 


SEALED METAL FLOAT 


This is the latest and most improved 
valve of The Automatic Climax Cellar 
Drainer, and will be turnished in all cases 
where the water pressure is heavy. This 
valve has been designed to remedy the 
hammering which has caused some com 
plaint in the old style. 


MANUFACTURED SOLELY BY 


C. M. KEMP MFG CO., Baltimore 


EXCELSIOR 
GREASE TRAP 


Well and favor. 
ably known; two 
sizes for hotels 
and restaurants 
and residenses, 

Get list price 
and trade dis- 
counts. 


SPROUL & McCURRIN 


GRAND RAPIDS, MICH. 


& 


on earth where wrought iron pipe may be found you will ‘‘run up against’’ the Vulcan. 


Vulcans offer cnly advantages that are seasoned. If a man or ‘'mastcr’’ tells you PERFECT 


that the Vulcan lasts ‘‘twice as long as——,’’ you ‘‘get it’ truthfully. We Sewer Trap Mfg Company 
wont build a poor tool. Our record must remain good, and your safety and Genactee ae ; 


satisfaction must be assured. We hcld the world’s ‘Pipe Wrench favor’’ | LENHART PATENTS 


on just those lines. Sizes for 1-8-inch to 18-inch. 
Running Trap <G>=, 


J.H. Williams @ Co. See ate 61 Beckman 


DROP-FORGINGS ONLY. — Ne Roe 
BROOKLYN, - N.Y. um | 


ST. LOUIS EXPOSITION 
Machinery Bldg. 


It not only gives a high, glowing,dur- 
able fpeliati toall metals, but the polish 


Bar Keepers Frieud: 


lasts, {¢ will shines on! It benefits all metals, minerals o 
wood while cleaning them. 25c 1 Jb box. For sale by drug- 
ists and dealers. nd 2c stamp for sample to George 
Wiliam Hoffman, 295 E. Washington St.,Ind{anapollis, Ind. 


Xe de Ne 


etre moe eriectios a. Sane 

Waste is adapted for fae 
use with any Patent 

Overflow Basin, and 

has been designed to 

take the place of the old 

style Chain and Stopper, 

which is not only un- 

sightly, but very un- 

sanitary. 


Ne de Ne 


The SPérfectiomers 
simple in construction 
and can be adjusted to 
fit any size Slab and 
Basin. 

It is well made and 
extra heavy throughout, 
and is without doubt, 
the most sanitary waste 
on the market. 


Xe Ne Ne 


> CYPRESS Water Tanks 


Bestin the world. Sxnp ror CaTaLocum 
Write for delivered prices. 
H. F. LEWIS & CO., Lro. 
316 Baronne St., NEW ORLEANS, LA. 


THE STAR DEFLECTOR 


ss 


For Steam and 
Hot Water 
Radiators. 
Made of Sheet 
Steel. Ends of 
Cast Iron. 


Showing Waste attached to Round or Oval Patent Overflow BasIn 


MANUFACTURED BY 


THOMAS H. HUTCHINSON. 


d THE KENNEY MFG. CO., 36 E. 22nd St., New York, THE JOHN SIMMONS CO., 110 Center St., New York, 
For Sale by ) : JOHN A. MURRAY, 625 Sixth Avenue, New York. 


J. RUTHERFORD & SON, Akron, O. 


Market Quotations 


For The Trade 


Edited by C. C. RIGGS. 


Pia Inon.—According to the statistics 
of the production of pig iron there was 
a sharp reduction in the output during 
May, it being understood that on June 
ist the weekly production was at the 
rate of 336,000 tons comprising with u 
rate of 336,000 tons comparing with 366,- 
000 tons on May ist. Despite the decrease 
in the production there has been an ac- 
cumulation of stock due to the slowness 
of the demand. Prices have gradually 
sagged, but they now.appear to be at a 
basis at which producers refuse to make 
further concessions. The largest South- 
ern companies are understood to be firm 
at $9.25 at Birmingham for No. 2, either 
prompt or forward deliveries. Hastern 
Pennsylvania furnaces quite generally 
hold to the basis of $13.50 for No. 2 X, 
and Central West furnaces name $12.00 
for basic and $12.50 for. Bessemer in the 
Valley as their lowest prices. Local quo- 
tations for spot supplies are $14.25 to 
$14.50 for No. 2 X Northern and $13.00 
to $13.25 for No. 2 Southern. According 
to some reports there has been a slight 
improvement in the demand for finished 
iron and: steel and some export business 
is being neglected, but at low prices. 

Coprrr.—Prices have shown a down- 
ward tendency and for carload lots are 
now on the basis of $12%4 to 18c for Lake, 
125 to 12%e for electrolytic and 12% 
to 121%4e for casting; smaller lots sell at 
from % to 1c per pound above these quo- 
tations. Business has been quiet, buyers 
generally showing a disposition to hold 
off and await developments. Production 
is understood to be large, but it is claimed 
by well informed members of the trade 
that it is not in excess of actual con- 
sumption requirements. Advices re- 
ceived from foreign markets report that 
there has been increased competition for 
pusiness and that sellers have been cut- 
ting prices. A good consumptive de- 
mand is reported in Europe especially in 
the German and English markets. 

Pia Tin.—Prices have continued to sag, 
they dropping to the basis of 26.75c per 
carload lots. Foreign bear interests con- 
tinue aggressive during the first part of 
of the month and values were gradually 
forced downward. At the close, how- 
ever, the indications were that the bear 
pressure had been removed and there 
was a steadier tone with 22c quoted for 
carload lots and 27% to 28c for smaller 
quantities. 

Pic Lrap.—Prices for round lots are 
now on the basis of 4.25c, and for smal- 
ler quantities 4.50 to 5.75c are the quota- 
tions. Business has been quiet buyers, 
generally showing a disposition to go 
slow in placing orders and generally 
operate on a hand-to-mouth basis. 

SPELTER.—The tone of the market has 
been easy and prices for carload lots haye 
declined to 4.80c; quotations for smaller 
lots range from 5.12% to 5.50c. Business 
has continued slow. 

Nickret.—Only a limited volume of bus- 
iness has been transacted, but the tone of 
the market has held steady. Prices have 
been unchanged at 40 to 47c for round 
lots and 50 to 60c for smaller quantities. 

Pirz.—Only a limited amount of new 
business has been in sight, the only im- 


portant contract to be placed being one 
for 2,800 tons for which the N. Y. Water 
Supply Department is now opening bids. 
Competition for business is reported 
keen. Prices quoted have continued at 
$28 per ton for 6 to 10 inch and $27 for 
12 inch, but these prices can easily be 
shaded. Western advices have reported a 
weaker turn to values. Lead pipe and 
sheet metal have been in fair demand, but 
at a lower basis of values. Quoted: Lead 
pipe, 484 to 5c per lb.; sheet lead, 5.80 
to 6c per lb.; tin-lined lead pipe, 10c per 
pound and block tin pipe, 33 to 34c. 
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THE EASTERN TRADE GOLF 


ASSOCIATION ANNUAL 
TOURNAMENT 

The Eastern Trade Golf Association 
had their annual tournament meeting 
Tuesday, June 7, on the Nassau County 
Club links, Long Island. The players 
numbering about twenty, represented the 
various plumbing steam supply houses of 
New York. The number of prizes offered 
being very liberal. In the preliminaries 
the score stood as follows: 

T. C. Jennings 88, P. C. Jennings 89, F. 
H. Simmons 89, Frank B. Barrett 93, E. 
C. Malby 99, Frank C. McLain 115, Chas. 
E. McInnes 119, P. H. Seward 125, J. R. 
McMann 128, D. Fisk 129, Chas. A. 
Bridgeman 130, Howard Walton 130, H. 
A. Ainsworth 133, Geo. Bridgeman 144, 
G. G. McDuff 165, Frank A. Backrom 172, 
Frank H. Chew 183, W. S. Appleton 191, 
W. R. Watters 163. 

According to the above score of the 
preliminaries the players were divided 
in classes. First class, Championship 
class: F. C. Jennings 98, Frank Sim- 
mons 86, won the President’s cup. P. R. 
Jennings 92, won Smith & Thayer cup. 
F. B. Barrett 98, won Dimock & Fink cup. 
Second class: E. Mally 85 won Engin- 
eering Review cup. Frank C. McLean 
106, won runner up cup. C. E. McInnes 
120. P. H. Seward 144. Third class: 
J. R. McMann 127, won P. T. J. cup. M. D. 
Fink 180, runner up cup. Chas. A. 
Bridgeman 142. A. A. Ainsworth 150. 
Fourth Class: J. M. I. Simmons 128, 
won H. & V. magazine cup. Geo. M. 
Bridgeman 141, won runner up cup. F. 
C. Eckfield 149. G. G. McDuff 172. Con- 
solation; Frank K. Chew taking a hand- 
icap of 78, won the cup offered by the 
Metal Worker with a score of 157. W. 
S. Appleton, with the score of 199, won 
the Duffers cup. . The trade press was 
represented as_ follows: The Metal 
Worker, Mr. Frank K. Chew, A. A. Ains- 
worth, Heating and Ventilating Magazine, 
H. Smith, Domestic Engineering, EH. De 
Winslow Plumbing and Heating Publish- 
ing Co., G. G. McDuff, PLuMBERS’ TRADE 
JOURNAL, Wm. R. Watters. 


BACKUS RADIATORS 


Mr. Frank C. McLain who is well 
known from his long connection with 
the heating trade, is now introducing a 
new line. The Backus Patent Radiator 
and Heater, which is a portable heater, 
resembling a modern Open grate, reflect- 
ing the heat from the gas burner and 
using flame to generate steam in a minia- 
ture boiler placed above it. The Heater 
is provided with a waterpan, which has 
the effect of removing the dryness from 
the atmosphere in the heated apartment. 
Mr. McLain extends a cordial invitation 
to his many friends in the heating trade 
to drop in on him and learn of the virtues 
of the “new system.” 
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MUELLER COMPRESSION WORK 
EXTRA CRADE ANCLE STOP 


Three-fourths actual size of 1-2 inch Stop 
No amount of re-plating will cover up the wrens 


marks on a hexagon that has a scant surface. 
The hexagon on Mueller Compression Stops are wide 


and long and there is no 
marks on them. 


necessity for leaving wrench 


They allow. enough purchase to make 


the parts yield without the wrench slipping. 

Mueller Stops are made according to the Mueller manufacturing 
theory of making something better than existing styles, have an in- 
dividual quality called Mueller quality, bear the Mueller trade mark 
and are unconditionally guaranteed. 

Mueller Stops are made in angle and straight pattern, with wheel 
or tee handle and with pipe connections for iron, lead and iron, and 


iron and slip joint. 


The cock illustrated is the angle pattern, wheel 


handle with iron pipe and slip joint. 

We also make fuller and ground key work for plumbers’ use. 

All parts are carefully inspected and each stop is given a hy- 
draulic test as near like actual service use as possible. 


Mueller Compression: Stops are on exhibit 
in the Palace of Manufactures, Werld’s Fair.., 


H. MUELLER MFC. 


CO., Decatur, IIl,U.S A. 


Best Book on Plumbing Now Ready 


We Dan'l Ask 
You i Believe 


J 


HE bound volume of THE PLUMBERS 

i TRADE JOURNAL up to and including 

June 15, 1904, is now ready. ‘This 

is, without doubt, the greatest edition on 

plumbing and heating that has ever been 

published, containing over one thousand 

illustrations on practical and entertaining 

material. 

Among the valuable articles in these 

editions are : 


** Mechanical Drawing for Plumbers.” 

** New Century Plumbing.” 

‘*Mlustrations and Descriptions of some of 
the modern sky-scraper plumbing in Greater 
New York.” 

ss Practical talks on Steam and hot water 
heating.”’ 

** Practical Hints on House Heating.” 


Several hundred practical replies to ques” 
tions on plumbing and heating thor oughly 
illustrated, are also most instructive. 

Only a limited supply of this book pub- 


lished. Handsomely bound and sent postpaid to any address in the United States 


for $4.00. 


THE PLUMBERS’ TRADE JOURNAL PUB. CO., 61 Beekman St., 


New York 
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oOhe = 
“C,OOD” PAGE 


Manufacturing p 


PP -_sF 


TANK and 
OTHER WASHERS 


Beveled Conn. Waste and O. Washe! 


ALL STYLES OF 
WASTE WASHERS 


No, 1 No. 2 
1,1 1-4and11-2in. 1 and1 1-4in. 


McShane ana Budde Tanks 


Regular and Feather-edge Syphon 
Valve Washers 


New Items 
For Repair Work 


HIGHEST Quality Guaranteed on Everything 


EVERY SHOP 


should have ourcomplete line of repairs for Bibbs, 
as it will save all Kinds of trouble and money. 


“GOOD” ADJUSTABLE FULLER STEMS 
Fit any make Bibb, old or new 


For Standard Tanks 


The ball can be fastened on any part of stem 


Eccentrics—Regular, and with extra long end 


No. 6 For Wolff Wastes, 
1 1-4.and 1 1-2 inch Basin and Bath 


Regular and ‘‘ Budce’’ Packers 


BIBB REAMER 


To make perfect seat 
cn new or old Bibbs. 


That famous assortment of 
Bibbs, Screws and Nuts 


18 different sizes, separated nicely ina 
partitioned Tin Box containing 144 total 


Model 
1, 1 1-4 and 1 1-2 inch 


For Low-Down Tanks 


SiSeGO00DaMEGHCO: 


Screws or Nuts there to fit any Com- 
pression or Fuller Bibb made. You are 
never in trouble when you have this box. 


Gharanteed Wiping cloths, saturated and 
ready to use 


Why use two Qualities and not 
have the right one when you want it? 
“‘Good’’ Bibb Washers 
and Fuller Balls are the finest made for 
both Hot and Cold Water, and the 
full company name is moulded on each 
asan absolute guarantee. 


BALL COCK CUPS 
“Success”! “Birkery” “Douglass”’ 


Complete with four fine 
cutters, including 3-8 
to 3-4-inch sizes 


88-92 Lincoln Ave., 
NEW YORK CITY. 


GOOD MFG. CO. 


. ) 
625 


TEN DAYS’ TRIAL}FREE 


Luther Bros., of 10 Plumb street, 
North Milwaukee, Wis., are making a 
special offer to the readers of THE 


PLUMBERS’ TRADE JOURNAL on their tool 
grinder, which is shown herewith. They 
will send this machine on ten days trial 
and if it is not satisfactory they will 
take it back and pay the freight. They 
also make -a special introductory price. 

It is a machine built for plumbers and 
has foot power, leaving the hands free 
to handle work. Grinds pipe, chisels, 
drills, bits, knives, hatchets,; etc. Pol- 
ishes iron, brass or nickel plated fittings 
bright as new. : 

Hach machine equipped with Locke pat- 
ent, tempered steel link, light-running 
chain; adjustable steel seat; two carbor- 
undum grinding wheels, two polishing 
wheels; well seasoned, selected hard 
maple frame; close fitting, hard steel 
bearings. The grinding..wheel runs at a 


speed of 4,000 revolutions per minute. 
One man does the work at 1-20 the time 
and labor of the old style grindstone. : 

Write now to Luther. Bros., of 10 
Plumb street, North Milwaukee, for their 
special offer. 


—_— 8 ae 


A, E. SEABURY,-OF BOSTON, 
ASSIGNS 
A. H. Seabury,.»steam fitter and heat- 
ing engineer of 91 High street, Boston, 
formerly of the firm of Ross & Seabury, 
has made an assignment for the benefit 
of his creditors. Some twelve months ago 
the old firm of Ross & Seabury was dis- 
solved: by mutual consent, Mr. Ross step- 
ping out and engaging in the same lines 
in another location while Mr.. Seabury 
continued the business at the old stand. 
The separation was regretted by the 
trade, and now Mr. Seabury has the syr- 
pathy of his many friends. 


HAVE OPENED A BRANCH AT 
DETROIT 


The Humphries Mfg. Co. of Mansfield, 
O., have established a branch house in 
Detroit, located at the corner of Wood- 
bridge and Randolph streets and have 
placed Mr. M. A. Burton, formerly with 
J. B. Clow & Son of Chicago in charge 
of same. 


—______—_» 904 

Joseph L: Runkle; master plumber of 
Bellefonte, Pa., has moved his shop and 
show room to the Cuders Stone building 
on West High street. 


THE PLUMBERS’ 


Coen nn tnrrmnnnd 
e New England 


Plumbing News 
@ and Gossip 


gga eg Pas ae NGI RG ee LP 
Uw the past fortnight the general 
trade in the heating and plumbing lines 
has gradually improved, and a number of 
important contracts have been - signed, 
while more are now being figured. It can- 
not be said that the trade is any brisker, 
but the feeling is decidedly better, and 
the year may yet prove fair even after 
its poor start. The reports of the Dodge 
Co. as to the building outlook for New 
England are more encouraging each week 
and the bulk of the jobs being figured 
seem to be going through to completion. 


E. A. Jackson, formerly of the F. W. 
Webb Co., of Boston, later with the Cam- 
bridge Plumbing Supply Co., and lately 
of E. A. Jackson & Co., of Broadway, 
Cambridge, has accepted the position of 
floor salesman for J. H. Young, where he 
will be glad to welcome his many friends. 


Frank Batchelder, former city salesman 
for the assigned firm of D..A. Young & 
Co., of Boston, has bought the entire 
plant, good will and fixtures from the 
trustee of this concern and will continue 
the business of metal workers and roofers 
at the old stand under the firm name 
of the D. A. Young Co. 

The H. N. Libbey Co., dealers in plumb- 
ing supplies at 143 Pearl street, Boston, 
have made an assignment for the benefit 
of their creditors to their attorney and 
Mr. R. Sargent, of the Standard Santitary 
Mfg. Co. This concern had a rather 
stormy period of existence, and is -the 
outgrowth of the old Libbey, Parker & 
Co. Mr. Parker sold out his interest to 
Henry N. Libbey some twelve months ago, 
when; the firm removed from Atlantic 
avenue to larger quarters on Pearl! street, 
and was changed to H. N. Libbey & Co. 
Later a Mr. Kelley, of the old Peabody 
Brass Works, bought an interest, and the 
concern was incorporated some three 
months ago under the name of the H. N. 
Libbey Co. They manufactured or coz: 
trolled a number of plumbing specialties, 
and! were supposed to be doing a safe 
though rather small and close business. 
Some unfortunate credits, together with 
the long depression in the line, and hard 
collections proved their undoing, and it is 
found that their liabilities amount to 
something like $30,000, with very uncer- 
tain assets. The assignees hope to call 
a meeting of the creditors at an early 
date, when plans for the future will be 
proposed. 


The Bard Union Co. (Inc.), of Norwich, 
Conn., are the manufacturers of the re- 
movable ground brass seat union and 
flange, which are advertised elsewhere in 
this issue. These goods should interest 
every plumber and fitter, and our readers 
may obtain a copy of the circular describ- 


ing them on application to the above firm. 


——————o_ 44+. 


The Buckeye Plumbing and Heating 
Company, of Dayton, O., has recently com- 
pleted the plumbing in the Clarke toy 
factory at Edgemont. They also have the 
contract for the work in the residence of 
Father Hickey on East Second street. 
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MUELLER GROUND KEY WORK 
No. 49 STOP AND WASTE COCK 


Three-fourths actual siz: of 1-2 inch Bibb. 


Whether a stop’ is formed by a screw itself, or by a 
screw used’ to: hold a, cap or lug, the strength of the check 
in either case. depends upon the shearing strength of the 
screw. 

Mueller Stop Cocks are not in any manner dependent 
upon a screw to form the check. Itis formed by two lugs 
im the cap.and one on the body, the cap being made solid 


by fitting it over.the end of the plug. 

Mueller Stop Cocks are made according to the Mueller manufactur- 
ing theory of making something better than existing styles, have an 
individual quality called Mueller quality, bear the Mueller trade mark 
and are unconditionally guaranteed. 

Mueller Stop Cocks may be had in all styles of pipe connection, 
and with round and straight way opening. The cock illustrated here 
is an iron pipe straight way, and has a patent cap and interchangeable 
tee or lever handles. ; 

} We also make fuller and compression work for plumbers’ use. 
' All parts are carefully inspected and each cock is given a hy- 
draulic test as near like actual service use as possible. 


Mueller Stop Cocks are on exhibit inthe 
Palace of Manufactures, World’s Fair. 


H. MUELLER MFC. CO., Decatur, Ill., U.S. A. 


HE bound volume of THE PLUMBERS 

| TRADE JOURNAL up to and including 

June 15, 1904, is now ready. ‘This 

is, without doubt, the greatest edition on 

plumbing and heating that has ever been 

published, containing over one thousand 

illustrations on practical and entertaining 
material. : 

| Among the valuable articles in these 

editions are : 


‘* Mechanical Drawing for Plumbers.’’ 

‘“*New Century Plumbing.” 
- “Tllustrations and Descriptions of some of 
the modern sky-scraper plumbing in Greater | 
New York.” 

“Practical talks on Steam and hot water 
heating.” 

‘*Practical Hints on House Heating.” 


Several hundred practical replies to ques” | 
tions on plumbing and heating thoroughly 
illustrated, are also most instructive. 

Only a limited supply of this book pub- 
lished. Handsomely bound and sent postpaid to any address in the United States 
for $4.00. 


THE PLUMBERS’ TRADE JOURNAL PUB. CO., 61 Beekman St., New York 
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GERM-PROOF 
INGO MIELe way ep ricer 


Prices from $2.50 upwards, 


Very simple, easily taken apart and cleaned 
Not a nut, screw or bolt anywhere. 
A big money maker for the Plumber. 


Drop us a postal for particulars. 


AMERICAN FILTER CO., RG a lla e 


Manufacturers of 


High Grade Closet 
Combinations 


(Prices on A pplication) 


FERGUSON SUPPLY COMPANY, Ltd., 


SUCCESSORS TO 


New York, Feb’y 4, 1904. 

BorDEN Company, Warren, Ohio. 

GenTLEMEM:—We have given the ‘* D’ 
type (114-4 inch) Pipe Threading Machine 
purchased from you a good trial, and I 
am pleased to state it has turned out 
very satisfactorily, and don’t hesitate to 
say it is the best Pipe Threading Machine 
that has come under my notice, and I am 
familiar with all devices for this work 
that are worth consideration. 


Thanking you and wishing you success’ 


Iam, Ferguson-Marcellus Co.. Ltd. 


GRAND RAPIDS, - - : MICH. 


Yours very truly, 


H. P. MILLS, 
771 Park Ave. 


Manufacturers and Jobbers of Hign Grade 
Plumbing and Heating Supplies. 


SANITA ECONOMIC 


Send for booKlIet B and Prices. 


If at St. Louis, call and see our exhibit, Block 12, Machinery Hall. 


BORDEN COMPANY, 


Warren, Ohio. 


Importers and Dealers in 


Plumbers’ Supplies, Hardware, Tiles, Maniles, Etc, 


32 Hing Street, TORONTO, CANADA. 


PLUMBER’S TOOL GRINDER 


10 Days’ Trial 
FREE 


One rapid cutting medium grain tool wheel, 53 

One carborundum fine grain tool wheel, 414 
For sharpening edge tools. 

One large polishing outfit consisting of one felt wheel 
coated and supply.of polishing compound. 

One muslin buffing wheel. 

One felt polishing wheel coated for brightening and 
polishing rusty tools, saws, fittings, etc. 

A machine built for plumbers. Foot power, leav- 
ing the hands free to handle work. Grinds _ pipe, 
ehisels, drills, bits, knives, hatchets, ete. | Polishes 
iron, brass or nickel plated fittings bright as new. 

Each machine equipped with Locke patent, tem- 
pered steel link, light running chain; adjustable steel 
seat; two carborundum grinding wheels, two polish- 
ing wheels: well seasoned, selected hard maple 
frame; close fitting, hard steel bearings. The grind- 
ing wheel runs at a speed of 4,000 revolutions per 
minute. One man does the work at 1-20 the time 

and labor of the old style grindstone, 


For Durham and Other Wrought fron 


Galvanized 


WHY CARBORUNDUM? 
Write us for Catalogue of Steam and Plumbing GCoads 


Many ignorantly confuse carborundum with corundum and emery. It is entirely 
different. (Ask us for article on Carborundum.) A carborundum grinding wheel will 
cut faster and last longer than six corundum or emery wheels: will not glaze or draw 
temper, works wet or dry. We have the exclusive right fr-m the manufacturers to use 
carborundum grinding wheels on hand and from power grinders. Ask them, the Car- 
borundum Company, Niagara Falls, N. Y. If this privilege were not worth having, we 
would not pay what we do for it.. Investigate Carborundum. 

We have the finest tool on the market for grinding and sharpening, but don’t take 
our word for this ner another’s word against it. 

TRY THE MACHINE FOR YOURSELF ON 10 DAYS TRIAT. 

If it is not the finest tool you ever used and perfectly satisfactory in every way, 
we will take it back and pay freight. If it is O. K. send us $8.50, the special intro- 
ductory wholesale price. 


} 
Drainage Systems 
Made Black, Tarred or 
THE — 
JOHN DAVIS 
Co. 


Write to us NOW 


LUTHER BROS. COMPANY, 


10 Plumb Street - = North Milwaukee, Wis. 
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PELE OLLIE 
OR 
‘Tage 38 
Brooklyn Briefs. 4 

of New Utrecht avenue, near 

Fifty-eighth street, Brooklyn, 

is an excellent subject for the 

embryo plumbers to study. An 
this neighborhood for five years from a 
modest start, and with very aggressive 
competition, has resulted in his acquir- 
ing an exceptional list of good paying 
of which he is the proud possessor, to say 
nothing of his charming wife and fam- 
ily. Mr. Teakin finds time occasionally 
to get down to the club house for a bath 
joshing the boys is duly appreciated. 
While always on the move, Terry is 
agreeable enough to extend a few min- 
utes conversation to each of his many. 
from 7.30 to 8 A. M. and after 5 P. M., an 
evidence of his hustling ability. This, 
in addition to his winning ways, are 
primarily the reasons for his rapid suc- 


Conte es T. J. Leakin, 
active, honest, and industrious effort in 
customers, a very pretty house and shop, 
or a row, and his good natured way of 
callers. You can find him at the shop 
cess. 


A kind disposition is always. a good 
recommendation—a sweet temper in man 
is a quality greatly esteemed. A cer- 
tain friend of an intimate friend, etc., 
a proper regard for his feelings inter- 
vening to prevent use of his name, has 
borne for many years a reputation, which 
for kindness of manner, carefulness of 
speech, and an apparent horror for the 
profane, might be envied by any student 
of divinity. It is almost an axiom that 
rules are proven by exceptions. It is 
specially so in his case. About a week 
ago, Boreas, with nothing else to do, cut 
loose a few turbulent blasts from his 
confounded old chops, one of which hit 
our friend amidships on the northeast 
corner of Fulton and Smith streets, toss- 
ing him into the cockpit, so to speak, ar- 
ranging at-the same time to break his eye 
glasses into smithereens. After a short 
period of grogginess, not even waiting 
for the count, he pulled himself together, 
and engaged in a sulphuric outburst 
which put old Boreas’ efforts to shame. 
Our correspondent was about to offer 
sympathies and assistance, but as his 
ears were assailed with such choice bits 
as “seven blanked son of a gun,” and 
ovher interjections, more particularly de- 
scriptive of Dante’s Inferno, he took to 
his heels and escaped rather than risk 


Y 


FZ 
Vt 


} 


being consumed in that terrible blueness. 

Fred. Wyburne, Gates avenue, near 
Reid avenue, Brooklyn, is fast acquiring 
a competence. By dint of hard work and 
sound business judgment, Fred has placed 
himself in position to lay down the im- 
plements of toil and look idly on for 
some time to come. However, and great- 
ly to his credit, he believed in the ma- 
jesty of work, and when a man is not 
handy, he dons his overalls and rests not 
content until job is completed. Fred’s 
chief of staff, superintendent, cashier, 
bookkeeper, and general looxker-aiter- 
things, is his father, an estimable gen- 
tleman, who some years ago retired from 
a lucrative business. He rested for a 
while, but inactivity was not for such as 
he, and so for the past five or six years 
has been directing things in this very 
busy station with a master hand. With- 
in the last few years Fred. became a 
benedict, and successfully so, which fact 
is plainly made clear by picture of his 
happy family adorning his desk. Here’s 
to a continuance of his good fortune. 


James W. Bliss, “Mayor of Greenpoint,” 
who owns property from Manhattan ave- 
nue, Brooklyn, N. Y., to the Suspension 
Bridge, is the soul of good nature. If 
the question were asked the army of 
salesmen in the kindred lines whose spe- 
cial pleasure it is to call upon our jovial 
friend, who they would rather visit in 
his section, the answer would be unani- 
mously in favor of our esteemed co-work- 
er. About this time every year, Mr. 
Bliss retires to his handsome country 
residence down the island, and from Sat- 
urday until Monday or Tuesday partici- 
pates in the joys extended by fishing 
and boating trips so readily afforded by 
the adjacent water. Mr. Bliss makes it 
a point to invite his favorites down for 
a two or three weeks’ stay every Summer, 
and the boys report a very happy time 
with lots doing. When in the neighbor- 
hood, stop in and see the “Mayor.” The 
latchstring is always out, and a warm 


reception assured. 
—_———_2—_ 
The following bids for heating and 


ventilating, alterations and new sanita- 
tion in the Lincoln school house, South 
Boston, Mass., were also opened and taken 
under consideration: Lynch & Wood- 
ward, $19,200; A. B. Franklin, $19,370; 
Huey Bros., $19,893; Ingalls & . Ken- 
dricken, $20,670; A. A. Sanborn, $20,990. 

Reisinger & Prather, of Pittsburg, Pa., 
has the contract for plumbing and heat- 
ing the Rockefeller Building at Cleve- 
land, O. 


TO THREAD 
STEEL PIPE 


requires a better die. It must be 
made of BETTER STEEL, Cheap 
steel soon becomes dull and tears 
the threads. 


In “Economy” Dies 


Less steel is used or wasted, so we 
can afford to use the BEST, also 
there is more CLEARANCE for 
chips than is possible in any other 
form of die. 


Every Die Guaranteed 


Send for catalogue of 
“*ECONOMY”’ STOCKS and DIES 
MANUFACTURED BY 


F. E. WELLS & SON CO. 
12 Ridell St., GREENFIELD, MASs, 


SIXTH EDITION JUST OUT 


We have received from the David Will- 
iams Company a copy of the sixth edition 
revised and enlarged of “‘Plumbing and 


House Drainage Problems,’ just been 
published. This book presents detailed 
descriptions of just those phases of 


plumbing practice which will exact an 
unusual degree of skill and judgment on 
the part of the workman. It is a guide 
to the right method of plumbing installa- 
tion, drainage and water supply, compre- 
hending in its 309 pages a wide selection 
of descriptive articles, questions and an- 
swers relating principally to examples of 
work of the most difficult character aris- 
ing in the practice. The book is 6x9 1-2 
inches, elegantly printed and bound. It 
contains 309 pages and 197 illustrations. 
The price is $2.00 post or expressage paid 
and will be sent upon receipt of this 
amount by. the PLUMBERS’ TRADE JOUR- 


NAL, 61 Beekman Street, New York. 
—_—______@_ » 0-4 <_______ 


The Ideal Supply Co. is a new supply 
house at 5 and 7 Carlton street, Somer- 
ville, Mass. They will carry a complete 
line of plumbers’ supplies, and would be 
pleased to receive catalogs and prices 
from manufacturers in the trade. 


ETHOD = ANY OLD 


-MANUFACTURED BY- 


R.ESTABROOKS SONS 


FIRST & GO STREETS — S° BOSTON.MASS. 
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No. 5 Fire Pot 


4 if 


The DESMOND INJECTOR 


Is the Automatic Injector Perfected 


covers a great number of conditions 


T 
] that Injectors are called upon to work 


under than any other injector. Strong, 
simple, durable, cheap to maintain, easy to 
operate. Guaranteed by the makers. Made 
in sizes from eight horse power to three 
hundred horse power. 

Why try to do business this year with an 
inj ctor thatis constantly reminding you of 
the past year by the way it acts under con- 
ditions it will not work, snch as Hot Water, 
High Steam, High Lift, ete. 


The Desmond Injector can be relied on. 
Write for Booklet, etc., giving partic- 
ulars of the Desmond Injector. 
THE DESMOND-STEPHAN 
MFG. CO., 


URBANA, * e * OHIO, 


|Are You Ready for business? 


Much more work is done 
and money earned by those 
who are prepared to 
promptly do any work 
offered. busy times are 
coming; better get ready. 
See that your fire pot is In 
good working order, or that, 
you have a new one ordered 
at once. Opportunities 
come to all. Successful 
men are ready and 
take advantage of 
them. The No. 5 Fire J ot 
is a favorite with the trade 
andis sold with our guar- 
antee, ‘‘Your money back 

Catalog is free, Jobbers 


$4.50 Net 


it does not please.” 


sell at factory price. 


Clayton @ Lambert Mfg. Co. 


UR NEW BINDER. A serviceable and 
O handy arrangement for holding Tux 


Det-roit., Mich., U. S. A. 


— 


! 


PLUMBERS’ TRADE JOURNAL,Will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for 
85 cents. 


c 


ECTRIC 


yyoToR TANS 
ELECTRIC FANS 


‘for Direct Current only. and for Ceiling, 


Column. Wall. and Desk We TERIA 


ILLUSTRATED CATALOGUE 
PRICES AND DISCOUNT SENT 
FREE ON APPLICATION. 


Ws yy 


S.P, STAMBACH 


STAMBACH & LOUVE, 


Plumbers’ Supplies .2>4 Sanitary Specialties 
S50 and S52 North Seventh Street, PHILADELPHIA. 


S 


«D.L.BATES & BRO 


N°1SKENTON ST, DAYTON, OHIO,U.S.A. 


ROBERT LOVE 
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mma «6|THE SAME PRINCIPLE 


The accompanying cut shows the “Little Giant’’ die as 
used in cur Bolt Cutting plates. The same principle 
applies to our pipe cutting dies. 

The die is held in position by a bevel on die and stock, 
giving it the solidity of a one piece die, yet being adjus- 
table. Can we send you our catalog ‘P’ which fully 
describes our tools. A postal card will bring it. 


Wells Bros. Company, GreenFiELD, Mass., U.S.A. 


SECTIONAL VIEW OF DIE AND COLLET 


- 9 
GrPixon’s, sea tices ee UR EW ND. a a 
nan arrangement for ng THE 
rap ite Pipe come apart easily at any time. QO Puosinens’ eel! a will be sent j 
mM REE to any subscriber sending us a 
Joint Co pound Write for Booklet 99D and a sample. new subaceiaaat or sent post paid for @ 
JOSEPH DIXON CRUCIBLE CO., JERSEY CITY, N. J. 


Journal! 
Copies 
Wanted 


35 cents. 


AUTOMATIC {A AIR VALVES| 


UARY 
Double Connection 


Circulating 
Syphon Action 


A Guaranteed Valve 


E will purchase copies 

of THE PLUMBERS’ 

TRADE JOURNAL in good 

condition to a limiteed num- 
ber, paying 


ONE DOLLAR APIECE 
— FOR — 
NOVEMBER 15TH, 1889 


These copies must be sent 
carefully done up, with the 
sender’s name and address 
marked therecn to 


Tre Plumbers’ 
Trade Journal 


61 Beekman St., NEW YORK. 


UR NBW BINDER. A serviceable and 
4 bandy arrangement for holding Tue 
PLumBERS’ TRADE JOURNAL, will be sent 


FREE to any subscriber sending us a 
ged subscriptiun, or sent post paid for @ 
% cents. 


No.1. Side Outlet, 


( | q | oe with Cap 
WAL I aia These valves are the BEST MADE 


Jerri 4 in every respect. Small holes and 
: tubes are avoided, to prevent CLOG- 


Ginc. Being fitted with DOUBLE 
PASSAGES into the Radiator, all 


let, 1-8 or 1-4-inch 
sion post is made of an INDESTRUC- 
TIBL™, HIGHLY SCNSITIVE compound, 


insuring QUICK ACTION The Work- 


manship is perfe lati Sg 
danger of throwing water and WATER p 1s perfect, the Plating extra 


Pot ntiia Bunter No. 6. Side Outlet, heavy, and EVERY valve TESTED AND 
- GUARANTEED FOR FIVE Yr ARs. 
Lock Shield oe 


Write to Department R for Catalogue and Prices 


| PNR NDIANAPOLISND.. JOHN SIMMONS COMPANY, 110 Center Street, New York ! 
ft 
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SPECIAL NOTICES. 


RATES FOR SPECIAL NOTICES. 


Special notices, such as “wants,” “for 
sale,” etc., are inserted at the rate of 50 
cents per issue for regular subscribers. To 
non-subscribers the rate is $1.00 per inser- 
tion, to not exceed five lines. Cash must 
accompany order. 


FoR SALE CHEAP—Patterns 
for a full set of DURHAM 
HOUSE DRAINAGE FITTINGS 
—Ells, Tees, T.Y’s, etc. If in- 
terested, will send full informa- 
tion and price. Address**J.S.’’ 
care of The Plumbers’ Trade 
Journal. 61 Beekman St. 


| CAN SELL YOUR PLUMBING BUSINESS, N‘) 
matter where it is or what it is worth. Send de- 
rice, and learn how. W. M. Os- 
American Building, Philadelphia. 


scription, state 
trander, 847 Nor 


LUMBERS’ WOODWORK— 
Wanted by one of the best- 


known selling agents in the East, the 
agency for a good line of plumbers’ 
woodwork—to sell to jobbers only 
on a commission basis. Address 
“J.D. R.,’’ care of The Plumbers’ 


Trade Journal. 


OR SALE—PLUMBING AND 8TEAM HEATING 
business, in city of 30,000 population, growing 
very rapidly; business will run about $25,000 per 
year. Stock will invoice about $3,500. Address 
“O.T.,” care of The Plumbers’ Trade Journal. 


OR SALE—PLUMBING AND TIN BUSINESS IN 

alive town of 2,000; only shop in town; stock 

and tools $1500 cash. Address ‘‘P. O. Box 168,’’ Ox- 
ford, Ohio. 


W ANTED—IN A WESTERN TOWN OF 50,000 IN- 

habitants, 3 first class non-union plumbers in a 
union town. Address ‘'P.,’ care of The Plumbers’ 
‘Trade Journal, 61 Beekman St., New York. 


RAVELING SALESMAN—YOUNG MAN WITH 
10 years’ road experience selling plumbing and 
steam goods, wants to represent a good house trav- 
eling in South or Central West, Address ‘‘Sales- 
man,’’ care of The Plumbers’ Trade Journal. 


ANTED—SALESMEN TO CARRY AS A SIDE 
line, on liberal commission basis, a new pipe 
cutter which cuts a pipe without a burr, and auto- 
matic wrenches. Address The Headson Tool & Mfg. 
Co., Lafayette, Ind. 


ANTED—A POSITION AS TRAV ELINGSALES- 

man or in office of plumbing supply house; 

have had eight years’ experience in the business. 
Address P, OQ. Box 85, New Urleans, La. 


ANTED—WROUGHT IRON PIPE COUPLINGS. 
black or galvanized; sizes 34 to 6 inch; must be 

in good condition; advise quantity on hand and price 
per pound. Address Manley & Landreth, Joplin, Mo 


ANTED—TO ARRANGE WITH GOOD BOILER 
and Radiator Company to represent them in 
Philadelphia and vicinity. including South Jersey. 
Delaware and part of venus y byes on a salary and 
commission basis; am wel) acquainted with the 
trade, having been calling on them for several years 
Address ‘‘C. B. J.,’’ care of The Plumbers’ Trade 
Journal, 61 Beekman St,. New York City. 


LUMBER’S HELPER WANTS JOB IN A GOOD 

shop where he can finish; have had two-years’ 

experience; first class reference. Address Joseph 
Quigley, Anamosa, Iowa. 


TEADY WORK FORFIRSI-CLA*S PLUMBERS, 
gas and steam fitters. Address Samuel A, Ess- 
wein, Columbus, O. 


WANTED — FIRST-CLASS STEAM AND HOT 
v Water Fitter, that can do good job of plumbing. 
Address P. O. Box 24, North Takoma, Wash. 


OUNG MAN, 27 YEARS OF AGE, THOROUGHLY 
acquainted with plumbing and steam fitting 
supplies, wishes inside position; at present employed 
as traveling salesman. Address ‘Salesman,’ care 
of Th Plumbers’ Trade Journal, 61 Beekman Street, 
New York. 


PLUMBERS -FIVE GOOD, SOBER, RELIABLE 

plumbers at once; steady work until the first of 
the year for good workmen. No labor trouble, Ad- 
uress Symms Powers Co., Sioux Falls, South Dakota. 


Vy ANTED—A FIRS C-CLASS PLUMBFR, STEADY 
work for the right man. T. EK, Walter & Co., 
Aurora, Il, 


ANTED—3 GOOD SOBER NON-UNION PLUM- 

bers and one good sober steamfitter; wages 

50 cents per hour; railroad fare and board paid on 

out of town work. Apply to Korsmeyer Co., Lin- 
coln, Neb, 


NY WIDE-AWAKE P..UMBER, WHO IS WILL- 

ing to buy stop and waste cocks in gross lots and 

pay. spot cash for the same, can learn where and 

how to get the same prices that the largest jobbers 

pay. A big saving. Write ‘‘New Method,” care of 

The Plumbers’ Trade Journal, 61 Beekman St., New 
York City. 


ANTED AT ONCE-IN 4 GROWING SOUTHERN 

City, first-class plumbers; steady work to first- 

class, reliable non-union men. Address P. O. Box 
265, Greensboro, N. C. 


ANTED—POSITION AS PLUMBING FOREMAN 

by married man; 16 years’ experience; 3 years 

as foreman; can furnish good reference. Address 

“H. W.,” care of The Plumbers’ Trade Journal, 61 
Beekman St., New York 


LUMBERS-— 2 GOOD PLUMBERS CAN HAVE A 
steady job at good wages. Callon, or address 
at once, Brohl & Appell, Sandusky, O. 


ANTED—3 OR 4 A NO. 1 PLUMBERS. MEN OF 
families preferred. J. S. Farrell & Co., 144 
North Illinois St., Indianapolis, Ind. 


WORK FOR FIRST-CLASS PLUMB 
Samuel A. Esswein- 


TEADY 
J ers, gas and steam fitters. 
Columbus, Ohio. 


OR SALE—PLUMBING AND HEA'ING BUST 
ness. Invoice $5000,00. Only two shopsin city 

of 13,000. Largest furnace business in State of k an. 
sas. Reason for selling, other business demands all 
my time. Address Lock Box 514, Hutchinson, Kansas- 


BRIGHT YOUNG MAN TO TAKE HALF IN- 

terest in business or would sell outright. In- 
quire ‘‘ Opportunity,” care Plumbers’ Trade Journal, 
61 Beekman St., New York 


w- NTED—S:LESMAN WITH EXPERIENCE IN 

the general supply line or specialties to repre- 
sent a firm manufacturing high grade Brass Goods 
in the South and West. A good-opening fora man 
with an established trade. Address ‘‘Opening,” 
care of Plumbers’ Trade Journal, 61 Beekman St., 
New York. : 


ANTED— A GOOD TRAVELING 
salesman, familiar with the plumb- 

ing trade, to represent a manufacturer of 
plumbers’ high grade brass goods, in terri- 


fine 
Address 


tory where trade is established; 


opportunity for the right man. 
“Manufacturer,” care of The Plumbers 
Trade Journal, 61 Beekman St., New York 
City. 


HO TAKES THEM? HAVING ON 
file copies of the Pluinbers’ Trade 
Journal from June 1, 1888, to Jan. 1, 1904, 
with only «few numbers missing and with 
duplicate copies of many, and wishing to 
use the room they take up for other pur- 
poses, I will sell the entire lot to the high- 
est bid?er up to July 1. For further 
particulars address or forward bids to H. 
A Desper, Worcester, Mass.” 


OR SALE AT A BARGAIN —ROYAL HOT 
water heating system, 24 radiators; used two 
winters; none better; reasons for selling, building 
is hardly ever all rented; come and see it. Address 
E. J. Smead, Vineland, N. J. 


OR SALE — PLUMBING, HEATING AND TIN 
and pump business in South Jersey; population 
8,900; stock and tools, $1,000; owner going away. 
Address ‘“‘F. H.,’’ care of The Plumbers’ Trade Jour- 
nal. 61 Beekman St., New York. 


ANTED — 4 OR 5 FIRST-CLASS PLUMBERS; 
must. be experienced on lead work. Address 
“Pox 86." Detroit. Mich. 


yy ANrep- coer. PLUMBERS TO WORK IN 
open shops. Steady employment for first 
class men. Highest wages paid for eight hours’ 
work. Address W.H. Burnett, Sec’y, 108 W.Com- 
merce Street, Youngstown, Ohio. 


One of the best proofs 


that an article is good and gives satis- 
faction is to see it copied by those who 
try to compete with it. This you will find 4 
to be true of the 


| *‘Allbe’’ Wiping Cloth. 


Therefore to secure the original and best 
insist on buying only those with our trade- 
mark on them. 


CHAS. A. ALLBE, Springfield, Mass. 


MUELLER COMPRESSION WORK 
EXTRA CRADE BIBB 


Three-fourths actual size 
of 1-2 inch Bibb 


C-234 


Whether under high or low-pressure, some compres- 
sion bibbs separate the stream and spatter the water to 
such an extent that they become a nuisance. 


Mueller Compression Bibbs are designed to be non- 
spattering under all pressures. The waterway is clear 
and round and the nose is so tapered as to hold the stream 
intact while it is flowing from the bibb. 


Mueller Compression Bibbs are made according to the Mueller 
manufacturing theory of making something better than existing styles, 
have an individual quality called the Mueller quality, are made in 
quality grades so that the buyer may select a style and cost of bibb to 
suit any work, bear the Mueller trade mark and are unconditionally 
guaranteed. 


Mueller Bibbs are made in plain and hose patterns and in all pipe 
styles. The bibb illustrated here is the hose pattern, iron pipe style. 


We also make fuller and ground key work for plumbers’ use. 
Each bibb is given a hydraulic test as near like actual service use 
as possible. 


Mueller Compression Bibbs are on exhibit 
in the Palace of Manufactures, Werld’s Fair. 


H. MUELLER MFC. CoO., Decatur, Hl, U.S.A. 


Smooth Piping 


The WARNOCK TOOLS 


for 


WARNOCK 


A | Our Wrenchisin use wherever nickel work is done. 
Our NEW STRAP VISE (better than blocks) is just out. 
ASK YOUR DEALER! 


. = = 
WARNOCK MANUFACTURING CO., Worcester, Mass. 


PLUMBERS’ DUST-PROOF 
WASHER CABINET No. 176! 


CONTAINS 


60 DUST, and RUST:PROOF STEEL DRAWERS 
each fitted with adjustable partition, making 120 com- 
partments in all. 


SHIPPED C.O.D. $18.00. 


This Case, having a Steel Back, contents will not rust 
or tarnish. Each drawer is fitted with a strong Pull and 
Bronze Card Clip. 
Size of Case: 28in. wide, 11 in. deep, and 41 in. high 
Six New Sizes from $5.00 to $125.00. 


GEO. W. HEILAND, 


White Wood Exposure, stained Oak 99 and 10! Beekman St. 2 Z : NEW YORK CITY. 
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HAVE A 


NATURO 


IN YOUR SHOW ROOM 


You Want the booklet, too. Ask for it 
SELLING AGENCIES: 
New York, N. Y., 

John Simmons Co. 
Boston, Mass., 

F. W. Webb Mfe. Co. 
Philadelphia, Pa., 

Walls & Pearsall. 
Pittsburgh, Pa., 

Bailey-Farrell Mfg. Co. 
Kansas City, Mo., 

U. S. Water & Steam Supply Co. 
San Francisco, Cal., 

Geo. H. Tay Co. 
Halifax, N. S., 

Wm. Stairs, Son & Morrow. 
Wilmington, Del., 

Speakman Supply & Pipe Co. 
Balt.imore, Md., 

Jas. Robertson Mig. Co. 
ashingt.on, D. C., 
John Mitchell, Jr. 


St. Johns, N. B., 
T. McAvity & Sons. 


MADE BY 


C. H. MuckKenhirn, 


Salem, N. J. 


LOOK FOR OUR NAME ON MOTORS 


Ghe A. ROSENBERG CoO., Baltimore, Md., U.S. A. 


) Manufacturers want good Live Dealers and Plumbers who have the cash to sell their line of Patented 
Water Fans and Motors which are ADJUSTABLE in every way while running. Beware of infringe- 
ments. For sale by all up-to-date supply houses. Stanley & Patterson, N. Y. City; Pittsburg Supply 
Co., Pittsburg, Pa.; Boston Steam Specialty Co., Boston, Mass.; Henri Burin & Cie, Paris, France. 


without 
repairs 


To Retail $7.50 


MUELLER FULLER WORK 


STANDARD GRADE BIBB 


) 


Three-fourths actual size of 1-2inch Bibb 


In lots of fuller bibbs the non-hammering feature is 
accomplished by choking up the inlet, and the waterway 
remains partially closed when the bibb is full open. 

When the Mueller Fuller Bibb is full open the water- 
way is well open. The play of the eccentric is sufficient 
to push the flange in front of the ball well out of the inlet. 

Mueller Fuller Bibbs are made according to the Mueller manu- 
facturing theory of making something better than existing styles. 


They have an individual quality called Mueller quality, bear the Muel- 
ler trade mark and are unconditionally guaranteed. 


Mueller Fuller Bibbs are made in plain and hose pattern, with 
shanks for all styles of pipe connection. The bibb here illustrated ig 
the plain pattern with iron pipe shank. 


We also make compression and ground key work for plumbers’ use, 


All parts are carefully inspected and each bibb is given a hy- 
draulic test as near like actual service use as possible. 


Mueller Fuller Bibbs are on exhibit in the 
Palace of Manufactures, World’s Fair. 


H. MUELLER MFC. CO.., Decatur, Ill., U.S.A. 


Something New and Sanitary in a Kitchen Sink 


eet 
pe 


saneenaecs ot 
—— 


A one-piece Roll Rim Porcelain Enameled Iron Sink with recessed deep-roll back, right and 
left hand Drain Boards, and No. 444 Fuller Double Bath Cocks (a new departure from the old style 
bibb cocks.) Fitted with concealed Brackets and Enameled all over. The most sanitary sink on 
the market. 

Write to Department R for Catalogue and Prices. 


JOHN SIMMONS COMPANY, 110 Centre St., New York. 
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NOTES OF THE LAST ANNUAL 
CONVENTION OF THE CAL-~ 
IFORNIA M. P. A. HELD 
AT PASADENA IN MAY 


On Wednesday during the session of the 
convention the visiting ladies were given 
a trolley ride around the city by the 
Ladies’ Auxiliary, various points of in- 
terest were visited, including Chinatown, 
various of the public parks, the oil well 
fiends, etc. 


Friday being “Pasadena Day,” the vis- 
itors boarded the electric cars for the 
“Crown City,’ where they arrived at noon 
and were escorted to Woodman Hall, 
where they were tendered a sumptuous 


spread by the Pasadena association, after 
which they were photographed in a happy 
group, concluding the pleasure of the day 
with a carriage and tally-ho drive out 
Orange Grove Avenue Boulevard, and 
thence visiting the famous Cawston Os- 
trich Farm at South Pasadena on their 
return to Los Angeles. 


The program for Saturday consisted of 
a picnic and old-fashioned Spanish barbe- 
cue, which was held at Verdugo Park, the 
train leaving the city at 9 A. M. 


On Sunday the visitors were taken on 
an excursion to Santa Catalina Island ou 
the steamer Hermosa, arriving at .one 


o’clock. After the following lunch, which 
was taken at the hotel Metropole, the 
visitors employed their time by visiting 
the various places of interest, including 
the aquarium, bath house, and seal rocks. 


Monday morning found the delegates 


leaving for their homes from the most _ 


pleasant gathering in the history of the 
Association. 


On Thursday the visitors were taken for 
an excursion to famous Mt. Lowe, and in 


the evening they attended a grand ball . 


which was given in their honor in Turner 
Hall. 


@ Pittsburg and the South @ 
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PLUMBING CONDITIONS IN PITTS- 
BURG. 
T this writing business in plumb- 
A ing and kindred lines is quiet in 
the Iron City. Affairs in the 
building line are not brisk, and as a con- 
sequence the plumbing supply houses 
and the plumbers are not rushed with 
orders. While there is a certain amount 
of building under way, the volume is 
far below normal. 

Another influence which has deadened 
trade in the plumbing: line is the fact 
that plumbers’ strikes are on in many 
cities and towns in Western Pennsyl- 
vania, Eastern Ohio and Southern New 
York, and as the Pittsburg jobbers have 
salesmen constantly calling on the trade, 
the effect on their business may be real- 
ized. 

THE NEW BESSEMER BUILDING 


The magnificent new 14-story Bessemer 
building at Sixth street and Duquesne 


George W. Soffel, Pittsburg, Pa. 


Way, Pittsburg, is owned by Mr. Henry 
Phipps, Andrew Carnegie’s old partner, 
when the style of the firm was “Carnegie, 
Phipps & Co.” The Bessemer building 
was designed by Mr. Grosvenor Atterbury, 
the eminent New York architect, and is 
one of the finest and strongest office build- 
ings in the world. The building has its 
own water, electric light, steam heat and 
power supply, as a companion structure, 
known as the “Phipps Power Building,” 
has been erected on Cecil Alley, in the 
rear of the office structure, which will 
furnish all needed power. Two immense 
Scaife filters of 175 gallon per minute 
capacity each have been installed in the 


basement, as shown in illustration Fig. 2. 
Geo. H. Soffel Co., constructed the plumb- 


was delayed last fall and winter owing 
to the strike of the journeymen plumbers 


Two Scaife Filters Installed in the New 14-Story Bessemer Building at Pittsburg, Pa. 


ing work in the building. The plumbing 


is-of the very best throughout. The work | plumbers worked. on. Sunday. in_order to. 


in this city, and a number of the master 
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complete the job. The plumbing contract 


amounted to nearly $65,000. The Dur- 
ham drainage system was installed. Extra 
heavy soil pipe was used throughout, and 
the water lines, with the exception of the 
fire lines and stand pipes, are of brass. 
Peck’s closets and lavatories were in- 
stalled. The Geo. H. Soffel Co. is com- 


Jacob Soffel, Jr.; Pittsburg, Pa. 


posed of Mr. George Soffel and Mr. Jacob 
Soffel, Jr., and is one of the most promi- 
nent plumbing firms in Pittsburg. Por- 
traits of both members of the firm are 
shown in this issue of THe PLUMBERS’ 
TRADE JOURNAL. 
nent in Pittsburg politics and are highly 
regarded as progressive and intelligent 
business men. 


They are now engaged in 


The Soffels are promi- 


constructing the plumbing in the new 


12-story Wabash Railroad station at 

Fourth avenue, Ferry street and Liberty 

street, another very large operation. 
—a_+ 4+ >__—__——__ 


HAS SECURED SOME GOOD 


PLUMBING CONTRACTS 


W. B. Warnock,: of Beaver, Pa., has” 
secured some good plumbing contracts — 
recently, which he is at present engaged — 


upon. 


Mr. Warnock has been awarded — 


One of the Main Drains in the Bessemer Building e 


the contract for two new dwellings at 
Beaver, two at Ambridge, Pa., and one at — 
Economy, Pa., all being fine residences re- — 
quiring high grade, plumbing. Mr. War- — 


nock has a fine shop and handsome show 


room at Beaver, and is one of the oldest 
and most sucessful plumbers in 
Beaver. Valley.. a fee 


s 


* 
. 


the | 
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STOP 


Less Time on Cheap 


Scuily’s 
Stop and Waste Cocks 
are made of the best 
Red Metal; always turn 
easy, and for quality 
and price they can’t 
be beat. | 


WASTE 


Competition Goods 


AND 


Cheap Brass Goods 
are like eggs. They 
are all right until you 
want to use them. You 
run no risk with Scully 
Goods. They are un- 
conditionally Guaran- 


teed. 


Scully for Quality 
If your jobber does i 


not carry these goods 


Write us! a. = | ae 


Scully Closet Ventilator 


' Urinal Trap 


TheScully Closet and Urinal 
Ventilators are endorsed and 
used by the leading Architects 
and Plumbers. Write us for 
prices and general information. 


Write for Catalogue and 

prices on Scully Traps. They 

are goods of merit. Give 
them a trial. 


Scully 2 Scully 
High Grade Fuller / High Grade Compression 


Goods Goods 


W. J. Scully Ventilator @ Mfg. Co. 


DETROIT, MICH. 


GENERAL OFFICE AND WORKS: 
BECHER and M.C.R.R. 


PETER MUNN, 


Editor 


News and Gossip From Plumbing, 
Heating and Lighting Trades 


S. S. RECKEFUS 
General 
Western 
Representative 
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moved from 383 Dearborn street 

and are now at home to their 

friends and customers across 
the street at 54-56 Dearborn street. They 
have fine large light quarters at their 
new place, where they will install a large 
line of boilers, tank heaters, laundry 
ranges, furnace and heating supplies. 
When fitted up it will be one of the most 
complete lines of its kind in the city. 


HE Chicago Heater and Supply 
| Co., Chicago, have recently 


D. J. Hickey, 273 Rush street, Chicago, 
has been exceptionally busy during the 
past few months, with a fine line of over- 
hauling and repair work. He has in- 
stalled and overhauled more new bath 
rooms this spring than he has done for 
a number of years. His plumbing shop is 
situated in one of the finest residence 
districts on the north side, and has among 
his customers some of the wealthiest peo- 
ple of the city. 


The well-known heating salesman, J. F. 
Sims, who for the past year has been 
with the Columbia ». Heating Company, 
Chicago, has recently returned from a few 
days’ outing in Nebraska. The many 
friends of Mr. Sims will no doubt regret 
to learn it was necessary for him to take 
a short vacation on account of his health, 
which has not been of the best. They 
will also be pleased to know that a few 
days’ angling in the streams of Nebraska 
greatly benefited him, and did but little if 
any damage to the trout. 


Thos. Conlin, who is generally reputed 
to be Chicago’s wealthiest plumber, has 
recently been awarded the contract for 
the plumbing of a three-story building 
being erected at 50th street and Madison 
avenue, The structure comprises twelve 
strictly high grade flats, which will be 
equipped with modern plumbing. The 
owners of the building are Hood and Tull- 
gren, 6249 Kimbark avenue. In addition 
to this Mr. Conlin has quite a few other 
good jobs on hand, and generally manages 
to secure sufficient work to keep a large 
force of men busy. 


J. H. Schaefer, whose plumbing shop 
is at 4047 North Clark street, Chicago, 
has considerable new work on hand at 
the present time, both in Edgewater and 
around the northern limits of the city. 
He has also the contract to install the 
plumbing in a four-story building at 
Montrose and Clark streets, which will 
cost about $500. 


W. P. Arnold, who has an attractive 


looking plumbing shop at 1114 West 12th: 


street, Chicago, has been quite busy dur- 
ing the past few months with new work. 
He is now installing the plumbing in a 
new building on Homan avenue, and also 
has another new job on Millard avenue. 
He has also been kept busy with: a good 
line of overhauling work in different. por- 
tions of the west and southwest side. 
Jos. B. Breen has given up his plumb- 


ing shop in Kalamazoo, Mich., and has 
moved back to Chicago, after an absence 
of four or five years. Joe has also brought 
his family with him, and expects to make 
Chicago his home. He intends to start 
up in the plumbing business near his old 
location on the west side around 12th and 
Halsted streets. Joe has many friends in 
Chicago who will no doubt be pleased to 
welcome him back to the old stamping 
grounds. 


W. M. McInerney has changed his mind 


about locating on the Pacific coast, and 
has decided to remain in Chicago yet 
awhile. He has recently moved into 
larger quarters at 447 Hast 63d street, 
and intends to carry a larger stock of 
plumbing goods, and also intends to carry 


the Chicago Board of Examiners, having 
successfully. passed the examination re- 
quired by the State law: A. H. Biggers, 
454 South Paulina street; John Glavin, 
4745 State street; Chas. Watson, 705 East 
47th street; Christian Claussen, 558 Sedg- 
wick street; Geo. J. Bastick, 807 West 
63d street; Chas. Hedrick, 627 Lincoln 
avenue; Thos. J. O’Loughlin, 147 S. Sac- 
ramento avenue; R. J. Lavery, 279 39th 
street. 


The office and stock room of the Deca- 
tur Plumbing & Heating Co., of Decatur, 
Ill., is illustrated on this page. The mem- 
bers of the firm are seen grouped in the 
foreground, while the general ship-shape 
appearance and model method of office 
arrangement will attract and impress the 
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HICAGO 


from a fractured skull. As it was he was 
laid up for several weeks, but is now able 
to attend to his business as usual. 


The journeymen plumbers of Ottawa, 
Ill., have recently secured an increase in 
their wages from $3 to $3.60 per day. 
They asked for an eight-hour day and 
$3.50, but compromised with the master 
plumbers on a basis of 40 cents per hour 
with a nine-hour day, which is equivalent 
to $3.60 per day. 


Hugh Smith, until recently with the 
Chicago branch of the W. J. Scully Ven- 
tilator and Mfg. Co., is now employed in 
the office of the county treasurer. Mr. 
Smith is well and favorably known 
among the journeymen plumbers of Chi- 
cago, whom he served several terms as 
business agent. 


J. J. Fagan, whose plumbing shop was 
formerly located at 208 Grand avenue, 
Chicago, is now at West Chicago avenue 
and Springfield avenue. Mr. Fagan finds 
the new iocation more advantageous in 
many respects, and since moving several 


Iustration of the Office and Stockroom of the Decatur Plumbing and Heating Company, Decatur, Ill. Members of the Firm are seen in the Foreground 


a complete line of gas fixtures. He has 
recently been awarded the contract for 
several new jobs, including a _ six-flat 
building at 48th street, near Calumet ave- 
nue. 


Jas. P. O’Brien, of 293 Grand avenue, 
Chicago, is slowly recovering from the ef- 
fects of a rather serious fall which he 
received last September. While looking 
over some work he fell backward down a 
shaft and seriously injured his shoulder 
and hip. 
home for the past six months, but with 
the aid of a cane is now able to walk and 
give some attention to his plumbing busi- 
ness, which has been somewhat neglected 
during his illness. 


The following master plumbers recent- 
ly received their state certificates from 


He has been confined to his» 


reader. There is nothing like system and 
neatness in the conduct of a flourishing 
business, 


Among the trade visitors who recently 
visited Chicago were Mr. Taylor, of Tay- 
lor & McGuire, Aurora, Ill.; Mr. J. M. 
Dougherty, of Ottawa, Ill.; and Mr. Jas. 
R. Scanlan, of Elgin, Il. 


While supervising some plumbing work 
at Michigan avenue and Hubbard Court 
several weeks ago A. C. Hickey, the well- 
known west side plumber, was: rather 
seriously injured through the fall of a 
brick which struck him on top of the 
head. The sharp edge of the brick made 
quite an impression on Mr. Hickey, who 
thought sure the last day had come. The 
derby hat which he wore at the time was 
probably the only thing which saved him 


months ago has been successful in secur- 
ing quite a good deal of work, both over- 
hauling and repairing as, well as several 
new jobs. 


The friends of Geo. L. Bottom, the well- 
known heating salesman, will no doubt 
be pleased to learn of his connection with 
the Columbia Heating Company, 40 Dear- 
born street, Chicago. Mr. Bottom, who 
has met with unusual success as a boiler 
salesman, has considerable acquaintances 
and friends in the western territory. 


The contract for the plumbing and sew- 
er work of the John Worthy school, Chi- 
cago, has recently been awarded by the 
Board of Education to M. J. Corboy at 
his bid of $2,981. The ventilation of the 
same school was awarded to Rud. Wier- 
sig for $225 and the steam heating to 
Kehm Bros. Company for $184. 
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Geo. H. Wohner and W. J. Bott, under 
the firm name of Wohner & Bott, have 
recently opened, a plumbing shop in Kan- 
kakee, Il]. Both men are practical plumb- 
ers and have worked in Kankakee for the 
past eight years. Mr. Wohner, of the firm, 
has secured his State certificate from the 
Chicago Board of Plumbing Examiners, 
and has also applied and been accepted 
as a member of the Illinois Master Plumb- 
ers’ Association. 


Link & Kleber, of Blue Island, IIL, 
both of whom are practical p Pugnere, 
have been kept busy during i 
with overhauling and repair work. 
also have a good heating job in a school 
building at Homewood, Ill. The plumbers 

»of Blue Island have been trying for some 
time to get the city council to appoint a 
plumbing inspector in compliance with 
the State law, but have not yet. succeeded. 
They hope, however, to be able to prevail 
upon the city authorities that it is for the 
benefit of the people to appoint a plumb- 
ing inspector. 


The strike of the stone, lime and Ce- 
ment teamsters which threatened a gen- 
eral suspension of building operations 
several weeks ago, has been settled, the 
men accepting 10 cents per day advance 
in lieu of their original demand of 25 
cents per day increase. They were also 
granted the ‘closed shop and other con- 
cessions aS regards overtime. A large 
number of workmen were made idle by 
the strike of the teamsters, which lasted 
two weeks, and general satisfaction is ex- 
pressed that the only obstacie which 
threatened to interrupt building has now 
been removed. 


‘M. F. Minzesheimer, until recently en- 
gaged in the plumbing business in Padu- 
cah, Ky., is now a traveling salesman for 
a large wholesale liquor house in the 
Blue Grass State. Matt is well known in 
this section of the country, having former- 
ly been engaged in the plumbing business 
in Chicago for a number of years, where 
he did the plumbing in some of its large 
buildings. As a plumber Matt has had 
more or less experience with water in its 
various forms, but in his new vocation 
will deal in an article where water will 
only be used in a limited degree and more 
often in solidified form. 


L. J. Meyer, of Kankakee, IIll., has re- 
cently sold out his plumbing business to 
J. R. Blatchford, who for the past eighteen 
years has also conducted a plumbing shop 
in Kankakee. Mr. Blatchford has bought 
all of the stock of plumbing and heating 
material and moved into the building 
formerly occupied by Mr. Meyer, who has 
retired from the plumbing business to 
attend to his brewery interests in Kanka- 
kee. Mr. Meyer has been very successful 
during the few years he has been in the 
plumbing business, but evidently believes 
there is more money in a brewery than 
in a plumbing shop. 


The Chicago Master Plumbers’ Associa- 
tion is endeavoring to foster the social! 
spirit among the members of the organi- 
zation, and to this end have appointed a 
standing committee on entertainment 
consisting of W. J. Lang, Thos. E. Duffy, 
and W. H. Griffith. It is hoped that in 
encouraging the social features among 
the members it will also react beneficially 
to them in a business way. The commit- 


They 


tee appointed represents the younger ele- 
ment in the association, and as all of 
them are live, hustling young men, it 
will be strange indeed if their efforts do 
not produce some good results. 


Having completed 
to more commodious and convenient lo- 
cation at 56-58 Dearborn street, the Chi- 
cago Heater and Supply Co., of Chicago, 
inform the trade that they are now in a 
petter position to fill orders. 


| DeVpmremetypinemnet prrmmetypinef 
Plumbing News From 
Colorado and 
Adjacent Territorities 


BJ ror eprom 


: e : . 
T is proposed to organize and incor- 
porate an independent plumbers’ 
supply company in Denver, with a 


view of supplying any and all demands | 


for plumbing goods from any source 
whatever. Sales are not to be restricted 
to those engaged in the plumbing busi- 
ness, but any person whether 
of the association may have his wants 
supplied. 

It is reported in Denver that houses 
of this character have been established 
in «a number 
have commanded a good trade, resulting 
in fine dividends to the stockholders. 


It may be that a proposition of the | 
character mentioned will succeed in Col- | 


orado. It is reported that much interest 
is being aroused in the project and that 
many people are making 
a view of obtaining stock. However this 
may be, the profitableness of such a busi- 
ness for this territory is not assured. Some 
parties who are familiar 
ation and have had a jong experience in 
the plumbing business in this western 
country, are of the opinion that a house 
of the character mentioned will not be 
able to command sufficient trade to be 
much cf a profit maker. 


The City Council of Longmont, Color- 
ado, has troubles of its own. It was re- 
cently reported in these columns that 


some of the citizens of Longmont had | 


commenced suit against the council, al- 
leging that the assessments for a sewer- 
age system, contract for which had been 
awarded, were illegal and consequently 
void. Notwithstanding the suit, which 
may not be determinéd for some time, the 


council proposes to pass an ordinance 
guaranteeing the payment of the war- 


rants upon the city treasurer to be is- 
sued in payment of sewer construction. 


CONTRACTS GIVEN OUT RECENTLY 


N. W. Haas, of Colorado Springs, Colo., 
secured the contract for plumbing the 
new Carnegie Library of the above city, 
which is now in course of erection. 

The Fish-Burke Plumbing Co., of 
Pueblo, secured the plumbing contract on 
one of the new. buildings being erected by 
the State as an addition to the State In- 
sane Asylum located at Pueblo. 

Mr. Gilmore, president of The Gilmore 
Plumbing Co., of Colorado Springs, Colo- 
rado, has been suffering from a severe at- 
tack of throat trouble, but is now about 
again looking “considerably worse for 
wear,” having lost about 25 pounds in 
weight. 

Mr. BE. R. Joyce, of Colorado Springs, 
Col., president of The State Master 


moving their office | 


in or out} 
| diseases. 


of cities east of here and | 


inquiries with | 


with the situ-| 


have secured the 
|The Sister’s Hospital at Trinidad, Col. 
| These gentlemen are also 
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Plumbers’ Association, was the lowest 
bidder on aseout 18,000 feet of 8 and 10- 
inch sewer extension to the sewer system 
of above city. Mr. Joyce is very atten- 
tive to business and secures his share of 
the new work. 

St. John & Barnes, of Colorado Springs, 
secured the contract for heating the new 
Carnegie Library now under construction 
in their city. 

The contract for the construction of a 
gravity water works system for Mancos, 
Col., has been awarded to O’Brien & 
Rhodes, of Denver. These gentlemen are 


| large contractors in the waterworks line. 


St. John & Barnes, a_ well-known 
plumbing firm of Colorado Springs, Col., 
heating contract on 


installing a 
heating plant in a large business block in 
the same city. e 
The Irving Plumbing & Heating Co., of 
Denver, has been awarded the contract for 
heating the Steel Hospital, of the above 
city. This hospital is being built for 


‘the use of the citizens of Denver, and is 


confined to the treatment of contagious 
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“TRIUMPH” 


WATER LIFT 


SUPPLY 


CISTERN SUCTION 


WHAT THEY SAY, AND WHO SAY I\. 


“We have used a great number of Motor Pumps 
during the last five years, and they have been of 
several different manufacturers. 

“We have at all times attempted to get the 
best on the market, and after considerable experi- 
menting, we decided to use your pump exclusively, 
which we have done for the past two years. 

“The fact that we have placed our order with 
you for two hundred (200) motors is evidence 
that we are satisfied with your pump, and that 
we are not expecting anything better to be put 
on the market in the near future.’ 

THe Hurrman-Conkuin Co., 
Columbus, O. 


The above letter explains itself. 


It is from one of the largest and best known 
firms of contracting plumbers in Ohio, 


Ask for our catalog and prices. 


The Ohio Pump & Brass Co. 


Oak and [8th Sts., Columbus, 0. 


Sansealo 


REGISTERED TRADE MARK 


FLOOR DRAIN BACK WATER TRAP 


PATENTED JAN. 5, 1904 


Submerged Gate. Clean Seat. 

Readily accessible. Circular Top. 

Easily putin. Discharges upward, 
Can’t Clog Gate. 


Send for Catalog and Prices. 


CRAMPTON FARLEY BRASS CoO., 


Manufacturers of Plumbers’ Specialties 


KANSAS CITY, MO. 


The Central Chandelier Co., 


Manufacturers’ of and Dealers in 


GAS and ELECTRIC FIXTURES 


512? Fulton Street 


Sena ior New Catalcg 


CHICAGO. 


Mention Plumber's Trade Journal! 


KRAUSHAAR BRASS MFG. CO., St. Louis 
GAS AND ELECTRIC FIXTURES. 


CATALOC ON APPLICATION. 


D@ VWACUUM HEATING o2& 


JAS. A. TRANE VACUUM HEATING CO., : 


La Crosse, Wis, 


Eastern Office: Vacuum Heating Co. 429 Heed Bidg., Phila., Pa. 
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Whispers from Washington, D. C. 
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LUMBING in Washington is 
44 Pp picking up rapidly now and 
the prospects for a busy 
summer and fall business 
in this line are assuredly 
bright.” This is the opinion of Brother 
James E. Albinson, whom I dropped in 
to see the other evening. 

Here is one of the leading’ master 
plumbers in the city, who hung up his 
shingle over sixteen years ago and mon- 
opolized his section of the city. But be- 
fore many seasons passed Mr. Albinson’s 
selection of a business site was appreci- 
ated by six other enterprising men, who 
opened up their establishments all within 
three squares of one another. This house 
holds the distinction of saying it has 
continuously carried a working force of 
sixteen men and boys and each spring 
has put on an extra force, almost doub- 
ling its regular. A force of 24 men and 
boys have been carried on the rolls at 
this shop for eight consecutive months. 

The late spring alone is responsible 
for lack of work, but now that the 
weather has opened up to allow building 
operations to proceed, there is already a 


scarcity of tradesmen of all kinds, and 


contractors have placed themselves on 
record by offering more than union pay 
to secure men to rush their work. In 
connection with Mr. Albinson’s business 
he has two shops and also a branch at 
Brookland, a suburb about three miles 
from the city. This branch is in charge 
of his father, who has long been a 
plumber of repute. 


* We print here a facsimile of a ‘“Work- - 


man Working Blank,’ which is an old- 
established feature of this house. 

This is particularly advantageous to 
the customer, as he has to sign for the 
workman when he comes and leaves the 
job, and this assures him of no “extras;” 
he “sees” what he “pays” for. 

This shop has another original custom 
in that in rendering a bill, where work 
has been done which required the inspec- 
tion and approval of the inspector of 
plumbing of the District of Columbia, the 
certificate of approval is always attached 
thereto, and hence there can be no ques- 
tion as to the character of the work done. 
This is an exceedingly good practice, and 
were it adopted generally the class and 
character of work would be more gani- 
tary and promote the plumbing construc- 
tion business to the rank to which it be- 
longs. 

It is understood Mr. Albinson is a very 
progressive master plumber, and this cer- 
tainly bears out information received to 
the effect that the men and boys, old and 
young, in his employ meet once a week, 
and with the “boss” presiding, 
ment in pattern cutting, and under his 
careful instruction study plans, lay off 
work, figure up the items which go to 
make up a plumbing contract, discuss 
this and that, and everything pertaining 
to plumuing, tinning and heating, as well 
as ventilation. 

We heartily shake hands with 
“Jimmie” and wish him continuous suc- 
cess. 


Down in the center of the city is the 


experi- - 


conspicuous sign of a well-known firm 
of master plumbers, “The Dunigan 
Pluming Company.” ‘Dave,’ as the boys 
know him, has been making daily trips 
to the Department of Plumbing, with the 
hope of landing some of the municipal 
contracts for the next fiscal year, and 
his trips were not in vain, for now he 
*phones the office and says he has placed 
orders for his supplies on two of the 
three school house contracts which were 
awarded him the other day. The three 
contracts were made for a neat sum, too; 
very near $20,000. 


Vapor heating is new to Washington, 
and Architect B. Stanley Simmons is 


B. M. O. 


B. Folio 


se eee eee ne eeee 


B. C. 
Order NO... 2.003040 


JAS. B. ALBINSON, 


1802 Fourteenth Street, N. W. 


PLUMBER AND TINNER, 


Washington, D. C.,..cececeeeresecerer eet eeseeere 


contract has been let, it is rumored, to a 
local contractor, Robert B. Caverly, at a 
figure in the neighborhood of $20,000. One 
feature of the system is a complete plant 
for water filtration, including filtration, 
heating and supply lines capable of 
handling 18,000 to 20,000 gallons of water 
an hour. 

e bode 
GRADUATING EXERCISES OF 
THE PLUMBING SCHOOL 
AT BOSTON, MASS. 


On Friday evening the 13th of May the 
graduating exercises of the North Ena 
Union School of plumbing were held in 
the main hall of the Union at 20 Parme- 
ter street, Boston . A very neat invita- 
tion had been issued to a number of thu 
plumbing fraternity of Boston and vicin- 
ity, and as a consequence the audience 
had quite a trade gathering look. On 
the stage were President John Manning, 
of the Master Plumbers’ Association of 
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Phone North 862-m 


Workman will have the following blank filled out by some one in the house., 
For the benefit of all parties, please acknowledge the time that our, men arrive at your. 


house: Hour... ... Minutes, ,...- <-: 


also time they leave: Hour........ Minutes,....... 


(Sign name)....sssee+eee ea aareid seein miele cisisie ails eects sie 
N. B.—I will. make a reasonable allowance of time for men to go from shop to place of 


work and return. 


i 


~ Workmen are responsible for all work they do after this ticket. is signed and turned in 
as finished. If work is not finished when turned in, state so on ticket. 


Sere ee er 


on these 


Material Used. 
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Gueeeneccccscccncenrwanssescsoseccsecesrsoscsqa=--| 
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Cerried Up pa Le 


Signed OY. cree. feeder capac costae 


Total =| 


RATE oe ea aNG ARIAL Teche lel oye apantie ais tetstaroes Workman. 


This Ticket must be properly filled out to receive CREDIT. 


Facsimile of a “Workman’s Working\Blank,” used by J. E. Albinson, Washington, D.C. 
—— sss 


carefully weighing the subject of heat- 
ing in this manner the new home of Col. 
R. N. Harper in this city. 


“One of the finest and most up-to-date 
plumbing systems in the country” was the 
opinion expressed by several well-known 
men in the business when they looked 
over the plans for the new Y. M. C. A. 
building for this city. Quality was 
chosen in preference to price, and the 


Boston and vicinity, together with three 
ex-presidents of the same organization, 
including National Vice-President David 
Craig. That world-famous educator, Mr. 
Edwin D. Mead, of Boston, presided, and 
was ably seconded by the Rev. William E. 
Huntington, president of the Boston Uni- 
versity, and Superintendent of the Union 
Mr. Samuel F. Hubbard. In his opening 
address Mr. Mead spoke of the great value 
of such an educational feature as the 
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Union was carrying on in its Plumbing 
School, and cited the fact that this school 
was one of, if not the pioneer, of the 
trade branch in this country, and that 
it has always enjoyed the most hearty 
support of the Master Plumbers’ Associa- 
tion. 
on the stage with him testifying to this. 
He then introduced President Manning, 
who made a short address of advice to 
the graduating class. Reminded them 


The presidents and past presidents 


that they knew how but that they must 


not hurry if they would have the best 
results. Let speed come with practice. 
Be neat in their work and habits. He 
also prophesied that the diplomas about 
to be issued would be of great value to 
the recipients in the years to come, and 
ended by exorting the boys to do their 
level best as the world wanted that kind 
of work and was willing and ready to pay 
for it. Ex-President Daniel Shannon was 
the next speaker. He complimented the 
boys on the most credible exhibit of their 
work shown in their class room, and con- 
trasted their opportunities as compared 
with the days of his youth. Reminded 
them that they had only completed their 
preparatory course and that the broad 
school of experience was still to follow. 
Mr. Shannon was followed by Mr. C. H. 
Cronin, who made a most interesting ad- 
dress. He admitted that he had in his 
early knowledge of the school thought its 
service doubtful and had given the school 
and its graduates some attention in order 


to verify or disprove this thought, and 
that he was ready to bear testimony to 
the fact that the boy who came from the — 
school had the other boy who did not, as 


he expressed it, “beaten a block.” He 
assured his hearers that the diplomas 
were issued only after a most careful ex- 
amination and the markings were of the 
most rigid character, and would be cer- 


tain to prove of value to the boys in after — 


life. 
to obtain a license wherever the law made 


That he knew they would be able 


an examination necessary to procure one. 


He closed his remarks after calling atten- 
tion to the great increase in the size of 
the plumbing jobs of our day as compared 
with those of a decade ago. This in- 


crease in size, he said, had given rise to 


a demand for young energetic men of ex- 


ecutive ability who knew the technical as ~ 
well as tlie practical side of the pusiness — 


or trade, and pointing out that all master 


plumbers would be only to welcome a 
clean, fair 
dreaded only the 
one. 


knowing competition and 
ignorant and unfair — 
David Craig was then introduced — 


and spoke of the school as the most ad- — 
vanced and best.method to solve the ap- — 
prentice question. And a thorough edu- — 


cation the best way to wipe out that un- 
desirable heritage that is to-day handea 
out to the plumber. Superintendent Hub- 


bard, regarding the stand of the National — 
Association as to trade schools and Mr. — 


Craig told of the report of a committee 
on this question made at San Francisco. 
Mr. Huntington then followed with a 
short address on thoroughness and ths 
diplomas were presented by Mr. Hub- 
bard. 


>_> § +_+ —_____—__ 


A PROSPEROUS SEASON IN 
PLUMBERS’ WOODWORK 
Shwab Bros. Co., of 42 Cliff street, Man- 
hattan, are busy filling orders for their 
line of plumbers’ woodwork, on which 
they are getting some very attractive 
prices. They have had an unuSually good 
season for seats, tanks and bath tub rims. 


ene a) 


é 
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Iron Enameled Baths. 
Porcelain Baths. 


Marble Lavatories, 
Porcelain Lavat-ories. 
High and Low Tank 
Closet Apparatus. 


Shower Baths 


AND 


Sanitary Fixtures of Every Description 


eae 


“SENEGA” Low Tank Gloset Apparatus 


Nason Manufacturing Company, 


71 Fulton Street, NEW YORK. 


Lae enh 


UD ® extend you acordialinvitation 
to visit our new show-room 
and inspect the line of modern San- 
itary Fixtures and appliances which 
we exhibit. 
Everything up-to-date—methods, 
fixtures and salesmen. 


LSS 


‘ ice 
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Write these firms for catalogues and 
mention The Piumbers’ Trade Journal, 


Advertisers in The Plumbers’ Trade Journal can have their catalogs and trade 
literature reviewed with our compliments in these columns by sending first copy 


off press to our New York office. 


AMONG the many 
new wrinkles that 
have been con- 


tracted in catalog- 
ing specialties in 
plumbers’ supplies 
the Brown-Wales 
Co., of Boston, 
Mass., have jerked 
the biscuit. In 
compiling this new 
catalog they have 
arranged it so that 
all illustrations are designated by letters, 
thus doing away with numbers under the 
cuts, which are so often confusing and 
misleading by being frequently reversed 
or improperly written when hurriedly 
ordering. By this method they have 
adapted tnere is less liability for such 
errors, as you have only to give the page 
number and letter under the illustration. 
Every member in our trade should have 
this book handy at his elbow. Drop a 
line to the Brown-Wales Co., 69-83 Pur: 
chase street, Boston, Mass., mentioning 
THE PLUMBERS’ TRADE JOURNAL and they 
will send you one by return mail. 


WE have just re- 
ceived, right off 
the press, a copy 
of the beautiful 
catalog issued by 
the Hersey Mfg. 
Co., of Boston, 
Mass. It is printed 
on extra heavy 
calendered paper, 
and shows their several specialties in 
the meter line in artistically gotten-up 
wash drawings. Sectional cuts are also 
shown, wherein the working parts of the 
meters are fully described. In their an- 

.nouncement to the trade they say: 

“Wor over seventeen years we have 
been making and selling meters designed 
and constructed with the needs of water 
departments and the requirements of 
their managers always in mind. We have 
employed the combined talents of ex- 
pert inventors, engineers, water works 
managers and mechanics of the righest 
reputation and skill, and our constant 
aim has been and is always to maintain 
superiority in our manufactures and to 
serve all our purchasers in a manner 
to secure their permanency as custom- 
ers. Our meters are in general use 
throughout the cities and towns of the 
United States, and have also found 
their way in all parts of the world, which 
we believe is the strongest endorsement 
of their merit. 

We wish at this time to extend our 
grateful appreciation to the very gener- 
ous patronage given to us by water de- 


partments throughout the country, and, 
on behalf of our representatives who have 
come into personal contact with water 
works officials and employees in the sev- 
eral territories to which they are as- 
signed, we extend our hearty thanks for 
the uniformly courteous manner with 
which they have been received.” 
Accompanying the catalog is a neat 
little price list of their specialties, 
bound in the same manner as the larger 
book, so convenient in form that it can 
easily be carried in the inside pocket. 
By mentioning THE PLUMBERS’ TRADE 
JOURNAL and writing to the Hersey Mfg. 
Co., South Boston, Mass., or to their 
New York offices, 220 Broadway, you will 
receive both of these artistic and useful 
books. % 


Cahill-Swift 
Mies Cone Ofem ots 
Louis, Mo., have 
just received from 
their publisher 
their new catalog 
“No. 16276 camed 
which they are now 
distributing among 

aE 3 the trade. In the 
compilation of this book they have en- 
deavored to place before the reader in a 
concise manner a general line of steam 
goods, plumbers’ supplies, water works, 
railway, contractors’, foundry and mill 
supplies. Their chief aim has been made 
to make this a standard book of refer- 
ence for the trade, and list prices are 
carefully prepared and corrected up to 
date. The book is carefully indexed and 
abounds with useful information to the 
plumber and fitter. There is nothing 
that you need that is not in it. A postal 
will bring you a copy by addressing 
them and mentioning Tur PLuMsBers’ 


| THE 


TRADE JOURNAL, 


ag “READ ABOUT IT” 
is the title of a neat 
little pamphlet is- 
sued by the Rapid 
Heater Co., of Grand 
Rapids, Mich., in 
calling the attention 
of the trade to the 
merits of their rapid 
bath heater. It is 
pretty well known 
that an instantane- 
ous bath heater is an 
indispensable neces- 
sity in the home, office or any place 
where hot or warm water is needed, and 
it is the aim of the authors of this little 
book to show the trade the whys and 
wherefores in the durability, capacity 
and efficiency of their heater, It also 


ce ‘ 
APIO WEATER CO, plhiTED 


tells you why they have relegated the 
vent pipe or flue to the scrap pile, and 
by so doing have done away with a 
necessary nuisance which had been a 
source of worry and expense to both the 
plumber and consumer, and thus saving 
an expense of from two to ten dollars 
in installing same. There is a wonderful 
lot of information in this little book for 
the plumber, and it costs him nothing 
but a postal. Write to the Rapid Heater 
Co., Ltd., Grand Rapids, Mich., mention- 


ing THE PLUMBERS’ TRADE JOURNAL. 
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THE LENHART AUTOMATIC 
SEWER TRAP 

On this page is shown an illustration 
of one of the Lenhart automatic sewer 
traps, which is designed for use at re- 
ceiving basins in trunk sewers. It al- 
lows the free flow of water and waste 
matter, but any back pressure immediate- 
ly closes the trap and makes it air and 
water tight, thus instantly preventing the 
sewage and poisonous gases returning into 
the pipes. This trap is invaluable in re- 
claiming land from swamps, as it will 
continually drain and at the same time 
prevent the entrance of tide water. 

The numerous epidemics of typhoid and 
other dread diseases the past two or three 
years have only served to emphasize in 
the public mind the absolute necessity of 
constantly guarding the public health 
against attacks of this character by exer- 
cising every possible precaution, sanita- 
tion in sewerage systems being one of the 
most important. 

The Perfect Sewer Trap Mfg. Co., of 61 
Beekman street, New York, is the owner 
of the Lenhart patents. The company 


also makes traps designed for public and 
private buildings in which the same prin- 
ciple is used. Many traps, similar in pur- 
pose, are on the market, but the impor- 
tant advantage claimed for the Lenhart 
patents is that the trap is made of a non- 
corrosive composition, the process being 
secret, which not only makes them dur- 
able, some of them having been in actual 
use for eleven years, but prevents any in- 
terference in their working by reason of 
the accumulation of rust and grease. Pub- 
lic buildings in New York, Philadelphia, 
Albany, Syracuse, Elmira, Pittsburg and 
other cities have been equipped with these 
traps. As an invention in the direction 
of better sanitary conditions the Lenhart 
patents occupy an important place. 
——o_ 44+ >___—_. 

The trade is most cordially invited to 
visit and inspect the exhibit of the Tren- 
ton Potteries Co. at the St. Louis Fair. A 
line of Ideal solid porcelain and vitreous 
china sanitary fixtures are displayed in 
section 2-B, Manufacturers’ Building. 
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New Plumbing Shops 


and 


Trade Information 


Joseph C. Mitchell 
plumbing shop at 604 
street, Baltimore, Md. 


has opened a 
North Colvert 


L. F. Seidler is a new master plumber 
at Wheeling, W. Va., having opened a 


shop at 1904 Market street. 


A new plumbing shop has been opened 
at Sandusky, O. D. P. Larkins and Jos. 
H. Zoellner are the proprietors. 


Birdy & Sheeran have formed partner- 
ship and opened a plumbing shop at 179 
North Main street, Bristol, Conn, 


James Crawford is the successor to the 
plumbing business formerly carried on 
under the firm name of Crawford & 
Nichols at Roxbury, Mass. 


Cooper Bros., of Springfield, Mo., have 
moved from their old stand to larger 
quarters where they will be in a better 
position to take care of their increasing 
trade. 


The Pacific Valve Company is a new 
corporation at Hammond, Ill. Capital, 
$7,500. Incorporators: J. W. Master, M. 
T. Anderson, O. F. Scherer, F. C. King 
and C. A. Post. : 


The Union Plumbing Company, of 
Springfield, O., was incorporated with 
$10,000 capital stock by Edward W. Bax- 
ter, Chas. P. Baxter, Jacob C. Nafz, Scho- 
lastika Nafz and James ©. Baxter. 


The Buckeye Brass & Iron Works Com- 
pany, of Cleveland, O., has been incor- 
porated with a capital stock of $10,000. 
The incorporators are M. J. and J. D. Pel- 
ton, W. P. Trinter and F. S. Chamber- 
lain. 


The Phillips Flushing Tank Co., of 
Portland, Me., has been incorporated with 
a capital stock of $500,000. The officers 
are C. A. Hight, Brookline, Mass., presi- 
dent, and L. L. Hight, of Portland, treas- 
urer. } 


Strange Bros. have opened a plumbing 
shop at Moline, Ill. They are located at 
1101 Fourth avenue. 

Ryan, Shanley & Boyd have opened a 
plumbing shop in the Kimball House 
block at Davenport, Iowa. 


The Matthew Acetylene Lighting Co., 
of Baltimore, Md., has been reorganized 
and the capital stock increased from $50,- 
000 to $75,000. The officers are A. H. 
Wehr, vice-president; William Schlipp, 
Jr., secretary and treasurer, and William 
L. Montisseth, general manager. 


A GOOD HEATING OUTFIT 
is a producer of business. Don’t make the 
mistake of believing that a ninety dollar 
heater is the equal of any other ninety 
dollar heater. The cellar work is what 
tells The ‘“‘“WINCHESTER” talks loud- 
est when installed. Made by Smith & 
Thayer Company, Boston, Mass.—Adv. | 

tt eo 

Fauver & Co., of Dayton, O., are in- 
stalling the steam heating system in the 
residence of Henry Burkhardt on Huff- 
man Hill. They have also secured the 
contract for the plumbing in the new busi- 
ness block now being erected at Fifth 
and Wilkinson streets. 


F 
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Nickel-plated. Heater and Shelf 


LIST PRICE, $21. 


rn _ 


a i 


Heats 3to31¢ gals. per minute to a temperature of 100 Deg. 


The Improved 

Douglas-Acme 
and Flush In- 
Stantaneous 

Water Heaters 
equipped with appliances 
possessed by no other 
heaters, 


' | A SAFETY GAS LOCK 


that prevents explosions. 


A DETACHED and AC- 
CESSIBLE GAS 
BURNER 
that can be easily ad- 
justed. Suitable for any 
gas pressure or process 
of make, therepy obtain- 
ing the proper combus- 
tion which predominates 
in heating water instantly 
and utilizes all the heat 
units. Creates no carbon 
or.soot. 

This is a recognized 
strong feature and ap- 
preciated universally, 


Write for Catalog 
and Discount. 


Pioneer Makers of INSTANTANEOUS WATER HEATERS, and the 
most complete line inthe world. 18 STYLES. 


The Instantaneous Water Heating Co. 


1532159 S. Jefferson Street 


e CHICAGO. 


Reliability, Quietness and Finish 


are the key notes of the 


“Hamilton Gem”’ 
Closet Construction 


BUILT RICHT, 
LOOK RICHT, 
WORK RICHT. 


Ohe Sanitary Mfg. Co. 
of Hamilton, Ohio, 
are the people who make them. 


CET IN LINE MR. PLUMBER 


300 Different Fixtures 


If you haven’t our catalogue 
write at once. 


Silvers’ Brooklyn 


304-314 Hewes St. / 
432 Broadway. ; Brooklyn, N. Y. 


¢ Plumbing Material 
~” Sanitary Specialties 


7 The JAMES ROBERTSON MFG CO., Baltimore, Md, 


We Sell Direct to Mast.er Plumbers 


ONG Oe 


Columbia Colonial Combination 


No. 400 


One of Our Leaders, and acknowledged the BEST money can buy. 


CONSISTS OF 


Our COLONIAL Vitreous China Tank, fitted with N. P. Ball Cock, set flush with 
top of tank (easy of access) and our Columbia Flush Valve. 

Our COLUMBIA Vitreous China Syphon Jet, without Jet Pipe or Ramshorn. 

Our CHICAGO hand polished G. O. Seat and Cover, with heavy hinges. 

Our 3-8 inch N. P. Supply Pipe with Compression Stop. 

Our 2 inch N. P. Straight or Offset Flush Connections, 


Complete with Closet Screws and Washers. 


Entirely our own production, and not a collection of products of 
other manufacturers. 


PRICE ON APPLICATION. 


* The Columbia Syphon not covered. by the Trust, but. by U. S. Patent. No. 755498, issued March 22, °04, 


Columbia Pottery @ Mfg. Co., Kokomo, Ind. 
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Sea as Cte eee 
Acetylene Convention to be Held at St. Louis Sept. 14, 1904.‘ 


? 
ee eee rer Seva Cees 
The regular annual meeting of this It will be particularly interesting to the 


Association is to be held on the 14th, 15th 
and 16th of September in the lecture ha!l 
of the Educational Palace at the World's 
Fair Grounds, St. Louis, Mo. 

The Executive Committee, Mr. A. C. 
BKinstein, chairman, has made the follow- 
ing suggestions: 

We can secure the necessary rooms at 
this hotel, which is inside of the grounds. 
In so far as the meeting of the Associa- 
tion will be held in the Educational Build- 
ing lecture hall, this will make it very 
convenient for the members to come to 
the meeting, which is only a short dis- 
tance from the hotel, and then place them 
in a position to see the fair as soon as 
the meetings are over without any loss 
of time, ete. 

If the members of the Association de- 
sire to reserve rooms, it will be neces- 
sary for them to do so at once, making a 
deposit of $5.00 to cover the reservation. 
In the event they do not make this de- 
posit, we can make the reservation with 
no guarantee, however, that the rooms 
will be at the disposal of the member's. 
It is best to make the deposit under the 
circumstances. 

The program for the regular meeting of 
this Association is as yet far from com- 
plete. The following, however, are few 
of the many interesting papers which 
will be read at this meeting: 

“Gas Lighting by Electricity,” by Chas. 
EB. Lee, A.J.E.E., Boston, Mass. 

“History of Acetylene Generator De- 
velopment,” by George Lander Wilson, 
Chicago, Ill. 

“A Generator Manufacturer’s Point of 
View,” by F. Cortez Wilson, of F. C. Wil- 
son & Co., Chicago, Ill. 

“Progress of the Acetylene Industry in 
Cuba,” by Thomas H. Harris, of the Har- 
ris Bros. & Co., Havana, Cuba. 

“Marketing Acetylene Generators,’ by 
A. GC. Einstein Prest, of the Eagle Gen- 
erator Co., St. Louis, Mo. 

“Acetylene from an Insurance Stand- 
point,” by W. H. Merrill, Secretary of 
the Committee of Consulting Engineers of 
the National Board of Fire Underwriters, 
Chicago, Ill. 

“The Progress and Development of 
Acetylene in Combination with Acetone,” 
by F. S. Hastings, Treasurer Commercial 
Acetylene Co., New York, N. Y. 

“Application of Acetylene to Automo- 
bile and Bicycle Lamps,” by L. A. Hine, 
President Hine Watt Mfg. Company, Chi- 
eago, Ill. 

“Acetylene from a Business Stand- 
point,’ by Augustine Davis, President 
Davis Acetylene Company, Elkhart, Ind. 

“Aeetylene Street Lighting,” by D. O. 
Freeman, Binghamton, N. Y. 


trade to know that some of these papers 
will be accompanied by actual demonstra- 
tions, : 

Mr. Chas. HE. Lee, electric engineer of 
Boston, knowing the difficulties the aver- 
age tradesman has experienced in elec- 
tric gas lighting, has consented to give 
practical demonstrations that will tend to 
simplify the installation of electric light- 
ing attachments and give all not well 
posted in this clever system of advanc- 


ing the lighting business, more definite 


ing systems, and a paper on this subject 
by one as authoritative as Mr. W. H. Mer- 
rill, of the Consulting Engineers of the 
National Board of Fire Underwriters will 
no doubt lead to a better understanding 
and tend to promote better conditions 
with the insurance interests and the ace- 
tylene industry. 

Other topics of equal interest and im- 
portance are among the papers all nearly 
assigned with more to follow, and there 
is every indication that it will pay well 
the plumber who can arrange to see the 
big show at St. Louis during the dates 
of the acetylene convention. 

—— >_> 04+ > __————_ 
INDIANA MASTER PLUMBER 
DONS THE OVERALLS. 


Because his journeymen plumbers are 
on a strike, John S. Farrell, clubman, 
lawyer and proprietor of a large plumb- 
ing and gas fitting establishment at 144 
North Illinois street, Indianapolis, Ind., 
has been forced to don his overalls. 

Mr. Farrell was hard at work with his 
plumbers’s furnace on the top of the 


Tractional Terminal Building at Illinois. 


and Market streets yesterday. In ex- 
planation he said: 
“The union in this city has called the 


men from their work, and as I have this 


John S. Farrell, the Well Known Master Plumber of | sobn § Farell the Mel Rew ease eee Ind., in His Working Clothes 


practical knowledge than could be ac- 
quired from pages of literature on the 
subject. 

The paper by Mr. F. S. Hastings, on the 
acetone method of developing acetylene 
will be exceptionally interesting, and 
will be demonstrated by Mr. Hastings, 
showing one of the most wonderful de- 
velopments ever accomplished in the light- 
ing business. 

Insurance risks on acetylene having 
been an important subject since the ad- 
vent of the light, will attract the atten- 
tion of all interested in any and all light- 


contract I put on my Fecal), RAGUIGAES ELEe OG Aaa, cen ane and went 
to work. I was once a plumber myself. 
I served my apprenticeship and worked 
at my trade-for ten years in Cincinnati. 
Why shouldn’t I help the men who are 
with me now?” 

Besides being an expert piumber, 
which trade he learned under J. B. and 
J. O Gibson, of Cincinnati, Mr. Farrell 
is a member of the bar of the Supreme 
Court of Indiana, having graduated with 
high honors from the Indianapolis Col- 
lege of Law in 1903. He is a member of 
the Indiana Chapter of the Sigma Nu 
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Phi and of a number of prominent elubs 
in all parts of the country, including 
the American Society of Heating and 
Ventilating Engineers of New York, the 
Columbia Club, the Commercial Club, the 
Board of Trade, and the Marion Club. 
He is a charter member of the Manufac- 
turers’ Association of the United States. 
He started his plumbing business, in 
1878 and has since then carried out s sey- 
eral large contracts, including the plumb- 
ing in the Traction and Terminal 1 auild- 
ing, the amount of the contract, it is 
sail; being $75,000. it ay, 


OBITUARY 


JOHN MeNB#IL. 

John McNeil, well known in the plumb- 
ing trade of Cincinnati, O., for more than 
fifty years, died at his home, 2915 Vine 
street, recently. 

He was born in Edinburgh, Scotland, 
July 4, 1822. He came to America in 1847 
and to Cincinnati in 1854. Mr. MeNeil 
never took an active part in the civic life 
of Cincinnati. He was treasurer of the 
Caledonian Society, which organization 
will have charge of the funeral, which 
takes place Monday afternoon from his 
late residence. Mr. McNeil was neyer 
married. 


J. C. SLATTERY. 

J. C. Slattery, 

plumber of Dorchester, Mass., died on 

May 12th at his home, after an operation 
for appendicitis. 


H. W. LEIGHTON. 

Horace W. Leighton, a member of the 
firm of Leighton, Davenport & Co., at 
Bangor, Me., 
stroke of apoplexy. 
years old. 


He was fifty-eight 


SPENCER A. JENNINGS. 

We regret, to announce the death of 
Spencer A. Jennings, senior member of 
the firm of Bruce & Cook, New York City, 
which occurred on May 12th at his home 
at Glen Cove, Long Island. Mr. Jennings 
began his business career in New York 
in 1868, at which time he became con- 
nected with W. W. Goddard, who repre- 
sented the largest copper manufacturers 
in the country. Three years later he en- 
tered the employ of Bruce & Cook. He 
was admitted to that firm in 1882. The 
surviving members of the firm, which 
dates back to 1812, are Frank C. J ennings, 
A. Gardner Cooper. and Philander C. Jen- 
nings. Mr. Jennings was a member of 
the Union League Club of Brooklyn and 
of the Fulton Club of New York. 


SILAS E. BENEDICT OF DETROIT, 

The members of the Master Plumbers’ 
Association were greatly shocked not long 
since to learn of the sudden death of Mr. 
Silas E. Benedict, for long a member of 
the Association and at one time its treas- 
urer. Mr. Benedict had been ailing for a 
long time, and had lately undergone a 
surgical operation. He seemed to be im- 
proving, and his family and friends were 
disposed to believe that he was on the 
road to a speedy recovery, so that his 
sudden taking off came as a great shock 
to them. Mr. Benedict had the respect 
and esteem of all of the members of the 
Association as well as of the community 
at large. 


a well known master 


died on May 12th from a 


— 
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THE 


HAWTIN 
ENGRAVING COMPANY 


Gpsr avers 
wo Cghectrolypers 


LARGEST ano MOST COMPLETE 


WOOD ENGRAVING 


DEPARTMENT United Slates 


9147-153 Fitth Av. CHICAGO. 


Best Work. S np Copy 
Low Prices. For ESTIMATES. 


@ ECONOMY IS WEALTH 2 
SSE 


McGuire Adjustable 
Star Roof Flange 


Approved 
by Nevv 
Jersey 
State 
Master 
Plumbers 
at 
Orange, 
April 

19 and 20. 


NOTHING EQUALS IT. RECENTLY RECONSTRUCTED 


IT IS NOW UP-TO-DATE. 
ALL READY FOR PLUMBERS TQ CALK ON PIPE. 


Write for catalogue and discount 


M.L.McGUIRE, Manufacturer. 
Syracuse, N. Y.,U.S5S.A. 


F, CORTEZ 
WILSON & C2., 
CHICAGO, ILL. | 


FREE to any subscriber sending us a 
new subscription, or sent post paid for ® 
35 cents. 


UR NEW BINDER. A serviceable and 
handy arrangement for holding THE 
PLUMBERS’ TRADE JOURNAL, Will be sent 


» Ideal Epworth 
Acetylene 
Generators 


Are the best, 
simplest and 
easiest cared 
for. 


FOOL PROOF 

Every ones war- 

ranced. Everybody 
please, 

3 - Agents wanted. 

———— ADDRESS 

Epworth Css Light & Heating Co., 

Waterire, Iowa, U. S. A, 


IT’S A SELLER 


Our agents get money 
as well as popularity with 
sale of our machines. 


This shows whether our 
is a good one 


proposition 
or not. 


One agent cleared over 
$3,000.00 in six months, 
Why not get in line? 

It’s a Money Maker 


2 ate Hs WRITE US. 


The Rush Acetylene Generator Co., 


20 Bristol Street, CANANDAIGUA, N. Y. 


Lighting Problem Solved by | 


Carter’s Cellular 
Acetylene Gas System 


CHEAPER THAN COAL OIL, BETTER THAN GAS 
or ELECTRICITY, ECONOMICAL, SAFE, 
SIMPLE and RELIABLE. 


We want Reliable Plumbing Firms 
as Agents to sell fhe best Acetylene 
Apparatus on the market. 


Write for terms and territory 


Niagara Falls Acetylene 
Gas Generator Co. 


Niagara Falis, e s 


Lawrenee Gas Fixture 
Manufacturing Co. 


Designers and Manufacturers of 


(ras, Eleetrie and 
Combination Fixtures 


129, (31, (33 and 135 N. Twelfth St. 
CORNER CHERRY ST. 


Write for Catalogue Philadelphia 


STEAM HEATING and VENTILATION 
By W. S. MONROE. 

The chapters comprising this book were originally printed in the 

Engineering Record, and it has been the aim of the writer to 

present briefly the theoretical considerations involved in the de- 
sign of heating and ventilating plant. 

We have a few of these books, which will be sent upon receipt of price, $2.00. 
PLUMBERS’ TRADE JOURNAL, O61 BeeKman St., N. Y. 


Inside Lamp No. 40 | | 

One Mantle, 950 Candle Power 

A Light for any indoor room or 
place of business requiring a 
substantial and satisfactory 
light of great brilliancy and 
far-reaching penetration: 


Hi 
bare 
| 


f 


Write for Prices and =) 
Descriptive Catalog 


The American Self-| 
Lighting Lamp Co. |_| 


300 Montana St. 
PEORIA, ILL. | 


LLLLLLLLKKROM 


SEND FOR OUR 


CATALOGUE |) 


GAS FITTER’S - 
HANDY REFERENCE BOOK « 
ILLUSTRATING, we s 


GAS FIXTURES. 


INCANDESCENT GAS BURNERS, 
MANTLES, 
ACETYLENE BURNERS: 

GLASSWARE, 
IRON PIPE FITTINGS, 
oS TOOLS, ETC. 
& RWilliamson 8 Co 
GAS EL MBINATION/ 
os alg cane 
y STAPLE FITTINGS 


“gy BRACKETS 30 


é ia f 
arrree € ractony NRE satesaoans 


454-452 MILWAUKEE AVE. 52-54 LAKESTREET 
CHICAGO.U.S.A. 


| ACETYLENE 
BURNERS. 


Perfect Light can only be had 
by Using a Perfect Burner. 


Leading Experts Recognize and Accept 


BRAY’S ACETYLENE 
BURNERS 


and unhesitatingly declare it 


THE BEST BURNER MADE. 


BRAY’S ELTA and OTA BURNERS 
Will Not Carbonize When Turned Low. 
— SLT 


SPECIAL TRIAL OFFER.—We will for a limited 
time only send Post-paid, 


7 BRAY BURNERS Assoned 
FOR ONE DOLLAR, Si#=*- 


Not more than one order sold to eny one pur- 
chaser at this price. 


WILLIAM M. CRANE COMPANY, 
1131-1133 BROAWAY, NEW YORK. 


Cen we send you our Descriptive Booklet E7 
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URING the greater part of last 
winter and the early part of 
this spring, the Master Plumb- 
ers’ Association, or rather the 
Master Plumbers’ Exchange, of 

Detroit, was in court. The membership 
of the Exchange embraces a good part of 
the membership of the Association. It 
should be understood, however, that the 
Association proper did not figure in the 
suit; no charges whatever were brought 
against it. 

The Exchange was organized primarily 
to enable its members to promote the busi- 
ness interests of its members—to estah- 
lish a credit system whereby its members 
could be informed regarding persons who 
would make no settlement or only unsat- 
isfactory settlements of their lawful 
debts; to advance the interests of its 
members to the end that they might be 
better protected against the growing en- 
croachments of organized capital; to aid 
its members in purchasing supplies to the 
best advantage. 

Of course, in developing the policy of 
the Exchange, the members found it net- 
essary to agree to do certain things which 
had more or less effect in determining 
the prices of plumbing work, both jobbing 
and contract, in Detroit. They also found 
it necessary in due time to have under- 
standings regarding certain matters with 
the local jobbers. I hasten to state, how- 
ever, that in the development and pur- 
suit of this policy no extortion was prac- 
ticed on the public at large. The members 
of the Exchange, through their rules ana 
regulations, simply tried to get fair prices 
for their work, and it often occurred that 
they were not able to get even fair prices, 
to say nothing of high prices. Never- 
theless, one of the local papers saw fit, 
about the middle of last December, to pub- 
lish a sensational article reflecting upou 
the doings of the organization, and a day 
or two later the local Prosecuting Attoi- 
ney called on the Secretary of the organi- 
zation and advised him that he was about 
to investigate its affairs. 

The Prosecuting Attorney called on thu 
Secretary three or four times, and re- 
ceived from him a full and fair explana- 
tion of the workings of the Exchange, 
both among its members and in connec- 
tion with the jobbing houses, and at the 
end of his preliminary investigation the 
prosecutor filed an application in the local 
Circuit Court for both a temporary and a 
permanent injunction. The temporary in- 
junction was denied, but after weeks and 
weeks had been consumed in taking testi- 
mony, and after the final arguments had 
been presented, the Court granted a per- 
manent injunction against the Exchange 
and the jobbers on the ground that, in 
the judgment of the Court, the workings 
of the organization, together with ity 
understanding with the jobbers, were in 
restraint of trade. 

The case has been appealed to the Su- 
preme Court of the State. 

The Detroit Master Plumbers’ Associa- 
tion now constitutes one of the divisions 
of the Detroit Builders’ Association, 
which was organized largely for the pur- 
pose of securing the open shop in the 
building trades of the city. In conse- 
quence of its attitude on this question the 
journeymen working for members ef some 


of the divisions are out on strike. These 
journeymen are the carpenters, the paint- 


ers, the sheet metal workers, the plumb- - 


ers and the steam fitters. The painters 
were the first to strike, and they were fol- 
lowed in succession by the other journey- 
men mentioned, and thus it happens that 
the members of the Master Plumbers’ A= 
sociation are experiencing the comforts 


and discomforts, the conveniences and in- 
conveniences, of a strike. 

It is eighteen years since the journey- 
men plumbers of Detroit last struck, and 
it seems probable that a strike was about 
due this year anyhow. Every honorable 
means was employed by the master 
plumbers to avoid the strike, An increase 
of wages was offered, said increase to go 
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PATENTS. 


soy teats eieehaw 


STRALEY, HASBROUCK & SCHLOEDER, 


John A. Straley 
Louis B. Hasbrouck 
C. Augustus Dieterich 


Counselors-At-Law 
Solicitors of American and Foreign Patents 


257 BROADWAY, NEW YORK,N.Y. 


PATENTS 


and 
Patent Causes 


Patents, Designs, Trademarks, Labels and Copyrights. 


755,965. Acetylene gas burner Henry 
Symonds, Longbeach, Cal., assignor to 
Libbie F. Kistler, Los Angeles, Cal. Filed 


Feb. 16, 1903. Serial number 143,702. 


(No model.) 
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756,431. 
Brooklyn, 
Serial number 107,133. 


Water-meter. Jolin Thomson, 
N. Y. ‘Filed’ May: 13, 1902; 
(No model.) 


TID) 
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759,607. Water-Heater. James G. Hal- 
las and William McLaughlin, Grand 
Rapids, Mich., assignors to Rapid Heater 
Company, Limited, Grand Rapids, Mich. 
Filed May 7, 1903. Serial No. 156,120. 
(No model.) 


759,228. Water-Heater. Frank V. 
Bartlett, Detroit, Mich., assignor to the 
Ideal Manufacturing Company, Detroit, 
Mich., a Corporation of Michigan. Filed 
November 14, 1903. Serial No. 181,178. 
(No model.) 


Jeremiah J. Delany, 


Faucet. 
New York, N. Y. Filed May 31, 1902. 


759,246. 


Serial No. 109,812. 


(No model.) 


aR 


759,457. Sink. Robert J. Meloney, Al- 
legheny, Pa. Filed May 22, 1903. Serial 
No. 158,234. (No model.) 


SSS 


William 


Hot Water Heater. 
Filed May 19, 
(No model.) 


759,380. 
Kane, Philadelphia, Pa. 
1903. Serial No. 157,764. 
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into effect August 1, and as many other 
concessions as could honorably be made 
were offered, but to no avail, and now the 
Association members are standing shoul- 
der to shoulder in facing the situation. 
A few of the strikers have already be- 
come discouraged and returned to work, 
and it is expected at this writing (May 
18) that others will soon give up the bat- 
tle. Many of the journeymen realize that 
there was no real reason for them to 
strike, and nearly all of them realize that 
they have been well treated by the master 
plumbers. It was really the action of the 
local Building Trades Council that pre- 
cipitated the strike rather than the action 
of the plumbers and steam fitters’ unions. 

It is believed by those whose interests 
are most affected by the existing strikes, 
that once the battle is fought and won 
by the employers, the building trades of 
the city will be in better case than they 
have been for years. There has been no 
effort made on the part of the Builders’ 
Association to destroy any of the local 
unions; in. fact, most if not all of the 
members of the Association think that 
unions, properly conducted, would be a 
help both to employe and employer 
These men simply contend that the closed 
shop is contrary to good policy, and if 
allowed to continue indefinitely would 
work to the general detriment of both 
the employed and the employers. é 
OFFICES OF THE MASTER PLUMB- 

ERS’ ASSOCIATION. 

The Builders’ Association and the Em- 
ployers’ Association of Detroit both occu- 
py quarters on the seventh floor of the 
Stevens Building. These quarters em- 
brace separate offices for the various di- 
visions of the two organizations, and an 
assembly room, which is used in common 
for the regularly called meetings of the 
various divisions. The Master Plumbers 


_ have fitted up their office with new furni- 


ture, and now have a very pleasant place 
for the transaction of business, for recrea- 
tion. and for the entertainment of visit- 
ors. : 

The Employers’ Association referred to - 
above embraces a large part of the manu- 
facturing interests of the city. The 
Builders’ Association consists of the fol- 
lowing divisions: Carpenter contractors, 
cut stone contractors, mason contractors, 
plasterer contractors, marble and tile con- 
tractors, electrical contractors, painting 
and decorating contractors, plumbing and 
steam fitting contractors, metal work 
and roofing contractors, architectural 
wire and iron contractors and structural 
iron contractors. It will be seen that the 
Builders’ Association, like the Employ- 
ers’ Association, embraces a large nuta- 
ber of important trade interests. 

RETIRED FROM BUSINESS. 

Mr. George Weiderhold, who about a 
year ago succeeded the late Daniel Lane 
in the plumbing business, has retired 
from business and gone back to journey- 


man work. 
——_ > +4 


PLUMBER BOUILLON 


I. 


There was a young plumber of Hull, 
Who found life exceedingly dull. 

Says he, “I’ve a notion 

To sail on the ocean, ” 
And consort with the shark and seagull. 


II. 


So he chartered a trim little sloop, 
And headed for fair Guadeloupe. 
But his craft came to grief 
On a cannibal reef, 
And the tribe made him up into soup. 


Ze) 
ay 
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IF YOU ARE 
HAVING TROUBLE 


With tank linings giving out 
an account of the action of 
water or electro.ysis, you 
can overcome it by using 
our acid, alkali, and electric 


proof lining, guaranteed for 
2 years. It costs no more 
than lead and will not give one-half the trouble, and weighs 
less. It is no experiment. 
Send for descriptive circular of this and our new style bent tanks. 


Findeisen @ Kropf Mfg. Co., 


Main Office and Factory, 
2st Place and Rockwell Street, CHICAGO. 


Every 
Plumber 


Should have our 
new catalogue illus- 
trating a complete 
line of cast iron en- 
ameled ware 


New Factory. 
New Goods. 


=. 


Illustrates our Oval Lavatory with No. 4 Fuller Basin Cocks, 
Adjustable Brass Legs, Supply Pipes with Air Chambers 
and Flask Trap 


Write us To-Day for Prices on Plumbers Brass Goods. 


HUMPHRYES MFG. CO., + Mansfield, O. 


GENERAL 
MANUFACTUR- 


And Jobbers of 


PLUMBING 
SUPPLIES 


Eastern Agents: 
0. CHAN. WELLS, 
and 
WM. A. LOCKE, 
100 William Street, 
New York, N, Y. ? 


J.REGESTERS’ SONS CO., Baltimore, Md. 


THE HORN-€ BRANNEN MFG.C2 
DESIGNERS & =— FACTORY 6 
MAKERS °F Se, SALESROOMS + 


LIGHTING 427-429-4516455 
FIXTVRES: N-BR°AD ST- 


GAS-ELECTRIC a PHILADELPHIA 


COMBINATION: e=> FW ‘SPECIAL: DESIGNS 

Cey SVBMITTED: FOR 
WRITE-FOR RESIDENCES: AND | 
CATALOGVE>. ,PVBLIC-BVILDINGS, 


TRADE-MARK RECISTERED 1901 


@ THE BEST CEMENT ON THE MARHET % 


5 eee — i 
k ; thy ff 
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This compound has given such good satisfaction and become so well known 
that several parties have taken the liberty of infringing on our rights. 
There is only one perfect Ripe Joint Compound-—and we make it. 


National Brass Manufacturing Co., 
617-19-21 Adams Street, - - - HANSAS CITY, U.S. A. 


2 


This Flange fits roofs of 
45°, 37169 and 30°. The 
sleeve is of castiron; inside 
this sle: ve are two grooves 
which are chipped «ff for 
You will al- 


Granton Adjustable Roof Flange 


adjustment. 
ways have the right angle 
in stock and on the job. 


SEND FOR CIRCULAR. 


C. A. GRANTON, 


HAVERHILL, MASS. 
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Philadelphia Plumbing News and Gossip 


| By J. B. COLLADAY. 


Y the sudden death of Mr. Charles 

H. Reeves, which occurred on the 

5th of May, the Builders’ Hx- 

change, Philadelphia, have lost one of 

their first and most active and influential 

members. Mr. Reeves was one of the 

party of friends who had enjoyed a plank 

shad dinner on above day and it was on 
his return that he was fatally stricken. 


The plumbing work for the residences 
mentioned below have been awarded as 
follows: J. Evans Detweiler to, Geo. K. 
Morris, North Wales, Pa.; M. J. Bennett, 
1711 North 9th street, to W. H. Dorn, 
3420 Frankford avenue; addition to Uni- 
versity of Pennsylvania Hospital, 33d 
and Spruce streets, to R. G. Loughery, 
87 North 11th street; Mrs. Henry Borie, 
Upland & Aberdeen avenue, Wayne, Pa., 
steam heating apparatus, to Wayne Steam 
Heating Co., Wayne, Pa.; Joseph S. New- 
bold, Washington lane, Jenkintown, Pa., 
to Stewart J. Brophy, Jenkintown, Pa.; 
residence for Wendell & Smith, Over- 
brook, Pa., to J. G. Pfersching, 1604 Cay- 
uga street; residence, Frank Harmon, 
Bryn Mawr, Pa., to Joseph Morris, Bryn 
Mawr, Pa.; alteration and addition for 
Harry Fletcher, Greene street, German- 
town, to R. J. McNally, 5618 Germantown 
avenue; alteration and addition for Sam- 
uel P. Shober, 2031 Pine street, to A. 
Steil, 615 South 18th street. 

The above would indicate that there is 
some little plumbing work on tap, al- 
though possibly not enough to go around. 


Howard Smith & Co., 5516 Germantown 
avenue, Philadelphia, comes forward with 
a nice plumbing and heating contract for 
the new store and residence being built 
5545 and 5547 Germantown avenue for 
Robert Cherry & Son. 


One hundred and thirty more resi- 
dences are being erected for West Phi:a- 
delphia at 59th and Thompson streets for 
R. A. McConaghy, with offices at 1219 Rea! 
Estate Building, and the plumbing has 
been awarded to J. J. Harnett, 2340 
North 29th street. Mr. Harnett has thres 
or four big operations of dwellings in 
West Philadelphia to fit up. 


H. D. Harvey, of Fox Chase, Pa., was 
the lucky winner for the entire plumbing 
work in the two $6,500 residences that 
Mr. Charles Knight will put up in Fox 
Chase. 


M. Golden, 220 Manheim street, Phila- 
delphia, has secured the work of installing 
the plumbing in fourteen houses that will 
be erected by O’Brien Bros., located at 
Beechwood and Church lane. 


Five nice heating contracts for Bowers 
Bros. & Co., of Real Estate Trust Build- 
ing, is closing some work these quiet days, 
in other words such a showing is very 
strenuous indeed, considering that for 
most every job there is such a host of 
bidders. They will instal low pressure 
steam apparatus in four stores and resi- 
dences 20th and Tioga streets for Samuel 
and Dr. H. T. Fox; drug store and apart- 
ment house, 40th and Girard avenue, for 
Daniel M. Harris, and Church of the 


Brethren, Charles and Dauphin streets; 
also hot water plants for Charles A. 
Waterman, commission merchant, 263 and 
265 North Front street, and store and 
apartments for M. S. Hisenbrey, Alden, 
Pa. 


Harry F. Murphy & Co., 25 North 7th 
street, Philadelphia, will instal a hot 
water heating apparatus in the residence 
of Thomas Brannen, 3727 Pulaski avenue. 


Brown, Bowen & Co., of the Builders’ 
Exchange, 24 South 7th street, Phila- 
delphia, have closed and are working on 
the following contracts: Low pressure 
steam heating apparatus, 1310 Columbia 
avenue, for Robert H. Brown; 409 South 
42d street, for Charles Mortimore; 271 
South 52d street, for Adolph Dusenberg; 
50th and Baltimore avenue, for Allen T. 
Lewis, and hot water heating southwest 


passed for Augusta, Ga. Dan J. Looney 
will be the inspector. He is a practical 
plumber and is very popular with all 
who know him, and will make a good 
man for the job. 
Savannah, Ga. F, W. Campos. 
ee Ee 


THE RAPID GROWTH OF A 
BROOKLYN SUPPLY HOUSE 
A Rutledge street, Brooklyn, N. 
Y., is a monument to what in- 
dustry, popularity, and integrity have ac- 
complished. About five years ago Messrs. 
McElraevy & Hauck embarked in the 
plumbing and steam supply trade, in a 
very modest and unpretentious store on 
the opposite side of the street, within a 
stone’s throw of their present commo- 
dious quarters, and their career though 
young has been a continuance of suc- 
cesses until now their position among 
high class and reputable concerns in this 
line is second to none. What a splendid 


example to the struggling salesmen and 
other attaches of the trade. 


VERY roomy and comfortable 
structure at Broadway, near 


Exterior View of Wickes & Co. Plumbing Establishment at Homestead, Pa. 


|e I ST 


corner 49th street and Cedar avenue for 
Allen TT. Lewis, amounting in all to 
$2,600. 


The Monitor Steam Generator Mfg. Co., 
7th and Arch streets, Philadelphia, were 
the lucky firm to secure the steam heat- 
ing in the operation in course of erection 
19th and Birks streets, for the Sigel 
estate. 


H. Cornelius has taken out a permit 
for placing hot water heating plant in 
two dwellings, south side of Olney ave- 
nue, east of Third street, Philadelphia, 
for William F. Schlosser, amounting ap- 
proximately to $500. 

2 +43 
NEW PLUMBING ORDINANCE 
FOR AUGUSTA, GA. 


Editor THr PLUMBERS’ TRADE JOURNAL: 
The Master Plumbers’ Association of 
Georgia will hold their State Convention 
at Savannah, Ga., in July. Please pub- 
lish this notice in your June issue, Also 
I send you copy of plumbing ordinance 


By good honest effort they have secured: 


the respect and confidence of their very 
large and still increasing clientele, and 
goods bearing their tag are evidences of 
correctness and quality, and are accorded 
a cordial welcome at all the higher grade 
shops in the metropolitan district. 
Their breaking into a neighborhood— 


practically a hot-bed of supply houses— 


is a tribute in itself to their courage and 
astuteness, Geo. P. Jacobs and Ronalds 
& Johnson Company having very flour- 
ishing and extensive plants at their very 
door. Many were the dubious prophecies 
as to their stay in the field, but the croak- 
ers have received a severe shock in the 
present very successful condition of their 
affairs. y i 
About a year after their entrance in 
this district it was found necessary to 
secure a larger station, their require- 
ments rendering it necessary to have more 
spacious offices for their force of clerks, 
and extensive yardroom for storing of 
pipe, fittings, ete, and they thereupon 
moved to the corner of Rutledge street 


-: 
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and Broadway, about one half block from 
their present location. At this juncture 
Ronalds & Johnson Company abandoned 
their stores at 4385 and 437 Broadway, 
sacrificing a very valuable “pick up” 
trade, which readily was turned in their 
direction. Theirs has been a charmed 
career—their success meteoric. Mr. Mc- 
Elraevy had been connected with Geo. P, 
Jacobs for nineteen years, while Mr. 
Hauck’s stay in the same house was only 
two years less. Their understanding of 
the people and affairs of Williamsburg 
through so lengthy an apprenticeship has 
been a very valuable asset, but ambition 
would not permit their application to this 
part of the borough alone, and their busi- 
ness has broadened to so great an extent 
that their attractive trucks may be ob- 
served from Sea Gate to the Bronx. 

They will only employ the higher class 
managers and clerks, so that their var- 
ious departments are looked after by 
competent gentlemen, an assurance in ita 
self of courteous treatment, of which 
fact their many customers will testity. 
The dean of all salesmen, Mr. George 
Evans, is their headliner, who, together 
with Mr. John Cook, and several other 
such hustling drummers, keep the ship- 
ping branch constantly on the qui vive. 

The heads of this active industry have 
a peculiar faculty of handling and un- 
derstanding men, and results obtained 
are a credit to their acumen and sagac- 
ity. Thus their affairs will always re- 
main healthy—their energies not  per- 
mitted to lag. 

Mr. McElraevy’s habit of being accu- 
rate, thus averting annoyances arising 
from error, together with Mr. Hauck’s 
happy faculty of perception, which en- 
ables him intuitively to say and do the 
right thing at the right time, have had 


no small share in making their success 


and adding to same. 
-_——_———_o 0+ no 
A BUSY PLUMBING FIRM 
AT HOMESTEAD, PA. 


The picture shown in this issue is of 
the plumbing shop of Wickes & Co., 


_ Homestead, Pa., which is located at the 


corner of Seventh avenue and Ann street. 
The gentleman at the extreme left of the 
picture is Mr. Wickes, who manages this 
business, and during the ten years that 
they have ‘been conducting the plumbing 
establishment have met with decided suc- 
cess. The young lady in the doorway is 


*“Miss-Nellie.Wickes, sister of Mr. Wickes. 


She is bookkeeper for the company, and 
to her close figuring is attributed many 
times the suecess of this concern in land- 
ing contracts. She is one of the few 
young ladies who is familiar with pumb- 
ing goods and is very popular in Home- 
stead among the plumbing trade. 


HAS CONTRACTS GALORE 
AT BETHLEHEM, PA. 


Geo. L. Thomas, of New Bethlehem, Pa., 


' has been awarded the plumbing contract 


for twenty-four houses being. erected by 
the Raine-Andrews Lumber Co. at Hen- 
dricks, W. Va. Each house will have a 
complete bath room, the fixtures being 
supplied by the Fort Pitt Supply Co. Mr. 
Thomas, aside from being the largest 
plumber in New Bethlehem, is one of the 
leading citizen of that place. He recently 
installed some very important plumbing 
jobs, including the First National Bank 
building and the Andrews department 
store at New Bethlehem. 
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J. ELSOM, PHYSICS @ CHEMISTRY, VENT G AP 


Proprietor. Established 1872. 
SCIENTIFIC LABORATORIES Endorsed by leading sanitary expeits and 
OF plumbers in the United States and Car ada. 
J. F. ELSOM, Is guaranteed to do what is claimed for ii. 


New Albany, Indiana. 
Certificate No. 467, (Supplementary Report.) 


Having received from Ideal Manufacturing Company of Detroit, Michigan, samples of 
the Centrifugal and Centripedal Trap for the purpose of testing its sanitary efficiency, I 
now report upon the tests made. 

The one selected was an Ideal Centrifugal and Centripedal Trap, of brass, nickel 
plated, of the size having one and one-quarter inch connections. 

At various times well established Cultures of 


Bacillus Anthracis, Typhoid bacilli (intestine), 

Tubercle bacilli (Sputem), Actinomycosis (Bovine), 

Glanders bacilli (Horse), Anthrax bacilli (Negro), 

Diphtheria bacilli (Membrane), Leptothrix inominata, 

Bacillus Maximus, Spirillum Sputigenum, 

Indococus Vaginatus, Catarrh (Nasal), 

; Seat Liste oe ‘ ie: 

together with their recognized media were each placed, one at a time, in the chamber of . ses 
the Trap, and allowed RCH eoe, under the nee favorable conditions obtainable, some being Does away with one joint. 
left undisturbed for weeks, and always until their development was complete. When the ; 
showed their greatest activity the Trap was connected Ae a tank, in Ae nordnnne with the No need for caulking. 
directions, just as it would be ready for use under a wash basin or kitchen sink. Double Hub Pipe not necessary in order to u'se it. 


The tank having a capacity of 2510 cubic centimeters (10 gallons) filled with distilled 


water, was placed ten inches above the trap. The tank was flushed and allowed to empty Much easier to put on than any other Vent Cap 


itself. The media. without Cultures, was now placed inside the chamber or buoy of the trap ; 
and allowed to remain under the same conditions as before. each for the same length of in the market. 
time as the original test, and upon examination it was found that not in a single instance Its durability and low price recommends it to 
was there the least indication of bacilli of any kind. 
(Signed) J. F, ELSOM, everybody. 


(Chemist, Bacteriologist, Etc. ) 


Ohe Ideal Manufacturing Co., 


DETROIT, MICH. - - - = WINDSOR, CANADA. 


Largest, best 
ANA Cheapest cosine shower vp on rerinscrsted 


wall without putting a block ef wood 


P ORTA B L E behind the bracket. 


SHOWER 


in the market 


SOME OF ITS DISTINCTIVE FEATURES 


Adjustable Bracket—24 1-2 inch Ring, 6 1-2 inch Shower Head, Metallic 
Bulb and Bulb Yoke. It is made throughout of 3-4-inch N. P Brass 
Tubing. All other Portable Shower Baths are made of 1-2inch | 
Tubing. A Jot of your customers will buy this Shower if you will 

ats speak to them about it. 


Cascade Portable Shower Bath 


Mitchell @ Van Meter Company, 


LINFIELD, PA: 


A DESCRIPTIVE ILLUSTRATED PAMPHLET WILL BE MAILED, IF YOU REQUEST #7, 
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ADVERTISING 


HERE is one subject about which 
a trade paper man is always 


‘*‘THATCHER’’ 
ready to talk. To anyone who 
knows: a member of the frater- 


nity it is hardly necessary to 


say that subject is advertising. It was 
with real pleasure then, that the writer 
when he dropped in for a chat with Mr. 
Charles O. Lyon, the busy president of 
the Thatcher Furnace Co., 240 Water St., 
found an opportunity to introduce adver- 
tising as the topic of conversation. 

“T believe in advertising, first, last, 
and all the time,’ said Mr. Lyon. “It 
may interest you to know however that 
the smallest part of our advertising is 
done in the trade papers or with circulars 
to the trade. We spend some money that 
way, first, because it helps our salesmen 
to interest new trade, and second, you 
will see, if you look over the ads we are 
giving you, that we try in each issue to 
suggest one or two good talking points 
about ‘Thatcher heaters.’ We find from 
our dealers that these suggestions often 
come in handy when they are trying to 
convince some consumer that “I‘hatcher’ 
heaters are the kind he wants. 

“Of course the dealer knows why he 
buys a line of goods, but sometimes 
some little pithy argument escapes his 
attention, and he is really so familiar 
with the merits of the goods that he may 
not mention a point because it is so ap- 
parent to him that he feels it must be 
to others.” “You said, Mr. Lyons, that 
the larger part of your advertising ap- 
propriation was spent in other ways than 
reaching the trade. Where do you spend 
the rest of it?” 

“Well, you see, that except for the help 
our dealers may get from the sugges- 
tions I just spoke of, the trade paper 
ads help no one but us. 
far as possible to make our advertising 
appropriation help our dealers just as 
much as it helps us. We do that by go- 
ing after the architect and the house- 
holder. We use good space in the lead- 
ing architectural papers. Besides that 
we keep posted on all building operations 
and we write to the architect and owner 
of every house in course of construction. 

“We get all the details we can about 
the work, so that we can estimate pretty 
accurately what sort of a heating appa- 
ratus will be used. Our letters are wrfit- 
ten accordingly. Of course we send our 


catalogues.” 
—_—_ oo 


THE CAMPBELL BRASS 
WORKS’ SILL COCK 
A good feature of the Sill Cock shown 
below is the angle of the spout. This re- 
lieves the hose at the point where con- 


stant bendings soon crack it. Another 
point is that the thread on the stem is 
above the packing where it is free from 
sand or grit. 

This is only one of several styles of 
Sill Cock made by the J. B. Campbell 


Now we try as . 


Brass Works, of Erie, Pa., who will send 
their catalog illustrating a large line 
of water, gas, and plumbers’ goods on ap- 
plication, mentioning THE PLUMBERS’ 
TRADE JOURNAL. : 

We present to your notice a new Sill 
Cock with several commendable features. 
The hose end is set at an angle to save 
the hose from wearing rapidly at the 
point where it joins the coupling. 

The seat is stationary and raised so 
that there is no chance for it to become 
loosened or left on the pipe when the body 
is removed. 

The flange is flattened on opposite sides 
to admit of the use of an ordinary wrench 
without marring the body. 

These cocks are made up with either 
wheel or key, and are manufactured 
under patent applied for. 

For other particulars apply to the J. B. 
Campbell Brass Works, Erie, Pa. 

_e oe eo" 


CRAWFORD ADJUSTABLE 
TRAP. 


The Brown-Wales Co., of Boston, are 
now the sole proprietors and manufactur- 
ers of the well-known Crawford special- 
ties. 


They have just issued a very at- 


tractive booklet, which they are sending 
to the trade for the asking. 

Among the numerous specialties shown 
is the Crawford adjustable tray and sink 
support, an illustration of which isshown 
on this page. They are designed to take 
the place of all wooden supports in con- 
nection with trays and sinks. By their 
use it dispenses with all woodwork, thus 
enabling the plumber to set up and fin- 
ish a set of trays without the aid of a 
carpenter. 

The supports can be extended from 15 
to 24 inches, and raised or lowered to 
any desired length. The standards are 
made of galvanized iron pipe, the lower 
end having a thread about 2 inches. The 
upper end is without thread and fits into 
the socket of the support. 

Trays or sinks can be leveled by simply 
screwing or unscrewing the pipes in the 
floor flanges. The flange is made of a 
special design and tapped with a straight 
thread. The Crawford supports are made 
of iron, carefully galvanized to prevent 
rust; also of brass, polished and nickel 
plated .These supports are also adapted 
for supporting porcelain sinks of various 
kinds. 

Fig. 2 shows a support that is designed 
to be used when wash trays and sink are 
butted together. It dispenses with an 
additional leg and answers a two-fold 
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purpose—supporting one end of the trays 
and sink. 

The prices of these goods are very at- 
tractive and can be obtained by writing 
the Brown-Wales Co., of Boston. 

———_o_ 4+ 2——__———— 


ANNOUNCEMENT 
TO THE TRADE 


The Monarch Water Heater Co. take 
great pleasure in making this announce- 
ment to their friends and patrons, of hav- 
ing recently occupied their new works 
and office, in which they are now located, 
1300 to 1342 Riverside avenue. 

Their facilities for manufacturing to 
the best advantage has been increased 
many fold, having many thousand ad- 
ditional square feet of floor space. They 
have also added various advancements, 
including their own foundry, which en- 
ables them to assure their customers the 
best possible service, not only from the 
question of material, but that of ship- 
ment, which is the most essential feature 
of the present day. 

They also take pleasure in announcing 
of having various new style heaters under 
way, which are as yet not fully in shape 
for printed matter. However, all in- 
formation can be obtained upon applica- 
tion when requiring any appliance from 
the largest, in connection with the stor- 
age tank, to the smallest, to operate with 
an ordinary boiler. 

Their outside trade is constantly in the 
hands of their many representatives, who 
are now distributed in all large cities. 
We are positive that it would afford 
them much pleasure to hear from any 
person interested. when requiring the 
slightest information regarding an ap- 
pliance such as we manufacture. 


STRIKE IN THE AMERICAN 
TUBE WORKS 
HE six hundred and odd employes 
af of the American Tube Works, 
makers of brass tubing, at Somer- 
ville, Mass., have struck for an increase 
on one dollar per week and some other 
minor things. For a long time past the 
Tube Company have been working twenty- 
four hours a day in order to keep somu 
where near up to the demand for their 
goods, and it is said that they have now 
on their books actual orders calling for 
their entire output at this same rate for 
over two years of steady work. The men 
claim that their remuneration has not 
been up to the standard and that they are 
entitled to the additional amount beyond 
a question. It is well known, however, 
that the American Tube Co. is composea 
of fair-minded, broad-purposed business 
men who have established for themselves 
and their company an enviable reputation 
for liberal dealings and there would seem 
to be at least two sides to the question. 
It is hoped that before this issue of our 
JOURNAL reaches our patrons that the 
matter will be in some way equitably ad- 
justed and the works once more running 
full blast. 

The journeymen plumbers of ‘Lynn 
struck on the 15th instant for an eight 
hour day and $3.59 per day. In the mat- 
ter of apprentices they set the age limit 
at 17 years and a 5 years term. Some six 
or seven of the master plumbers signed 
the new scale at once, but a bulk of the 
Association members awaited the con- 
certed action of that body, which held a 
meeting in the afternoon. At this meet- 
ing it was voted to sign the new de- 


mands and to expel those members who — 


had been guilty of giving in at once. Just 
what effect this may have has not yet : 
been determined. It is, however, a mat- 
ter of congratulation that the differences — 
were adjusted so quickly. The plumbing 
business of New Hngland is not in such 
shape that it can stand any hard knocks. 
The long winter has held back many — 
things in the building line and strikes — 
and rumors of strikes in any of the allied — 
building trades have an additional de- 
pressing effect on the intended real estate 
and building investor. It may be that 
the journeymen are not always in the 
right in their demands, and it is well 
established that there is a point beyond — 
which the master cannot go in paying 
wages, but the quicker some solution is 
found for all matters of differences of 
this nature the more both parties are to 
be congratulated while general business 
prospects are in their present shape. ; 
ee ge 


THE ADVANCE VENT TOP 
FITTING. 


The Advance vent top fittings which 
are now on sale to the plumbing trade are 
manufactured by Abendroth Bros., Port 

Chester, N. Y., and are — 

advertised elsewhere 

in our columns. 

We _ herewith illus- — 
trate No. 1 fitting, also 
showing it finished on — 
the roof, which adds — 
to the looks of vent — 
pipe, also making a 
suitable and neat fin- 
ish to vent. 

- The fitting is about 

12 inches high, has no 
cap on top to give free ventilation. Made 
in four sizes. The prices on them are 
reasonable, and it meets with approval — 
by jobbers and plumbers, and orders ~ 
are coming in for them right along. These 


fittings will help to make vent pipes of a 
a more uniform height and make a bet- 


ter appearance to its surroundings. — 
Being larger at end is less liable to freeze 
over in cold weather and makes a very — 
desirable and suitable finish to vent pipe. — 
————++4+>—__—_- . 


MISPLACED GENEROSITY ‘i 


Fuzzy Fred—‘“Say, Rusty, I’ve found © 
twelve bath tickets. I’ll be generous and q 
give you all but four.” 

Rusty Ralph—‘Wot do I want of so a 
many? I don’t expect to live eight years 4 
longer.” - 


s, 


- 
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Counter Column Floor Column Triumph 
Water Fan Water Fan 


Water Desk Fan 


WATER MOTORS 


and 


CEILING FANS 


Ice Cream Freezers and all kinds 
of Machinery may be operated 
by our Water Motors. 


WE MAKE A LINE OF 


WATER GOODS 


That. ‘PAYS the PLUMBER to SELL. 


WRITE FOR CATALOGUE AND PRICES. 


SPECIALTY MrFc. CompPaAny, 
INDIANAPOLIS, IND. 


We make a full line of DISC FANS, ELECTRIC and BELTED, also 
BLOWERS and EXHAUSTERS. 


m, Never-Split Seats 


are true to their name. They NEVER SPLIT because each 
joint is secured by a bolt let in at the ends, with nuts 
inserted from the bottom, together with two wood dowels. 
No amount of heat or dampness subjected in ordinary 
use will cause the joints to part. 
This seat is worthy your investigation. 


WRITE TO-DAY FOR CATALOGUE AND PRICES- 
ET EE 


NEVER-SPLIT SEAT CO., 
EVANSVILLE, IND, 


20 OF ST. LOUIS MODERN SCHOOLS 


BESIDES MANY PUBLIC INSTITUTIONS THROUGHOUT THE COUNTRY 
. . ARE EQUIPPED WITH. . 


fy N Yelson Ventilated Individual 
sce Bowl Latrines and Urinals 


NEW SYSTEM # PERFECT SANITATION 


ARCHITECTS ARE INVITED TO WRITE FOR 
**Nelson’s Blue Book on Sanitary Appliances’’ 
JUST PUBLISHED 


N. 0. NELSON MFG. CO., 


St. Louis. 


same time. 


~ 


Is Steel Pipe Giving You Trouble 


in the threading. If so, why don’t you try our d‘esas an anti- 
dote? The way we make a die gives us a chance to use a 
much higher quality of steel for chasers than do any of our 
competitors—and it’s quality which tells in tbe longrun. If 
your supp'y house doesn’t keep our dies in stock, write us, 
and if you are rated, we’ll send you one prepaid, subject to 
trial. Write for catalogue ‘‘P’’ of Steamfitters’ Tools at the 


Reed Manufacturing Co., Erie, Pa., U.S.A. 


Speakman’s Niagara Showers 


To insure receiving 
the genuine NIAGARA 
SHOWER see that each 
one is marked Niagara. 


arein useinall parts 
of the United States 
and in many foreign 
countries. Our 
customers continue 
to send us addition- 
al orders for them, 
with instructions to 
“ship quick.” 


Why not order one 
for your show- 
room, it wil sell 
others. 


$25.00 list 
Orwithout = $92.50 list 


Complete as shown, 
including check valves. 


Write for Discount. 


The curtain is of White 
Duck, which can be kept 
wh te and clean. 


The Niagara Shower roughs in 
8:in. centre to centre of supply 
pipes and 1 5-8-in. from ceztre to 
wail, 


Speakman Supply 
& Pipe Co. 


Wilmington, Del. 


NEG YORK OFFICE: Roomioi9 
Presbyterian Building, Fifth Ave. 
and 20th St. Telephone No. 3349 
Gramercy. 


I FORE TA a en me 
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THE ATHOLL SOIL PIPE 
FERRULES 


The Athol Pump Company, of Athol, 
Mass., are the manufacturers of soil pipe 
union ferrules, which are shown here- 
with. 

These ferrules are designed for con- 
necting lead pipe with cast iron soil 
pit 2 without the use of solder by a meth- 
od that is simple and air tight when the 
connection is screwed up snug. To use 


The Athol Soil Pipe Ferrules 


the coupling, it should be taken apart, 
and the body should be calked in the hub 
of the soil pipe, then the lead pipe is 
passed through the brass nut and the 
tail piece, and the lead pipe turned over 
the end of the tail piece when it is ready 
for connection with the body. When 
screwed down tightly, the turned over 
end of the lead pipe forms a packing, as 
shown in the sectional illustration, Fig. 
2, which makes it absolutely tight. It is 
claimed that this connection can be made 
in one-half the time that is required to 
make a connection with the ordinary 
brass ferrule. That its economy in ap- 
plication more than makes up for the 
slight additional cost of the device is the 
claim of the manufacturers. 

Send for further particulars to the 
manufacturers and mention THr PLUMB- 
TRADE JOURNAL. 

RSC HERG Ce 


THE GRANTON ADJUSTABLE 
ROOF FLANGE 


The Granton adjustable 
which is shown in the accompanying 
illustration is so constructed that one 
flange can be made to fit roofs pitching 
fromm 6 to 12 inches to the foot. The 
upwardly extending sleeve is of cast iron; 


ERS’ 


roof flange 


inside of this sleeve there are two deep 
grooves. 

The flange is made to fit roofs with a 
pitch of 45 degrees. By chipping off the 
first groove it will fit a roof with-a pitch 
of 87% degrees, and with the second 
groove chipped off will fit a roof with a 
pitch of 30 degrees. The bulging portion 
looks neat on the roof and allows the 
sleeve to slip the copper rain guard after 
chipping for adjustment. This sleeve is 
also made large enough to slip the bead 


end of the soil pipe. The method of con- 
necting the soil pipe with sleeve is by 
a mo!ten lead joint. By using this flange 


er 


| 


the plumber will always have the right 
angle in stock and on the job. In “rough- 
ing in” the last hub often comes so close 


- FILTERED 


UNSCREW TO TAKE OUT STONE 
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tion and prices will be mailed to our 
readers on application to the manufac- 
turer, C. A. Granton, 5 West street, Hav- 
erhill, Mass. 


THE STAR FILTER 


We illustrate on this page the No. 64 
Star Filter, which is manufactured by 
William Welsh, of 1304 Central avenue, 
Cincinnati, O. It can be attached to any 
faucet and does not interfere with the 
regular use of a faucet for unfiltered wa- 
ter. The lugs are cast on body of filter, 
making it perfectly tight when screwed 
against the wall. 
is 11 inches long, and the faucets are 
made of the best material and nicket 
plated. This filter has proved satisfactory 
wherever installed. The price of this fil- 
ter to the plumbing trade is $5 each. 

They also manufacture a number of 


J 


--BACK OF SINKe ~~ «-—» 


aD 


UNFILTERED 


Illustration of The Star Filter Manusaccured by William Welsh of Cincinnati, 0. 


to the roof that the plumber cannot use 
his caulking tools; as this roof flange 


other filters, of which they will be pleased 
to send descriptive circular upon applica- 


Iustration of the “Cleveiand’’ Sill Cock, Made by The Central Brass Mfg. Co., Cleveland, O. 
ED APSARA TE ET I SL TL SEDER SASL LI SNELL A SIRES EEE I OEE TEE ODE AE AE BEET OS EME 


slips the bead end of soil pipe, the 
plumber may make the joint out of place, 
putting pipe through roof from inside of 
building and have bead end of pipe on 
roof for a finish. 

A copy of a circlular giving descrip- 


tion to the above address. Mention Tur 


PLUMBERS’ TRADE JOURNAL. 


INCREASING THEIR PLANT 


The Walverin Brass Co., of Grand 
Rapids; Mich., have bought the property 


The stone in this filte.” 


.H. I. Park, Kendallville, Ind.; 


-prompt’y and satisfactorily. 


REVIEW 


adjoining their factory. The building is 
60 x 00, two stories, and will give them 
much needed room to fill their orders. 
PUMP MANUFACTURERS OR- é 
GANIZE . 


The Iron Pump Manufacturers of the 
United States met in Chicago on May 
26th at Kinsleys and formed an asso- 
ciation under the name of the National 
Iron Pump Manufacturers Association. 
There were about twenty-six manufact- es 
urers present or represented from all i 
sections of the United States. 

The purpose of the association is to 
collect and disseminate information of 
interest to the members, adjusting differ- 
ences that may from time to time arise ; 
and in all lawful ways to promote the 
interests of its members. %, 

The officers elected. were: President, — en 
F. E. Meyers, Ashland, O.; vice-president, _ 
treasurer, 
E. H. Sleight, Moline, Ill.; secretary, T. 
R. Barnes, Mansfield, O.; commissioner, 
W. M. Webster, Chicago, Ill. er 


HAVE OPENED THEIR NEW 
PLANT AT LINFIELD, PA, 


The Mitchell & Van Meter Co. have 
moved their office from 24 Centre street, ; 
New York city, to Linfield, Pa. where * 
they have equipped a plant for the manu- __ 
facture of plumbers’ iron and brass goods. E 
With their increased facilities they will — 
be able to handle a larger volume of _ 
business and execute all orders more 

—_————-e_-0-t-a——_—— . 
“CLEVELAND” SILL COCK 


The Central Brass Mfg. Co., of Cleve- — 
land, Ohio, are manufacturers of the — 
“Cleveland” sill cock, an illustration of 
which we present on this page. Attention 
it called to the globe body design, which 
is an entireiy new idea put on the mar- — 
ket recently. ? 

The sill cock is extra heavy in con- 
struction, and is provided with a special 
center piece, furnishing, as it does, an 
ideal case for packing the stem. The q 
bandile is especially designed to meet the _ 
requirements of this high-grade article. ae 

The “Cleveland” globe pattern sill 
cock can be furnished with either the 
solid brass handle or the loose key in 
any size desired, having full-sized water- 
way. 

It is needless to say that this product — 
of the Central Brass Mfg. Co. is given — 
the usual hydraulic test that character- 
izes all “Cleveland” goods. Se: 

Sm iene * 
GOOD LOCATION FORSUPPLY 
HOUSE IN NEW YORK CITY 


The Saxe Embroidery Co. have erected 1 
a very fine loft building at 771-773 East ra 
164th street. One of the lofts is for rent. 
It is 50 x 175 feet, also the basement, 
About the same size. It would be a good 
location for some plumbing supply house, — 
as it is near freight and elevated sta- 
tions. They will make a special offer — 
in reducing the rent from now to Feb-— 
ruary 1, 1905. 

—_____@ > + ¢~____—_ 


DISSOLUTION OF PARTNER= 
SHIP 


The old firm of Colwell & Lawrence has — 
been dissolved, the business being con- — 
tinued by James B. Lawrence, and Mr. . 
E. S. Colwell has accepted a good posi- ~ 
tion on the road, at Greenburg, Pa. 


re Laut 4 <i Tt yn sa ny P+! az) w F ‘ ea Con i. 
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REMARHABLY RELIABLE, 


Cai te bio 
Rainbow Packing Out 


Beware of Imitations. 


16-24 Woodward Ave., 
. DETROIT, MICH. 


16 Warren 8t. 
NEW YORE 


400-412 Common St. and 201-207 Tchoupitoulas St., 
NEW ORLEANS, LA. 


ITS DISTINCTIVE FEATURES : 


fin arreated burner 

No screens (of any kind) 
Perfect combustion 
Forced draft 

No vent pipe 

20 per cent. more efficiency 
Simplicity of construction 


Price all right 
List, $25.00 


COMPLETE AS SHOWN IN CUT 


It’s easy for every dealer to know all about 
these distinctive and valuable features of the 
“RAPID” order. Sample and install it -~see 
for yourself. You take no chances. Every- 
one fully guaranteed. Send us your orders. 
No delay in filling. Catalog for the asking. 
Write now. 


RAPID HEATER CO., Limited 
| GRAND RAPIDS, MICH. 


= 


Y LMM EE ALLL OOKS 
Lennox Improved ] i ,, i 
} Sa) 
: | bee Bi 7 AND 
CRG Ee | |) ee S| STRAPS 
N as 3 ws / ; 
Bon tacpiie Pos / ; - both 
Prescdte: Hy SPECIA L OFFERING! Malleable 
Sent on 30 days trial to y S an inducement to have you light your qua 
responsible parties. yj premises with our Air Light System Wrought. 
Send for Prices and to further demonstrate its superiority, No imperfeot 
and Catalog we will ship to any responsible party, a light- pieces in our goods. 


MentionPlumbers’ 
Trade Journal 


MANUFACTURED BY 


LENNOX MACHINE COMPANY, 


Marshalltown, Iowa. 


é Y obtain. 


RAINBOW PACHING is Universally Used—The Perfect Packing. 


UNEQUALLED AND UNIMITABLE. 


Get. the Genuine. Look for the Trade Mark. Three rows of Diamonds, with the word Rainbow in each Diamond, extends the full length of each roll, 
Patented and Manufactured Exclusively by 


PEERLESS RUBBER MANUFACTURING COMPANY. 


202-2198. Water St., 
CHICAGO, ILL. 


ing plant, payable in monthly installments. 

We guarantee these Lighting Systems to 
produce the cheapest and best light you can 
Send in your diagram for estimate 
Ss of cost, and information. 


WHITE MFG CO., '%,tishigen street 


Rainbow Packing is Manutfac- 


tured ONLY by the 


Peerless Rubber Mfg. Co. 


1221-1223 Union Ave., 


7-23 Eeale St., and 18-24 Main St., 
KANSAS CITY, MO. 


SAN FRANCISCO, CAL. 


634 Smithfield St 
PITTSBURG, PA, 


The BARRETT 
Pipe Forcing Jack 


PATENTED 


FOR forcing or pulling pipe 
horizontally under ground. 


Saves ditching and _ refilling 
in making service connections or 
in placing pipe under streets, 
sidewalks, lawns, etc. 


Forces pipe at an average rate 
of ONE FOOT PER MINUTE. 


Does not telescope the coup- 
lings. 


Saves an enormous amount of 
expense, labor and inconvenience. 


Used by many of the most 
prominent gas and water com- 
panies in the United States. 


Send for Special Circular “P” 
and further information. 


Made only by 


Tr: DUFF MFG. CO., 


PITTSBURG, PA. 


Works: Allegheny, Pa. 


uality the best 
that can be had. 


Send for catalog. 


Berger Bros. Co., 
Philadelphia. 


Manufacturers. 
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THE RAPID STEAM AND HOT 
WATER BOILERS 


On this page is shown a sectional view 
of the Rapid steam and hot water boiler, 
which is manufactured by the Rapid 
Heater Co., Ltd., Grand Rapids, Mich. 
The makers have recognized the advant- 
age of a large amount of exposed surface 
in steam and hot water heaters to ab- 
sorb the heat of the fire as will be seen 
in the illustration. 

The heater consists of a water leg sec- 
tion and a water tube section, connected 
at the center by means of a large central 
waterway. The upper water tube sec- 
tion consists of a cast iron shell, into 
which is screwed from 90 to 135 water 
tubes, each divided with a _ horizontal 
diaphragm, which provides for a thorough 
circulation, without any dead ends, and 
divides the water into thin sheets, expos- 
ing the greatest amount of water surface 
possible and, with a crown sheet imme- 
diately over. the fire, facilitates quick 
heating. This method of increasing the 
heating surface has been demonstrated 
during the past winter to be both efficient 
and economical. Every Rapid heater, of 
whatever size, is proportioned through- 
out with a proper relation to the grate 
surface, and different sizes are not made 
by addition of sections. The heaters are 
made with grates 19, 23, 27 and 31 inches 
in diameter, and when used for steam 
heating the upper section, or top of the 
shell, is slightly enlarged in order to 
form an ample steam chamber. The 
heaters are rated to carry from 550 to 
1,600 square feet of direct hot water sur- 


face and from 350 to 1,000 square feet of 
direct steam heating surface. The water 
line in the steam heaters varies from 58 
to 62 inches, while the height of the top 
of the outlet bosses is 67 inches in the 
jargest size of the steam heater, and is 
62 inches in the largest size of the hot 
water heater. 

The Rapid Heater Co., of the above 
address, will mail a copy of their de- 
scriptive catalog to any of our readers 
on application. 

AMERICAN PIPE THREADING 
MACHINE 


The American Pipe Threading Ma- 
chine Company, of 200 and 202 South 
Clinton street, Chicago, are the manufac- 
turers of the American machine as 
shown in the accompanying illustration. 
This company give the following points: 

It has abundant strength and dura- 
bility; will cut a true, sharp thread 
quickly and without a burr; all its gear 
teeth are cut and produce a smooth and 


even motion; it is portable, and, there- 


fore, easily moved from one building to 
another, and can be operated by hand 
or power, as convenient. 

The American will take any ordinary 
solid die and will thread pipe from one- 


chine to keep lengths of pipe well cen- 
tered in the barrel. These bushings are 
set in end of barrel and held fast by 
thumb screw at EF. 

Prices and further information can be 
had from the makers, the American Pipe 


aX 


American Pipe Threading Machine, Mfg. by the American Pipe Threading Machine Co., Chicago 


half to four inches, leaving a true, clean- 
cut thread. Back of the die is a four- 
wheel cutter, the die being removed 
when pipe is cut off. 

The machine has three changes of 
speed. When threading the smaller size 
pipe, let both heads at D and C revolve; 
if threading medium size pipe, lock head 
at D and allow head at C to revolve; 
but when threading 3 to 4-inch pipe, lock 
head at OC and let head at D revolve. If 
greater speed is desired in threading 4- 
inch pipe, the wheel at A and crank at B 
can be utilized. ‘The small wheel at F 
is used to feed pipe to die and has a 
travel of about 8 inches, this being the 
length of the longest continuous thread 
at one cut, that is, without readjusting. 
Should a thread longer than 8 inches be 


Threading Machine Co., of the above ad- 
dress. 


AN ENTERPRISING NEW 
ENGLAND SUPPLY HOUSE 


The Brown-Wales Co., of 69-83 Purchase 
street, Boston, are said to be one of the 
best equipped plumbers’ supply houses in 
New England for handling their large in- 
creasing business. Their store, fronting 
on Purchase street, comprising six stories 
and basement, extends 112 feet in length 
and 80 feet in depth. Sales office and 
show room are located on the first floor; 
stenographers, etc., and advertising de- 
partment occupy offices on the second 
floor. Their warehouse, 300 feet by 100 
feet, with private spur tracks into their 


a 


lilustration of the Interior View of the Handsome Showroom of Mack & Holmes, Natchez, Miss. 


Pe NS RS 


desired, release the vise jaws and back 
head at OC as far as possible; then tighten 
the jaws and operate as before, when 
another 8 inches may be cut, and so on 
indefinitely. 

Bushings are furnished with each ma- 


yard is located on Fargo, C and Egmont 
streets, South Boston. 

Their stock is most complete and com- 
prises in addition to plumbers’ supplies, 
a large stock of steam goods, including 
sunshine, steam and hot water heaters. 
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SAMPLE OF‘'A SOUTHERN 
SHOWROOM 


The illustration on this page of the in- 
terior of the plumbing department of 
Mack & Holmies, of Natchez, Miss., will 
appeal to a great many readers of Tur 
PLUMBERS’ TRADE JOURNAL. It shows. 
what an excellent display can be made 
in any part of the country. Mack & 
Holmes eight years ago began business 
in their city, renting an establishment 
which they have occupied up to the pres- 
ent time. They have prospered and their 
new place represents their own building ~ 
and a sample plumbing department that 
is worthy of attention at any time. This 
evidence on the part of a southern plumb- 
ing firm shows to what extent the under- 
standing of the necessity of high-grade 
and modern plumbing is being grasped 
in all parts of the country. Let it be a 
moral to our readers: “Go Thou and 
Do Likewise.” 


»+e<+—--) ———- 


¢ Plumbing News From 
Colorado and 
Adjacent Territorities 


EI ter apron mullorrenetipiw 


T is said that at a recent meeting 

| of the city council of Victor, Col., 
a proposition was submitted by 

an attorney, as the representa- 

tive of certain other parties, to 

lease the city’s water works system for 
a certain number of years. The plan to 
put the water system under the control 
of private parties was referred to a com- 
mittee with instructions to report on the 
matter at a subsequent meeting, A sim- 
ilar offer was made several years ago, 


‘but the proposition failed of acceptance. 


In the present offer the syndicate agrees 
to give the city $2,000 per month net, 
for the water revenue, will not raise 
water rates, will extend the mains 
throughout. the incorporate portion of the 
town which is not already supplied with 
mains, will furnish a bond to guarantee 


the keeping of the water system in first ia 


class condition, and also contract to pro- 
vide the city with an ample supply of 
good pure water for all purposes. 


The contract for the buildings at the 
Zuni Agency Indian school has been 
awarded to F. D. Mills & Son, Sioux 
Falls, S. D., at $42,966. 


At a recent meeting the city council 
of Boulder, Colo., awarded the contract 
for the iron pipe to be used for mains in 
the new extension to the water system, to 
Hendrie & Bolthoff, of Denver. 


The Colorado Fuel & Iron Co. placed 
a bid at the same price, but on the as- 
surance that Hendrie & Bolthoff would 
use pipe made by the former company the 
bid was awarded to them. 


progressive plumbing firm of Denver, Se- 
cured the large plumbing contract on the 
Albany Hotel of the same city. 


Small Bros., of Denver, secured the 
plumbing contract on a six apartment 
house at West 32d avenue and Burt — 
street. 


C. T. Roach, of Denver, was the lowest 
bidder on the hot water heating plant for 
the eight apartment house to be built by 
Thos. F.. Daley, Denver. 
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Manufacturers 
of Patent 


D. SAUNDERS’ SONS, 


DIES 


Threading Pipe 4% to é6in. The larger sizes have CUTTING OFF attachment. These tools are Lighl, 
Strong, and of Superior Design and Finish. Also 


PIPE THREADING MACHINES 


14 to 18 in.. Hand or Power, Send for Catalogue te 


cathy: = 
STOGKS and 


32 ATHERTON STREET., - - - YONKERS, N. Y. 


Why Do People Have the 


Monarch Automatic Instan- 
taneous Water Heater? 


It supplies them with hot water when it’s wanted. 

It only burns gas when water is being drawn. 

It gives an unlimited supply, 1 gallon or 1,000 gallons. 
It has no storage or any boiler to connect to. 

It heats water in less than a minute. 


Made for Hospitals, Hotels, Flat Build: 
ings, Fire and Police Departments, Res: 
idences or any place where hot water is 
required. 


Write us for Information, and get New Catalogue. 


Monarch Water Heater Company, 
306 Wood St., PITTSBURG, PA. 


ROBT.B,CAVERLY,504-506 10th St. Washingt’n 

C A-PHILLIPS,.o 7 Grand Av.,Kansas City,Mo 

C. L.WHITTEMORE, 1109 Olive St. St.Louis, Mo 

EDWARD MAHL, 1206 Main St. Hartford,Conn 

BURKLEY, 318 Equitable B’ldg,Louisville G B. LARIMER, 1759 Stcut St.. Denver. Colo. 

WILEY, 18 E. Van Buren St , Chicago, Ill. P. E. H _ISEL, 409 Plum St., Cincinnati, O. 
GEORGE H. TAY CO., 49 First St,, San Francisco, Cal. 


J. WALLACE, 356 Fourth Ave., New York 
CORTIS, 22 West St., Boston, Mass. 
. A. KRAMER, Builders’ Exchange, Phila..Pa_ 


ioe 
Ded, 
W.A 
J H. LANDRETH, 285 Prospect St., Cleveland 
G. A. 
Base 


Will Piease Mention 
This Journal when. 
Writing to Advertisers 


BIG 3 


of the 


Subscribers 


1894 
IH 


TRIMONT MFG. CO., 


ROXBURY, MASS. 


Have all the 
good points. 
QUALITY GUARANTEED. 
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JARECKI MFG. CO., 


ERIE, PA. 
BRASS WORK ror STEAM, GAS, 
WATER anp OIL. 


MALLEABLE anp GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS, 


Pipe Threading and Cutting Tools. Write 
for cuialozues showing the most complete 
line of 14 inch to 16 inches for Hand, Belt, 
Engine, and with Electric Motor Attach- 
ment. We can furnish Bolt Threading 

- Attachment for these 


ee ye 


HAND AND 
POWER 
USE. 


Wak E.PROSPECT ST. 
CLEVELAND, 0. 


ERIE 
MALLEABLE 
Unions. 


Copper Packing 


Erie Pies 
HANGERS, 


Best Made. 


HN PU 


‘THREADING: 
-TOOLS of EVERY- 
“DESCRIPTION: « 
-FOR PIPE =:°° 
-AND BOLTS «+> 


THE OSTER MFG.CO. 


Goulds Water Lifter 


“NEW DUPLEX” 


Perfectly Automatic. 
Stops and Starts as Water is Used 
No Storage Tank Needed. 


Further information upon request 
Ghe Goulds Mfg. Co. 
Works and Main Offices: 


SENECA FALLS, N. Y. 


16 Murray Street, New York. 
The Gould Co., 22 & 24N.Canal St., 
Chicago. 


HIGH GRADE HOT BLAST TOOLS. 


You have not done justice to yourself until you have tried 
our Bonanza Furnace for all around work. 1% is equipped witf. 
our latest improved non-carbonizing burner and produces a braz- 
ing heat and is very economical in consumption of fuei. The 
top is removable and can then be used for burning off paint, 
thawing water pipes, etc. Tank is made of heavy brass, NOT 
ae TIN, highly polished, an everlasting tool. Every one fully guar- 
Fae anteed, sold by jobbers at factory price, or send us $4.50 and 


SS we will ship direct 


$4.50 
$6.00 


BONANZA. 


WHITE MFG.CO., Chicago, I11s.,U.S. A. 


When one man can do as much as 
four, there’s a saving somewhere— 


wi THE FORBES PATENT 
——— DIE STOCK —— 


one man can cut and thread any size 
pipe up to 12 inches—and do it quick. 
WRITE FOR CATALOG. 


THE GURTIS & CURTIS CO., 


65 Garden Street, BRIDGEPORT, CONN. 


Genuine Armstrong Stocks and Dies, 
Pipe Wrenches, Pipe Cutters. Clamp 
Dogs, Vises, Etc. Pipe Threading and 
Cutting Off Machines for Hand or 
Power. 


Catalogue on Request. 


THE ARMSTRONG MFG. CO., 


New York Office, 139 Centre St. Bridgeport, Cenn. 


654 


Books on Plumbing, Heating, 
Lighting and Ventilation 


To anyone sending one new subscriber to TIIk 
PLUMBERS’ TRADE JOURNAL, we will miuil 
with our compliments, any one of the 50c. books 
-amed below. 

For two new subscribers, we will give either of 
the following books: ‘‘Kitchen Boiler Connections: 
Hot Water Supply,’ by Dye; or ‘‘Plumbers’ Text 
Book,’’ by Tower. 

For three new subscribers, we will give either of 


the Jollowimg books: ‘‘Lawler’s Hot Water Heat- 
jng- Steam and Gas _ Fitting.’’ 

Fir four new subscribers, we will give either of 
the following books: ‘‘Steam Heating for Build- 


ings,’’ or ‘‘American Plumbing Practice.’’ 
5 


All new subscriptions must be sent by a paid up 
subscriber to entitle sender to any of above 
premiums. 


Contract and Estimate Record Book, by B. H. 


ALS) eno OUeOCeG oo K DOU CC a ciee cao MOE .50 
Dean’s System of Greenhouse Heating, by M. 

BOA: Oa-vccs ins ale sta seen ap eee mete ee ee ere ero 
Drainage and Plumbing, by N. R. Maguire.... 4.80 


Estimate Books for Plumbers and Heating 
Men; by B) HH. Jessup} 200 pagese. csc acts 2.00 


Examination Charts. For Boards of Health 
. and Plumbing Examiners, Price per set, in- 


eluding key to each chart. .:.swescoscs sc ceen D100 
External Plumbing Work, by John W. Hart... 8.00 
Heating and Ventilating Buildings, by Car- 

PENES ose ie cielo lays avala.cierenesapetete sc rerriete ine a artemis 4.00 
Heating and Ventilation. Tables and Formu- 

las, By. F.-Schumanne caste oe cee hae Sk REL SOO) 
Hood on Warming Buildings, by F. Dye...... 6.00 
Hot Water Circulation, by R. M. Starbuck... 3.00 
Hot Water Supply, by E. Dye... co. sccceces ve 1.00 
Kitchen Boiler and Water Pipes, by H. Grim- 

STS Wile Erect eratare oragsh ate tists c¥e sit tel ote, areterorsionaie heaters .40 
Kitchen Boiler’ Connections. -..4...\.20+0.+0c<- 1.00 
Lawler’s American Sanitary Plumbing (revised 

second edition) for plumbers. 2.5.0. .c0.08s 2.00 
Lawler’s Hot Water Heating, Steam and Gas 

Wat tinge Fs)s cctcs atisae moe ee eee 2.00 
Lead Burning by the Autogenious Process.... 1.00 
Lectures to Plumbers, by J. W. Clarke........ 3.00 
Lighting by Acetylene Gas, Electric Furnace, 

Generators and Burners, by W. E. Gibbs, 

5 OM ORG iene cee gn Aen heey SCOTS TAN Ro a 1.50 
Mechanics’ Companion, by J. M. Scribner..... 1.50 
Modern Sanitary Appliances, by Colyer......: 2.00 
Modern Sanitary Plumbing, by James J. Law- 

Se) bbc: oc teen OB a tems oommtsa tare teeters 5.00 
Mcdern Methods of Sewage Disposal, by Geo 

OPE ATA Baad Laercretocetanhstalaiciet tela creteinets: «lett 2.00 
Modern Plumbing, by R. M. Starbuck; illus- 

ELAECU Nt. rertretsss eee tancneee nh niche eee er eee ae 3.00 
Plumbers’ Text Book, 300 questions and an- 

Sere, wDy? Mramk “COWL ince avicwis corde eet 1.00 
Plumbing, House Drainage, by W. P. Buchan. 1.75 
Plumbing" by So..8¢7 Hellyer.s..c.cnscemeecwre ec 1.50 
Practicala:Gas' Fitting. .cck stress ora cee 1.00 
Practical. Hygiene, by’ Currier.....2..<.....0: 1.50 
Practical Hints on Joint Wiping, for begin- 

ners, in> plumbing. ciaetas ee eee een eme k .25 
Sanitary Engineering of Buildings, by Ger- 

hard, = Voll ls? Clobhtis sate ten teeees eae tee 5.00 
Sanitary House Drainage; Its Principles and 

Practice; by Tyke.“ Coleman... ocean. 2.40 
Steam Fitters’ Computation and Price Book, 

byt Deak on fcpeke Dor cee tiiwh ee ste eee ome 3.00 
Steam Heating for Buildings, by W. J. Bald- 

WA) el comer n So UO S ET OGL Ir natisa ot Sooo ae eae 2.50 
Steam and Hot Water Fitters’ Text Book,. by 

Thomass 0. EMCNeiUM. acca Maes.rarcecs Mace te 1.00 


The Gas Fitters’ Question Book, W:th Answers, 
by Albevt?: Dum baree sissies aerate ces ge ott 1.35 


The Steam and Gas Fitters’ Price Book, by 


= Browiir.c Greene. Conse aise ieee ee 5.00 
The Turkish Bath, by R. 0, Allsop........... 2.50 
The Plumber, by 8S. S. Hellyer.........02c00s 5.00 
The Plumbers’ Trade Journal pound yolumes 
for the years 1881 to 1904 inclusive, con- 
taining hundreds of sketches of plumbing and 
plumbing devices, practical letters, ete., 
GACH ale. 8osain. 0 giare atoiniatarcia ciele oreineteiemierets aiaie aimierses 4.00 
Questions and Answers on the Practice and 
Theory of Sanitary Plumbing, by R. M. 
Starba oki. cianitecstecme cin entero ee 1.00 


ANY OF THE FOLLOWING BOOKS FOR 50c. 
Boilers, Incrustation and Corrosion, by F. J. Rowan. 
Domestic Electric Work, by W. R. Wittbecker. 
Gas Fitting and Lighting, by William Paul Ger- 

hard. 

Mouse Drainage and Sanitary Plumbing, by W. P. 

Gerhard. 

Hydraulic Tables, by P. J. Flynn. 

Mechanics of Ventilation. 

Recent Practice in the Sanitary Drainage of Build- 
ings, by William Paul Gerhard. 

Sanitary Condition of Dwelling Houses, by Geo. BD. 

Waring. 

Sewer Gases, Nature and Origin, by De Varona. 

Sewerage and Sewage Purification, by M. N. Par- 
ker, Ph.B. 

The Treatment of Sewage, by Dr. C. M. Tidy. 

The Disposal of Household Waste, by W. Paul 

Gerhard, 

Water and Water Supply, by W. H. Corfield. 


These books are for sale by THE PLUMBERS’ 
TRADE JOURNAL, P. O. Box 715, New York City, 
and will be sent to any address on receipt of our 
list price. No books sent C. O. D. While these 
books are thoroughly good and instructive reading, 
still we want it understood that we do not recom- 
send any special one. 
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The Gas Fitters’ Question Book, with Answers 


A book on practical information specially prepared to enable 
any practical gas fitter to answer all manner of questions ap- 
plying to his profession. A valuable little book of questions 
and answers and tables that will be found of great advantage. 
Well illustrated. 


SENT POSTPAID TO ANY ADDRESS UPON RECEIPT OF PRICE OF $1.35. 
THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


Don’t Forget 


to tell 


that you saw their 


Advertisers 


Advertisement in 


TH E PLUMBERS: 


TRADE JOURNAL 
when writing them. 


Hendrick’s Commercial Register of the 
United States for Buyer and Seller 


Especially devoted to the interests of the architectural, mechanical, 
engineering, plumbing and heaiiig industries. 

A complete and reliable anual index, containing 350,000 names, 
addresses and business clavsiiications. 

Indispensable as a buyers’ reference for the architect, contractor, 
manufacturer, jobber and retailer. 


1903 Edition for the Year beginning November 1, 1903. Price $6.00. 


THE PLUMBERS’ TRADE JOURNAL, 61 Beekman St., New York. 


Excessive Pressure 


You can _ control 
with the Reliable 
Water Pressure Reg- 
ulator, and when 
you do this, all your 
troubles of water 
hammer,  bursted 
pipes, leaky faucets 
and valves are at an 
end. 


Descriptive  Cir- 
cular for the asking. 


C. Aneshaensel & Co., 


Indianapolis, Ind. 


“MODERN BATHROOMS” 


Is the title of our beautifully illustrated 68 page book published in the interest of 
those about to build a new or remodel their present bathroom equipments. For 
more than two years it has been extensively advertised in all leading magazines, 
and over a quarter million copies have been distributed. 


handy arrangement for holding Tux 
PLUMBERS’ TRADE JOURNAL, Will be sent 
FREE to any subscriber sending us a 
new subscription, or sent post paid for 


UR NEW BINDER. A serviceable and ! 
@ 
35 cents. : 


RHOADS-WILLIAMS 
AUTOMATIC RAW 
SEWAGE SIPHON: 
For Sewage Disposal. 


t) 

Send 
for 

de- 
scrip- 
tive 
catalog 
and 
infor- 
mation 


OvTHET 


Automatic sewage siphons 
to handle sewage not acces- 
sible to public sewers. 


If you will send us the names and addresses of persons intending to have new 
plumbing installed, we will mail them copies of ‘Modern Bathrooms” with your 
compliments. This plan will advertise your business without expense to you. 


Every piece of “Standard” Ware bears our *‘Green and Gold’? guar- 
antee /:bel and has our trade mark “Standard cast on the exterior. WNo others 
are genuine or will give the same satisfaction to your customers or yourself. 


Standard Sanitary Mfg. Co. 
Pittsburg, U.S.A. 


QUINCY, ILL. 


REVISED AND ENLARGED 


TOWER’S 


Plumbers’ Manuai 
and Text Book. 


Elementary and condensed articles on metals, 
colier, water and its distribution, pumps, hy- 
draulic rams, meters, boilers, filtration, ele: tro- 
lysis, friction. Drainage, house and subsoil, 
‘Traps and siphonage. Ventilation as applied oe 
plumbing. Fixtures: Proper and desirable 
material for their construction and installation, 


MISCELLANEOUS MATTER, RULES, Etc. 


Plumbers’ dictionary, very convenient. Ques- 
tions and answers suitable for Plumbers’ License 
Examination. all in compact fourm. Size 4x6 
inches. A helpful, reliable and convenient refer- 
ence book for plumbers and apprentices. 


PRICE $1.00 POSTPAID, TO ANY ADDRESS. 
NO COD. ORDERS. 


ADDRESS 


Plumbers’ Trade Journal 
Publishing Company, 


61 Beekman St., 


DEPT. 1 


Will Please Mention 


SUBSCRIBERS 


This Journal when 
writing to Advertisers 


iq 
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DENNEY IMPROVED 


RIDER & ERICSSON 
HOT AIK PUMPING ENGINES 


For Domestic Water Supply 


and always ready for service. Important improve- 
ments patented and NOT FOUND IN ANY OTHER 
ENGINE. 

Compare the Denney Improved Ericsson Engin. having 
double bearings and connections, heavy cast iron furnace 
with the Old Style Machine with single bearings, spider 
like legs and cheap sheet iron furnace. Buy THE BEST. 


(ef AN be operated by anyone. Perfectly safe, noiseless, 


BUILT FOR YEARS BY 


RUMSEY PUMP & MACHINE co,,|| American Machine Co. 


NEW YORK AGENTS, WILMINGTON, DEL. 
35 Dey Street, New York. 


There are only two Hot Air Pumping Engines 
which have Stood the test of time; they are the 


RIDER AND THE ERICSSON ENGINES. 


There is only one concern which has stood the ¥ 
test of time, and thatis: 


THE RIDER-ERICSSON ENGINE CQ. 


Every improvement suggested by our wide ex- 
perience has been adopted. 
Send for catalogue ‘‘Bs’’ to nearest office, 


RIDER:ERICSSON ENGINE CO., 


35 Warren St., N. Y. 40 Dearborn St., Ciicago. 

239 Franklin St., Boston. 40N. 7th St., Phila 

692 Craig St. ,Monireal, P.Q.22 Pitt St. ‘Sidney, nN. S.W,. 
Teniente- Rey t1, Havana, ‘Cuba. 


PLATE 26-L 


Heavily lined Tank. Post hinge Seat. Plain or quartered Oak 
A combination of Quality and Style is the 
assurance from those who have purchased 


Our Special Low Tank Closet 


a No Mechanical device to get out ol oruer, Duy suupre cuustiuue. 
-. — on @ scientific principle. Its water seal cannot be broken by 8: 


le f- d i ithstand 1 jon. 
Othe y. "§; See werbare Iriamiasheitesi Winn teed: tae THE CHASMAR: KING SUPPLY CO., 
hers ay sz si dig Sree ner] ae ba Merencneien &% Charlotte, N. C. Savannah, Ga. | 


as “ae Manufacturing Co., 


Broadway, cer Winth Street. WATERVLEIT, W. Y¥- 


Automatic 
Cock Grinders 


subject to purchase. We guarantee as ac- 
curate grinding as by hand with far greater 
economy. Machines made in any number 
of spindles. 


Highest Price Gas Re 
pucapest: Gas Range 
Best Gas Range 


Se AL 
EMS 


ct ) 


CATA-~ 
LOG 
AND 


PRICES. 


RANGE AND CLOSET 
WE WANT THE PLUMBERS’ TRADE 


HY? 
Becauss they always Recommend the Best Goods in their line 


STEPHENSON MANUFACTURING CO., 


Sandusk op AL HENY, PA, 
Send for Descriptive wernen cope A he hd ans Lt ’ " Mention this Paper. 


The Turner Machine Co. *?pnictcpnie. po. 
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Riggs House 


WASHINGTON, D. C. 


Ypposite U. S. Treasury, one block 
from the White House. Special 
rates for traveling men; hand- 
somely furnished and decorated; 


table best in the city, 


oO. G. Staples, Proprietor. 


ee 


HOTEL STE. CLAIRE, 


DETROIT, - MICH. 


Absolutely 
Fire-proof. 


Hot and 
Cold Water fd 
in Every Room 


Thousagd Jsiani p 


ALEXANDRIA BAY, N. Y. 


~£ 


Finest and largest hotel on the St. Lawrence 
river: all modern conveniences; new plumbing; 


slectric lights; cuisine vnexcelled. ; 
0. G. Staples, Proprietor. 


G. Dewitt, Ma 1ager- 


© 


35 cents. 
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A SUITABLE LOCATION 


is easily found for the erection of a plant of any nature if you consult the 
Industrial Department of this Company, and unusual in jucements and 
financial assistance will be given by numerous towrs in our territory. 


For information address 


WANT a Home, an Orange Grove, a Farm? 


You can locate just what you are seeking in the pages of our monthly 
magazine, which is handsomely illustrated and sent free on request. 


J. W. WHITE, Grand Industrial Agent, Portsmouth, Va. 


SEABOARD AIR LINE RAILWAY. 


Is the 
Heater 
You 
Want 
For 
Gasoline! 


The Difference in Cost 


between cheap outfits and Caldwell Outfits 
is slight. The difference in service is great. 


Caldwell Tanks and Towers 


may cost slightly more than inferior grades, 
but the saving, effected by the absence of re- 


Success- 
fully 

Tried 
and 

A Tested 
Under 
All 
Conditions. 


XK 
ce 


mane pairs soon pays the difference. Cheap out- 
eh fits go to pieces ina few years. Caldwell 
|| $2.50 and $2 Outfits last a lifetime. 
per day. 
With Bath, Send for Catalogue and Price List. 
$3.50 


W. Caldwell Co., 


Louisville, Hy. 
1026-28 Broadway 


Will Please Mention 
This Journal when 
Writing to Advertisers 


Subscribers 


Milbradt’s Rolling 
Shelf Ladders 


# are made to fit all kinds of high 
4 shelvings. and are guaranteed to be 
44 satisfactory in every respect. Send 
for catalogue and prices. 


JOHN CALANDER, 
146-148 E. 8th St., St. Paul, Mian. 


UR NEW BINDER. A serviceable and { | 1 

handy: wrdasementa for baking Tux Shore, Big Four, Pittsburg & Lake Erie and Lake 
PLUMBERS’ TRADE JOURNAL, Will be sent 

FREE to any subscriber sending us a 

new subscription, or sent post paid fcr @ 


Fe abe ops ] 


77 INFORMATION 
BUREAUS OF THE 
NEW YORK CENTRAL LINES. 


Each city ticket office of the New York Cen- 
tral, Boston & Albany, Michigan Central, Lake 


TRAINS AT - - 


Erie & Western Railroads in the cities of New 
York, Brooklyn, Boston, Worcester, Springfield, 
Albany, Utica, Montreal, Syracuse, Rochester, 
Buffalo, Niagara Falls, Toronto, Detroit, Cleve- 
land, Pittsburg, Columbus, Indianapolis, Cincin- 
nati, Louisville, St. Louis, Chicago, St. Paul, 
Denver, San Francisco, Portland, Los Angeles 
and Dallas, Texas, is an information bureau 
where desired information regarding rates, time 


provided with 
coils, for heat- 
ing water by 
steam. Expan- 


Locations for Industries | 


Erie Railroad—New York to Chicago 
INDUSTRIAL DEPARTMENT 


LUIS JA KSON, 
Industrial Commissioner, Erie Railroad Company 
21 Cortlandt Street, New York. 


THE WAYNE 
WATER HEATER 


Also 

Uses 
Natural — 
and 
Artificial 
Gas. 


Easily 
Connected. 
Easily 
Operated. 
Easily 
Bought. 


ALBERT ROLF, 
.FT. WAYNE. IND: 


: America’s Famous Resort / 


Atlantic 


Three Hours 


from 


New York 


“There’s recreation in the books themselves.” : VIA 


New Jersey 
Central | 


Solid Vestibule Equipment. 
Buffet Parlor Cars. 


9:40 A. M.—3:40 P. M. 
Sunpays, 9:40 A. M. 
STATIONS: 

Ft. Liberty St., N. R. & South Ferry 
I/lus‘rated book on application. 
C. M. BURT, General Pass. Agt., N. Y. 


City 


The magnificent through train 
service maintained by the 


“Bic Fou = : 


In connection with the 


New York Central, Boston & Albany 
and Chesapeake & Ohio Ry’s, — 


includes Buffet Parlor, Cafe-Library, 


Dining and Observation Cars, and 


« Sion Tanks, 


ia Heavy Sheet 
Iron and Plate 
Steel Work for 
all‘purposes. 


L. O. KHOVEN @ BRO., 
Office: 50 Cliff St., New York. 
Works: Jersey City, N.J. 


of trains, character of resorts, hotel accommoda- 
tions, and a thousand and one other things the 
intending traveler wants to know will be freely 
given to all callers. 


Send to George H. Daniels, General Passenger Agent, Grand 
Central Station, New York, a two cent stamp for a 52-page illus- 
trated catalogue of the ‘“‘Four-Track Series.” 


Pullman Sleepers 


To 
Aountains, 
Lakes, 
Seashore, 
East, 
West, 
North. 
Write for rates and felders. 


Warren. Lyaneh, ww. P. BDepee, 
Gen’l Pass. &Tkt. Agt. Asst. Gen'l P. &T.A- 
Gurenwuti, Onse. 


' shy - ie 
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J.B.CAMPBELL BRASS\WORKS. SMOOTH-ON JOINTS. 
ERIE, PA. 

A silicated Iron Cement for connecting Bell and 

A SAMPLE ORDER Spigot Cast-Iron Soil Pipe in place of Lead. 


ae One-Half the Price of Lead. 
Patent S z Ww Cocks Joints are easily and quickly made. 


will convince you that : Sold in 5, 10 and 25 pound red labeled tins. 


they are what you want 
SMOOTH-ON MFG. CO. 
If your Jobber cannot supply you, 572-574 Communipaw Ave., JERSEY CITY, N. J. 


Write Direct. 


CHICAGO OFFICE: * OI N. Jefferson St., Chicago, Til. 


IMAJOR’S CEMENT 
is the Best for RepairiAg 
PLUMBERS’ PORCELAIN WARE 
Price, 15 cents. 


Every Master Plumber 
SHOULD HANDLE THE 


PADDOCK WATER FILTER 


= THE Success Water Heater 


THIS HEATER IS MADE FOR USE IN BARBER SHOPS 


It is efficient. It is durable. : ORS CEYy, od 

It is compact. It is non-rustable. ~ : yy 4p Major’s 

It has a large cone-shaped heating surface and Nek Rubber _Cement, 
the heating cone can be easily taken apart for san Major’s 


the removal of scale and other deposit. 
WRITE FOR A CIRCULAR AND DISCOUNT, 


The RANSOM & RANDOLPH CO., 


Leather Cement, 
Same Price 
Sold Everywhere 


anon Major, proprietor. 


FITTER FOR CLAY WATERS. 


; 
8 
<x Capacity three gallons 515 Jefferson St., TOLEDO, O. NEW YORK CITY. 
: | DER & CO 
= The ADAM — | W. RL OSTRAN : 
; INSTANTANEOUS POISE A NGL 
WATER HEATER B mare 
“9 Speaking 
Itis designed tu be placed in the basement Sot DONS SELOSTe EES DE Tu be and 
to filter the entire supply for any size MANUFACTURED BY Eiectric 
building, steam boilers, etc, W. 4E AD A M, Supplies. 


JOLIET, ILLS. 
Send for Latest Catalogue 


THE PADDOCK WATER FILTER CO. 


Factory: 
330 Vermont St., Buffalo, N,Y. ry 


W 1433 DeKalb Ave. GROOKLYF 


Urinals, Water Closets, Platforms, Base. 


NEW YORK SLATE WORKS, 


498 E. 138th St., New York. 


SUBSCRIBERS Ee AY? RES a 
7 ) 5 | She! es DEPARTMENT 
Eat Retanegtl chhtegn OSE ieee ina epg at Die OEE if 8B Sed my og A —B\ : A FRESH AIR OF BUILDINGS 
oor - r \) 7 Serta del OF GREATER 
MINERAL WOOL| \ /@ | 3883 |e ox 
ie pane: ya im \ heaton eee to anything | ' THE Peele tas FOR SALE BY 
UNITED STATES MINERAL WOOL CO., i) Bee Ng Cy? s||2" DEALERS. ONLY. 


I43 Liberty Street, New York, | | BROOKLYN, N.Y. 


- Water Pressure Regulator 


For dwellings and domestic purposes, Hotels 
and Public Buildings. 


U. S. HIGH PRESSURE BALL COCK. 
aa! CURTIS ENGINEERING SPECIALTIES. 


Send For Catalogue. 


C. & D. TANKS AND SEATS 


IN 
CAST IRON AND COPPER LINED 


Over Head Tubular and Plain Showers, 

Baths, Steel Copper Lined, Enameline, 

White Metal and Solid Copper. 
MANUFACTURED BY 


COYNE & DELANY, 
303-309 Rodney Street, Brooklyn, N. Y.¢ 
Prices on Request. e Telephone 878 Williamsburg. 


Julian d’Este Company, 24 Canal Street 


Sa 


_ THE PAYNE 
FROST PROOF CLOSETS 


Adapted for Cellar and Yard Installation 


With Thermostatic Valve 


is the most economical and up-to-date 
device on the market for furnishing 
hot water for household purposes 


Write for Catalog. ne = 


LAWSON MANUFACTURING C 
222 E. Eighth Ave., HOMESTEAD, PA, — 


We build 
it for you. 


= eee 


Ready to set 
on trap. 


PRACTICAL VALUE 


in tank valve operation is obtained with 


Balanced Tank Valv 1 


It cannot 
be botched... 


Requires 
IN@:Pit: 


Cannot be- 
come air 
bound. 


HIGH or LOW pressure 
\\ no strain upon lever or f 


Warranted satisfactory — 


jj every respect on all wa 
pressures, 


Prices Right. 


Operates with small float. 


Get our 
Descriptive 
Circular. 


Made in sizes ! in. to 6 ey 


THOMAS P, FORD COMPANY, 82 Centre St., New Yor 


BOSTON: Edward P. Brock & Co.,104 High St. RHILADELPHIA: 142 N.6th St a 
Combination No. 3 , 


THE BRAENDER AUTOMATIC 


WRITE FOR PRICES AND DISCOUNTS 


Pittsburg Brass Mfg. ee 


—MANUFACTURERS 


anton | teem, || eller Lio 


A SYSTEM TO SAVE MONEY 


TIME AND MATERIAL accurately kept with one-third less Bookkeeping, by 


DAILY TIME AND CHARGE SLIP 


EstTIMaTED Costs of all Contracts kept uniformly by 


CONTRACT ESTIMATE RECORD 


All Material traced, and Exact Costs of all Contracts kept in shape for simple 
comparison with Estimate, by 


CONTRACT ACTUAL COST RECORD 


Bound into permanent records by very latest binders. Sold at a very reasonable price. 
SEND FOR DESCRIPTIVE BOOKLET AND PRICE LIST. 


DESIGNED FOR AND SOLD TO THE PLUMBING AND HEATING TRADE sy IT IS THE BEST; THEREFORE THE CHEAPEST, It is used in Mu 


J. P. JORDAN, ACCOUNTING ENGINEER, 409 ELMWOOD AVENUE, BUFFALO, N.Y. rm 2 : 2 
. . cipal and U. S. Government Departments, endorsed by leading sanitary experts. 


Fon ; and is guaranteed to do what is claimed for it SOLD TO THE TRADE ON 
Will Please Mention \ | Write for Circular and testimonials, 


| 
Subscri be RS 2 ie tenina bition ‘PHILIP BRAENDER, 47 W. 125th St, New York. 


Writing to Advertisers 


-N, McKenna, 75 Chestnut Street, Boston, Mass. 


SALES AGENTS (ie: E. Douglass, 40 Dearborn Street, Chicago, Ill, 


Wrought Stel SINKS | | ; NOW is the TIME for 


4 PB dere ee sees Ee a Frost Proof. 


Blue Enameled: Agate (Enamel. 
ed Gray); Crystal (Enamelec 


| Light Gray; White (Enameled |] : 
g He ciate mame bs Water Closets 
Combination Overflow, > he 
Overflow Protector, to show their merits. 


se ug Outlet, i) Put in a HAAS’ CLOSET 
LALANCE & GROSIEAN MFG.CO. | Air Chambers in Sink Backs. | os ee Compare it with others you have 


NEWYORK, CHICAGO, BOSTON. installed. Requires no pit, Has ssa 

a good strongflush, Operation - { 

is perfect. It is the closet that a 
the customer wants. 

Soil Pipe 


Write for Prices and Catalog. 
Cast Iron 


; | 
Bamber (24 Le we ; PHILIP HAAS, 
Supplies ; hone |} MANUFACTURER and PATENTEE 


28 South Jefferson St., - Dayton, O 


Cast Iron 


“UTICA gies Ls THE BEST. oe 


and 
Lead Pipe. 
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: by your list of satisfied 

Be SS: Paying 
patronage is not easily 
lost when best materials 
are used. 


Wisconsin 
Graphite 
Pipe Joint 
Paste 


stays where put. Heais 
, Peaks and eracks 
[Sa See es 


Write for samples ana 
prices. 


WISCONSIN GRAPHITE COMPANY, 
PITTSBURG, PA. 


We make six dif- 
ferent styles of traps. 
All fittings are of 
cast brass. No stamp- 
ing or bent tubes 


Manufactured by 
THE CLIMAX 
SPECIALTY CO. 
Seneea Falls, N.Y. 


The largest manu- 
facturers of plumb- 
ers’ specialties in the 
worl 


RESIDENCE OF J, MC MEANS, CHICAGO 


Wide Awake Plumbers 


who want achance to makeextra 
money are everywhere selling 


Bischoff Lawn Fence 


We make the work complete, ready to set. 
Notice style of fence from above illustration. 
Handsome, durable and easily set, 22 in. 
high. All Bessemer steel except post heads 

which are malleable. Finished in a weather- 
proof black enamel. You can undersell 
wooden fencing, which will rot out in a 
few years. 


Exclusive Agencies.—We want the 

_ best plumber or steam fitter in each town 
and city to represent us. We will protect 
you. We are advertising extensively and 
refer all inquiries to you. We don't bid 
against you and we don't allow price cutting. 


WRITE TO-DAY for full information and 
secure agency for your town, Agents out- 
fit consists of sample length of fence, printed 
matter, etc. A HANDSOME CATALOGUE 
FREE. 


FRED. F. BISCHOFF & CO,, 
677 Grand Ave., a. Je CHICAGO. 


Manufacturere ef 
Brass and Iron Goods, 


For Steam, Water and Gas. 
‘Wrought Iron and Steel Pipe, 


Plumbers’ and Gas Fitters’ Supplies. 
Factory, PATERSON, N J. 
56 & GO JOHN STREET, NEW YORK. 


JOHN MADDOCK, ALEXANDER H. MADDOCK. 
te THOMAS MADDOCK,. WILLIAM B. MADDOCK, 


JOHN eats & SONS, 
GOALPORT, - - TRENTON, N. d. 


Manufacturers of 


Steamship, Car Builders’ and Plumbers’ Earthenware. 
Sanitary Specialties of Every Description. 


a eee 


Bilis Automatic Cellar Drainer 


OPERATED BY STEAM OR WATER PRESSURE, 


HESE machines are superior to all 

other Drainers on the market 
owing to their simplicity of construc- 
tion, capacity, and ability to perform 
the duty required, Do not require 
Strainers; have an indirect action per- 
mitting the Drainer always to be on at 
full pressure or entirely closed; can be 
adjusted to any desired point. Prices 
on application. 


PATENTED AUGUST, 1901. FOR SALE BY 


THE ELLIS COMPANY, 216 West 23d St., New York City, 


We are Sole Manufacturers 
and Selling Agents of the 
"'H. S. Renton” FLOOR FLANGE 
and ASBESTO-GRAPHITE GAS- 
KET. (Patented.) Solid, Sub- 
stantial. Sanitary. Approved 
by the Building Departments 
of New York City and Brook 
lyn. 


Shove it over 
Closet Spud 


SSS um 
OLD 


ANTING PIPE AND SSS2ay 
GASKET HOLDER 


EE 
Chix D> 


SRENTON pat'D DEC. 22: 1903 
oe 


Fits any Closet 


F. N. Du Bois Co., 


Manufacturers and Jobbers of Supplies 
For Water, Steam and Gas. 


243-245 Ninth Ave. corner 25th St., NEW YORK. 


61 ELDERT ST., 


PATENT APPLIED FOR 


GALVANIZED IRON COVERS 
FOR LAUNDRY TUBS. 


The only all iron cover made, ab- 
solutely no part wood. 

Strong, Durable and Attractive. 

This cover makes the laundry tub 
perfectly sanitary. 

Prompt shipments on regular sizes. 


RECULAR SIZES 
2134 in. x 4 ft. with 4 in. back strips 
24in. x 4ft. with 4 in. back strips 


EXTRA SIZES 
made to order onshort notice. Send 
for full information and prices. 


GREASON MANUFACTURING 6O., 


108 W. 99THST. NEW YORK,N.Y. 


Profitable Patent and Trade-Mark for Sale. 


GheRex Basin 2.1 Bath Waste 


PaTENTED 1896 #CopYRIGHTED 1897, 
Patent ALtowepo Octoser, 1903. 


Fits any Basin, and 
has never been 
equaled in simplic- 
ity and selling 
features. 


A simple turning 
handle on the slab 
moves the slide G 
against and under 
the cone Fof basket 
E to open the stop- 
per D. 


The basket pre- 
vents loss of rings 
or jewels, is instant- 
ly cleaned, and re- 
moval of stopper D 
andbasket E with the 
slide G moved back, affords a clear pas- 
sage and clean sweep down to the trap. 

Thousands in successful operation, 
and endorsed by many leading Plumbers. 

The Patent, Trade-mark and every 
thing pertaining to it will be sold with- 
out reserve. 

FOR PARTICULARS ADDRESS 
Ss. W. LEWIS, 
BROOKLYN, N.Y. 


ADVANCE 
Vent Top Fitting 


This makes a com- 

plete and_ suitable 

finish to vent. 

For sale by Jobbers of 
PLUMBERS’ SUPPLIES. 


Manufactured by 
ABENDROTH BROS. 
Port Chester, N. Y. 


THE PLUMBERS’ TRADE J OURNAL, STEAM AND HOT “WATER ‘FITTERS’ REVIEW 
«al i 


L Wolff Manufacturing bo, Monument Pottery Co.,| 


(Established 1855.) Trenton, N. J.. 


y Plumbing Goods U.S. A. 
é KOOX 


of Every Description 
asi a a S. A. 


Manufacturers of Monument Porcelain. 


KOO 


Bath Tubs, Lavatories, Kitchen Sinks, Drinking Foun- 


# 


tains, Etc. Also Monument Solid Porcelain Special 
Fixtures for Hospitals, Government Barracks, Etc. 


Special designs made to order. We have ready for 


distribution Catalogue A, which we would be pleased 
to send upon receipt of application. In this cats!ogue 
we illustrate a complete line of goods as manufactured 
by us. Address all communications to 


ety ae aera Monument Pottery Co., 
The above is a new design (Patent applied for) heavy Stop and Waste Cock—not shown : 
in our “F” catalogue—made of absolutely new metal, perfectly ground and 


of the best workmanship throughout. TRE NTON, ? N ° dé e 


SEND FOR ILLUSTRATED PRICE LIST 


To the Trade 


| Season 1903-1904 


A Reliable Line ™ tx Plumber | 


EXTRA QUALITY 
GASKETS 


GAS NOVELTIES 


MANUPACTURED BY 
THE CAS TIP & SELF LICHTER COMPANY. 


Our $3.00 sample lot will be forwarded, upon receipt of price, to 
any dealer or agent for gas burning novelties, This charge only 
partially covers the cost of manufacture. Express prepaid. 


THE LIST INCLUDES: 


Self-Lighting Torch for Burners and Stoves 
Self-Lighting Cap and Mantle 

Self-Lighting No Match Burner 

Gas Governor Checks for Stoves and Ranges 

Gregory’s Governor Burners, 2, 3, 4, 5 and 6 ft. 
Aluminum Tips with gas checks 

Aluminum Tips, assorted sizes 

One Pocket Gas Stove. One Red Hot Disc Henten 

One “‘ Solid Comfort” Light and Heat Radiator 

One New York Gas Lamp with 100 C.P.41=2inch Mantle 


Wholesale jobbing prices will accompany samples. Our new 
tine of novellies is, without question, the best selling articles ever 
offered to the public. Send for Catalogue. 


Address all orders to WE WILL GLADLY SEND SAMPLES ON REQUEST — 


THE GAs Tip & SELF LIGHTER Co., MORGAN @® WRIGHT 


25 WEST BROADWAY, NEW YORK. 
G. H. Gregory, Manager. CHICAGO 


., NEW Ont DAYTON ST. LOUIS SAN FRANCISCO 
= *] is 


THE 7GO0D" IS THE VERY BEST HOT WATER WASHER [FULLY GUARANTEED | 


(F YOU ARE NOT USING THEM, SEND SAMPLE G 
ORDER AT ONCE, You WILL SAVE % 
MONEY AND TROUBLE. 
GOOD MFC. CoO., g\ 2 
@8-92 LincoLN AVENUE, NEW YORK CITY. 
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